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EDITORIAL  NOTES  AND 

COMMENT 

Christmas  and 
Medical  Costs 

/^HRISTMAS  has  come  and  gone.  It  is 
too  late  to  join  in  the  eloquent  chorus 
regarding  it.  For  that  matter  it  was  too 
late  to  speak  of  Christmas  hundreds  of  years 
ago.  Who  could  say  anything  new  about 
Christmas?  Only  the  genius  of  Dickens 
could  make  an  entrance  with  another  carol 
suited  to  the  season.  But  some  lesson,  ap- 
plicable to  our  present  problems,  might  be 
drawn  from  the  spirit  of  Christmas.  Few 
social  problems  would  fail  to  yield  their  own 
solutions  if  the  spirit  of  Christmas  were 
made  to  prevail  from  day  to  day. 

Christmas  defies  the  engineer  and  the  fa- 
cile salesman.  It  casts  "efficiency”  aside, 
and  purchases  are  generally  too  small  to 
draw  the  interest  of  those  trained  in  urgent 
exhortation.  Whoever  walked  with  a 
candy  cane?  or  ate  one?  Yet  it  dangles  in 
gay  colors  from  a limb  of  every  Christmas 
tree.  The  dolls  that  sleep  and  awaken  will 
soon  lose  their  eyes.  Something  will  hap- 
pen to  the  spring  of  the  railroad  train,  and 
tomorrow  it  will  refuse  to  run.  On  Christ- 
mas the  cruel  mechanism  of  the  world  runs 
down  and  sentiment  transcends  judgment. 
Might  it  not  be  well  for  the  underlying  spirit 
of  Christmas  to  last  longer  than  a day? 

In  our  present  profession  there  was  once 
a year-long  attachment  between  physician 
and  patient.  That  was  before  medicine  grew 
to  its  present  proportions  and  before  we 
ruined  it  by  excessive  indulgence  in  all  its 
possibilities.  Now  these  patients,  once 
wholly  ours,  are  but  lame  marchers  in  a pro- 


cession from  one  laboratory  to  another — the 
x-ray,  the  blood  chemistry,  the  microscopic 
examination  of  excised  tissue,  the  kidney 
function  test,  and  many  others.  There  are 
places  where  all  these  things  are  done  with 
dreary  routine.  The  labor  and  capital  in- 
volved are  considerable.  So  must  be  the 
cost.  Is  there  any  wonder  someone  pro- 
poses to  construct  a machine  which  will  do 
all  these  things  quickly,  accurately,  and 
cheaply  on  a mass  production  basis  and 
thereby  destroy  what  little  remains  of  the 
sentimental  relation  between  the  doctor  and 
his  patient? 

Charles  Dudley  Warner  told  a story  of  a 
woman  of  sober  mind  and  sedate  manners. 
Her  plain  attire  conformed  to  the  simplicity 
of  her  life  and  suggested  a larger  interest 
in  others  than  in  herself.  One  day  she  was 
strangely  enticed  into  buying  a red  hat.  Off 
her  head  that  hat  had  an  unexplained  appeal. 
In  its  proper  place  it  was  harshly  out  of 
harmony  with  every  other  item  of  her  ap- 
parel. Now,  one  by  one,  she  laid  aside  her 
old  garments  for  others  more  compatible 
with  her  head-dress  until,  at  length,  she  was 
gaudily  attired.  Her  thoughts  must  now 
take  a new  direction.  She  was  no  longer 
a simply  clad  seeker  of  sorrows  to  be  re- 
lieved. Her  place  was  within  the  whirl  of 
social  indulgences;  in  the  midst  of  fluttering 
ribbons,  pretty  faces,  and  inconsequential 
chatter. 

Is  this  story  a mere  exploit  of  imagination 
or  is  it  a leaf  from  life?  Within  the  memory 
of  even  middle  aged  men,  medicine  may  be 
said  to  have  received  a new  head-dress  and 
a constantly  accumulating  wardrobe.  In  all 
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its  gaudy  and  complicated  character,  it  has 
been  pressed  upon  our  patients  more  to  their 
cost  than  to  their  profit.  Now  they  demand 
it  and,  failing  in  their  demands,  feel  neg- 
lected. What  then  shall  we  sacrifice  upon 
the  altar  of  progress?  Shall  it  be  the  spirit 
of  Christmas — the  life  of  sentimentality  or 
the  efficiency  of  the  machine?  Certainly  the 
efficiency  engineers  did  not  prevent  the  pres- 
ent economic  collapse.  They  might  be  fairly 
charged  with  being  responsible  for  it.  There 
are  now  loud  appeals  for  that  altruism  which 
"efficiency"  has  all  but  destroyed. 

C.  S.  E. 

4 * * 

Committee  on  the  Costs  of 
Medical  Care — Final  Report 

npHE  final  report  of  this  committee  was 
A released  on  November  30,  1932,  by  its 
chairman,  Dr.  Ray  Lyman  Wilbur.  This 
event  marks  the  completion  of  its  five  year 
study.  An  abstract  and  analysis  of  the  re- 
port appears  in  the  December  3 issue  of 
the  Journal  of  the  American  Medical  Asso- 
ciation. Since  the  complete  report  covers 
some  130  pages  of  printed  matter,  physicians 
should  at  least  give  attention  to  the  abridge- 
ment. 

It  will  be  recalled  that  the  Committee  was 
organized  in  1927  to  assist  our  profession  in 
delivering  adequate  medical  care  to  all  peo- 
ple. Of  the  fifty  members,  half  were  physi- 
cians; the  other  committeemen  consisted  of 
professors,  deans,  hospital  officials,  and 
business  men.  The  recommendations  deal 
with  group  practice,  public  health  service 
extension,  social  insurance,  and  the  forma- 
tion of  official  agencies  to  study  and  eval- 
uate medical  services. 

The  director  of  the  committee,  Harry  H. 
Moore,  Ph.D.,  and  lay  members  have  re- 
vealed personal  favor  for  insurance  and 
governmental  schemes.  This  influence,  in 
our  opinion,  is  predominating  in  the  report 
and  has  augmented  a trend  which  is  a prod- 
uct of  the  depression.  We  feel  that  much  of 
this  smoldering  unrest  would  pass  away 
when  the  prevailing  clouds  are  lifted.  The 
American  Medical  Association  views  this 
expedition  of  nearly  a million  dollars  with 
"amusement  and  regret.” 


The  majority  report  recommends  that 
medical  practice  be  largely  supplied  by 
groups  of  physicians  with  the  aid  of  hos- 
pitals. It  endorses  the  care  of  employees  and 
their  families  by  corporations  and  the  expan- 
sion of  student  health  services  at  universi- 
ties to  include  faculty  and  townspeople.  It 
advocates  extension  of  public  health  services 
to  more  and  more  people.  Though  the  ma- 
jority report  would  place  medical  costs  on 
an  insurance  basis  or  taxation,  or  both,  it 
would  not  abolish  private  practice  for  those 
who  prefer  it. 

The  keynote  of  the  minority  report  is  the 
plea  for  restoration  of  the  dignity  of  the 
general  practitioner.  Experience  indicates 
that  he  can  efficiently  and  economically 
handle  80  per  cent  of  illnesses.  For  financ- 
ing the  20  per  cent  of  more  serious  condi- 
tions occurring  among  the  indigent,  the  ma- 
jority report  would  establish  insurance  or 
taxation — a revolutionary  procedure.  The 
minority  claims  this  would  incite  demoral- 
ization of  our  profession  through  solicitation 
of  patients,  commercial  competition,  inferior 
practice,  and  loss  of  the  personal  relation 
of  physician  and  patient.  Control  of  prac- 
tice would  be  taken  from  physicians  and  the 
profession  exploited.  Thus  the  minority 
holds  high  our  ideals  and  the  foundation 
upon  which  the  profession  stands.  It  is  will- 
ing to  try  any  plan  which  does  not  rock  these 
fundamentals  or  remove  from  our  hands  that 
control  which  has  been  earned  through  gen- 
erations of  altruistic  service. 

Obviously,  the  minority  report  represents 
the  voice  of  the  medical  profession;  the  ma- 
jority has  expressed  the  vision  of  servants  of 
public  health  and  of  laymen  who  would  dis- 
rupt the  foundations  of  scientific  medical 
service.  Which  shall  it  be?  The  question 
is  just  as  poignant  now  as  it  was  before 
these  five  years  of  arduous  study  and  the 
expenditure  of  nearly  a million  dollars  by 
the  Committee.  The  American  Medical 
Association,  sincerely  believing  it  is  better 
for  the  American  people  to  choose  their  own 
doctors  for  the  majority  of  illnesses,  urges 
our  support  of  the  minority  report. 

Knowing  that  there  now  exist  immense 
insurance  companies  offering  financial  se- 
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curity  in  the  event  of  illness,  accident,  or 
major  operation,  we  wonder  why  such  pro- 
tection might  not  be  made  available  to  the 
majority  of  people. 

Patients  would  then  choose  their  physi- 
cians and  hospitals;  the  indispensable  doc- 
tor-patient relationship  would  be  unim- 
paired; the  progress  of  medical  science 
would  not  be  impeded  through  lack  of  in- 
centive and  the  stimulus  of  fair  competition. 
It  should  not  require  five  years  of  time,  im- 
mense sums  of  money,  and  the  brains  of  fifty 
accomplished  men  to  consider  expanding  the 
scope  of  existing  agencies  in  America.  We 
wonder  if  this  report  will  not  do  more  harm 
than  good,  disrupt  the  faith  of  many  doctors, 
and  sow  the  seeds  of  radical  changes  which 
would  later  be  regretted. 

Further  consideration  of  the  Committee's 
report  under  Secretarial  Notes  and  Com- 
ment appears  further  on  in  this  number  of 
Colorado  Medicine.  You  are  urged  to  give 
it  special  attention. 

* 

Medical  Societies  Must 
Control  Medical  Service 

T'vR.  E.  H.  CARY,  president  of  the  Ameri- 
can  Medical  Association,  gave  an  im- 
portant address  before  the  state  medical 
society  secretaries  and  journal  editors  at 
their  annual  conference  in  Chicago  last  No- 
vember. His  message  was  constituted  of 
the  substance  prevailing  the  entire  program 
— a constructive  attitude  of  the  profession 
toward  the  pressing  demand  for  adequate 
medical  care  commensurate  with  the  finan- 
cial status  of  the  underprivileged. 

All  manner  of  schemes  have  been  promul- 
gated; they  vary  from  corporate  to  national 
enterprises;  many  place  medical  affairs  un- 
der lay  control  and  exploit  the  physician. 
The  general  idea  is  that  of  a budgeting  of 
medical  needs  and  a per  capita  distribution 
of  the  financial  stress.  Dr.  Cary  insists  that 
it  remains  for  the  county  medical  societies 
to  propound  workable  policies,  and  their 
members  must  be  sufficiently  unified  to  put 
them  into  practice.  This  is  the  only  means 
of  preventing  the  subservience  of  medical 
practice  to  extraneous  control  with  which 
scientific  medicine  is  absolutely  incompat- 


ible. The  failure,  in  many  instances,  of  the 
development  of  constructive  policies  in  state 
and  county  societies  has  been  due  to  lack 
of  effective  leadership.  Thus  lay  or  gov- 
ernment plans  are  allowed  inception  or 
given  impetus.  Our  attitude  should  be  posi- 
tive, not  passive. 

The  medical  profession  has  opposed  the 
present  government  hospitalization  of  vet- 
erans for  disabilities  of  nonservice  origin, 
and  of  veterans  who  are  able  to  utilize  local 
physicians  and  hospitals.  The  Commander 
of  the  Legion  invited  the  Committee  on  Leg- 
islative Activities  of  the  American  Medical 
Association  to  attend  the  convention  at 
Portland.  Though  every  courtesy  was  ex- 
tended to  the  Committee  and  opportunity 
given  it  to  voice  the  attitude  of  the  medical 
profession,  we  question  whether  govern- 
ment hospital  construction  will  cease  and 
the  unwarranted  dole  of  medical  service  be- 
come slackened.  If  the  future  attitude  of 
the  government  remains  unaltered,  it  is  ob- 
vious how  it  may  affect  our  professional 
welfare.  The  lavish  expenditures  upon  the 
veterans  may  indicate  the  potential  possi- 
bilities of  expansion  into  medical  bureau- 
cracy. 

The  Judicial  Council  of  the  American 
Medical  Association,  in  giving  a decision  on 
the  evils  of  certain  forms  of  contract  prac- 
tice, has  defined  the  altruistic  attitude  of  or- 
ganized medicine:  “A  fundamental  of  medi- 
cal ethics  is  that  anything  which  in  effect  is 
opposed  to  the  ultimate  good  of  the  people 
at  large  is  against  sound  public  policy  and 
therefore  unethical.'’  Dr.  Cary  believes 
that  upon  the  positive  action  of  state  and 
county  medical  societies  depends  continued 
progress  in  the  art  and  science  of  medicine. 
* '+  * 

Spread  the  Word 

A BOUT  the  new  address  of  the  Colorado 
State  Medical  Society  and  its  Journal, 
Colorado  Medicine.  We  have  obtained 
improved  quarters  at  less  rental,  better  to 
serve  every  member.  The  new  address  is 
537  Republic  Building,  Denver.  The  tele- 
phone number  remains  unchanged,  KEystone 
0870.  What  can  WE  do  for  YOU? 
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IRITIS;  ITS  CAUSE,  MANAGEMENT,  AND  TREATMENT* 

C.  E.  SIDWELL,  M.D. 

LONGMONT 


The  history  of  iritis  dates  back  to  the  time 
of  Hippocrates.  He  described  what,  no 
doubt,  were  the  sequelae  of  iritis,  according 
to  a comprehensive  review  of  the  history 
of  the  literature  of  chronic  uveitis  given  by 
Edward  Jackson.  It  seems  the  term  cyclitis 
first  came  into  use  about  1846  when  Bow- 
man described  the  ciliary  body,  but  not  until 
1902  did  the  term  uveitis,  as  we  use  it  to- 
day indicating  inflammation  of  any  or  all 
parts  of  the  uveal  tract,  become  general 
when  a symposium  on  uveitis  was  presented 
before  the  Section  on  Ophthalmology  of  the 
American  Medical  Association2. 

These  papers  brought  out  the  fact  that 
lesions  in  different  parts  of  the  uvea  arose 
from  the  same  causes  and  emphasized  the 
importance  of  giving  them  a common  name, 
uveitis.  Jackson  stated  that  this  literature 
of  the  last  thirty  years  pertaining  to  the  eti- 
ology of  uveitis  outweighs  in  value  that  of 
all  preceding  centuries.  A study  of  our  own 
individual  cases  substantiates  the  conclu- 
sion, arrived  at  in  ophthalmic  literature,  that 
iritis  is  always  accompanied  by  at  least  a 
mild  cyclitis.  Considering  the  embryonic 
origin  and  anatomic  continuity  of  iris  and 
ciliary  body  and  the  fact  that  their  blood 
supply  is  so  closely  associated,  it  is  not  sur- 
prising that  the  component  parts  of  the 
uveal  tract  are  so  often  simultaneously  af- 
fected by  bacteria  and  their  toxins. 

A correct  diagnosis  is  of  great  importance 
in  treating  these  cases  intelligently.  Dr. 
Ida  C.  Mann3,  of  London,  says,  "It  may  ap- 
pear a truism  to  state  that  the  first  and  most 
important  step  in  treatment  is  accurate  diag- 
nosis, but  nevertheless  in  dealing  with  the 
question  of  acute  iritis,  this  point  must  be 
particularly  stressed,  since  in  this  case  a 
mistaken  diagnosis  may  lead  to  one  of  the 
gravest  possible  errors  of  treatment.  Pa- 
tients with  either  acute  iritis  or  glaucoma 
complain  in  the  first  instance  of  redness  and 
pain  in  the  eye  accompanied  by  disturbance 

*Read  before  the  Sixty-Second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  Sept.  8,  1932. 


of  vision.  It  is  of  paramount  importance  to 
distinguish  between  the  two  diseases  since 
their  treatment  is  diametrically  opposed,  and 
in  either  case  injudicious  treatment  may  be 
fraught  with  the  most  serious  conse- 
quences.” Thomas  D.  Allen4,  of  Chicago, 
states,  "The  success  of  the  therapeutic  at- 
tack depends  on  diagnosis.”  It  might  there- 
fore be  well  to  emphasize  a few  points  that 
should  be  considered: 

1.  In  iritis  the  pupil  is  contracted  and 
acts  sluggishly  to  light  and  is  smaller  than 
in  the  unaffected  eye;  whereas  in  glaucoma 
it  may  be  semidilated  or  oval,  usually  verti- 
cally, and  is  absolutely  immobile. 

2.  In  iritis  the  anterior  chamber  is  either 
deep  or  normal,  while  it  is  very  shallow  in 
glaucoma. 

3.  The  aqueous  humor  may  be  cloudy 
because  of  exudate,  but  it  is  clear  in  glau- 
coma. Its  clouding  may  be  simulated  in 
glaucoma  because  of  a steamy  and  stippled 
cornea. 

4.  Tension  in  iritis  may  be  somewhat  ele- 
vated, but  varies;  in  inflammatory  glaucoma, 
it  is  always  elevated.  Tension  should  be 
taken  at  intervals  with  the  tonometer.  If 
an  eye  is  quite  hard,  it  is  not  difficult  to 
diagnose  by  palpation. 

5.  The  cornea  is  clear  in  iritis  except  as 
some  exudates  can  be  seen  adhering  to  the 
posterior  surface,  providing  magnification 
is  used.  In  glaucoma,  the  anterior  surface 
is  hazy  or  steamy.  After  a definite  diagno- 
sis is  made,  the  patient  must  be  told  that 
the  duration  of  the  tension  may  be  one  of 
weeks  or  even  months. 

With  regard  to  the  causes  of  iritis,  there 
has  been  a diversion  of  opinion  in  the  past. 
One  school  of  thought  has  attributed  its 
etiology  in  most  cases  to  bacteria  and  their 
toxins,  and  has  substantiated  its  claims  with 
many  cases,  over  a period  of  time  sufficient- 
ly long,  in  the  essayist’s  opinion,  to  be  con- 
vincing. It  appears  readily  possible  for  or- 
ganisms or  their  toxins  to  be  transported  by 
the  blood  stream  from  a distant  focus  in 
teeth,  tonsils,  or  other  foci  of  infection. 
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Although  Pasteur  and  others  had  demon- 
strated the  microbic  origin  of  disease  in  the 
latter  part  of  the  nineteenth  century,  it  is 
not  altogether  strange  that  the  non-bacterial 
causes  of  uveitis  continued  to  have  adher- 
ents long  after  the  science  of  bacteriology 
was  well  established.  Those  who  have  cast 
a dissenting  vote  are  in  the  minority.  They 
have  not  boldly  stated  their  opinions  as 
against  the  specific  causes  of  iritis,  but  there 
has  been  a vein  of  skepticism  in  their  writ- 
ings, and  withal  they  have  not,  in  fact  or 
theory,  advanced  arguments  that  are  en- 
lightening or  convincing. 

E.  E.  Irons  and  E.  V.  L.  Brown  of  Chi- 
cago, collaborating  with  ophthalmologists, 
otolaryngologists,  internists,  dentists,  and 
laboratory  experts,  made  a study  of  two  se- 
ries of  100  cases  each  to  determine  what 
kinds  of  infection  were  present  and  the  prob- 
able causes  of  iritis.  The  infections  found 
were  removed  as  far  as  possible,  and  the 
effects  on  the  eye  were  noted.  After  three 
to  twelve  years  had  elapsd,  they  presented 
a summary  of  the  first  fifty  cases  from  which 
they  were  able  to  obtain  reports  with  refer- 
ence to  recurrence.  In  forty-three  cases, 
there  were  no  recurrences  of  iritis  after  re- 
moval or  adequate  treatment  of  infections 
found  and  believed  to  be  the  cause  of  iritis. 
In  four  others  in  which  there  were  recur- 
rences, the  infections  were  known  not  to 
have  been  removed.  In  one  of  the  three 
remaining  cases,  an  old  quiescent  pulmonary 
tuberculosis  was  the  only  cause  that  could 
be  found.  In  another  case,  a sinus  infection 
was  thought  to  be  the  cause,  and  the  case 
went  on  to  ultimate  blindness.  The  one  re- 
maining case  gave  a local  tuberculin  reac- 
tion, and  the  cause  of  iritis  was  undeter- 
mined as  a re-study  was  not  allowed.  In 
the  study  of  100  cases  observed  and  re- 
ported in  1916,  they  determined  the  causes 
were  syphilitic  23,  gonococcal  9,  tuberculous 
8,  dental  18,  tonsillar  16,  sinus  3,  non-ve- 
nereal  genito-urinary  3,  other  infections  2, 
combined  infections  17,  and  no  cause  in  1. 
In  37  cases,  more  than  one  infection  was 
thought  to  be  the  cause.  Infection  of  ton- 
sils. sinuses,  and  teeth,  or  syphilis  and  gon- 
orrhea, were  found  together. 


Lerner"  of  Rochester,  N.  Y.,  says  cases 
of  questionable  or  idiopathic  iritis  may  be 
due  to  gonococcal  infection,  as  an  absence 
of  urethral  discharge  or  shreds  cannot  ex- 
clude gonorrhea.  In  gonorrheal  iritis  there 
is  a tendency  to  recur.  He  emphasizes  the 
fact  that  a competent  urologist  should  be 
consulted. 

Von  der  Heydt,  of  Chicago,  has  observed 
that  in  the  secondary  stage  of  syphilis  we 
may  find  a bilateral  comparatively  painless 
iridocyclitis.  He  is  of  the  opinion  that 
hereditary  syphilitics,  in  the  third  genera- 
tion, the  parents  having  had  interstitial  kera- 
titis due  to  inherited  syphilis,  are  subject  to 
mild  forms  of  iridocyclitis  because  of  the 
taint. 

Rosenow  and  Nickel7,  of  the  Mayo  foun- 
dation, in  a large  series  of  cases  have  been 
able  to  isolate  the  streptococcus  from  differ- 
ent foci  in  the  human  being,  where  the  pa- 
tient was  suffering  from  iritis  or  other  eye 
conditions,  and  produce  in  animals  in  40  to 
50  per  cent  of  cases  ocular  reactions  simu- 
lating conditions  in  those  acting  as  hosts  to 
the  streptococcus.  They  have  claimed  for 
this  streptococcus  or  its  toxins  the  property 
of  “elective  localization’’  and  conclude, 
“Elective  localization  of  this  streptococcus 
or  its  toxins  has  been  obtained  in  a suffi- 
ciently high  percentage  of  animals,  in  a large 
enough  series  of  cases,  by  methods  suffi- 
ciently variable,  and  with  conditions  suffi- 
ciently like  those  at  hand  in  patients,  to  be 
of  significance.  The  dead  streptococcus 
and  filtrates  of  a culture  that  manifested 
elective  localizing  power  also  had  specific 
affinity  for  the  eye,  causing  typical  ocular 
reaction.  The  most  important  requirements 
for  casual  relationship  of  this  streptococcus 
to  uveitis  and  other  intra-ocular  diseases  of 
the  eye  have  been  fulfilled.’’ 

The  treatment  of  iritis  is  both  local  and 
general.  The  success  of  treatment  in  the 
majority  of  cases  depends  upon  the  prompt- 
ness with  which  it  is  begun  and  the  thor- 
oughness of  its  application.  The  objects 
of  local  treatment  are: 

1.  To  dilate  the  pupil  and  keep  it  dilated. 
This  avoids  complications  by  preventing 
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adhesions  between  iris  and  lens  capsule  or 
will  break  them  up  when  once  formed. 

2.  To  immobilize  and  put  at  rest  iris  and 
ciliary  body,  theoretically  putting  the  eye 
to  bed. 

3.  To  relieve  pain  and  congestion. 

Atropine  is  as  always  the  sheet-anchor  of 

treatment.  A one  per  cent  solution  or  salve 
used  every  three  or  four  hours  is  usually 
effective  in  producing  complete  dilatation  of 
the  pupil,  after  which  its  use  at  longer  inter- 
vals is  sufficient.  When  the  desired  effect 
is  not  obtained  with  the  weaker  solution,  a 
2 or  5 per  cent  solution  may  be  necessary. 
Cocaine  and  atropine  together  have  been 
recommended  as  more  effective,  but  habit 
formation  and  idiosyncrasy  for  cocaine  are 
not  in  its  favor.  If  the  iris  is  adherent  to 
the  lens  capsule,  a few  granules  of  powdered 
atropine  will  likely  give  the  desired  result, 
making  pressure  over  the  lacrimal  sac  to 
prevent  the  possibility  of  poisoning  by 
a too  rapid  absorption.  Since  the  con- 
junctival sac  is  usually  flooded  with 
tears,  it  is  of  the  utmost  importance  to 
blot  or  wipe  them  away  with  absorbent  ma- 
terial, otherwise  the  remedial  agent  will  be 
diluted  and  rendered  useless.  A drop  or 
two  of  one  per  cent  atropine  injected  under 
the  conjunctiva  once  or  twice  daily  adds 
greatly  to  the  success  of  treatment.  In  stub- 
born cases,  several  artificial  leeches  appb'ed 
to  the  temple  to  relieve  pain  and  cause  the 
pupil  to  yield  to  atropine  where  it  had  pre- 
viously been  rigid.  It  is  well  to  bear  in  mind 
that  atropine  used  over  a long  period  of 
time  may,  in  some  cases,  produce  a con- 
junctivitis, masking  the  symptoms. 

The  choice  of  another  mydriatic,  such  as 
duboisine,  or  a one-fourth  to  one-half  per 
cent  scopolamine  hydrobromide  is  desirable. 
Another  very  effective  mydriatic  is  glauco- 
san.  Two  per  cent  homatropine  is  safer 
than  atropine  for  diagnostic  purposes  in  sus- 
pected cases  of  iritis,  but  in  doubtful  cases 
the  slit-lamp  is  of  inestimable  value  in  diag- 
nosing iritis. 

Heat  has  a very  favorable  influence  on 
the  inflamed  eye  and  should  be  moist,  ap- 
plied over  a rather  large  area  for  fifteen 
minutes’  duration  at  two-hour  intervals.  A 


drop  of  ten  per  cent  dionin  solution  is  a 
safe  analgesic  and  a lymphogogue.  It  should 
be  used  without  hesitation  and  its  spectacu- 
lar effect  of  local  edema  obtained.  Too  fre- 
quent use  reduces  its  effect  hence  it  should 
be  used  intermittently.  Absolute  rest  in  a 
darkened  room  during  the  acute  stage  of 
the  disease  not  only  makes  the  patient  more 
comfortable,  but  shortens  the  disability  and 
prevents  complications.  The  use  of  foreign 
proteins  have  long  been  in  use  in  treatment 
of  ocular  inflammations.  The  manner  in 
which  it  acts  is  not  entirely  clear,  but  its 
efficacy  has  been  proved  to  the  satisfac- 
tion of  those  who  use  it  properly.  Typhoid 
vaccine,  given  intravenously  every  two  or 
three  days  in  proper  dosage  to  produce  a 
reaction,  is  recommended.  A safe  way  is 
to  begin  with  thirty  million  killed  typhoid 
bacteria  given  intravenously  except  in  chil- 
dren or  where  the  first  dose  has  produced  a 
very  severe  reaction.  Increase  this  dosage, 
every  second  or  third  day,  by  the  amount  of 
the  primary  dose.  Allen",  of  Chicago,  rec- 
ommends seventy-five  to  one  hundred  and 
fifty  million — enough  to  produce  chills  and 
fever.  Diphtheria  antitoxin  is  used,  but  the 
danger  of  anaphylaxis  is  greater  than  with 
typhoid  vaccine  or  milk.  Fresh,  unpasteur- 
ized milk,  boiled  four  minutes,  given  into 
the  gluteal  muscles  in  10  c.c.  dosage  daily  is 
recommended.  Autogenous  urinary  pro- 
teose has  been  recommended  by  Mills  and 
Martyn,  of  Los  Angeles,  for  cases  of  irido- 
cyclitis and  other  ocular  conditions.  White- 
head,  Dickman,  and  Darley,  of  Colorado 
General  Hospital,  are  of  the  opinion  that 
urinary  proteose  has  given  favorable  results 
in  eye  conditions  and  think  the  results  they 
have  seen  justify  its  use.  Milk  and  typhoid 
vaccine  are  safer  and  can  be  readily  con- 
trolled. 

Salicylates,  given  to  the  point  of  tolera- 
tion, have  a most  important  place  in  the 
treatment  of  iritis  and  can  also  be  given 
intravenously  to  hasten  saturation  or  to  re- 
lieve an  intolerant  stomach.  Gifford'  rec- 
ommends one  grain  for  each  pound  of  body 
weight  in  cases  of  average  severity.  This 
is  especially  recommended  in  iritis  following 
trauma. 
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When  the  etiological  diagnosis  has  been 
made  we  should  proceed  without  delay  with 
the  specific  treatment.  It  is  not  in  the  realm 
of  this  paper  to  discuss  the  treatment  of 
these  causes.  The  local  treatment  of  iritis 
is  the  same  irrespective  of  etiology. 

A correct  diagnosis  and  guidance  in  the 
treatment,  by  an  ophthalmologist,  are  essen- 
tial to  recovery  without  permanent  final  im- 
pairment in  this  often  destructive  eye  dis- 
ease. 
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ON  THE  MANAGEMENT  OF  OCULAR  INJURIES* 

WILLIAM  C.  FINNOFF,  M.D. 

DENVER 


In  no  part  of  the  body  is  the  proper  early 
management  of  injuries  so  essential  as  it  is 
in  the  region  of  the  eye.  Surgical  cleanli- 
ness and  meticulous  replacement  of  lacer- 
ated tissues  are  of  paramount  importance  to 
obtain  satisfactory  cosmetic  and  functional 
results.  Gentleness  in  manipulation  and 
needless  sacrifice  of  tissues  must  always  be 
borne  in  mind.  If  one  is  not  equipped  or 
prepared  for  this  delicate  type  of  surgery, 
it  is  far  better  to  dress  the  wound  with  a 
sterile  dressing  and  send  the  patient,  as 
quickly  as  possible  to  one  who  is  competent 
to  handle  such  cases,  rather  than  to  mutilate 
the  patient,  as  is  frequently  done. 

With  the  steady  increase  in  the  number 
of  automobile  accidents,  facial  injuries  are 
becoming  much  more  common.  Some  of  the 
cases  are  first  seen  by  physicians  who  have 
not  had  special  training  in  the  management 
of  ocular  injuries  and  occasionally  more 
damage  is  done  by  injudicious  emergency 
treatment  than  would  have  occurred  had  the 
patient  not  been  treated.  The  following  is 
an  example  of  such  a case.  The  victim  had 
been  thrown  forcibly,  face  downward,  from 
a rapidly  moving  vehicle  into  a stubble 
patch:  the  skin  of  forehead,  nose,  and  cheeks 
was  deeply  gouged  and  the  right  lower  eye 
lid  near  the  inner  canthus  was  deeply  torn. 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932. 


The  wound  severed  the  lower  canaliculus 
and  prevented  the  passage  of  tears  from 
the  conjunctival  sac  into  the  nose.  If  the 
edges  of  the  wound  had  been  carefully 
brought  into  position  at  the  time  of  the 
emergency  treatment  a satisfactory  result 
might  have  been  obtained,  but  a large  cat- 
gut suture  had  been  buried  in  the  deep  tis- 
sues without  any  attempt  to  align  the  wound 
margins.  An  unsightly  infected  wound  that 
could  not  be  repaired  satisfactorily  resulted. 
This  case  was  made  worse  by  the  emer- 
gency treatment  that  had  been  given  and 
would  have  fared  much  better  if  the  wound 
had  not  been  touched  at  the  time  of  the  ac- 
cident. 

In  all  injuries  in  the  region  of  the  eyes, 
the  vision  should  be  taken  before  treatment 
is  instituted  and  the  patient  has  had  an  op- 
portunity to  think  of  compensation.  A care- 
ful history  of  the  circumstances  of  the  ac- 
cident will  often  throw  valuable  light  on  the 
gravity  of  the  injury;  this  is  especially  true 
when  foreign  bodies  have  entered  the  eye. 

Lacerations  of  the  eye  lids  should  be  thor- 
oughly cleansed  with  some  sterile  solution 
and  all  foreign  matter  and  secretion  re- 
moved. If  necessary,  the  region  may  be 
scrubbed  with  moistened  gauze.  A general 
anesthetic  is  to  be  preferred  to  local  injec- 
tion if  pain  is  severe.  After  the  wound  is 
cleansed,  a mild  antiseptic  should  be  ap- 
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plied  and  bleeding  stopped  by  gentle  pres- 
sure and  not  with  ligatures  or  hemostats. 

The  margins  of  the  wound  must  be  ap- 
proximated as  nearly  as  possible  to  their 
normal  position.  The  bulbar  conjunctiva 
and  the  conjunctiva  of  the  cul  de  sac  should 
first  be  sutured  with  fine  silk  (No.  3 
twisted).  The  tarsal  margins  are  then 
brought  into  apposition  or  slight  over-cor- 
rection by  inserting  a suture  in  the  margin 
of  the  lids  between  the  lashes  and  the  Meibo- 
mian glands.  The  lids  should  be  drawn  for- 
ward and  silk  sutures  inserted  through  the 
conjunctiva  and  inner  portion  of  the  tarsus 
from  the  cul  de  sac  below  upward  to  the  lid 
margin.  The  skin  should  then  be  carefully 
sewed  into  position.  Very  fine  needles 
should  be  used  and  trauma  with  forceps  re- 
duced to  a minimum.  In  irregular  lacera- 
tion, the  margins  of  the  wound  should  be  so 
placed  that  the  subsequent  contraction  of 
scar  tissue  will  tend  to  elevate  the  lid  mar- 
gin instead  of  drawing  it  downward  and 
away  from  the  eyeball.  Careful  overlapping 
of  tags  of  tissue  and  skin  will  often  help  to 
accomplish  this  result.  Under-correction  at 
the  lid  margin  will  result  in  unsightly  notch- 
ing. 

Extensive  lacerations  of  the  cheek,  if  not 
carefully  repaired,  may  cause  a troublesome 
ectropion  of  the  lower  lid  through  the  con- 
traction of  scar  tissue,  and  one  should  al- 
ways bear  this  in  mind  when  repairing 
wounds  about  the  eye.  Wounds  in  the 
temple  and  forehead  also  distort  the  lids  in 
a similar  manner.  This  possibility  should 
always  be  borne  in  mind  when  repairing 
wounds  in  the  region  of  the  face.  Slight 
over-correction  is  always  desirable,  for  un- 
der-correction always  requires  a secondary 
operation. 

Diffuse  burns  of  the  face  in  the  region  of 
the  eyes  always  are  followed  by  extensive 
contractions  and  troublesome  deformities  of 
the  eyelids.  Every  possible  attempt  should 
be  made  to  minimize  infection  and  prevent 
the  formation  of  scar  tissue.  These  cases 
always  require  secondary  operations,  fre- 
quently with  extensive  skin  grafting.  Va- 
rious mechanical  devices  may  be  used  to 


protect  the  cornea  until  all  scar  tissue  is 
finally  contracted  and  infection  eliminated. 

Perforating  injuries  of  the  eyeball,  wheth- 
er associated  with  other  injuries  about  the 
face  or  not  are  always  more  serious  and  may 
require  enucleation  of  the  eyeball.  Con- 
junctional flaps  drawn  over  the  wound  may 
give  satisfactory  results.  Prolapse  of  the 
iris  or  other  ocular  structures  requires  the 
attention  of  the  ophthalmologist.  In  all  per- 
forating injuries,  foreign  protein  therapy 
should  be  instituted.  Antitetanic  serum  pre- 
vents tetanus  and  has  a beneficial  influence 
on  intra-ocular  infection.  If  there  is  no  dan- 
ger of  tetanus,  the  intravenous  injection  of 
typhoid  vaccine  or  the  use  of  other  foreign 
proteins  is  indicated.  Time  will  not  permit 
a further  discussion  of  this  phase  of  treat- 
ment. 

When  the  eyeball  is  hopelessly  perfor- 
ated, it  should  be  removed  as  carefully  as 
possible  to  prevent  the  formation  of  scar  tis- 
sue and  contraction  of  the  socket.  A compli- 
cation of  this  character  precludes  the  wear- 
ing of  an  artificial  eye,  and  produces  an  un- 
sightly deformity  that  requires  an  exten- 
sive secondary  operation.  However,  an 
enucleation  should  never  be  done,  even  if 
the  globe  seems  hopelessly  damaged,  with- 
out the  advice  of  an  ophthalmologist. 

It  is  not  the  intent  of  this  paper  to  dis- 
cuss the  management  of  minor  ocular  in- 
juries, but  rather  of  injuries  more  extensive 
in  character  that  include  or  may  affect  the 
eye. 

Never  under  any  circumstances  should  a 
plastic  operation  be  attempted  around  the 
eye  in  the  presence  of  infection.  All  signs 
of  inflammation  should  be  absent  and  the 
scars  fully  developed  before  repair  is  at- 
tempted. In  extensive  wounds  about  the 
face  with  deformity  of  the  eyelids,  the  gen- 
eral surgeon  should  complete  his  work  be- 
fore an  attempt  at  correction  is  made.  If 
this  precaution  is  not  insisted  upon,  a satis- 
factory correction  of  a lid  deformity  may 
be  attained  and  subsequently  ruined  by  the 
contraction  of  scar  tissue  from  later  oper- 
ations. 

The  above  has  referred  only  to  emer- 
gency treatment  shortly  after  the  accident 
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a phase  that  may  concern  a general  practi- 
tioner as  well  as  the  general  surgeon.  The 
following  refers  only  to  the  management  of 
deformities  that  have  resulted  from  injuries 
that  have  occurred  prior  to  the  time  that  the 
case  comes  under  observation. 

Infected  wounds  usually  produce  great 
deformity  and  if  improperly  treated  result  in 
either  inturning  or  eversion  of  the  eyelids 
due  to  contraction  of  scar  tissue.  Usually 
the  scar  is  not  confined  to  the  eyelid  but 
extends  to  adjacent  parts  of  the  face,  and 
for  this  reason  such  patients  often  consult  a 
general  surgeon  for  treatment.  He  in  many 
instances  refers  the  case  to  the  ophthalmolo- 
gist with  the  recommendation  that  he  re- 
pair the  ocular  deformity  before  work  is  at- 
tempted on  the  face.  This  is  to  be  depre- 
cated, because  without  exception  all  facial 
deformity  should  be  satisfactorily  repaired 
before  any  work  is  attempted  on  the  eye. 
This  point  cannot  be  over  emphasized.  The 
reason  for  this  is  that  following  operations 
on  the  face  there  is  always  a varying  amount 
of  contraction  from  scar  tissue  and  the  pos- 
sibility of  secondary  displacement  of  the 
eyelids.  A successful  blepharoplasty  may 
be  ruined  by  a subsequent  operation  on  the 
face. 

In  correcting  injuries  of  long  standing, 
there  are  several  principles  to  be  followed. 
The  first  and  most  important  is  never  to 
sacrifice  tissue  unnecessarily.  Second,  al- 
ways aim  at  a slight  over-correction  and 
never  be  contented  with  an  under-correc- 
tion. Third,  never  operate  until  all  signs  of 
infection  have  subsided.  And  fourth,  give 
sufficient  time  for  full  contraction  of  scar 
tissue  to  occur. 

A thorough  study  of  the  case  should  be 
made  on  several  occasions  before  an  oper- 
ation is  attempted,  and  the  technic  should 
be  carefully  planned  before  the  operation 
is  undertaken. 

When  possible,  use  epidermal  skin  grafts 
instead  of  full  thickness  or  pedicle  grafts. 
The  latter  always  involves  additional  scar- 
ring which  is  undesirable  about  the  face. 
For  restoration  of  the  eye  socket,  epithelial 
inlays  are  most  satisfactory.  This  is  best 
accomplished  by  obtaining  a cast  of  the 
cavity  with  dental  modelling  compound  and 


by  covering  the  mold  with  an  epithelial 
graft,  serous  surface  outward,  and  burying 
it  into  the  cavity  after  all  bleeding  has  sub- 
sided. This  method  was  first  proposed  by 
Esser  and  is  one  of  the  greatest  recent  ad- 
vances that  has  been  made  in  plastic  sur- 
gery about  the  eye. 

In  a discussion  of  this  character,  it  is  only 
possible  to  emphasize  a few  important  facts. 
My  object  in  presenting  this  paper  has  been 
to  stress  the  importance  of  bearing  in  mind 
the  disastrous  deformities  of  the  eyes  that 
may  occur  from  hasty  and  injudicious  sur- 
gery about  the  face  following  injuries,  and 
the  importance  of  delaying  plastic  surgery 
about  the  eye  until  all  other  surgery  of  the 
face  has  been  completed.  One  hardly  needs 
to  emphasize  the  fact  that  surgery  of  this 
character  should  not  be  undertaken  by  the 
novice. 

ABSTRACT  OF  DISCUSSION 

William  C.  Finnoff,  M.D.,  Denver:  The  work  of 
Brown  and  Irons  is  one  of  the  best  and  most 
conclusive  studies  of  the  etiology  of  iritis  that 
has  been  made.  Dr.  Sidwell  emphasized 
that  foreign  protein  is  one  of  the  most  valuable 
methods  of  treatment.  Those  types  that  are  as- 
sociated with  pain  and  edema  benefit  most  from 
such  treatment. 

In  recurrent  iritis,  the  primary  focus  might  be 
removed  at  the  time  of  the  first  attack,  after  the 
eye  itself  has  become  a focus  of  infection,  and 
recurrent  attacks  of  iritis  are  then  due  to  fur- 
ther activity  in  the  eye  itself  and  not  to  a new 
focus. 

Dr.  Sidwell  asked  me  also  to  mention  the  fre- 
quency with  which  tuberculosis  is  a cause  of  iritis. 
I think  that  it  is  rarely  ever  the  cause  of  acute 
iritis,  but  in  about  10  per  cent  of  the  cases  of 
chronic  iritis,  tuberculosis  is  the  cause. 

Melville  Black,  M.D.,  Denver:  If  iritis  is  neg- 
lected it  results  in  extensive  posterior  synechiae, 
which  are  sometimes  very  difficult  to  break  loose. 
A method  which  has  proved  very  satisfactory  in 
my  hands,  is  to  take  one  drop  of  a 1 per  cent 
solution  of  atropine,  four  drops  of  adrenalin,  and 
five  drops  of  normal  salt  solution,  and  inject  this 
with  a fine  hypodermic  needle  under  the  conjunc- 
tiva around  the  cornea  so  as  to  distribute  the 
injections  evenly.  This  will  exert  a traction  upon 
the  pupil  which,  in  my  opinion,  is  as  great  as 
can  be  exerted.  I have  broken  adhesions  in  this 
way  that  I feel  never  could  have  been  broken  in 
any  other  way.  If  the  adhesions  cannot  be  broken 
it  is  best  to  do  an  iridectomy,  so  as  to  assure 
free  communication  of  the  fluids  behind  and  in 
front  of  the  iris. 

I should  like  to  emphasize  what  Dr.  Finnoff  has 
said  with  regard  to  proper  attention  to  alignment 
of  the  lid  margins  where  the  lid  is  split.  It  seems 
to  be  the  natural  tendency  for  the  inexperienced 
to  begin  to  bring  the  parts  together  at  the  other 
end  and  wind  up  with  the  lid  margin.  The  pro- 
cedure should  be  just  the  reverse.  Begin  at  the 
lid  margin  and  work  toward  the  opposite  end. 
Otherwise  one  edge  of  the  lid  margin  will  be  a 
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little  higher  than  the  other,  and  this  deformity 
is  permanent  after  the  healing  takes  place.  Un- 
necessary suturing  of  eyelids  is  meddlesome  sur- 
gery. It  is  surprising  what  can  be  done  in  some 
of  these  cases,  where  the  lid  margin  is  not  split, 
by  the  use  of  adhesive  plaster  and  gauze,  and  at- 
tention to  putting  the  torn  skin  into  place.  Little 
scarring  and  no  stitch-holes  are  the  results. 

Frank  Carroll,  M.D.,  Fort  Collins:  I want  to 
bring  up  the  point  that  Dr.  Black  just  spoke  of, 
the  use  of  adrenalin  in  iritis.  Frequently  a small 
pledget  of  cotton  saturated  with  adrenalin  and 
placed  under  the  upper  lid  will  answer  when  it 


is  not  convenient  to  have  the  mixture  of  adrena- 
lin and  atropine,  sterile.  The  application  of  this 
adrenalin  under  the  upper  lid  will  frequently  pro- 
duce a nice  dilation. 

Dr.  Sidwell  (Closing):  Dr.  Finnoff,  in  what  per- 
centage of  eye  injuries  do  you  use  a general 
anesthetic? 

Dr.  Finnoff  (Closing):  If  one  injects  large  quan- 
tities of  a local  anesthetic  into  severely  trauma- 
tized tissue,  the  resistance  against  infection  is 
lowered.  I think  it  is  better  to  use  a general 
anesthetic  than  to  fill  traumatized  tissue  with 
fluid. 


THE  CLINICAL  CARE  OF  CORONARY  DISEASE* 

L.  W.  BORTREE,  M.D. 

COLORADO  SPRINGS 


During  recent  years  there  has  been  a 
marked  increase  in  the  frequency  of  coro- 
nary disease,  and  it  is  highly  probable  that 
this  is  an  actual  increase  rather  than  an  ap- 
parent one  due  to  improved  diagnosis.  To- 
day more  people  are  reaching  the  age  of 
arterial  degeneration  than  a few  generations 
ago.  In  addition,  the  complexity  of  modern 
life  has  added  stress  and  strain  in  increas- 
ing proportions,  thus  accentuating  one  of  the 
important  factors  in  the  causation  of  this 
disease.  It,  therefore,  behooves  us  as  clini- 
cians to  endeavor  to  formulate  a plan  of 
treatment  for  this  condition  which  will  af- 
ford our  patients  the  maximum  of  safety 
and  comfort. 

To  be  sure,  present  diagnostic  standards 
are  not  sufficiently  exact  to  permit  a diag- 
nosis of  coronary  disease  in  its  earlier 
stages.  Only  too  often  it  is  thrombosis 
that  first  attracts  our  attention  to  the  pres- 
ence of  a lesion  in  the  coronary  arteries. 
There  are  at  present  three  types  of  coronary 
disease  recognizable.  First,  sudden  coro- 
nary occlusion,  dramatic  in  its  onset  and 
calamitous  in  its  results.  Second,  gradual 
but  extensive  occlusion  resulting  in  a non- 
valvular  cardiac  hypertrophy  with  eventual 
myocardial  failure.  Third,  a localized  type 
which,  when  it  involves  conduction  paths, 
may  become  manifest  as  one  of  the  forms  of 
heart  block  or  delayed  conduction.  Other 
types  of  the  disease  may  occur  but  at  pres- 
ent are  rarely  diagnosed. 

Since  sudden  occlusion  is  the  type  most 

♦Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932. 


commonly  recognized  and  probably  the 
most  important  from  the  viewpoint  of  dis- 
ability, our  main  concern  is  with  this  form. 
The  treatment  of  the  other  forms  is  similar 
to  the  regime  advised  for  the  stage  of  con- 
valescence of  the  acute  type,  and  therefore 
the  three  will  be  discussed  as  one. 

When  called  to  a case  of  acute  coronary 
obstruction,  we  customarily  find  a patient  of 
middle  age  or  beyond,  in  a state  of  shock 
and  apparently  in  the  most  agonizing  pain. 
The  latter  may  be  in  the  customary  pre- 
cordial  location  with  radiation  to  the  arms, 
shoulders,  or  neck,  or  it  may  be  purely  epi- 
gastric. The  latter  type  presents  a difficult 
problem  in  diagnosis  that  does  not  permit 
extended  investigation  before  starting  ther- 
apy. When  once  assured  of  the  diagnosis 
of  an  occlusion,  our  first  aim  should  be  the 
relief  of  pain,  since  that  is  the  presenting 
symptom.  If  the  patient  has  had  a history 
of  preceding  angina  pectoris,  one  is  tempted 
to  resort  to  nitrites  for  relief,  although  the 
patient  will  usually  state  this  pain  is  differ- 
ent from  his  former  anginal  pain.  Such  a 
course  is  not  advisable,  since  nitrites  do  no 
good  and  may  possibly  increase  the  lesion 
due  to  their  slowing  the  coronary  circula- 
tion by  further  lowering  the  already  reduced 
blood  pressure.  For  the  relief  of  the  pain, 
nothing  is  of  avail  save  morphine,  and  the 
doses  that  are  needed  are  usually  large. 
Since  we  all  hesitate  to  overwhelm  the  sys- 
tem with  such  a drug,  it  is  advisable  to  use 
it  in  one-quarter  grain  doses  repeated  every 
twenty  to  thirty  minutes  until  relief  is  se- 
cured. Occasionally  one  is  forced  to  use 
nearly  two  grains  to  achieve  the  desired  re- 
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suit.  Following  this  initial  period  of  nar- 
cosis, it  is  essential  that  morphine  be  re- 
peated sufficiently  frequently  to  give  rest 
and  relief  of  pain  for  the  first  one  or  two 
days  of  the  illness. 

Bearing  in  mind  the  pathological  lesion 
present — a total  loss  of  blood  supply  to  an 
area  of  the  heart  with  possible  subsequent 
necrosis — the  imperative  need  of  complete 
rest  is  evident.  At  the  onset,  this  is  secured 
by  the  effect  of  the  opiate.  From  the  first, 
the  attendants  must  be  warned  not  to  allow 
the  patient  to  use  his  voluntary  muscles 
more  than  is  absolutely  necessary.  All  turn- 
ing and  lifting  is  to  be  done  by  others.  Visi- 
tors and  excitement  are  taboo.  An  exten- 
sive physical  examination  may  exhaust  the 
patient’s  limited  reserve  beyond  the  safety 
limit.  Hence  the  physician  had  better  re- 
strain his  medical  curiosity,  trying  to  aid 
the  patient  and  not  to  make  an  exhaustive 
and  exhausting  diagnosis.  As  yet  we  have 
no  diagnostic  moans  which  will  inform  us 
as  to  the  extent  or  intensity  of  myocardial 
damage.  It  is,  therefore,  safer  to  assume  an 
extensive  lesion  and  be  overcareful,  rather 
than  to  err  on  the  side  of  optimism,  and,  a 
few  days  later,  suffer  the  calamity  of  a 
cardiac  rupture  following  slight  exertion. 

Almost  equal  to  the  need  for  relief  of  pain 
is  the  demand  to  lessen  the  shock  that  is  in 
evidence  from  the  first.  External  heat  to 
the  body  will  aid  in  this  regard.  Following 
the  administration  of  morphine,  it  is  cus- 
tomary to  see  some  improvement  in  the 
heart  action,  and  it  is  well  to  await  this  ef- 
fect before  restoring  to  stimulation.  Should 
the  pulse  become  weak  and  irregular,  the 
blood  pressure  fall  below  100  systolic,  and 
the  skin  and  lips  turn  ashen  or  cyanotic,  it  is 
permissible  to  use  caffein  sodium  benzoate 
in  two  to  five  grain  doses  at  intervals  of 
two  to  six  hours.  Larger  doses  may  further 
reduce  the  coronary  circulation.  Should 
cyanosis  be  a marked  factor,  the  use  of  one 
of  the  newer  forms  of  oxygen  tent  will  often 
afford  relief.  Adrenalin  is  absolutely  con- 
traindicated. Strychnine  is  futile. 

In  the  hands  of  the  writer  the  best  me- 
dium for  combating  the  shock  of  a coronary 
thrombosis  is  the  use  of  50  per  cent  glu- 


cose solution  intravenously  in  20  to  40 
c.  c.  doses.  During  the  first  few  days 
following  the  onset,  it  is  well  to  use  this 
twice  or  three  times  in  twenty-four  hours. 
Glucose  not  only  aids  in  reducing  shock,  but 
increases  diuresis  and  also  provides  ex- 
tra nutriment  to  the  heart  muscle  during  the 
period  following  the  initial  ischemia.  In 
certain  instances  its  use  has  apparently  re- 
vived patients  almost  moribund.  Large 
quantities  of  solution  by  vein  may  overtax 
the  already  crippled  myocardium,  but  nor- 
mal saline  solution  by  rectum  will  provide 
the  fluids  so  needed  by  the  tissues.  Liquids 
should  not  be  pushed  by  mouth  until  nausea 
or  vomiting  have  ceased.  It  is  better  that 
the  stomach  be  kept  empty  until  the  emer- 
gency is  passed. 

The  use  of  digitalis  is  fraught  with  con- 
siderable danger  in  this  condition,  and  its 
early  routine  administration  is  to  be  con- 
demned. It  is,  however,  of  value  when  evi- 
dence of  decompensation  occurs,  but  it  must 
be  given  cautiously  and  not  pushed  to  the 
physiological  limit.  It  is  better  to  cease  the 
administration  prior  to  obtaining  full  digi- 
talis effect.  A moderate  lowering  of  cardiac 
activity  is  desirable  at  the  outset  until  the 
heart  muscle  has  in  part  regained  its  tone. 

During  the  first  forty-eight  hours,  food 
should  not  be  given,  and  liquids  only  if 
vomiting  has  ceased  and  they  are  well  re- 
tained. The  bowels  may  not  move,  due  to 
the  morphine,  and  no  attempt  should  be 
made  to  make  them  at  first,  unless  distention 
is  marked,  then  an  enema  is  permissible.  No 
laxatives  should  be  allowed,  but  the  bowels 
emptied  daily  by  the  use  of  an  enema  after 
the  first  few  days. 

Following  a coronary  thrombosis,  the 
presence  of  rales  in  the  lungs  is  the  rule, 
probably  due  to  interference  with  the  pul- 
monary circulation.  For  the  same  reason, 
it  is  wise  to  attempt  to  avoid  further  pul- 
monary stagnation  by  change  of  position  of 
the  patient,  providing  this  is  accomplished 
at  no  expense  to  the  patient’s  energy.  If 
basal  rales  tend  to  persist  and  breath  sounds 
become  feeble,  the  administration  of  carbon 
dioxide-oxygen  up  to  the  point  of  slight 
hyperpnea  two  to  four  times  in  twenty-four 
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hours  may  aid  in  aeration  of  the  lungs  and 
in  prevention  of  pulmonic  complications. 

A slight  but  transient  rise  in  temperature 
customarily  follows  thrombosis.  Coincident 
with  this  occurs  a leucocytosis.  In  uncom- 
plicated cases,  this  fever  subsides  in  three  to 
five  days  and  the  leucocytosis  a few  days 
later.  Until  both  of  these  findings  have  re- 
verted to  normal,  it  is  dangerous  to  allow 
any  relaxation  of  the  strict  regime  above 
outlined.  They  indicate  that  the  process  is 
still  active  and  the  critical  period  not  yet 
passed.  However,  both  these  findings  re- 
turn to  normal  limits  much  sooner  than  the 
repair  process  is  completed  in  the  damaged 
muscle.  It  is  advisable  to  continue  the  bed 
regime  until  the  sedimentation  rate  of  the 
blood  has  returned  to  normal  limits.  This 
requires  a much  longer  period  than  for  the 
white  count  and  temperature  to  become 
normal,  and  probably  represents  more  ac- 
curately the  time  needed  to  repair  the  dam- 
aged cardiac  muscle.  It  is  a prognostic  cri- 
terion which  should  be  more  extensively 
used  in  this  condition  than  it  has  been  in 
the  past.  The  exact  type  of  sedimentation 
test  used  makes  less  difference  than  the  re- 
peated determination  of  the  rate  at  intervals 
of  five  to  seven  days.  The  average  case  of 
moderate  severity  needs  bed  rest  for  six  to 
eight  weeks  before  exercise  can  safely  be 
resumed. 

Following  the  time  when  morphine  is 
needed  to  control  the  pain,  there  is  a sec- 
ond period  when  the  nervous  tension  of  the 
patient  becomes  a decided  factor  in  the  case. 
Should  this  be  allowed  to  continue  over  any 
period  of  time,  it  is  undoubtedly  prejudicial 
in  its  effect.  Some  form  of  sedative  is  there- 
fore required  for  the  average  patient. 
Chloral  hydrate  and  bromides  have  been 
the  usual  forms  given.  The  author’s  per- 
sonal preference  is  for  some  of  the  barbi- 
turic acid  preparations,  if  well  borne.  These 
should  be  given  in  sufficient  doses  to  keep 
the  patient  at  ease  and  quiet  for  several 
weeks.  Experimental  evidence  indicates 
that  theobromine  and  theophyllin  promote 
coronary  circulation  and  possibly  aid  in  es- 
tablishing collateral  supplies  for  some  of  the 
damaged  area.  It  is  desirable  to  use  these, 


if  necessary  in  combination  with  the  sed- 
ative, for  whatever  benefit  may  be  derived 
from  their  use.  The  writer  has  felt  that  he 
has  had  some  definite  aid  from  a mixture 
of  one-half  grain  pheno-barbital  and  five 
grains  theobromine  given  two  to  three  times 
in  the  twenty-four  hours.  The  writer  has 
had  no  experience  with  the  pancreatic  ex- 
tract recently  introduced  as  an  antagonist 
to  the  suprarenal  secretion.  Its  value  would 
probably  be  but  slight. 

During  this  period  of  complete  physical 
inactivity,  the  bodily  musculature  will  have 
become  extremely  flabby  and  the  patient 
weak  to  the  point  of  exhaustion.  Before 
the  resumption  of  any  form  of  exercise,  it 
is  well  to  initiate  a period  of  massage  to 
help  restore  muscle  tone  and  to  promote 
circulation.  When,  in  the  opinion  of  the 
physician,  the  time  has  come  for  the  resump- 
tion of  muscular  activity,  the  start  must  be 
made  with  extreme  caution,  and  only  under 
supervision.  The  first  form  of  exercise  al- 
lowable is  to  sit  up  in  bed  with  a back  rest 
for  a short  period,  with  gradual  increase  un- 
til it  can  be  done  without  symptoms  for  an 
hour  or  more  twice  a day.  Following  this 
the  feet  should  be  allowed  to  hang  over  the 
side  of  the  bed  for  a period  before  attempt- 
ing to  place  the  patient  in  a chair.  The 
next  step  is  the  placing  the  chair  at  gradu- 
ally increasing  distances  from  the  bed  and 
allowing  the  patient  to  take  the  few  steps 
to  it  with  assistance.  All  this  should  be  ac- 
complished under  the  supervision  of  a nurse 
to  watch  for  unusual  response  of  the  heart 
to  the  exercise. 

The  purpose  of  this  gradual  assumption 
of  activities  is  twofold.  First,  it  allows  the 
weakened  musculature,  both  cardiac  and 
skeletal,  time  to  re-accustom  itself  to  activ 
ity  and  to  regain  as  much  as  possible  of  its 
lost  power.  In  the  second  place,  it  affords 
the  medical  advisor  information  as  to  the 
available  reserve  of  the  patient.  In  observ- 
ing the  progress  under  graduated  exercise, 
the  appearance  of  tachycardia,  dyspnea,  ir- 
regularity, pain,  pallor,  or  cyanosis  should 
be  a warning  that  the  cardiac  reserve  is  be- 
ing overtaxed  and  that  a reduction  is  im- 
perative. Such  a regime  is  of  value  to  the 
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patient  in  that  it  aids  his  morale  to  realize 
that  he  is  making  progress  toward  a re- 
newed activity  in  life.  Then,  too,  if  ob- 
servant and  well  advised,  he  will  learn  of 
his  own  limitations  and  danger  signs,  and 
thus  enhance  his  safety. 

The  fact  that  coronary  thrombosis  is  oc- 
casionally by  the  profession,  and  common- 
ly by  the  laity,  termed  acute  indigestion,  is 
possibly  of  more  than  accidental  import. 
The  extreme  frequency  with  which  attacks 
of  thrombosis  occur  during  or  immediately 
following  a heavy  meal  would  make  the 
clinician  think  there  might  be  some  causal 
relation  between  the  two  events.  Pressure 
of  a full  stomach  through  the  diaphragm 
will  definitely  embarrass  cardiac  action  in 
a sensitive  organ.  It  has  been  shown  that 
cold  applied  to  the  heart  will  slow  coronary 
circulation,  and  it  is  possible  that  the  inges- 
tion of  large  quantities  of  cold  liquid  might 
have  similar  effect.  Reflex  action  through 
the  splanchnic  plexus  can  profoundly  alter 
cardiac  action.  Taking  all  these  factors 
into  consideration,  it  is  easy  to  see  that  the 
problem  of  diet  and  digestion  is  a major  ele- 
ment in  the  care  of  the  coronary  patient. 

Since  the  majority  of  coronary  patients 
have  reached  or  passed  middle  life,  it  has 
seemed  the  part  of  wisdom  to  the  author 
to  avoid  prescribing  in  detail  radical 
changes  in  diet.  The  average  person  of 
middle  age  is  perfectly  aware  that  certain 
articles  of  food  cause  him  gastric  distress. 
If  the  nature  of  the  difficulty  is  explained 
to  him  and  he  is  urged  to  take  only  such 
articles  of  food  as  he  knows  will  cause  him 
no  discomfort,  he  will  ordinarily  pick  out  a 
fairly  reasonable  diet.  He  should  be  ad- 
vised to  restrict  the  intake  to  a smaller  quan- 
tity at  a time  than  is  customarily  taken  to 
avoid  overloading  the  stomach.  Four  or 
five  small  meals  are  better  tolerated  than 
three  large  ones.  Following  each  meal, 
there  should  ensue  a period  of  complete  rest 
in  bed  for  an  hour  or  more  to  aid  digestion. 
If  this  regime  is  followed  and  no  exercise 
taken  soon  after  eating,  there  should  be  no 
marked  difficulty  from  this  source  in  un- 
complicated cases. 

The  marked  susceptibility  of  diabetic  pa- 


tients to  arteriosclerotic  disease  extends  also 
to  the  coronary  arteries.  Should  coronary 
sclerosis  develop  as  a complication  of  dia- 
betes, it  increases  greatly  the  difficulty  of 
managing  both  the  lesions.  In  such  event, 
the  dietary  management  should  take  prece- 
dent as  soon  as  possible  after  the  first  emer- 
gency is  met.  The  use  of  tea,  coffee,  al- 
cohol, and  tobacco  should  be  so  adjusted 
that  no  irritation  results  from  their  use. 
When  a man  has  been  an  habitual  user  of 
tobacco  for  a half  century  and  has  had  no 
definite  harmful  results  from  his  indulgence 
prior  to  the  time  of  the  coronary  lesion,  it 
is  probable  that  a complete  interdiction  of 
tobacco  will  produce  so  much  nervous  irri- 
tation as  to  offset  any  possible  benefit  to  be 
derived  from  the  limitation.  A reduction  in 
the  quantity  used  is  usually  desirable  if  not 
unduly  resented  by  the  patient.  The  same 
holds  true  for  the  other  stimulants  men- 
tioned. In  case  the  myocardial  weakness 
persists,  the  use  of  tea  and  coffee  may  be 
a benefit  rather  than  a harm. 

When  the  times  comes  for  the  patient  to 
resume  a part  of  his  former  activities,  then 
the  real  test  of  the  physician’s  skill  begins. 
To  plot  a course  for  an  antiquated  ship  with 
a badly  crippled  engine  through  the  trou- 
bled seas  of  modern  life  for  any  extended 
period  of  time  is  a feat  for  any  medical 
mariner.  No  heart  that  has  been  crippled 
by  a coronary  lesion  is  ever  able  to  fully 
recover  its  power.  At  the  present,  we  have 
no  test  that  will  tell  us  the  amount  of  re- 
serve remaining.  It  has  to  be  a matter  of 
trial  and  error;  and  may  the  errors  be  small 
and  soon  discovered.  Some  general  prin- 
ciples may  aid  in  our  decisions. 

Close  observation  during  the  period  of 
graduated  exercise  should  have  given  us 
some  inkling  of  the  reaction  of  the  heart  to 
strain.  It  ought  to  be  fairly  easy  to  outline 
a course  of  physical  activity  that  the  patient 
can  safely  follow.  The  main  thing  is  not 
to  press  too  rapidly  towards  the  goal.  Over- 
doing harms  not  only  the  heart  muscle  but 
also  the  patient’s  morale.  Try  to  so  gradu- 
ate the  physical  activity  that  there  can  be 
a steady  progress  without  setbacks  to  dis- 
courage the  man  or  to  strain  his  heart 
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muscle.  A daily  rest  period  of  an  hour  after 
the  noon  meal  may  so  recuperate  the  heart 
that  the  balance  of  the  day’s  work  is  easily 
accomplished.  If  fatigue  is  a marked  symp- 
tom, it  is  well  to  advise  one  day  a week  in 
bed  at  complete  rest  to  make  up  for  the  ac- 
tivities of  the  other  six  days. 

A more  difficult  problem  is  the  sphere  of 
mental  and  emotional  activity.  Here  we 
have  no  measure  of  intensity  in  effort  as  we 
have  in  physical  labor.  It  is  easy  to  tell  a 
patient  to  increase  his  walk  on  the  level  by 
one-half  block  a day,  but  how  can  we  tell 
him  how  much  thinking  is  safe?  Who  can 
know  the  mental  perturbation  of  the  man  as 
he  looks  at  his  ledgers  or  reads  the  columns 
of  the  financial  page?  All  this  is  hidden 
from  the  eye  of  his  physician,  and  it  is  only 
by  close  observation  and  great  familiarity 
with  his  mental  type  that  the  degree  of  re- 
action is  to  be  estimated. 

In  this  part  of  the  supervision  of  a case, 
the  part  that  education  is  to  pay  comes  into 
its  own.  Each  patient  should  be  taught 
something  of  the  nature  of  the  disease,  its 
causes  as  far  as  known,  its  dangers  and  how 
to  avoid  them.  He  should  be  told  that  his 
heart  is  crippled  and  that  it  is  not  able  to 
do  the  full  work  that  it  formerly  did,  but 
that  it  can  be  strengthened  in  time  so  that 
it  can  do  more  than  it  can  safely  immediate- 
ly after  the  insult.  He  should  be  urged  to 
conserve  his  energy,  both  muscular  and 
nervous.  New  and  easier  ways  of  perform- 
ing his  duties  can  possibly  be  devised,  and 
it  is  well  to  have  him  think  over  his  life  to 
see  how  he  can  improve  on  his  former  work- 
ing methods.  Psychotherapy  at  its  best  can 
accomplish  much  here,  and  the  man  who  has 
seen  the  patient  through  the  stress  of  the 
initial  seizure  is  the  man  in  whom  he  has 
the  confidence  and  to  whom  he  will  listen. 
Help  his  morale  all  you  can. 

In  this  late  stage,  drugs  may  be  of  great 
help.  Digitalis,  in  one  and  one-half  grain 
doses  three  times  daily  until  full  effect,  then 
once  a day  for  several  months,  may  give  the 
heart  added  force  and  improve  the  coronary 
circulation.  This  is  especially  so  when  heart 
tones  are  of  poor  quality,  there  is  irregu- 
larity of  action,  or  the  patient  shows  signs 


of  cardiac  weakness.  Other  tonics  may 
further  assist  in  the  recovery,  especially  if 
appetite  is  sluggish. 

It  is  not  to  drugs  and  treatment  of  the 
body  that  we  must  look  for  relief  in  this 
condition,  but  to  a complete  readjustment 
of  the  patient’s  living  conditions.  Knowing 
the  pathology  of  coronary  thrombosis,  we 
could  not  hope  for  complete  restoration  of 
function.  We  must,  therefore,  wait  until 
the  processes  of  nature  have  had  full  time 
to  repair  the  damaged  tissue,  then  to  so 
teach  the  patient  that  he  may  not  over-do 
and  damage  the  remainder  of  his  already 
weakened  tissues.  For  the  balance  of  his 
life,  he  must  live  within  his  reduced  income 
of  energy.  To  achieve  this  result,  education 
must  be  our  chief  reliance. 

Summary 

1.  The  first  aim  of  treatment  in  a case 
of  coronary  thrombosis  is  the  relief  of  the 
pain.  This  will  probably  require  repeated 
doses  of  one-quarter  grain  of  morphine  at 
twenty  to  thirty  minute  intervals.  The  pa- 
tient should  be  kept  comfortable  after  the 
first  narcosis  wears  off  by  repeating  the 
opiate  as  often  as  needed  for  the  first  few 
days. 

2.  Shock  should  be  combated  by  ex- 
ternal heat.  The  morphine  will  also  aid  in 
its  relief.  Glucose  in  50  per  cent  solution 
given  intravenously  in  20  to  40  c.  c.  doses 
two  to  three  times  a day  not  only  aids  in 
relieving  the  shock  but  also  furnishes  extra 
nutriment  to  the  heart  muscle  for  the  period 
before  collateral  blood  supply  is  established. 
Large  doses  of  fluid  by  vein  may  overtax 
the  weak  cardiac  muscle. 

3.  Stimulants  are  to  be  avoided  if  pos- 
sible, but,  if  the  heart  is  not  strengthened 
by  the  morphine  and  its  action  becomes 
feeble  to  the  point  of  danger,  the  use  of 
small  doses  of  caffein  sodium  benzoate  is 
permissible.  Adrenalin  is  dangerous  and 
strychnine  useless.  An  oxygen  tent  may  re- 
lieve cyanosis  if  present. 

4.  Complete  rest  of  the  entire  body  and 
mind  is  essential  until  the  first  emergency 
is  past.  This  is  not  until  the  temperature 
and  blood  count  have  returned  to  normal. 
Exercise  should  not  be  undertaken  until  the 
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process  of  healing  is  well  under  way— a pe- 
riod of  six  to  eight  weeks.  This  interval 
may  be  estimated  by  the  time  needed  for 
the  sedimentation  test  of  the  blood  to  return 
to  normal. 

5.  Frequent  change  of  position  of  the 
patient  may  tend  to  prevent  pulmonary  stag- 
nation. Carbon  dioxide-oxygen  inhalations 
will  aid  in  clearing  areas  of  atalectasis. 

6.  In  the  earlier  stages,  digitalis  is  to  be 
used  only  to  combat  decompensation.  Dur- 
ing convalescence,  it  may  aid  in  recupera- 
tion if  used  over  long  periods. 

7.  Sedatives  are  needed  after  the  first 
few  days  to  control  nervous  irritability. 
Barbiturates,  when  well  tolerated,  are  sat- 
isfactory. When  combined  with  theobro- 
mine, they  may  aid  in  the  restoration  of 
coronary  circulation  as  well  as  to  aid  in 
sedation. 

8.  Resumption  of  physical  and  mental 
activity  should  be  most  gradual  and  pre- 
ceded by  a period  of  massage.  Close  super- 
vision of  the  effect  of  exertion  will  tend  to 
prevent  damage  and  also  furnish  informa- 
tion as  to  the  reserve  strength  of  the  heart 

9.  The  relation  of  diet,  food,  and  diges- 
tion to  coronary  thrombosis  is  of  greatest 
import.  Avoid  all  foods  that  cause  gas  in 
the  stomach.  Cold  liquids  in  large  quan- 
tities will  slow  coronary  circulation.  Large 
meals  are  dangerous.  A rest  period  after 
meals  may  prevent  distress.  Teach  the  pa- 
tient the  dangers  of  unwise  eating  and  a few 
of  the  things  most  liable  to  cause  trouble. 
If  he  is  wise,  he  will  heed  the  advice. 

10.  Educate  the  patient  to  know  the 
limitations  he  has.  Do  not  make  an  invalid 
of  him  more  than  is  necessary,  but  do  not 
let  him  get  into  unknown  dangers  through 
lack  of  advice.  A permanently  crippled 
heart  should  never  be  subjected  to  the 
strains  it  formerly  endured.  A complete  re- 
vision of  the  mode  of  living  to  conform  to 
the  new  situation  may  insure  the  victim 
years  of  happy  and  useful  life. 

ABSTRACT  OF  DISCUSSION 

Dr.  C.  W.  Greene,  University  of  Missouri,  Co- 
lumbia: Coronary  diseases  of  all  types  inevitably 
restricts  the  volume,  or  the  variability  in  volume, 
of  the  coronary  circulation,  hence  affect  the  nutri- 
tion and  respiration  of  the  heart.  Coronary  spasm 
of  physiological  origin,  and  pathologic  structural 


degeneration  both  lead  to  the  same  terminal  cri- 
sis, namely,  cardiac  asphyxiation.  Coronary 
spasm  acts  directly  while  degenerative  changes 
indirectly  reduce  the  physiologic  coronary  dila- 
tions in  association  with  all  events  that  normally 
augment  the  heart  rate  and  force.  It  is  generally 
admitted  now  that  the  crisis  in  anginal  pain  and 
spasm  is  asphyxial.  Treatment  must  of  necessity 
strive  to  overcome  or  at  least  reduce  the  incidence 
of  these  asphyxial  attacks.  Dr.  Bortree  has  quite 
correctly  based  treatment  on  the  physiologic 
coronary  flow. 

A summarized  statement  of  coronary  physiology 
should  be  appropriate.  This  can  be  given  from 
my  own  experiments  on  dogs  in  establishing  facts 
not  yet  fully  published.  The  older  literature  has 
determined  three  important  facts:  (1)  That  there 
is  a prompt  increase  in  the  coronary  minute-vol- 
ume of  blood  that  accompanies  every  increase 
in  the  cardiac  rate,  the  coronary  volume  being 
doubled  by  an  added  rate  of  15  more  beats  per 
minute.  (2)  Efferent  coronary  constrictor  neu- 
rones are  present  in  the  cervical  vagus  trunk. 
(3)  An  abundant  coronary  dilator  nerve  supply  is 
present  in  the  thoracic  sympathetic  nerves  to  the 
cardiac  plexus. 

With  a single  exception,  no  one  has  previously 
shown  to  what  extent  these  efferent  nerves  are 
coordinated  with  events  in  other  parts  of  the 
body.  Von  Anrep  in  1926  first  demonstrated  re- 
flex coronary  dilations  upon  stimulating  the  af- 
ferent units  in  the  cervical  part  of  the  vagus 
nerve. 

Coronary  studies  are  made  with  extraordinary 
difficulty.  The  chest  must  be  open  and  artificial 
respiration  used;  the  coronary  flow  must  be 
measured  by  canulizing  the  coronary  sinus  through 
the  auricle ; these  normal  coronary  vessels  are 
elastic  and  respond  to  the  slightest  variation  in 
general  arterial  pressure;  anticoagulants  must  be 
used  and  the  blood  volume  increased,  recording 
instruments  of  great  precision  are  required ; the 
coronary  blood  must  be  returned  constantly  to  the 
normal  venous  flow;  and  finally,  extensive  sur- 
gical technic  must  be  used  in  preparation  for  the 
tests. 

A number  of  slides  and  tables  of  data  are  pre- 
sented to  support  the  deductions  which  are  mere- 
ly listed  here  for  lack  of  space.  1.  The  vagus  nerve 
is  rich  in  afferent  neurones  which  induce  delicate 
and  at  times  pronounced  reflex  coronary  dilations. 
Reflex  vagal  constrictions  are  also  indicated  but 
are  far  more  difficult  to  prove  experimentally. 
2.  Sciatic  sensory  stimulation,  when  mild,  in- 
duces reflex  coronary  dilation  without  cardiac 
acceleration.  More  vigorous  stimulation  produces 
reflex  dilation  followed  by  coronary  constriction. 
The  sciatic  reflex  responses  are  assumed  to  be 
typical  for  all  the  somatic  sensory  areas.  3.  Sen- 
sory visceral  stimulation  of  the  coeliac  ganglion, 
or  its  nerves,  influences  the  coronary  vessels 
qualitatively  like  the  sciatic  stimulation,  but  the 
per  cent  of  change  is  greater.  4.  Stimulation  of 
the  central  end  of  the  phrenics  not  only  produces 
reflex  cardiac  acceleration,  but  also  profound  cor- 
onary dilation.  The  afferent  phrenic  sensory  re- 
actions are  associated  with  extensive  areas  of 
referred  pain  in  the  neck  and  shoulder,  as  shown 
by  Dr.  Capps  of  Chicago,  but  the  phrenics  were 
never  previously  suspected  as  sources  of  reflex 
coronary  dilations. 

The  coronary  vessels  are  obviously  connected 
with  all  parts  of  the  body  by  reflex  nerve  paths. 
The  mechanism  is  surprisingly  sensitive  in  its 
reflex  dilator  controls,  yet  reflex  constrictor 
spasms  may  occur.  Coronary  dilation  is  the  re- 
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action  for  prompt  normal  increase  of  the  coronary 
minute-volume  of  blood  flow. 

If  the  coronaries  are  diseased,  sclerotic  and 
stiffened,  and  have  lost  the  labile  responses  to 
the  reflex  inflow  of  dilator  impulses,  it  follows 
that  some  degree  of  asphyxiation  must  be  induced 
during  every  cardiac  acceleration.  These  facts 
led  me  to  expound  a new  hypothesis  of  the  origin 
of  attacks  of  angina  pectoris,  the  theory  of  in 
ability  of  the  coronaries  to  react  to  dilator  re- 
flexes. 

This  theory  of  failure  of  coronary  dilation  ac- 
counts for  a certain  percentage  of  anginal  attacks 
just  as  coronary  spasm  explains  certain  types  of 
onset.  Both  produce  myocardial  asphyxiation. 

Treatment  must  undertake  to  increase  the  sup- 
ply of  oxygen.  Dr.  Bortree  mentioned  caffeine 
and  purine  bases.  In  fact,  these  are  the  most 
reliable  coronary  dilating  drugs,  as  shown  experi- 
mentally by  Gilbert  and  Fenn  of  Chicago.  Chem- 
ical dilation  and  reflex  dilation  alike  increase  the 
coronary  blood  supply  to  the  myocardium. 

The  oxygen  content  of  the  blood  can  be  in- 
creased by  oxygen  therapy,  thus  adding  the  ele- 
ment of  greater  oxygen  saturation  to  the  factor 
of  greater  blood  volume.  Oxygen  therapy  has 
already  been  used  clinically  in  angina,  and  its 
value  has  been  demonstrated  in  diminishing  the 
number  of  anginal  attacks  in  chronic  coronary 
disease.  It  is  the  agent  of  choice  in  acute  attacks. 

It  is  of  more  than  special  interest  that  disease 
of  the  particular  coronary  arteries  to  the  rhythm- 
producing  nodal  centers  leads  to  cardiac  irregu- 
larity of  rhythm  and  to  the  bizarre  electrocardia- 
grams  referred  to  by  Dr.  Bortree. 

In  light  of  coronary  physiology,  a summary  of 
available  agencies  for  treating  coronary  disease 
includes:  (1)  Rest  in  bed  to  reduce  the  coronary- 
cardiac  load.  (2)  The  use  of  physiologic  meas- 
ures to  augment  reflex  coronary  dilation.  (3) 
Medication  by  chemical  agents  that  induce  coro- 
nary relaxations — the  purine  bases  and  the  ni- 
trites. (4)  Oxygen  therapy  to  add  to  the  arterial 
oxygen  saturation. 

C.  N.  Meader,  M.D.,  Denver:  The  amount  of 
morphine  that  may  be  required  by  these  patients 
tc  produce  comfort  is  enormous,  as  Dr.  Bortree 
suggested.  This  is  often  deleterious  in  other 
ways.  It  depresses  the  digestive  system  badly; 
it  may  initiate  nausea  and  vomiting ; and  finally, 
there  are  not  a few  patients  in  whom  the  diag- 
nosis must  be  in  doubt,  even  with  careful  study, 
between  a coronary  thrombosis  and  an  acute  ab- 
dominal accident,  at  least  in  the  first  few  hours. 

Here  the  administration  of  barbital  prepara- 
tions, either  orally  or  hypodermically,  not  only  in 
the  later  stages  as  emphasized  by  Dr.  Bortree 
but  in  the  very  acute  stage,  cuts  down  the  total 
amount  of  morphine  necessary. 

Another  helpful  measure  is  the  application  of 
local  heat  over  the  precordial  region  either  in  the 
form  of  hot  water  bags  or  as  mustard  plasters 
Both  serve  not  only  to  combat  shock  but  to  pro- 
mote the  coronary  flow. 

Finally,  I should  like  to  re-emphasize  what  Dr. 
Bortree  said  about  the  very  prolonged  and  care- 
fully guarded  convalescence.  It  is  often  ex- 
tremely difficult  to  make  patient  or  physician 
realize  the  importance  of  prolonged  rest,  yet  on 
it  frequently  depends  future  salvation  because  the 
restoration  which  the  coronaries  may  undergo  (at 
least  clinically)  is  remarkable. 

James  C.  Munch,  Temple  University:  I have 
been  requested  to  discuss  Dr.  Bortree’s  paper  from 
a different  phase:  its  relation  to  current  develop- 
ments in  the  treatment  of  angina  pectoris.  In 


collaboration  with  Dr.  Joseph  B.  Wolff  and  others, 
an  extensive  series  of  investigations  have  been 
under  way  for  the  last  three  years  in  the  medical 
and  pharmacy  schools  of  Temple  University  and 
in  a research  laboratory  of  Sharp  & Dohme.  We 
have  studied  a product  called  “Tissue  Extract,” 
which  has  proved  definitely  valuable  in  the  treat- 
ment of  angina  pectoris.  This  hormone  is  obtain- 
able from  various  tissues,  although  it  appears  that 
it  is  produced  in  the  pancreas,  circulates  via  the 
blood  stream  and  is  eliminated  (in  part)  in  the 
urine.  It  is  probably  the  same  substance  that 
Professor  Vaquez  and  co-workers  have  been  using 
in  France,  as  well  as  other  investigators  in  Eng- 
land, Germany,  and  Russia.  This  material  is  a 
definite  specific  antagonist  to  epinephrine.  We 
have  not  been  able  to  determine  the  identity  of 
the  active  principle,  although  we  have  some  infor- 
mation regarding  its  behavior.  We  do  know  that 
it  is  not  choline,  acetyl-choline,  peptone,  nor  his- 
tamine. 

Dr.  Wolff  presented  a paper  at  the  American 
Therapeutic  Society  meeting  in  Atlantic  City  last 
year,  and  papers  on  this  product  were  presented 
to  the  American  Medical  Association  in  their 
Philadelphia  meeting  last  June.  These  clinical  re- 
ports state  that  Tissue  Extract  administered  by 
injection  or  by  mouth  causes  dilatation  of  the 
coronary  arteries.  It  has  been  used  in  the  treat- 
ment of  patients  having  angina  with  definite 
benefit.  In  the  earlier  stages  of  treatment,  doses 
of  1 c.c.  to  5 c.c.  are  injected,  while  in  the  later 
stages  somewhat  larger  doses  are  given  by  mouth. 
Not  only  has  definite  benefit  been  noted  in  con- 
nection with  an  attack,  but  the  frequency  of  oc- 
currence of  attacks  have  been  markedly  dimin- 
ished. 

We  have  been  seeking  for  Buerger's  disease, 
for  thrombo-angitis  obliterans,  for  intermittent 
claudication  and  similar  pathological  involve- 
ments to  study  their  response  to  Tissue  Extract. 

Dr.  Green  has  discussed  the  action  of  the  purine 
bases  on  the  heart  and  as  vasodilators.  We  have 
found  that  Tissue  Extract  is  more  definite  and 
more  effective. 

Dr.  Bortree  (Closing):  It  is  to  Dr.  Green  and 
the  physiologists  that  I think  we  may  look  for 
our  greatest  progress  in  the  relief  of  some  of  the 
symptoms  and  complications  of  coronary  disease. 

Undoubtedly  progress  has  been  made  in  the 
past  few  years.  They  have  explained  to  us  why 
rest  is  essential.  Dr.  Green's  experiments  indi- 
cating the  oxygen  consumption  under  various  cir- 
cumstances explain  the  need  for  the  intensive 
rest  that  we  as  clinicians  have  recognized  for 
many  years. 

AMERICAN  COLLEGE  OF  PHYSICIANS 
Montreal,  February  6-10,  1933 

Announcement  has  been  made  that  the  Ameri- 
can College  of  Physicians  will  hold  its  Seven- 
teenth Annual  Clinical  Session  at  Montreal,  with 
headquarters  at  the  Windsor  Hotel,  February  6- 
10,  1933. 

Dr.  Francis  M.  Pottenger  of  Monrovia,  Calif., 
as  President  of  the  College,  has  charge  of  the 
program  of  General  Sessions.  Dr.  Jonathan  C. 
Meakins,  Professor  of  Medicine  and  Director  of 
the  Department,  McGill  University  Faculty  of 
Medicine,  is  General  Chairman  of  local  arrange 
ments  and  in  charge  of  the  program  of  clinics. 
Mr.  E.  R.  Loveland,  Executive  Secretary,  133- 
135  S.  36th  Street,  Philadelphia,  I’a.,  is  in  charge 
of  general  business  arrangements,  and  may  be  ad- 
dressed concerning  any  feature  of  the  forthcom- 
ing session,  including  copies  of  the  program. 
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EARLY  DIAGNOSIS 


SEVERE  INFECTIONS  OF 
THE  HAND* 

JOSEPH  E.  A.  CONNELL,  M.D. 

DENVER 

When  we  consider  that  80  per  cent  of  the 
working  population  earns  its  living  with  its 
hands,  we  can  readily  understand  why  the 
early  diagnosis  and  proper  treatment  of 
major  infections  of  the  hand  are  so  extreme- 
ly important. 

The  outstanding  errors  in  dealing  with 
such  infections  as  listed  by  Weinberg  are 
as  follows:  ( 1 ) Lack  of  knowledge  of  the 
anatomy.  (2)  Inability  to  anticipate  the  di- 
rection of  spread  of  the  infection.  (3)  Fail- 
ure to  diagnose  the  presence  of  pus.  (4)  In- 
cising areas  where  no  pus  exists.  (5)  Open- 
ing new  avenues  of  infection  by  improper 
incisions.  (6)  Incising  lymphatic  infections 
not  localized.  (7)  Improper  dressings  and  im- 
proper medication. 

Most  of  these  errors  are  a result  of  the 
first,  the  lack  of  knowledge  of  the  anatomy. 
Kanavel  says:  "It  is  not  enough  to  control 
the  infection,  but  we  must  preserve  the 
function  of  the  hand  as  well.”  To  do  this, 
a clear  conception  of  the  anatomy  is  essen- 
tial and  should  be  attained  before  one  at- 
tempts the  treatment  of  infected  hands. 

The  three  types  of  severe  infections  of  the 
hand  are  lymphangitis,  tenosynovitis,  and  in- 
fections of  the  fascial  spaces. 

Lymphangitis 

Lymphangitis  is  a spreading  infection  of 
the  lymphatic  vessels.  The  condition  gen- 
erally follows  a slight  abrasion  or  puncture 
wound.  Within  a short  time  the  affected 
finger  becomes  swollen,  red,  and  painful,  red 
streaks  extend  up  the  forearm,  and  the 
epitrochlear  or  axillary  glands  may  be  en- 
larged and  tender.  The  patient  becomes 
toxic.  He  feels  ill,  may  have  repeated  chills 
and  a high  fever.  Examination  shows  an  in- 
flammation about  the  site  of  the  injury,  but 

*Read  before  the  Medical  Society  of  the  City 
and  County  of  Denver,  Sept.  20,  1932. 


no  evidence  of  pus.  The  finger  can  be  ex- 
tended without  pain,  and  there  is  an  absence 
of  tenderness  over  the  tendon  sheaths  and 
fascial  spaces.  There  is  usually  edema  on 
the  dorsum  of  the  hand  and  forearm,  al- 
though in  very  acute  types  there  may  be 
little  or  no  edema. 

The  treatment  of  lymphangitis  is  not  to 
incise.  Incisions  open  new  lymphatics  and 
favor  further  absorption.  The  patient  should 
be  put  to  bed,  the  arm  elevated  and  en- 
veloped in  a warm,  wet  dressing,  and  sup- 
portive measures  carried  out.  This  will  suf- 
fice in  the  majority  of  cases,  but  where  a 
patient  develops  a localized  abscess  or  teno- 
synovitis, it  will  be  necessary  to  make 
proper  incisions.  In  such  a case,  we  must 
remember  the  possibility  of  spreading  the 
infection,  and  should  attempt  to  prevent  rap- 
id absorption  by  keeping  the  arm  at  rest 
and  applying  Bier’s  hyperemia  for  twelve  to 
eighteen  hours. 

Tenosynovitis 

Infection  of  the  tendon  sheaths  of  the 
flexor  tendons  may  be  the  result  of  infec- 
tion spreading  from  the  subcutaneous  tis- 
sues, or  by  direct  innoculation.  This  is 
probably  the  most  disabling  infection  of  the 
hand.  Good  results  depend  upon  early  di- 
agnosis, which  is  not  easy,  but  can  be  made 
in  most  cases.  Koch  states:  "The  diagnosis 
of  a tendon  sheath  infection  is  based  on 
symptoms  which,  early  in  the  course  of  the 
infection,  are  limited  to  the  area  involved, 
but  which  tend  very  quickly  to  become  more 
difficult  of  interpretation  because  of  exten- 
sion of  the  infection  to  surrounding  tissues." 

The  cardinal  symptoms  of  tenosynovitis 
are  flexion  of  the  finger,  exquisite  pain  on 
extending  the  finger,  tenderness  correspond- 
ing to  the  outline  of  the  sheath,  and  swelling 
of  the  entire  finger. 

The  sheaths  of  the  index,  middle  and  ring 
fingers  end  proximally  at  the  metacarpal 
phalangeal  articulations,  and  thus  are  less 
difficult  to  handle  if  diagnosed  early. 

The  sheath  of  the  flexor  pollicus  longus 
becomes  continuous  proximally  with  the  ra- 
dial bursa,  and  terminates  an  inch  above  the 
anterior  annular  ligament.  The  sheath  of  the 
flexors  of  the  little  finger  terminates  in  the 
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ulnar  bursa,  whicn  also  extends  about  an 
inch  above  the  anterior  annular  ligament. 
When  the  ulnar  or  radial  bursa  is  involved 
the  wrist  is  swollen  and  inflamed,  and  the 
anterior  annular  ligament  is  drawn  tightly 
across  its  volar  surface.  Kanavel  states:  “In 
more  than  80  per  cent  of  cases  the  radial 
and  ulnar  bursae  communicate,  and  it  is 
common  to  find  involvement  of  both.” 

It  is  difficult  at  times  to  determine  early 
whether  or  not  one  is  dealing  with  a type 
where  the  bursae  communicate.  If  the  in- 
fection has  started  in  the  little  finger  and 
has  spread  to  the  ulnar  bursa,  the  position 
of  the  thumb  and  pain  on  its  extension  will 
help  in  diagnosing  spread  of  the  infection  to 
the  radial  bursa.  If  still  in  doubt,  it  is  better 
to  open  the  bursa  in  question  through  a 
bloodless  field.  If  the  infection  begins  in 
the  thumb,  the  same  conditions  apply  with 
reference  to  the  ulnar  bursa  and  the  little 
finger. 

The  treatment  of  tenosynovitis  will  be  dis- 
cussed with  that  of  infection  of  the  fascial 
spaces. 

Fascial  Space  Infections 

There  are  five  fascial  spaces  of  the  hand, 
the  middle  palmar  space,  thenar  space,  hy- 
pothenar  space,  dorsal  subcutaneous  space, 
and  the  dorsal  subaponeurotic  space.  We 
need  only  consider  here  infections  of  the 
middle  palmar  and  thenar  spaces,  since  they 
are  the  most  frequently  involved. 

Infection  in  these  spaces  may  occur  from 
direct  inoculation  following  trauma,  from 
lymphatic  or  tendon-sheath  infection,  spread 
of  pus  in  the  web  spaces  along  the  lumbrical 
muscles,  from  osteomyelitis  of  the  meta- 
carpal bones,  and  from  one  space  to  the 
other.  When  the  mid-palmar  space  is  in- 
volved, we  first  notice  that  the  concavity  of 
the  palm  is  lost.  There  is  exquisite  tender- 
ness over  the  space,  and  the  fingers  are 
rigidly  flexed,  the  rigidity  being  more 
marked  in  the  little  finger.  The  dorsum  of 
the  hand  is  swollen  and  edematous,  and 
there  is  an  associated  swelling  of  the  thenar 
space.  Later,  the  palm  bulges  and  the  ten- 
derness grows  less  as  the  swelling  becomes 
more  marked. 

In  infections  of  the  thenar  space  there  is 


a ballooning  of  the  thenar  eminence  with  ex- 
treme tenderness  and  throbbing  pain.  The 
thumb  is  pushed  away  from  the  hand  and 
the  distal  phalanx  is  flexed.  The  web  is 
swollen  and  edematous.  In  both  thenar  and 
mid-palmar  space  infections  there  may  be 
a severe  systemic  reaction. 

Treatment  of  Tendon  Sheath  and 
Fascial  Space  Infections 

Raison  states:  “Treatment  of  the  infected 
hand  is  anatomy  plus  common  sense.”  If 
one  knows  the  anatomy,  common  sense  will 
direct  the  incisions,  which  should  be  made 
under  general  anesthesia  and  with  a blood- 
less field. 

Incisions  for  the  tendon  sheaths  of  the 
fingers  should  be  made  at  the  sides  of  the 
fingers  to  avoid  the  flexion  creases,  also  the 
vessels  and  nerves,  and  to  prevent  a hernia- 
tion of  the  tendon.  The  edematous  tissue 
should  be  well  retracted  to  afford  a clear 
view  of  the  sheath  before  it  is  opened.  In- 
fections in  the  tendon  sheaths  of  the  little 
finger  or  thumb  require  extension  of  the  in- 
cisions to  include  the  ulnar  or  radial  bursa, 
as  the  case  may  be.  The  incision  for  the 
ulnar  bursa  should  follow  the  course  of  the 
tendons  to  the  little  finger,  which  is  oblique- 
ly upward  and  radialward.  The  incision  for 
the  radial  bursa  should  curve  to  the  ulnar 
side  of  the  thenar  eminence  to  avoid  the 
thenar  muscles.  In  both  these  cases  an  in- 
cision should  be  made  at  the  ulnar  side  of 
the  forearm.  An  incision  should  never  be 
made  over  the  volar  surface  of  the  wrist,  as 
the  pus  lies  under  the  flexor  tendons. 

For  the  mid-palmar  space  the  incision  is 
made  between  the  middle  and  ring  fingers, 
starting  a little  above  the  web  and  extending 
to  the  middle  flexion  crease  of  the  palm.  The 
vessels,  digital  nerves  and  flexor  tendons  of 
the  middle  and  ring  fingers  must  be  re- 
tracted to  their  respective  sides,  an  artery 
forceps  is  thrust  into  the  abscessed  space 
and  the  blades  opened. 

The  thenar  space  is  drained  by  an  in- 
cision on  the  dorsum,  to  the  radial  side  of 
the  index  metacarpal,  opposite  its  middle 
and  on  a level  with  its  flexor  surface.  An 
artery  forceps  is  then  thrust  into  the  thenar 
space  across  the  flexor  surface  of  the  index 
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metacarpal.  For  a clear  conception  of  these 
incisions  one  is  referred  to  the  illustrations 
in  Kanavel’s  book,  “Infections  of  the  Hand.” 

The  wound  should  be  packed  lightly  with 
vaseline  gauze  to  stop  oozing  and  to  con- 
vert the  incision  into  an  open  cavity.  Neither 
tubes  nor  through  and  through  drainage 
should  be  used,  because  of  the  danger  of 
pressure  necrosis  to  the  tendons  and  sheaths, 
and  extensive  fibrosis  is  apt  to  result  from 
their  use. 

The  hand  should  be  dressed  in  the  opti- 
mum position  of  function,  with  copious  warm 
boric  or  saline  dressings.  These  should  be 
changed  in  twenty-four  hours  under  sterile 
precautions,  to  prevent  secondary  infection. 
The  packs  are  then  removed  and,  if  deemed 
necessary,  vaseline  strips  are  placed  between 
the  skin  edges  to  keep  them  open.  The  skin 
should  not  be  allowed  to  become  sodden  by 
keeping  the  wet  dressings  on  too  long.  They 
should  be  discontinued  as  soon  as  the  active 
inflammation  is  under  control,  usually  from 
twenty-four  to  forty-eight  hours,  and  active 
motion  should  be  instigated. 

Conclusions 

1 . Pus  does  not  necessarily  coincide  with 
the  maximum  swelling,  but  the  point  of  maxi- 
mum tenderness  is  a better  guide. 

2.  The  symptoms  of  infection  may  be 
marked  and  manifest  or  obscure  and  mislead- 
ing. The  local  symptoms  usually  predomi- 
nate, and  lead  one  to  an  early  diagnosis. 

3.  Puncture  wounds  play  a most  import- 
ant role  in  severe  infections  of  the  hand. 

4.  The  volar  surface  is  more  apt  to  be- 
come infected  and  the  infection  of  greater 
danger  because  of  its  peculiar  anatomy. 

5.  Early  diagnosis  and  adequate  incisions 
are  imperative  to  good  results. 

6.  General  anesthesia  should  always  be 
used  in  major  infections  of  the  hand,  as  local 
anesthesia  is  apt  to  lead  to  inadequate  drain- 
age, and  there  is  the  added  danger  of  carry- 
ing the  infection  into  a small  vessel  while 
injecting  the  anesthetic. 
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In  the  process  of  the  physician’s  education 
after  graduation,  clinical  trips  play  an  im- 
portant part.  These  trips  should  be  made 
for  the  purpose  of  investigating  and  study- 
ing the  achievements  of  others.  Time  should 
not  be  consumed  in  the  observation  of  in- 
ferior work.  Attendance  at  medical  meet- 
ings is  helpful,  because  opportunities  are  af- 
forded for  the  exchange  of  views,  and  for 
better  understanding  of  the  personalities  of 
forceful  men  of  the  medical  world  who  are 
contributing  to  progress. 

Above  all,  familiarity  with  the  contents 
of  medical  journals  is  essential.  Every  prac- 
titioner of  medicine  should  charge  himself 
with  the  obligation  of  devoting  at  least  an 
hour  a day  to  their  study,  and  should  pay 
the  debt.  If  for  any  reason  he  misses  a day 
or  two  he  should  make  up  the  time,  but  if 
on  any  one  day  he  is  able  to  read  for  a 
number  of  hours,  he  should  credit  himself 
with  only  the  single  hour.  The  man  who 
follows  this  course  will,  almost  unconscious- 
ly, become  well  informed  in  medical  matters, 
and  if  he  has  the  power  to  apply  and  corre- 
late this  knowledge  with  his  own  experi- 
ence, he  will  become  a leading  member  of 
the  medical  profession.  Many  men,  in  speak- 
ing of  an  original  conception  of  a disease, 
an  original  method  of  treatment,  or  an  orig- 
inal operation,  have  informed  me  that  the 
idea  came  to  them  in  the  attempt  to  corre- 
late their  own  experiences  with  those  re- 
ported by  writers  of  articles  in  medical  jour- 
nals. 

To  the  physician,  patients  represent  med- 
icine in  practice;  books  on  medicine  repre- 
sent stabilized  medical  opinion;  and  medical 
journals — the  very  breath  he  breathes — 
represent  medicine  in  the  making. — From  an 
editorial  by  Dr.  William  J.  Mayo. 

Our  new  address  is  537  Republic  Build- 
ing, Denver.  What  can  we  do  for  you? 
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National  Survey  Shows  Low  Per  Cent  of 
Relief  Funds  Spent  for  Milk 

Only  2 to  16  per  cent  of  the  emergency 
relief  funds  expended  for  food  is  allocated 
to  milk,  a survey  of  the  cities  having  avail- 
able records  indicates.  The  reports  of  only 
two  cities  show  the  higher  figure. 

The  winter  of  1932-1933  will  be  charac- 
terized by  wide  use  of  the  taxpayer’s  money 
in  unemployment  relief.  Already  300  mil- 
lion dollars  have  been  appropriated  by  Con- 
gress. Evidently  this  will  be  more  than  dou- 
bled by  the  states,  and  the  cities  will  add 
still  more. 

The  milk  industry  is  interested  in  stress- 
ing the  importance  of  milk  in  emergency 
diets  for  two  reasons:  1.  To  establish  the 
milk  drinking  habit  among  the  people  on 
relief,  so  that  when  the  depression  is  over, 
they  will  continue  to  use  it  adequately.  2. 
To  stimulate  all  consumers  to  use  at  least 
a quart  of  milk  for  every  child  and  a pint 
for  each  adult  daily.  An  adequate  expend- 
iture for  fresh  milk  according  to  scientific 
standards  is  at  least  20c  of  each  food  dollar. 


How  to  Ventilate  in  Winter 

Scientists  have  proved  that  airborne  dis- 
eases annually  take  more  lives  than  were 
sacrificed  in  the  World  War.  Despite  the 
fact  that  air  is  more  important  to  life  than 
food,  the  average  person  has  been  slow  to 
appreciate  this.  We  can  live  many  days 
without  food,  but  deprived  of  air  even  for 
a few  minutes,  we  die. 

Air  becomes  defiled  by  dust,  smoke,  fuses, 
and  gases.  It  becomes  uncomfortable  be- 
cause of  heat,  cold,  impurity,  dryness,  or 
excessive  moisture.  Today  we  live  in  a 
new  era  of  indoor  comfort.  We  can  warm 
our  air,  wash  it,  moisten  it,  and  enjoy  the 
benefit  of  draftless  air  in  winter  and  washed 
and  cooled  air  in  summer  because  of  me- 
chanical devices. 

Science  is  agreed  that  an  average  temper- 
ature of  70  degrees,  with  a humidity  approx- 
imately 40  to  45  per  cent,  is  best  for  us. 


Physicians  believe  that  the  air  in  most  homes 
contains  a quarter  or  less  of  the  amount  of 
water  vapor  it  should  have  and  that  prac- 
tically all  homes  today  are  overheated. 

There  are  humidors  on  the  market  which 
lead  to  considerable  saving  of  fuel  because 
more  comfort  is  experienced  in  a temperature 
of  65  or  68  degrees,  with  the  air  properly 
humidified,  than  in  temperatures  of  80  or  90 
degrees  when  the  air  is  dry.  These  devices 
used  on  the  radiators  are  all  absolutely  ef- 
ficient. Few  evaporate  as  much  water  as 
one  person  gives  off  from  his  lungs. 

When  air  is  heated,  it  holds  more  water 
or  humidity  than  cold  air  does.  If  the  heated 
air  of  winter  is  not  artificially  supplied  with 
humidity  it  absorbs  moisture  from  the  skin 
and  delicate  membranes  of  our  breathing  or- 
gans. The  surface  of  these  membrances  be- 
comes harsh,  cracked,  and  scaly,  which 
makes  a perfect  medium  for  germs  to  lodge 
and  grow  in  ready  for  attack  at  the  first 
moment  of  lowered  resistance.  — From 
“Everybody’s  Health  ”,  October,  1932. 


Three  Hundred  Forty-four  of  Five  Hundred 
Criminals  Mentally  Normal 

Unemployment,  improper  home  condi- 
tions, and  lack  of  education  were  outstanding 
factors  in  the  lives  of  500  Milwaukee  crim- 
inals studied  by  Dr.  R.  E.  Bushong,  psy- 
chiatric director  of  the  Milwaukee  County 
Mental  Hygiene  Clinic. 

Dr.  Bushong’s  survey  disclosed  that  at 
the  time  of  committing  crimes,  302  of  the 
.500  were  unemployed.  The  majority  were 
in  good  physical  condition.  Mental  tests 
showed  344  were  normal,  12  insane,  46  fee- 
ble-minded, 13  psychopathic,  14  psychoneu- 
rotic, and  81  had  abnormal  traits. 

Most  of  the  subjects  were  single  and  the 
average  was  twenty-seven  years  and  eight 
months.  The  majority  had  less  than  an 
eighth  grade  education.  Serious  quarrels 
with  parents  were  found  in  the  majority  of 
cases.  Only  52  of  the  500  studied  have  a 
favorable  outlook  for  the  future,  Dr.  Bush- 
ong reported.  The  outlook  was  reported 
doubtful  in  229  cases  and  unfavorable  in 
219. — From  Mental  Hygiene  Bulletin,  June, 
1932. 
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Dr.  Kaplan  Makes  Report  of  Survey  on 
Denver’s  Infant  Mortality 

The  Infant  and  Maternal  Mortality  Study 
in  Denver,  conducted  by  the  Denver  Public 
Health  Council  and  directed  by  Dr.  A.  D.  H. 
Kaplan,  covered  a twelve-months  period 
ending  February  28,  1931.  Each  live  birth, 
stillbirth,  and  infant  death  was  studied.  The 
stillbirth  rate  was  33.8  per  1,000  live  births 
and  the  mortality  rate  on  live  births  77  per 
1,000.  The  object  of  the  paper  was  to  show 
how  the  infant  mortality  problem  reflects 
the  social  and  economic  conditions  of  the 
community. 

The  district  along  the  Platte,  with  a pre- 
dominance of  old  shacks,  showed  the  high- 
est death  rate.  More  than  one-half  of  the 
infant  mortality  in  the  best  districts  occurred 
during  the  first  24  hours.  The  favorable 
districts  suffered  slight  loss  among  the  ba- 
bies that  lived  past  the  first  24  hours;  the 
poor  districts  had  the  preponderance  of  their 
losses  as  the  year  advanced.  Among  the 
negroes  the  rate  was  only  15  per  1,000.  This 
may  be  due  to  the  Visiting  Nurses’  welfare 
station  in  the  negro  section,  of  which  the  ne- 
gro women  avail  themselves  for  prenatal 
care  and  good  housing  conditions.  As  con- 
trast, for  all  Mexican  live  birth  (294)  in  the 
city,  the  infant  death  rate  was  206.  The 
Mexican  stillbirths  were  likewise  out  of  line 
with  61  per  1,000  live  births.  In  the  lowest 
income  group  the  loss  after  the  second  week 
is  more  than  twice  that  of  the  first  fortnight. 
In  the  highest  income  class,  the  additional 
deaths  after  the  first  two  weeks  represent 
only  11.1  per  cent  of  the  yearly  mortality. 

For  the  section  of  Denver’s  population 
having  family  incomes  under  $500  the  in- 
fant mortality  rate  is  186  per  1,000  live 
births.  For  the  income  class  of  $3,000  and 
over,  the  infant  death  rate  is  only  25  per 
1,000. 

The  chief  causes  of  death  were  prema- 
turity, pneumonia,  respiratory  diseases,  diar- 
rhea, and  enteritis.  As  might  be  expected, 
the  small  number  of  prenatal  visits  is  found 
to  predominate  among  the  stillbirths  and 
live  birth  deaths,  while  most  of  the  infants 
who  lived  through  the  first  year  were  born 
to  mothers  who  had  had  the  benefit  of  five 


or  more  prenatal  visits. — Journal  of  Public 
Health,  October,  1932. 

The  Scope  and  Purpose  of  Parent 
Education 

Parent  education  is  a movement  within 
such  fields  as  home  nursing,  mental  hygiene, 
social  service,  home  economics,  pediatrics, 
and  medicine,  rather  than  an  independent 
movement.  Parents  of  today  are  universal- 
ly hungry  for  knowledge  which,  will  help 
them  in  putting  over  the  task  of  properly 
rearing  their  children.  Parent  education  is 
a movement  among  the  folk. 

What,  then,  is  the  aim  of  parent  educa- 
tion? The  aim  of  parent  education  is  to  guide 
parents  in  order  that  they  may  use  the 
knowledge  which  they  have  rather  than  to 
pass  on  to  parents  what  they  should  know. 
The  teaching  of  parents  is  more  subtle  than 
the  teaching  of  college  students.  Adults 
will  not  follow  unless  their  needs  are  met. 
The  successful  teacher  of  parents  must  be 
free  from  domineering  tendencies,  must 
possess  emotional  sensitiveness  and  emo- 
tional integrity,  and  must  also  be  able  to 
maintain  an  objective  point  of  view.  The 
field  of  parent  education  is  not  so  much  the 
teaching  of  new  subject  matter  as  a new 
way  of  teaching. — Ralph  P.  Bridgman,  Co- 
lumbia University.  “Journal  of  Home  Eco- 
nomics," October,  1932. 

California  State  Medical  Association 
Adopts  Periodic  Payment  Plan  for  Medical 
Care  of  the  Wage-Earner;  Under  this  plan 
all  physicians  in  good  standing  are  eligible 
to  join  the  County  Society,  and  all  hospitals 
which  wish  to  cooperate  are  listed  with  the 
Society.  Each  County  Association  would 
decide  its  own  plan  for  payment,  types  of 
service  to  be  rendered,  length  of  hospitali- 
zation, and  limits  of  income  within  which  a 
beneficiary  is  eligible.  People  having  an  in- 
come in  excess  of  the  maximum  limit  set  will 
not  be  entitled  to  this  service.  Beneficiaries, 
upon  payment  of  a set  sum,  may  choose  their 
physician  and  hospital  from  the  list  of  the 
County  Society.  In  this  way  the  physician- 
patient  relationship  is  not  disturbed  and  the 
patient’s  wishes  respected. — Western  Hos- 
pital Review,  October,  1932. 
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BOOK  REVIEWS 

Varicose  Veins,  With  Special  Reference  to  the 
Injection  Treatment,  By  H.  O.  McPheeters, 
M.D.,  F.A.C.S.  Director  of  the  Varicose  Vein 
and  Ulcer  Clinic,  Minneapolis  General  Hospital; 
Attending  Physician  New  Asbury,  Fairview 
and  Northwestern  Hospitals,  Minneapolis,  Minn. 
Illustrated  with  62  Half-tone  and  Line  Engrav- 
ings. Third  revised  and  enlarged  Edition. 
Philadelphia:  F.  A.  Davis  Company,  1931.  272 

pages.  Price  $4-00. 

This  is  an  excellent  text  for  the  practitioner 
who  desires  to  study  or  to  practice  the  injection 
treatment  for  varicose  veins.  It  gives  a fine  col- 
lection of  illustrations  of  all  phases  of  the  sub- 
ject. The  author  has  recognized  and  dealt  well 
with  the  doubt  in  the  minds  of  many  physicians  as 
to  the  safety  and  efficacy  of  this  new  treatment. 
The  associated  complications  and  their  treatment 
are  also  well  explained. 

The  various  solutions  used  in  this  treatment 
are  very  well  portrayed  in  a special  table  on  page 
111,  and  the  limitations  of  pregnancy  on  page  112. 

This  text  is  essentially  practical,  though  spend- 
ing several  chapters  on  such  interesting  ques- 
tions as  anatomy,  embryology,  etiology,  and  the 
history  of  the  injection  treatment.  There  is  a 
comprehensive  bibliography  appended. 

EARL  J.  PERKINS. 


Modern  General  Anesthesia.  A Practical  Hand- 
book. By  James  G.  Poe,,  M.D.  Lecturer  on 
General  Anesthesia  in  the  Medical  and  Dental 
Department  of  Baylor  University;  Anesthesiol- 
ogist of  Baylor  University  Hospital  of  Dallas; 
Consulting  Anesthetist  to  the  Shriners’  Hospital 
for  Crippled  Children,  and  Parkland  Hospital, 
Dallas,  Texas,  etc.  Second  Edition,  completely 
revised  and  enlarged  with  12  illustrations  and 
2 charts.  Philadelphia : F.  A.  Davis  Company, 
Publishers.  1932.  226  pages.  Price  $2.50. 

The  subject  has  been  presented  in  a very  com- 
prehensible manner  and  in  a concise  form. 

It  presents  the  fundamentals  and  leaves  the 
theories  to  be  expounded  in  the  larger  works.  It 
deals  with  the  different  anesthetic  agents,  giving 
the  methods  of  their  use  and  the  different  signs 
and  symptoms  caused  thereby,  during  the  stages 
of  induction,  maintenance,  and  recovery. 

The  section  on  the  choice  of  the  anesthetic 
agent  to  be  selected  for  different  types  of  opera- 
tions and  for  the  patients  of  different  ages  and 
physical  conditions  is  written  with  great  care. 
The  comparative  charts  giving  signs  and  symp- 
toms under  different  anesthetic  agents  are  very 
helpful. 

To  elicit  the  corneal  reflex  by  touching  the 
cornea  with  the  finger,  appears  to  me  an  unnec- 
essarily dangerous  procedure  in  that  it  might 
cause  a corneal  ulcer  and  because  lightly  touching 
the  eyelashes  is  a sufficiently  sensitive  test  to 
cause  the  eye  to  close  unless  the  patient  is 
asleep. 

One  can  not  read  this  well-written  book  without 
realizing  the  many  important  points  to  be  con- 


sidered and  properly  interpreted.  To  do  so  the 
anesthetist  should  have  had  a thorough  training 
in  medicine  in  order  that  the  patient  may  have 
the  greatest  comfort  and  safety. 

A working  knowledge  of  general  anesthesia  is 
essential  to  the  surgeon,  medical  man,  and  den- 
tist because  they  should  be  in  a position  to  know 
that  the  well-being  of  a patient  is  being  properly 
safeguarded. 

R.  L.  CHARLES. 


The  Life  Line  of  the  Thyroid  Gland.  A contri- 
bution to  the  study  of  Goitre.  By  Colonel  R. 
McCarrison,  C.I.E.,  M.D.,  D.SC.,  LL.D.,  F.R.C.P., 
I.M.S.,  Honorary  Physician  to  the  King;  Direc- 
tor, Nutritional  Research,  Indian  Research 
Fund  Association,  and  K.  B.  Madhava,  M.A , 
A. I. A.,  Professor  of  Statistics,  University  of 
Mysore.  From  the  Indian  Medical  Research 
Memoir,  Memoir  No.  23,  March,  1932,  pp.  1-378. 
Calcutta:  Thacker,  Spink  & Co.,  Ltd.,  1932. 
This  work  was  undertaken  in  an  attempt  to  fill 
up  some  of  the  gaps  in  the  etiology  of  goiter  as 
set  forth  by  McCarrison  in  his  memoir  of  1927. 
The  approach  was  made  by  attempting  to  estab- 
lish a standard  or  norm  of  size  for  the  accom- 
panying physiological  changes  that  take  place  un- 
der such  influences  as  age,  sex,  puberty,  preg- 
nancy, seasons,  etc. 

Emphasis  is  laid  on  the  untrustworthy  conclu- 
sions from  goiter  surveys,  particularly  in  school 
children,  because  of  a failure  to  use  fixed  stand- 
ards of  size  and  a failure  to  appreciate  the  divid- 
ing line  between  physiological  and  pathological 
hypertrophy.  The  authors  attempt  to  create  such 
standards  by  studying  the  body-gland  ratio 
throughout  life  in  a large  number  of  albino  rats. 
These  standards  they  have  picturesquely  desig- 
nated “the  life-line  of  the.  thyroid  gland”.  They 
emphasize  that  the  thyroid  gland  is  a living  or- 
gan associated  with  the  development  of  the  body 
and  not  a chronological  event. 

The  normal  body-gland  ratio  is  set  forth  in 
protocols,  tables,  and  corrected  tables  in  such 
numbers  and  with  such  detail  that  belief  in  the 
authors’  conclusions  is  almost  inescapable.  After 
establishing  a satisfactory  norm  of  the  thyroid 
life  line,  the  memoir  concludes  with  an  unusual- 
ly stimulating  chapter  on  the  etiology  of  goiter. 
Iodine  is  still  believed  to  be  a most  powerful  anti- 
goitrogenic  agent,  but  appropriate  dietaries  and 
hygienic  living  are  also  powerful  factors  in  the 
prevention  of  goiter. 

An  American  reader  cannot  escape  the  convic- 
tion that  the  goiter  problem  in  the  Himalayas  and 
Alps  is  quite  different  from  the  goiter  problem 
in  the  United  States.  There  endemicity  seems 
to  be  more  marked  and  the  end  results  of  cre- 
tinism, myxedema,  and  idiocy  are  infinitely  more 
common.  Here  the  problem  seems  to  center  more 
about  some  type  of  toxicity.  Perhaps  ours  is  the 
first  racial  symptom  in  a newly  inhabited  coun- 
try, and  barring  anti-goitrogenic  precautions,  fu- 
ture generations  may  suffer  from  the  congenital 
hypofunctional  states  endemic  to  the  mountainous 
areas  of  the  old  world.  However  different  the 
problems,  their  solution  starts  from  the  common 
denominator  of  a normal  gland.  The  authors 
have  gone  a long  way  to  stimulate  an  interest  in 
standards  of  “normalcy”  by  which  the  abnormal 
may  be  accurately  determined  and  the  causes 
more  clearly  understood.  The  memoir  is  a pub- 
lication well  worth  careful  reading  on  the  part  of 
students  of  goiter. 


C.  F.  KEMPER. 
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Life  of  Edward  Jenner,  Naturalist  and  Discoverer 

of  Vaccination.  F.  Dawtrey  Drewitt,  M.A., 

M.D.,  F.R.C.P.  Cloth  , 131  pages.  London: 

Longmans  Green  and  Co.  1931. 

This  little  book  tells  what  we  most  want  to 
know  about  Jenner.  It  brings  out  important  facts 
of  his  life  more  clearly  than  they  were  brought 
out  in  the  two-volume  biography  published  by  his 
friend.  Dr.  John  Baron,  within  fifteen  years  after 
his  death.  The  story  is  told  with  an  appropriate 
setting  in  the  history  of  Berkeley  and  the  West  of 
England  where  Jenner  was  born,  did  his  work, 
and  died,  as  a country  doctor.  As  a schoolboy, 
he  gathered  fossils  and  nests  of  dormice,  and 
observed  the  habits  of  the  cuckoo. 

As  apprentice  to  a surgeon  at  Sodbury,  he 
learned  pharmacy  and  surgery  and  heard  a milk- 
maid tell  that  she  could  not  take  small-pox  be- 
cause she  had  had  cow-pox.  He  studied  in  London 
with  John  Hunter,  lived  two  years  in  his  house, 
and  made  him  a life  long  friend.  He  declined 
partnership  with  Hunter,  and  went  back  to  Berke- 
ley where  he  examined  bodies  of  diseased  animals 
and  studied  cow  pox.  Hunter  advised  him  about 
it:  “Do  not  guess,  but  try.”  In  1796,  he  took  mat- 
ter from  the  hand  of  Sarah  Nelmes,  infected  by 
milking  a cow,  and  vaccinated  James  Phipps.  In 
1798,  he  published  his  first  pamphlet  on  vaccina- 
tion and  gave  the  last  twenty-five  years  of  his 
life  to  extending  the  knowledge  of  it. 

The  anti-vaccination  movement  in  England 
started  at  first  against  those  who  were  practic- 
ing inoculation  of  small-pox  in  childhood  to  pre- 
vent it  in  later  life.  It  was  helped  by  those  who 
tried  vaccination  without  the  necessary  precau- 
tions that  Jenner  had  worked  out  and  insisted 
upon.  But  vaccination  spread  to  other  coun- 
tries, removing  small-pox  from  the  list  of  danger- 
out  diseases.  Even  so  late  as  1889,  Charles 
Creighton,  M.D.,  who  had  studied  in  Berlin  and 
Vienna  but  failed  in  practice  in  London,  published 
a book  of  300  pages  written  in  London  libraries 
to  prove  that  cow-pox  was  small-pox,  and  vaccina- 
tion does  not  exercise  any  protective  power 
against  human  small-pox  and  that  Jenner’s  ac- 
count of  the  cuckoo,  confirmed  by  all  naturalists, 
was  false.  It  was  a fine  specimen  of  how  false- 
hood can  travel  while  truth  is  getting  established. 

This  book  is  well  written  and  well  printed ; 
although  it  is  a small  book,  it  has  a fine  index. 
Its  frontispiece  is  a reproduction  of  the  portrait 
of  Jenner,  painted  by  Northcote  for  the  Medical 
Society  of  Plymouth  in  1802.  It  is  a book  that  can 
be  recommended  to  the  general  public  as  telling 
the  truth  about  vaccination  and  giving  a clear 
idea  of  the  true  scientist  and  how  he  works  aDd 
looks  at  life. 

EDWARD  JACKSON 


A Doctor  of  the  1870's  and  80's.  By  William  Allen 
Pusey.  Sometime  President  of  the  American 
Medical  Association  and  of  the  American  Der- 
matological Association.  1932.  Springfield,  Illi- 
nois, Baltimore,  Maryland:  Charles  G.  Thomas, 
publisher.  153  pages.  Price  $3.00. 

Dr.  Pusey  has  performed  a task  prompted  by 
filial  affection  in  writing  “A  Doctor  of  the  1870’s 
and  80's.”  The  subject  of  the  sketch  is  the  au- 
thor’s own  father.  The  story  is  honestly  written 
without  any  apparent  effort  to  exalt  the  abilities 
or  virtues  of  his  father.  It  gives  a true  account 
of  practice  in  and  about  a Kentucky  village  sixty 
years  ago.  It  reminds  the  reader  of  hardships  of 
practice  of  which  we  are  now  relieved,  of  doubts 
now  removed  of  many  defects  in  knowledge  since 
repaired. 


Though  Dr.  Pusey  was  doubtless  impelled  by  a 
desire  to  tell  the  modest  story  of  his  own  father, 
he  has  written  for  us  a true  history  of  a period 
in  the  practice  of  medicine  in  central  United 
States.  C.  S.  ELDER. 


History  of  Medicine  Series.  Issued  under  the 
Auspices  of  the  Library  of  the  New  York  Acad- 
emy of  Medicine.  No.  11.  Hieronymi  Fracas- 
torii  De  Contagione  Et  Contagiosis  Morbis  Et 
Eorum  Curatione,  Libri  111.  Translation  and 
Notes  by  Wilmer  Cave  Wright,  Ph.D.  Professor 
of  Greek  in  Bryn  Mawr  College.  New  York  and 
London : G.  P.  Putnam’s  Sons.  The  Knicker- 
bocker Press.  1930.  351  pages. 

Those  interested  in  the  history  of  medicine 
will  welcome  this  authoritative  English  transla- 
tion of  Fracastorius,  whose  early  sixteenth  cen- 
tury writings  definitely  place  him  among  the  pio- 
neers of  scientific  medical  thinking. 

He  lived  in  an  era  of  intense  intellectual  activ- 
ity, the  most  brilliant  period  of  the  Renaissance 
when  Italy  was  being  glorified  by  the  genius  of 
her  artists,  poets,  and  scientists;  in  this  activity, 
Fracastorius  took  a leading  part. 

His  interests  were  almost  universal — literature, 
geology,  mathematics,  botany,  astronomy,  philoso- 
phy. Medicine,  however,  was  his  major  interest, 
and  it  is  in  this  field  that  he  is  best  known. 

His  thought  is  often  obscured  and  at  times 
wholly  buried  in  mysticism,  and  the  poem  seems 
to  us  a most  unsuitable  literary  form  in  which  to 
write  of  syphilis,  yet  he  clearly  expressed  the 
basic  facts  concerning  infections  of  all  kinds,  his 
theories  to  be  confirmed  by  the  invention  of  the 
microscope  and  the  work  of  Pasteur  and  Lister. 

He  first  applied  the  name  syphilis  to  that  dis- 
ease and  made  the  first  scientific  statement  of 
the  nature  of  infectious  diseases  and  the  modes 
of  their  transmission.  He  used  the  terms  “germs,” 
“contagion,”  and  “fomites”  with  their  present 
meaning. 

He  recognized  the  communicable  nature  of 
typhus  fever,  the  plague,  rabies,  phthisis,  syphilis, 
and  the  acute  exanthemata,  and  urged  the  need 
of  public  and  private  precautions  to  prevent  their 
spread.  His  clear  thinking,  however,  did  not  ex- 
tend to  the  treatment  of  disease  and  he  continued 
the  irrational  methods  of  his  time. 

This  book  shows  that  regardless  of  time,  place, 
or  circumstance,  highly  scientific  work  may  be 
done  without  artificial  or  mechanical  aids  if  a 
superior  intellect  be  animated  by  the  true  scien- 
tific spirit. 

A.  J.  MARKLEY. 


Minor  Surgery.  By  Frederick  Christopher,  M.D., 
F.A.C.S.,  Associate  in  Surgery  at  Northwestern 
University  Medical  School ; Attending  Surgeon, 
Evanston  Hospital,  Evanston,  Illinois.  Published 
in  1929.  Philadelphia:  W.  B.  Saunders  Com- 
pany. 

This  book  is  a splendid  treatise  of  668  pages 
devoted  to  minor  surgery.  The  subject  matter  is 
discussed  adequately,  in  logical  sequence  dealing 
with  the  diseases  of  each  anatomical  part  in  turn. 
The  book  is  amply  illustrated  with  465  figures 
which  are  for  the  most  part  exceedingly  well  done. 
A very  attractive  feature  of  this  volume  is  the 
extensive  bibliography  which  for  convenience 
is  listed  at  the  foot  of  each  page. 

The  last  chapter,  entitled  “The  Surgical  Intern,” 
is  invaluable  to  house  officers.  This  chapter  de- 
scribes most  comprehensively  the  duties  and  ob- 
ligations of  a surgical  intern. 

JNO.  M.  FOSTER,  JR. 
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SILAS  WEIR  MITCHELL 

(Continued  from  December  Issue) 

Silas  Weir  Mitchell  was  one  of  the  most 
striking  figures  in  American  medicine,  liv- 
ing in  one  of  the  most  chaotic  periods  of  our 
history — before,  during,  and  after  the  Civil 
War.  He  was  the  finest  type  of  physician, 
combining  sympathy,  force,  and  rare  gifts 
of  judgment  in  his  personality;  all  of  these 
added  greatly  to  his  success  as  a neurolo- 
gist. His  enthusiasm  and  loyalty  inspired 
others;  his  influence  alone  was  a potent  fac- 
tor in  advancing  medical  science.  He  was 
a teacher  of  those  who  taught,  although  he 
was  never  a professor  in  any  medical 
school  except  for  five  minutes  during  the 
time  that  he  was  a trustee  at  the  University 
of  Pennsylvania.  At  a board  meeting  he 
was  asked  to  retire,  and  during  his  absence 
was  elected  Professor  of  Physiology,  which 
he  immediately  resigned  after  being  in- 
formed of  the  appointment.  During  his 
trusteeship,  he  was  instrumental  in  securing 
many  excellent  teachers  for  the  University, 
one  of  whom  was  William  Osier.  His  posi- 
tion was  well  explained  by  a statement  of 
Harrison  Allen,  who  said  to  him:  “Thou 
shalt  not  be  king,  but  thou  shalt  beget 
kings.” 

As  many  as  160  men  are  numbered  among 
his  assistants  or  colleagues,  many  of  whom 
became  prominent  in  the  profession.  Be- 
tween the  years  1889  and  1907,  twenty-five 
men  who  served  under  Dr.  Mitchell  in  hos- 
pitals contributed  522  papers  to  medical  lit- 
erature. 

The  first  ten  years  after  graduation  Dr. 
Mitchell  devoted  much  of  his  spare  time  to 
research  in  comparative  anatomy,  physiol- 
ogy, and  toxicology.  He  was  appointed 
surgeon  in  the  United  States  army  in  1862 


and  served  until  1865  and  later  became  as- 
sistant surgeon  of  Turner’s  Lane  Hospital. 
In  the  latter  capacity  he  had  a very  interest- 
ing and  successful  career  serving  under  Wil- 
liam A.  Hammond,  the  surgeon  general. 

In  May,  1863,  Dr.  Mitchell  and  Dr. 
George  R.  Morehouse  were  ordered  to  take 
charge  of  a hospital  for  soldiers  suffering 
from  nervous  diseases  which  later  included 
nerve  injuries.  This  resulted  in  an  over- 
crowding so  that  a new  hospital  had  to  be 
built  in  Turner’s  Lane  to  accommodate  these 
additional  patients,  bringing  the  capacity  up 
to  400  beds.  In  this  new  institution  Dr. 
Mitchell  was  associated  with  Drs.  Charles 
H.  Alden  and  William  W.  Keen.  The  added 
facilities  afforded  them  excellent  opportuni- 
ties for  study  which  resulted  in  the  publica- 
tion of  important  papers  relating  to  their 
work.  Among  the  early  and  important  con- 
tributions was  the  one  on  gunshot  wounds. 
During  Dr.  Mitchell’s  service  as  an  army 
surgeon  he  was  employed  also  by  the  sani- 
tary commission  as  an  inspector  of  hospitals. 

He  was  one  of  the  few  physicians  at  that 
time  to  realize  the  value  of  having  trained 
nurses  and  was  among  the  first  to  sponsor 
a movement  for  the  organization  of  a nurses 
training  school,  which  he  did  after  he  was 
appointed  to  the  staff  of  St.  Joseph’s  Hos- 
pital in  1858.  Previous  to  this  time,  nursing 
services  were  usually  given  by  sisters  who 
had  very  little  training  in  their  profession. 
Dr.  Mitchell  was  bitterly  abused  by  news- 
papers and  Catholic  journals  for  making  the 
statement  that  trained  nurses  were  far  bet- 
ter than  the  sisters.  Dr.  Keen  said.  "Dr. 
Mitchell  was  the  most  fertile,  stimulating 
medical  man  I have  ever  met  either  here 
or  abroad.” 


(To  Be  Continued) 
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re  Secretarial  Notes  and  Comment  re 

Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


Better  Relations  With 
the  University  Hospitals 

EVER  since  the  Annual  Session  at  Estes 
Park  last  September,  the  Colorado  State 
Medical  Society’s  Advisory  Committee  to 
the  School  of  Medicine  and  Hospitals  has 
been  hard  at  work  studying  the  Colorado 
General  and  Colorado  Psychopathic  Hos- 
pitals’ relations  to  the  practicing  medical 
profession,  with  a view  toward  bettering 
these  relations.  This  work  has  involved  a 
detailed  investigation  of  the  seven  formal 
complaints  registered  against  the  institutions 
before  the  House  of  Delegates,  which  the 
House  turned  over  to  the  committee  for  dis- 
posal. 

Until  now,  your  Committee  has  withheld 
publication  of  any  of  its  acts.  Much  of  the 
work,  both  in  and  out  of  Committee  meet- 
ings, has  been  of  a confidential  nature.  Sug- 
gestions and  advice  which  your  Committee 
issued  to  the  Dean  of  the  Medical  School, 
and,  through  him,  to  the  Board  of  Regents 
of  the  University  of  Colorado,  could  not 
well  be  published  until  those  advised  could 
reply. 

However,  your  Committee  has  been  cog- 
nizant of  an  increasing  misunderstanding 
between  the  practicing  physicians  on  the 
one  side,  and  the  hospitals,  their  executives 
and  their  staffs  on  the  other.  For  the  latter 
reason,  and,  since  within  the  last  few  weeks 
some  definite  results  have  accrued,  the  Com- 
mittee’s silence  is  broken. 

As  a result  of  actions  taken  by  the  Com- 
mittee at  its  October  28,  1932,  meeting,  three 
important  announcements  can  now  be  made: 

First:  On  advice  of  the  Committee, 
the  Board  of  Regents  has  altered  its 
rules  concerning  admissions  to  Colorado 
General  Hospital  so  that  in  the  future 
no  patients  will  be  admitted  who  are 
able  to  pay  more  than  $3.00  per  day 
for  their  hospitalization  and  medical 
care.  This  eliminates  the  “$5.00-per- 


day  patients”  entirely.  A majority  of 
your  Committee  feels  that  the  hospital 
should  admit  charity  cases  only;  but 
such  a form  of  admission  would  require 
a change  in  the  present  law.  The  Re- 
gents have  therefore  done  as  much  as 
they  can  under  existing  conditions. 

Second:  On  advice  of  your  Commit- 
tee, the  Board  of  Regents  has  voted  to 
discontinue  the  employment  of  a pub- 
licity agent  for  the  University  of  Colo- 
rado School  of  Medicine.  This  should 
eliminate  all  embarrassing  publicity  of 
individual  doctors'  names  at  the  hospit- 
als, to  which  the  practicing  profession 
has  justly  objected. 

Third:  At  the  request  of  Dr.  Franklin 
G.  Ebaugh,  Director  of  the  Colorado 
Psychopathic  Hospital,  the  Committee 
has  instituted  measures  which,  it  is 
hoped  by  all  concerned,  will  largely  if 
not  entirely  eliminate  the  personal  pub- 
licity given  to  him  and  to  other  physi- 
cians connected  with  the  hospital  by  the 
public  press. 

Practices  which  these  three  accomplish- 
ments hope  to  correct  have,  in  the  opinion 
of  the  Committee,  been  the  primary  factors 
in  misunderstandings  between  the  institu- 
tions and  the  physicians  of  the  state.  The 
Committee  recognizes  that  these  three  are 
not  the  only  ‘‘sore  spots,”  and  it  has  under- 
taken much  additional  work  and  many  con- 
ferences with  representatives  of  the  hos- 
pitals and  of  the  University  toward  correc- 
tion of  other  faults. 

It  is  proper,  however,  at  this  time  to  re- 
mind the  physicians  of  Colorado  that  they 
themselves  are  the  only  ones  who  can  cor- 
rect many  of  the  abuses  that  have  been  most 
severely  criticized.  Notable  among  these 
is  the  admitted  fact  that  some  patients  ob- 
tain admission  to  Colorado  General  Hospital 
who  are  not  in  the  indigent  or  semi-indigent 
classes  which  the  hospital  is  intended  to 


26 


Colorado  Medicine 


serve.  There  are  only  two  ways  in  which 
these  patients  can  gain  admission;  one  by 
a certificate  of  a board  of  county  commis- 
sioners, the  other  by  a certificate  from  a reg- 
ularly licensed  physician.  The  Committee 
does  not  ask,  nor  should  physicians  expect, 
the  hospital  to  maintain  a state-wide  social 
service  investigative  system  capable  of 
checking  up  on  every  applicant  at  his  home. 
Such  would  be  financially  impracticable,  if 
not  wholly  impossible. 

To  correct  these  abuses,  physicians  must 
unitedly  refuse  to  approve  county  commis- 
sioners’ certificates  when  the  patient  seeking 
admission  is  not  indigent,  and  physicians 
must  unitedly  refrain  from  issuing  their  own 
certificates  to  such  patients.  Your  Commit- 
tee has  found  that  it  is  a too  frequent  prac- 
tice for  a physician  to  wink  at  his  patient’s 
financial  status  and  send  him  to  Colorado 
General  Hospital  rather  than  to  refer  the 
patient  to  a colleague  for  consultation,  or, 
in  other  cases,  send  him  to  Colorado  Gen- 
eral Hospital  rather  than  to  do  the  neces- 
sary work  at  home  for  a reduced  fee. 

Physicians  have  the  political  strength,  if 
they  will  but  use  it,  to  force  their  respective 
county  commissioners  to  observe  the  law  in 
respect  to  the  indigency  of  patients  sent  to 
Colorado  General  Hospital.  They  have  the 
facilities,  through  their  county  medical  so- 
cieties, for  frank  talk  about  any  and  all  pa- 
tients improperly  sent  to  the  institutions. 

Your  Committee  again  reminds  all  mem- 
bers that  it  is  organized  to  serve  the  entire 
State  Medical  Society,  to  do  what  it  can 
toward  correcting  abuses  of  the  privileges 
offered  by  the  teaching  hospitals,  to  receive 
any  and  all  complaints  from  members.  The 
Committee  welcomes  these  complaints,  and 
members’  suggestions;  all  will  be  thoroughly 
investigated  and  reported  upon.  Communi- 
cations to  the  Committee  may  be  addressed 
to  any  member  of  the  Committee,  or  in  care 
of  the  Executive  Secretary  of  the  Society, 
537  Republic  Building,  Denver. 

ADVISORY  COMMITTEE  TO  THE  SCHOOL  OP 
MEDICINE  AND  HOSPITALS. 

JOHN  S.  BOUSLOG,  Denver,  Chairman; 

T.  D.  CUNNINGHAM,  Denver; 

CHARLES  O.  GIESE,  Colorado  Springs; 

N.  A.  MADLER,  Greeley; 

C.  E.  SIDWELL,  Longmont; 

F.  B.  STEPHENSON,  Denver,  ex-officio. 


New  Quarters  for 
The  State  Society 

'JpHE  new  address  of  the  Colorado  State 
Medical  Society  and  its  official  Journal, 
Colorado  Medicine,  is  537  Republic  Build- 
ing, Denver. 

The  leasing  of  new  quarters  was  author- 
ized by  the  Board  of  Trustees  of  the  Society 
at  its  fall  meeting.  Necessary  details  were 
worked  out  so  that  the  change  of  address 
was  effected  as  of  January  1,  1933.  The 
change  will  save  more  than  $300.00  per 
year  in  rent,  this  saving  being  the  principal 
factor  entering  into  the  Trustees’  decision. 
In  addition,  the  new  quarters  will  prove 
more  adaptable  to  the  Society’s  needs,  par- 
ticularly in  view  of  the  steadily  increasing 
number  of  the  committee  meetings  held  in 
the  offices  each  week. 

The  Executive  Secretary  and  his  staff 
bespeak  the  cooperation  of  all  readers  of 
Colorado  Medicine,  especially  all  officers  of 
county  societies,  in  spreading  the  word  con- 
cerning the  new  address,  so  that  corre- 
spondence will  not  be  delayed.  A postcard 
notice  has  been  sent  to  all  officers  and  com- 
mittee members,  as  well  as  to  many  other 
frequent  correspondents.  All  members  are 
invited  to  visit  the  new  offices  at  their 
earliest  opportunity.  All  are  reminded  again 
that  the  State  Society’s  office  is  their  office, 
designed  to  serve  them  in  every  possible 
way,  theirs  to  command  at  any  time. 

Remember  the  new  address — 537  Repub- 
lic Building,  Denver.  The  telephone  num- 
ber, KEystone  0870,  remains  the  same. 

<4  <4 

Medical  Organization 
Faces  Its  Supreme  Test 

pROBLEMS  that  the  medical  organiza- 
tion must  solve,  questions  it  must  answer, 
have  multiplied  during  the  last  two  years 
more  rapidly  than  the  most  far-sighted  could 
predict.  Medicine  has  been  attacked  from 
all  sides,  including  the  inside.  Powerful  in- 
terests have  accused  it  of  failure — failure 
properly  to  distribute  its  services,  failure 
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properly  to  train  its  young  men,  failure  to 
make  its  services  available  at  properly  ad- 
justed costs,  failure  to  improve  the  quality 
of  its  work  as  recorded  by  vital  statistics, 
failure  to  promote  public  health,  failure  to 
solve  its  internal  problems. 

Every  accuser  has  advanced  his  pet  rem- 
edy, frequently  conceived  in  ignorance  and 
born  in  the  belief  that  if  medicine  is  to  do 
its  job  it  must  be  controlled  from  the  outside. 

From  one  source  and  another  these 
charges  have  come  until  at  last  even  the 
much  publicised  Committee  on  the  Costs  of 
Medical  Care  repeats  them  and  in  its  ma- 
jority report  offers  its  own  scheme,  which  in 
a word  is  Socialism.  The  Committee  was 
far  from  unanimous.  Not  just  one  but  sev- 
eral, and  varying,  minority  reports  were  is- 
sued, so  that  The  Philadelphia  Record  com- 
ments editorially  that  the  Committee  “has 
succeeded  only  in  out-Wickershamming  the 
Wickershammers.’’  The  majority  report 
will,  however,  receive  the  most  publicity. 
Thousands  of  physicians  and  millions  of 
laymen  will  never  hear  of  the  minority  re- 
ports, much  less  see  or  read  them.  Too  few 
will  read  the  carefully  considered  editorials 
in  the  December  3 and  December  10  issues 
of  the  Journal  A.  M.  A. 

A few  of  the  accusations  made  against 
the  medical  profession  are  probably  true  in 
part.  Some  are  simply  the  wails  of  depres- 
sion pessimists.  Some  are  the  false  accusa- 
tions of  the  enemies  of  medicine,  and  some 
frankly  spring  from  pure  ignorance.  Some 
points  in  the  “remedies  are  well  taken, 
others  are  ridiculous,  a few  are  patently  un- 
American  and  communistic. 

No  matter  what  the  source  of  the  charges, 
they  can  no  longer  be  ignored.  No  matter 
how  ridiculous  or  un-American  the  pro- 
posals for  medical  revolution,  they  can  no 
longer  be  laughed  off.  So  far  the  challenges 
of  Medicine’s  critics  have  remained  largely 
unanswered,  and  so,  logically,  few  counter 
proposals  for  improving  medical  practice 
have  come  from  medical  organization.  Judg- 
ing from  the  character  and  personnel  of  the 
profession,  we  predict  that  these  critics  will 
be  answered,  and  that  medical  men  will 


choose  to  fight  for  their  principles  when  it 
is  necessary. 

The  problem  now  is  to  convince  physi- 
cians that  the  time  has  come  when  they  must 
either  fight  for  their  profession,  or  lie  down 
and  beg  alms  from  the  socialistically  minded 
“economists.’’  The  problem  now  is  to  con- 
vince doctors  that  no  program  of  advance- 
ment can  be  promulgated  by  medical  organ- 
ization unless  medical  organization  is  in  it- 
self strong  and  efficient.  Medical  organiza- 
tion will  present  remedies.  Doctors  must 
be  ready  for  them. 

Nothing  can  be  accomplished  without 
team  work.  Nothing  can  be  even  well 
started  without  responsive  cooperation  on 
the  part  of  the  entire  system  of  medical  or- 
ganization, county,  state,  and  national. 
Organization  unity  is  the  first  requirement. 
The  foundation  of  all  medical  organization 
is  the  county  society.  Every  such  society 
in  Colorado  can  and  must  be  brought  at  once 
to  a high  point  of  efficiency.  Every  one 
must  be  mobilized  to  its  greatest  possible 
numerical  strength.  None  can  be  allowed 
to  become  static  through  indifference. 

Every  physician  is  dependent  upon  his 
county,  state,  and  national  medical  organiza- 
tions for  the  maintenance  and  protection  of 
many  privileges  to  which  he  is  now  so  ac- 
customed that  he  seldom  realizes  their  ex- 
istence. This  is  true  whether  he  is,  or  is 
not,  a member  of  his  medical  society.  Con- 
versely, the  basic  and  higher  medical  so- 
cieties are  dependent  upon  him  for  the 
weapons  with  which  they  fight  his  battles. 
Without  his  financial  support  through  or- 
ganization dues — without  his  moral  support 
and  encouragement  of  officers — without 
his  time  and  effort  frequently  given  to  com- 
mittees and  his  willing  shouldering  of  re- 
sponsibility— where  would  we  be? 

Every  physician  should  be  made  to  realize 
this  interdependence.  Every  one  must  car- 
ry a trifle  of  additional  burden  in  1933.  The 
tasks  are  harder,  our  purses  are  thinner  and 
some  of  us  are  weary,  but  this  can  be  our 
greatest  year  if  we  determine,  each  for  him- 
self, to  make  it  so.  We  are  facing  our  su- 
preme test,  in  that  darkest  part  of  the  night. 
Where  will  the  dawn  find  us? 
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MEDICAL  ECONOMICS 

->fr 

Beginning  with  this  issue,  Colorado  Medicine  plans 
to  publish  each  month  a brief  statement  from  the 
Colorado  State  Medical  Society Committee  on  Medi- 
cal Economics,  discussing  timely  points  in  the  develop- 
ment of  professional  thought  on  related  subjects.  The 
following  is  the  first  of  these  comments. 

*  *  * * 

HOSPITAL  INSURANCE 


We  are  reading  and  hearing  a good  deal  about 
various  insurance  schemes  these  days. 

Generally  speaking  all  health  insurance  plans 
should  be  viewed  with  uncertainty  as  to  then- 
value  to  the  mass  of  physicians. 

Hospital  insurance  thus  far  seems  to  be  a bene- 
fit to  the  hospital  directly  and  to  the  physician 
indirectly.  When  hospital  expenses  have  been 
provided,  the  physician’s  bill  has  a better  chance 
of  being  paid. 

However,  hospital  insurance  is  not  entirely  an 
advantage  to  the  physician.  As  long  as  it  re- 
mains within  its  purpose  and  intent  it  will  help 
both  hospital  and  physician.  When  it  steps  be- 
yond its  purpose,  and  there  is  a great  temptation 
for  it  to  do  so,  hospitals  may  and  can  enter  the 
practice  of  medicine. 

Having  the  building,  the  equipment  and  the 
business,  secured  by  means  of  its  policies,  it 
would  be  only  human  and  natural  to  consider 
their  use  as  an  entrance  into  the  practice. 

Hospital  insurance  is  not  a certain,  unmixed 
advantage  to  the  profession. 

C.  E.  COOPER, 

Chairman  Committee  on  Medical  Economics. 
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MEDICAL  SOCIETIES 

-- 

BOULDER  COUNTY 

The  regular  monthly  meeting  of  the  Boulder 
County  Medical  Society  was  held  at  the  Elks  Club 
in  Longmont,  Thursday,  December  8,  1932.  Dr. 
Roy  P.  Forbes  gave  a demonstration  of  the  Man- 
toux  Test  for  Tuberculosis  and  Dr.  F.  B.  Stephen- 
son spoke  on  “Tuberculosis  in  Children.’’  Dinner 
preceded  the  scientific  program. 

M.  L.  JOHNSON, 

Secretary. 

* * * 

CROWLEY  COUNTY 

The  Crowley  County  Medical  Society  met  De- 
cember 20  at  Dr.  J.  E.  Jeffrey’s  office  in  Ordway. 
All  of  the  members  were  present.  Dr.  G.  M. 
Baker  read  a paper  on  “Influenza,”  which  was 
followed  by  a general  discussion  of  its  complica- 
tions, sequelae,  and  their  treatments. 

The  following  officers  were  elected  for  the 
ensuing  year:  Dr.  G.  M.  Baker,  president;  Dr. 


O.  E.  McCleary,  vice  president,  and  Dr.  .T.  A.  Hipp, 
Secretary.  J.  A.  HIPP, 

Secretary. 

* * * 

FREMONT  COUNTY 

Dr.  W.  M.  Bane  and  Dr.  J.  M.  Shields  of  Denver 
were  the  guest  speakers  at  the  regular  monthly 
meeting  of  the  Fremont  County  Medical  Society 
held  in  Florence,  Monday,  November  28.  Dr. 
Bane  spoke  on  “Some  of  the  Modern  Methods  of 
Treatment  of  Diseases  of  the  Eye”  and  Dr.  Shields 
presented  some  photographs  illustrating  normal 
and  pathological  conditions  of  the  internal  eye. 

A.  BEE, 
Secretary. 

. * * * 

KIT  CARSON  COUNTY 

The  regular  monthly  meeting  of  the  Kit  Carson 
Medical  Society  was  held  December  5 at  Genoa. 
Doctors  H.  R.  McKeen,  H.  B.  Henderson,  Frank 

B.  Stephenson,  and  Mr.  Harvey  T.  Sethman  were 
guests  at  the  meeting.  Dr.  McKeen  spoke  on 
“Treatment  of  Skull  Fractures,”  Dr.  Henderson  on 
“Some  Practical  Points  in  Modern  Obstetrics,” 
and  Dr.  Stephenson  and  Mr.  Sethman  discussed 
organization  matters.  All  members  of  the  Kit 
Carson  County  Society  were  present  and  a few 
other  doctors  of  the  district  were  guests.  Officers 
of  the  County  Society  and  guests  were  enter- 
tained at  dinner  at  the  home  of  Dr.  Walter  C. 
Keller.  W.  C.  KELLER, 

Secretary. 

* * * 

LARIMER  COUNTY 

Dr.  Charles  Rymer  of  Denver  was  the  principal 
speaker  at  the  December  7 meeting  of  the  Lari- 
mer County  Medical  Society  held  in  Berthoud. 
Dr.  Rymer  spoke  on  “Psychiatry  and  Mental  Hy- 
giene, and  Their  Relations  to  the  Physician.” 
Election  of  officers  took  place  and  the  following 
men  were  chosen  for  the  coming  year:  Dr.  C.  E. 
Honstein,  president;  Dr.  John  Gasser,  vice  presi- 
dent; Dr.  Duane  Hartshorn,  secretary,  and  Dr. 
F.  A.  Betts,  treasurer. 

C.  E.  HONSTEIN, 

Secretary. 

* * * 

OTERO  COUNTY 

The  November  meeting  of  the  Otero  County 
Medical  Society  was  held  in  Las  Animas  at  the 
Palace  Hotel,  Thursday  evening,  November  10. 
The  following  paper  was  given  by  Dr.  B.  F.  Jack- 
son  of  Fort  Lyon:  “Simplified  Ophthalmoscopic 
Examination  for  the  General  Practitioner.”  This 
excellent  paper  was  discussed  by  Dr.  M.  A.  Farns- 
worth, who  has  taken  over  the  practice  of  Dr. 
W.  C.  Bennett,  formerly  of  La  Junta. 

C.  E.  MORSE, 
Secretary 

* * * 

PUEBLO  COUNTY 

“Management  of  Ureteral  Calculi,”  with  report 
of  cases,  was  the  subject  of  Dr.  George  Myers’ 
talk  at  the  December  6 meeting  of  the  Pueblo 
County  Medical  Society  held  at  the  Hotel  Con- 
gress. L.  L.  WARD, 

Secretary. 

* * * 

WELD  COUNTY 

The  regular  October  meeting  of  the  Weld  Coun- 
ty Medical  Society  was  held  October  3 at  the 
Greeley  Hospital.  Dr.  C.  E.  Dyde  of  Greeley  gave 
an  interesting  and  entertaining  paper  on  “Quixotic 
Medicine.” 

Dr.  Frank  B.  Stephenson  and  Dr.  Roy  P.  Forbes 
of  Denver  were  the  guest  speakers  at  the  regular 
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November  meeting  of  the  Weld  County  Medical 
Society  held  at  the  Greeley  Hospital,  November 
7.  Dr.  Stephenson  spoke  on  “X-Ray  Diagnosis 
of  Childhood  Tuberculosis,”  and  Dr.  Forbes  on 
“Tuberculin  Testing.” 

TRACY  D.  PEPPERS, 

Secretary. 


STATE  BOARD  OF  MEDICAL  EXAMINERS 

ANNUAL  REGISTRATION  NOTICE,  1933 

The  Registration  Fee  of  two  dollars  ($2.00), 
(or  if  not  a resident  of  Colorado,  $10.00),  required 
by  law  of  all  licentiates  of  the  State  Board  of 
Medical  Examiners,  becomes  due  on  January  first 
of  each  year  and  delinquent  on  the  succeeding 
March  first,  when  the  annual  directory  of  Regis- 
tered Licentiates  is  compiled  according  to  law. 

Failure  to  pay  the  annual  registration  fee  with- 
in the  time  above  stated  automatically  suspends 
the  right  of  any  licentiate  to  practice  his/her 
profession  while  delinquent.  If  any  licentiate  fails 
for  three  (3)  consecutive  years  to  pay  this  fee 
it  becomes  the  duty  of  the  State  Board  of  Medi- 
cal Examiners  without  hearing  or  notice  to  can- 
cel hisyher  license  subject  to  reinstatement  in 
the  manner  and  on  the  conditions  prescribed  by 
statute. 

The  first  three  consecutive  years  expire  on 
March  1,  1933.  Accordingly,  the  licenses  of  all 
those  who  have  not  registered  for  the  year  1930 
will  be  revoked  on  March  1,  1933. 

Kindly  send  your  remittance  for  the  year  1933, 
payable  to  the  State  Board  of  Medical  Examiners, 
to  422  State  Office  Building,  Denver,  before  March 
1.  1933,  when  a receipt  and  your  registration  card 
will  be  forwarded  to  you. 

WM.  WHITRIDGE  WILLIAMS,  M.D., 
Secretary-Treasurer. 


=^-=>4+ 

WOMAN’S  AUXILIARY 

MRS.  JAMES  F.  PERCY  BECOMES  NATIONAL 
PRESIDENT 

In  accordance  with  our  national  constitution, 
Mrs.  Freeman  was  succeeded  in  the  office  of  pres- 
ident by  the  first  vice  president,  Mrs.  James  F. 
Percy  of  Ix>s  Angeles,  California.  And  now  since 
we  must  turn  our  eyes  forward,  as  our  lost  guide, 
philosopher,  and  friend  would  have  us  do,  there 
comes  to  you  from  our  new  president,  Mrs.  Percy, 
a message  concerning  our  future : 

To  the  officers  who  receive  the  news-letter  and 
through  them  all  to  members  of  the  Auxiliary: 

In  the  great  round  of  Life  with  its  swift 
changes,  it  is  for  us  to  muster  courage,  wisdom, 
and  a timely  going  forward  that  the  momentum 
of  our  splendid  organization  may  not  stop.  With 
a heroic  array  of  constructive  plans  to  have  been 
presented  by  our  late  beloved  president  to  the 
national  board  members  on  November  19,  we  are 
now  at  the  place  where  we  must  mark  time  for 
a few  weeks  until  the  activities  of  the  past  few 
months  will  have  been  arranged  in  their  proper 


place  and  your  officers  have  a clear  picture  of 
our  proper  status. 

We  feel  that  a special  responsibility  may  be 
asked  of  the  state  presidents  and  their  state  and 
county  officers  in  order  to  integrate  the  work  of 
the  old  and  the  beginning  of  the  new.  We  are 
asking  and  hoping  that  the  state  presidents  with 
their  officers  will  assist  in  this  in  order  that  the 
work  may  be  helpfully  done  all  over  the  country. 

If  you  do  not  hear  from  the  standing  committees 
during  the  interim  of  a few  weeks,  you  will  know 
that  something  beneficial  to  our  future  stability 
and  usefulness  is  being  worked  out.  Any  Auxil- 
iaries who  succeed  in  speeding  up,  adding  to  or 
stimulating  their  activities,  both  actual  and  pos- 
sible, will  be  considered  by  the  national  officers, 
as  inhabitants  of  the  “Isle  of  the  Blest.” 

MRS.  JAMES  F.  PERCY. 


NEWS  FROM  COUNTIES 
DENVER 

The  Auxiliary  to  the  Denver  County  Medical 
Society  held  its  annual  benefit  card  party  on  its 
regular  meeting  day,  Monday,  November  21,  1932, 
at  Daniels  and  Fisher’s  tea  room.  The  proceeds 
of  this  party  are  used  for  philanthropic  purposes, 
a major  proportion  being  used  as  an  annual  gift 
to  the  loan  fund  of  the  Colorado  School  of  Medi- 
cine. 

The  party  was  very  well  attended,  and  a satis- 
factory amount  cleared.  Part  of  the  success  of 
the  affair  was  due  to  the  generosity  of  the  fol- 
lowing firms,  who  contributed  many  lovely  things 
to  be  used  as  prizes : 

Republic  Drug  Co. 

Pencol  Drug  Co. 

Hansen  and  Hansen  Jewelry  Co. 

The  Art  Nook. 

The  Mohanna  Shop. 

The  Piggly  Wiggly  Co. 

Mrs.  Stover’s  Bungalow  Candies. 

The  hostesses  were  Mesdames  Harry  Corper, 
Lorenz  Frank,  Louis  V.  Sams,  George  W.  Miel, 
T.  Mitchell  Burns,  Richard  Gilchrist  Smith,  and 
A.  J.  Markley.  Mrs.  Arnold  Minnig  was  in  charge 
of  the  party. 


In  response  to  the  tremendous  demand  on  the 
Red  Cross  for  articles  for  the  needy,  the  philan- 
thropic chairman,  Mrs.  George  W.  Miel,  has  taken 
garments  to  be  made  under  the  name  of  the  Den- 
ver County  Auxiliary,  and  beginning  the  first  of 
the  year,  members  interested  will  work  with  her 
every  Friday  afternoon  at  her  home. 

Already,  due  to  the  tireless  effort  of  Mrs.  Miel, 
ninety-three  garments,  besides  ten  dozen  diapers, 
thirty  shawls,  and  four  dozen  booties,  have  been 
completed.  Considering  the  short  time  the  Auxil- 
iary has  been  a member  of  the  Red  Cross,  this  is 
a tremendous  number.  During  this  trying  year, 
there  is  no  better  work  for  the  Auxiliaries  than 
to  work  along  with  other  organizations  for  the 
help  of  the  needy. 


OTERO 

The  Otero  County  Auxiliary  meets  once  a 
month,  and  they  have  decided  to  give  some  inter- 
esting paper  at  each  meeting.  The  one  for  De- 
cember was  "The  Conquest  of  the  Sugar  Death,” 
the  story  of  the  discovery  of  Insulin.  This  article 
appeared  in  the  Ladies’  Home  Journal  for  Novem- 
ber. Last  year,  Otero  made  layettes  for  the  Red 
Cross,  and  this  year  they  may  confine  their  efforts 
to  repairing  worn  garments  for  the  needy.  They 
also  hope  to  be  able  to  have  a health  talk  in  each 
school  sometime  during  the  year  by  some  doctor 
or  nurse. 
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Colorado  State  Medical  Society 
Officers,  1932-1933 

President:  Frank  B.  Stephenson,  Denver. 

President-elect:  Gerald  B.  Webb,  Colorado  Springs. 

Vice  Presidents:  First,  Walter  W.  King,  Denver;  Sec- 
ond, Lawrence  L.  Hick,  Delta;  Third,  B.  Franklin 
Blotz,  Rocky  Ford;  Fourth,  William  P.  Gasser,  Love- 
land. 

Constitutional  Secretary:  Lorenz  W.  Frank,  Denver. 

Treasurer:  Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  537  Republic 
Building,  Denver.  Telephone  KEystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
Crum  Epler,  Pueblo;  Alternate,  J.  N.  Hall,  Denver; 
Junior,  John  W.  Amesse,  Denver;  Alternate,  A.  J. 
Markley,  Denver. 

Councillors:  Term  Expires 

District  No.  1 Ella  A.  Mead,  Greeley 1935 

District  No.  2 G.  P.  Lingenfelter,  Denver 1934 

District  No.  3 George  D.  Andrews,  Walsenburg 

(Chairman)  1933 

District  No.  4 W.  W.  Crook,  Glenwood  Springs  .1936 
District  No.  5 A.  L.  Burnett,  Durango 1937 


Standing  Committees,  1932-1933 

Credentials : Lorenz  W.  Frank,  Denver,  Chairman;  W. 

A.  Campbell,  Colorado  Springs;  Harold  T.  Low, 
Pueblo. 

Scientific  Work:  G.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  James  J.  Waring, 
Denver. 

Arrangements:  John  B.  Crouch,  Colorado  Springs, 
Chairman;  T.  R.  Knowles,  Colorado  Springs;  John 

B.  Hartwell,  Colorado  Springs. 

Public  Policy:  Walter  W.  King,  Denver,  Chairman; 
H.  R.  McKeen,  Denver,  Vice  Chairman;  Edward 
Delehanty,  Denver;  Gerrit  Heusinkveld,  Denver;  A. 
L.  Beaghler,  Denver;  W.  W.  Harmer,  Greeley;  O. 
D.  Groshart,  La  Junta;  L.  L.  Ward,  Pueblo;  A.  C. 
Holand,  Colorado  Springs;  F.  B.  Stephenson,  Denver, 
ex-officio;  L.  W.  Frank,  Denver,  ex-officio;  Mr.  H. 
T.  Sethman,  Denver,  ex-officio. 

Publication:  C.  F.  Kemper,  Denver,  Chairman;  C.  S. 

Bluemel,  Denver;  William  H.  Crisp,  Denver. 

Medical  Defense:  W.  W.  Wasson,  Denver,  Chairman; 

C.  F.  Hegner,  Denver;  T.  D.  Cunningham,  Denver. 
Medical  Education  and  Hospitals:  C.  N.  Meader,  Den- 
ver, Chairman;  K.  D.  A.  Allen,  Denver;  H.  A.  Black, 
Pueblo. 

Library  and  Medical  Literature:  E.  D.  Downing, 
Woodmen,  Chairman;  Carbon  Gillaspie,  Boulder;  F. 
W.  Kenney,  Denver. 

Co-operation  With  Allied  Professions:  Harry  S.  Finney, 
Denver,  Chairman;  George  R.  Warner,  Denver; 
John  Andrew,  Longmont. 

Medical  Economics:  C.  E.  Cooper,  Denver,  Chairman; 

B.  B.  Blotz,  Rocky  Ford;  Philip  Hillkowitz,  Denver. 
Necrology:  G.  M.  Blickensderfer,  Denver,  Chairman; 
John  F.  McConnell,  Colorado  Springs;  Lee  Bast, 
Delta. 

Special  Committees,  1932-1933 

Postgraduate  Clinics:  Maurice  H.  Rees,  Denver,  Chair- 
man; O.  M.  Gilbert,  Boulder;  C.  E.  Harris,  Wood- 
men; Nolie  Mumey,  Denver;  G.  E.  Cheley,  Denver. 


Workmen’s  Compensation  Affairs:  A.  S.  Cecchini,  Den- 
ver, Chairman;  L.  G.  Crosby,  Denver;  W.  R.  Wag- 
gener,  Denver;  J.  D.  Carey,  Fort  Collins;  Lanning 
E.  Likes,  Lamar;  D.  H.  O Rourke,  Denver;  John 
Andrew,  Longmont. 

Veterans’  Legislation:  J.  W.  Amesse,  Denver,  Chair- 
man; E.  B.  Liddle,  Colorado  Springs;  Crum  Epler, 
Pueblo;  L.  H.  Winemiller,  Denver;  Louis  V.  Sams, 
Denver. 

Advisory  to  the  School  of  Medicine:  John  S.  Bouslog, 
Denver,  Chairman;  N.  A.  Madler,  Greeley;  C.  O. 
Giese,  Colorado  Springs;  C.  E.  Sidwell,  Longmont; 
T.  D.  Cunningham,  Denver. 

State  Registration  Fee:  R.  W.  Amdt,  Denver,  Chair- 
man; Frank  E.  Rogers,  Denver;  T.  E.  Beyer,  Denver. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  County — Last  Monday  of  each  month; 
secretary,  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  County — First  Tuesday  of  each  month;  sec- 
retary, G.  W.  Larimer,  Salida. 

Crowley  County — Second  Tuesday  of  each  month ; 
secretary,  J.  A.  Hipp,  Olncy  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month;  secretary,  H.  I.  Barnard,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month; 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month ; 
secretary,  R.  B.  Porter,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month; 
secretary,  J.  M.  Lamme,  Walsenburg,  Colo. 

Kit  Carson  County — Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  Walter 
C.  Keller,  Genoa. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month; 
secretary,  Duane  Haitshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary,  C.  O.  McClure,  Trinidad. 

Mesa  County — First  Tuesday  of  each  month;  secie- 
tary,  H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month; 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward,  Fort  Morgan. 

Northeast  Colorado — Second  Thursday  in  each 
month;  secretary,  E.  P.  Hummel,  Sterling. 

Northwestern  Colorado — Second  Thursday  of  each 
month ; secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County — Second  Thursday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesday  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  secretary,  L.  L.  Ward,  Pueblo. 

San  Juan — Second  Saturday,  January  and  alternate 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month;  secretary, 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  secre- 
tary, Tracy  D.  Peppers,  Greeley,  Colo. 


WYOMING  SECTION 


President,  F.  L..  Beck,  Cheyenne  Vice  President,  J.  L.  Wicks,  Evanston 

President-elect,  H.  L.  Harvey,  Casper 

Secretary,  Earl  Whedon,  Sheridan  Treasurer,  Evald  Olson,  Meeteetse 

Delegate  to  A.  M.  A.:  G.  P.  Johnston,  Cheyenne;  Alternates:  E.  L.  Jewell,  Shoshoni;  G.  L.  Strader,  Cheyenne 
Councillors:  G.  P.  Johnston,  Cheyenne  J.  H.  Goodnough,  Rock  Springs  F.  C.  Shafer,  Douglas 

Medical  Defense  Committee:  Earl  Whedon,  Sheridan  R.  H.  Sanders,  Rock  Springs  E.  L.  Jewell,  Shoshonl 


EDITOR: 

EARL  WHEDON,  M.D.,  Sheridan,  Wyoming 


EDITORIAL  NOTES  AND  COMMENT 


A Real  Governor 

rJ,HE  attitude  of  Governor-elect  Leslie  A. 

Miller  on  medical  affairs  is  outstanding. 
The  officers  of  the  Wyoming  State  Medical 
Society  have  been  asked  by  the  Wyoming 
Governor-elect  to  submit  a non-partisan  list 
of  six  or  eight  names  of  outstanding  mem- 
bers of  the  Wyoming  State  Medical  Society 
from  which  he  will  make  his  appointments 
of  members  of  the  State  Board  of  Health 
and  the  State  Board  of  Medical  Examiners. 

Never  before  has  our  State  Society  been 
so  honored.  The  present  boards  are  made 
up  entirely  of  political  appointees  and  every 
merrtber  is  a member  of  the  same  political 
party.  The  fairness  of  Governor-elect  Mil- 
ler in  removing  the  political  atmosphere 
from  our  Medical  Boards  is  most  pleasing 
to  the  medical  profession  and  to  the  public. 
All  will  agree  that  there  is  no  reason,  so  far 
as  public  health  is  concerned,  for  the  polit- 
ical beliefs  or  activities  of  any  doctor  being 
used  as  qualifications  for  his  appointment  as 
State  or  County  Health  Officer.  Just  be- 
cause a man  is  a good  Democrat  or  a good 
Republican  is  no  reason  he  will  make  a good 
health  officer. 

The  Governor-elect  is  right.  Politics 
should  not  be  the  reason  for  appointments. 
The  ability  of  the  doctor  should  be  his  only 
qualification.  Leslie  Miller  is  the  type  of 
Governor  who  will  cooperate  with  scientific 
medicine  for  the  good  of  the  people  of  Wyo- 
ming. We  all  endorse  the  idea  he  is  fol- 
lowing. 


Pay  Your  State  Medical 
Dues  in  January 

QEND  your  check  for  the  amount  of  your 
^ County  Society  dues,  and  ten  dollars,  to 
the  Secretary  of  your  County  Medical  So- 
ciety this  month.  If  you  have  no  county 
society — send  ten  dollars  to  the  Secretary  of 
the  State  Society  before  the  first  of  Febru- 
ary in  order  to  be  in  good  standing. 

During  these  hard  times  that  amount  may 
seems  to  some  quite  a large  due,  but  it  is 
less  than  one  postage  stamp  a day.  For  it 
you  receive  a year's  membership  in  the 
Wyoming  State  Medical  Society,  a year’s 
subscription  to  an  outstanding  Rocky  Moun- 
tain Medical  Journal,  and  you  put  away  five 
dollars  in  a strong  Medical  Defense  depart- 
ment. You  help  in  the  great  work  our  State 
Medical  Society  is  doing — not  only  for  you, 
but  for  the  good  of  all  the  people  of  Wyo- 
ming along  modern  medical  lines.  All  of 
this  only  costs  three  cents  a day. 

Every  honorable  medical  man  in  Wyo- 
ming ought  to  deem  it  his  duty  to  be  a mem- 
ber of  his  County  and  State  Medical  Society. 
There  is  but  one  way  to  accomplish  this  and 
that  is  by  joining  and  paying  your  dues. 
Do  it  now. 

<*  '+  <4 

When  Winter  Comes 

pALLING  of  all  the  leaves  in  the  Western 
Country  means  the  coming  of  winter.  To 
many  this  suggests  cold  and  snow,  but  to 
those  brave  souls  with  active  thyroids  it 
means  a season  of  enjoyable  activity.  No 
longer  does  the  heat  of  summer  depress,  nor 
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that  tired  feeling  restrain  them.  The  mind 
is  more  active,  the  digestion  more  keen,  and 
the  desire  to  do  something  pulls  at  their 
heart  strings. 

Winter  gives  extra  time  for  study,  and, 
as  the  Indians  used  to  mark  the  passing  of 
time  by  the  winters,  so  the  medical  men  of 
Wyoming  look  forward  to  greater  accom- 
plishments each  year  in  the  winter  time. 

How  much  more  valuable  and  helpful  our 
State  Medical  Society  becomes  as  the  win- 
ters pass.  Then  it  is  that  our  County  So- 
ciety meetings  are  better  attended.  The 
programs  are  more  interesting,  the  discus- 
sions more  keen.  As  a rule  new  officers 
are  selected  either  in  December  or  January 
and  the  work  for  the  new  year  is  planned. 
A fresh  start  is  made. 

This  fall  the  Committee  on  the  Costs  of 
Medical  Care  has  made  its  final  report.  In 
many  of  the  medical  journals  and  lay  press 
these  reports  have  been  discussed  from  dif- 
ferent viewpoints.  All  has  not  been  said 
that  can  be  said  on  either  side  of  this  ques- 
tion, but  if  the  medical  men  of  Wyoming 
will  spend  more  time  in  study  and  less  time 
in  worry  about  state  medicine  there  will  be 
no  question  as  to  their  future  economic  se- 
curity. It  is  not  the  man  who  knows  his 
work  that  is  a coward.  There  always  will 
be,  even  in  sparsely  settled  Wyoming,  plen- 
ay  of  good  work  and  good  pay  for  the  good 
doctor.  He  always  will  be  busy.  He  will 
have  all  he  can  do  to  the  limit  of  his  time 
and  strength.  It's  the  fellow  who  does  not 
know  his  work,  who  is  in  trouble.  To  him 
the  medical  meetings  of  the  winter  time 
ought  to  be  a Godsend.  Only  by  constantly 
learning  can  any  of  us  hope  to  succeed.  Let 
California  have  her  winter  sunshine;  God 
grant  us  the  snap  of  a Wyoming  winter. 


THE  AMERICAN  DELEGATION  TO  THE  SEC- 
OND INTERNATIONAL  GOITER  CONFERENCE 


The  American  Association  for  the  Study  of 
Goiter  has  arranged  for  a large  representative 
American  Delegation  to  the  Second  International 
Goiter  Conference,  which  is  to  be  convened  in 
Berne,  Switzerland,  tentatively  on  August  10,  11, 
and  12,  1933. 

The  delegation  will  be  made  up  of  the  officers 
and  members  of  the  Executive  Council,  the  mem- 
bers of  the  Invitation  Committee,  and  geographic 


and  delegates-at-large  of  the  A.  A.  S.  G.,  repre- 
sentatives of  the  leading  Goiter  Clinics,  the  Na- 
tional Medical  and  Surgical  bodies  of  Canada  and 
the  United  States,  and  those  from  the  United 
States  Army,  Navy,  and  Bureau  of  Public  Health. 

The  Committee  in  charge  of  mobilization  of  the 
Delegation  has  secured  an  exceptionally  low  rate 
for  the  voyage  on  the  SS  President  Roosevelt  of 
$215.55  from  New  York  to  Havre  and  return.  The 
sailing  date  is  July  26,  time  for  a leisurely  trip 
to  Berne,  with  two  or  three  days  for  Paris.  A 
return  voyage  may  be  made  on  any  cabin  vessel 
of  the  line  by  payment  of  the  tariff  of  the  vessel 
chosen,  less  the  voyage  reduction  allowed  on  the 
Roosevelt-Harding  class. 

A special  feature  of  the  going  voyage  will  be 
a most  attractive  and  educational  round-table  goi- 
ter discussion  program.  There  will  be  five  or 
six  of  these  afternoon  sessions,  each  one  of 
which  will  be  conducted  by  some  outstanding  man. 

Members  of  the  profession  in  good  standing  in 
their  state  or  provincial  societies  who  may  wish 
to  join  the  delegation  in  an  unofficial  capacity 
but  allowed  full  participation  in  the  voyage  pro- 
gram and  the  reduced  SS  rates  may  do  so  by 
communicating  with  the  Geographic  Delegate  of 
their  section,  any  member  of  the  Invitation  Com- 
mittee, or  Dr.  J.  R.  Yung,  Corresponding  Secre- 
tary, Terre  Haute,  Indiana.  Proof  of  society 
standing  will  be  required  and  should  accompany 
request  for  enrollment,  which  is  necessary  before 
booking  arrangements  can  be  made  with  the  SS 
agent  in  charge  of  transportation  matters.  Dr. 
Frank  E.  Rogers,  Majestic  Building,  Denver,  Colo., 
is  the  Delegate  for  the  Rocky  Mountain  Section 
(Colorado,  Wyoming,  Montana,  Idaho,  and  Utah). 

Members  of  the  medical  profession,  interested 
in  goiter,  who  are  contemplating  going  to  Europe 
in  1933  should  not  fail  to  take  advantage  of  this 
exceptional  opportunity. 


AMERICAN  ASSOCIATION  FOR  THE  STUDY 
OF  GOITER 


The  American  Association  for  the  Study  of 
Goiter,  for  the  fourth  time,  offers  Three  Hundred 
Dollars  ($300.00)  as  a first  award,  and  two  hon- 
orable mentions  for  the  best  three  essays  based 
upon  original  research  work  on  any  phase  of 
Goiter  presented  at  their  annual  meeting  in  Mem- 
phis Tenn.,  May  15,  16,  and  17,  1933.  It  is  hoped 
this  will  stimulate  valuable  research  work,  espe- 
cially in  regard  to  the  basic  cause  of  goiter. 

Competing  manuscripts  must  be  in  English  and 
submitted  to  the  Corresponding  Secretary,  J.  R. 
Yung,  M.D.,  670  Cherry  Street,  Terre  Haute,  In- 
diana, U.  S.  A.,  not  later  than  April  1,  1933.  Manu- 
scripts arriving  after  this  date  will  be  held  for 
the  next  year  or  returned  at  the  author’s  request. 

The  first  award  of  the  Hamilton,  Ontario,  Can- 
ada, 1932,  meeting  was  given  to  Donald  McEacli- 
ern,  M.D.,  John  Hopkins  Hospital,  Baltimore,  Md., 
“A  Consideration  of  the  Mechanism  of  Hyper- 
thyroidism based  upon  Its  Effect  Upon  Cardiac 
and  Skeletal  Muscle.” 

Honorable  mentions  were  awarded  A.  B.  Gut- 
man, M.D.,  Presbyterian  Hospital,  New  York  City, 
“The  Effect  of  Administration  of  Iodine  on  the 
Total  Iodine,  Inorganic  Iodine,  and  Thyroxine 
Content  of  the  Pathological  Thyroid  Gland,”  and 
Lieut.  Col.  H.  Stott,  M.R.C.P.,  I.M.S.,  Dean  Faculty 
of  Medicine,  Lucknow  University,  Lucknow,  In- 
dia, “The  Distribution  and  Cause  of  Endemic 
Goiter  in  the  United  Provinces.” 
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THE  INDUSTRIAL  COMMISSION  OF  UTAH  AND  ITS  RELA- 
TION TO  THE  MEDICAL  PROFESSION* 

JOHN  Z.  BROWN,  M.D. 

SALT  LAKE  CITY,  UTAH 


Along  with  the  mighty  changes  taking 
place  in  communication  and  transportation, 
changes  educational,  political,  and  economic, 
are  corresponding  new  developments  in  the 
demands  for  medical  care.  Automobile  acci- 
dents alone  are  making  traumatic  surgeons, 
so  to  speak,  of  our  general  men,  even  those 
who  practice  in  rural  communities,  and  our 
medical  centers  are  now  giving  special  post- 
graduate courses  to  train  doctors  for  this 
service.  For  years  our  country  has  been 
growing  from  an  agricultural  to  an  indus- 
trial nation,  creating  at  the  same  time  what 
is  known  as  “industrial  medicine,"  including 
in  some  instances  salaried  medical  services. 

Added  to  this  is  an  alarming  increase  in 
the  numbers  of  non-medical  or  “lay”  person- 
nel in  the  field  of  the  healing  art  (estimated 
at  ten  times  the  number  of  physicians!. 
These  lay  people  are  invading  every  phase 
of  medical  activity:  public  health,  hospitals, 
industrial  work  under  the  guise  of  welfare 
societies,  as  well  as  in  private  practice.  All 
this  adds  greatly  to  the  “cost  of  sickness.” 

Fake  medical  literature  and  so-called  ra- 
dio health  talks  provide  a fruitful  field  for 
quacks  and  cults  to  thrive  on  a credulous 
public.  Communities  have  less  confidence 
in  their  political  and  religious  leaders  than 
formerly.  The  same  is  true  of  the  doctor. 
Is  it  any  wonder  that  the  people  are  bewil- 
dered and  overwhelmed  when  serious  illness 
comes? 

Because  we  hold  the  monopoly  on  techni- 
cal information  pertaining  to  sickness  and 
health,  we  are  not  popular.  The  sufferer 
must  come  to  us.  The  courts  generally  and 
lawmakers  in  particular  are  usually  hostile. 
Newspapers  are  unfriendly  because  we  do 
not  purchase  advertising  space.  Medicine 
not  being  an  exact  science,  the  sufferer  can- 
not always  judge  the  value  of  the  medical 
services  rendered.  Malpractice  suits  are 
frequent  and  difficult  to  defend.  Especially 

*Read  before  the  Wyoming  State  Medical  So- 
ciety, Rock  Springs,  July  19,  1932.  Dr.  Brown  is 
Councillor  of  the  Utah  State  Medical  Association. 


does  the  malpractice  suit  assume  an  impor- 
tant place  in  Industrial  Medicine,  because  in 
all  the  states  the  injured  workman  has  had 
taken  from  him  by  law,  the  right  to  bring 
an  action  in  court  against  his  employer,  be 
this  employer  a mine,  a railroad,  or  a manu- 
facturing plant.  Now  this  is  a very  impor- 
tant right.  This  law  is  justified  by  society 
upon  the  theory  that  the  remedy  at  law  is 
uncertain,  expensive,  and  hampered  by 
court  delays,  while  working  men’s  compen- 
sation is  certain.  It  is  immediate  in  reach- 
ing the  injured  worker  or  his  family  in  case 
of  death  at  the  time  when  it  is  most  needed 
and  at  little  or  no  expense  to  him,  and  fur- 
ther he  gets  it  all.  But  he  can  and  does  sue 
his  doctor.  The  law  is  silent  here. 

It  was  in  1917  that  the  working  men’s 
compensation  law  was  enacted  in  Utah.  The 
schedule  of  fees  paid  the  doctor  at  that  time 
together  with  other  restrictions  imposed, 
worked  a decided  injustice  to  our  medical 
men.  Some  of  the  most  experienced  physi- 
cians refused  to  care  of  these  cases.  The 
injured  men  complained  to  the  Commission. 
They  also  asked  to  be  allowed  to  choose 
their  doctor.  The  Commission  employed  a 
physician  to  serve  as  a referee.  He  was  a 
political  appointee. 

Various  committees  from  the  State  Med- 
ical Society  met  with  the  Industrial  Commis- 
sion and  Insurance  Carriers  from  time  to 
time  and  after  much  deliberation,  extending 
over  a period  of  years,  our  present  arrange- 
ment was  brought  about. 


The  Insurance  Carriers  and  the  Commis- 
sion agreed  to  an  increase  in  the  fees  paid 
physicians  provided  they  could  get  our  best 
men  to  serve  and  at  the  same  time  be  pro- 
tected from  the  unscrupulous  doctor  who 
might  perchance  pad  his  bill,  and  also  be 
assured  against  incompetent  services.  Here 
are  a few  of  the  listings: 


Office  dressing 
House  visit,  day 
House  visit,  night 


OLD  FEE 
SCHEDULE 

$ 1.00 

2.00 

3.00 


NEW  FEE 
SCHEDULE 

$ 2.00 

3.00 

5.00 
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Fracture  forearm 
one  bone 

15.00 

35.00 

Fracture  forearm 

both  bones  

20.00 

50.00 

Fracture  femur  

30.00 

100.00 

Amputation  thigh 

40.00 

100.00 

Laparotomy  „ . 

40.00 

150.00 

Herniotomy  . 

45.00 

100.00 

Enucleation  of  eyeball 

35.00 

60.00 

To  take  care  of  this 

situation. 

the  Utah 

State  Medical  Association  now  furnishes  a 
a committee  of  three  experienced  physicians 
which  meets  with  the  Commission  at  the 
State  Capitol  every  Friday  morning.  This 
committee  assists  the  commission  in  rating 
the  disability,  both  temporary  and  total,  of 
the  injured  man  and  in  adjusting  the  doc- 
tor’s fee  which  might  be  in  dispute.  They 
also  are  consulted  regarding  the  contention 
of  the  Insurance  Carrier. 

This  committee  of  doctors  makes  a care- 
ful investigation  in  the  presence  of  all  par- 
ties concerned.  They  systematically  exam- 
ine the  injured  man  with  his  clothing  re- 
moved. He  is  weighed  and  measured  and 
given  a thorough  physical  examination. 
They  listen  to  his  story  and  study  the  his- 
tory of  the  case  including  x-ray  and  labora- 
tory findings  furnished  by  the  doctor  on 
the  case.  They  discuss  the  problem  with 
the  patient’s  physician.  The  Insurance  Car- 
rier presents  his  side  of  the  case,  and  after 
all  parties  concerned  have  had  their  say  in 
the  presence  of  each  other,  they  all  with- 
draw, after  which  each  doctor  on  the  ad- 
visory committee  gives  his  conclusions  to 
the  Industrial  Commission  who  then  make 
the  final  decision  which  is  their  duty  as 
provided  by  law. 

This  committee  of  doctors  serves  without 
any  remuneration  whatsoever,  and  as  a re- 
sult their  individual  findings  are  not  influ- 
enced by  private  fees.  They  work  as  a 
purely  unbiased,  scientific  body,  and  their 
services  do  not  cost  the  injured  man,  the 
Carrier,  the  Commission,  nor  the  State  of 
Utah,  one  cent.  This  service  is  competent, 
scientific,  and  confidential.  It  is  strictly 
professional  and  is  even  better  than  money 
can  buy. 

To  ease  the  burden  on  the  profession,  this 
service  rotates;  each  doctor  is  on  duty  six 
months.  The  oldest  man  in  point  of  service 
retires,  and  a new  man  goes  on  every  two 


months.  A competent  x-ray  man  is  included 
in  this  rotating  committee. 

Flagrant  or  unusual  cases  are  appealed  to 
the  Council  of  the  State  Medical  Association, 
which  Council  consists  of  the  President, 
President-elect,  and  three  councillors  elected 
by  the  House  of  Delegates.  These  five  men 
hold  a special  meeting  with  the  Carrier,  the 
doctor,  and  the  Commission  and  in  like  man- 
ner iron  out  the  difficulties.  So  pleased 
have  the  state  officials  been  with  this  serv- 
ice that  it  has  been  suggested  that  the  doc- 
tors be  paid.  The  profession  is  of  the  opin- 
ion that  if  this  were  done,  the  service  would 
degenerate  into  politics  and  develop  a lot 
of  political  doctors  who  would  contend  for 
this  work  as  ward-healers  do,  and  the  high 
ideals  of  our  profession  be  trailed  in  the 
dust. 

Now  what  is  our  remuneration  for  all  this 
gratuitous  service  given  to  the  state?  We 
think  the  increase  in  fees  paid  doctors,  to- 
gether with  the  fact  that  the  injured  work- 
man can  choose  his  surgeon  and  discharge 
him  if  his  services  are  not  satisfactory,  is  a 
decided  gain  in  our  present  struggle  to  pre- 
serve the  personal  relationship  between  the 
patient  and  his  doctor  and  to  protect  the 
men  in  our  state  engaged  in  the  private  prac- 
tice of  medicine. 

In  1931,  the  Industrial  Commission  asked 
the  president  of  the  Utah  State  Medical  As- 
sociation to  appoint  a committee  to  meet 
with  like  committees  representing  the  Insur- 
ance Companies  to  revise  our  fee  schedule. 
As  chairman  of  this  committee,  I shall  give 
you  Wyoming  men  a brief  report  of  our 
experience.  In  order  to  deal  intelligently 
with  this  problem,  this  committee  consisting 
of  Doctors  E.  M.  Neher,  J.  P.  Kerby,  and 
myself,  wrote  to  every  state  in  the  Union 
asking  for  a copy  of  their  industrial  fee 
schedule  together  with  the  rules  governing 
the  same.  We  also  asked  if  in  their  partic- 
ular states  the  injured  employee  is  given  the 
right  to  choose  his  doctor.  Our  investiga- 
tions and  deliberations  covered  a period  of 
some  five  or  six  months. 

We  discovered  that  forty-two  states  have 
workmen’s  compensation  laws.  Industrial 
laws  differ  in  all  the  states.  Many  have  no 
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regular  fee  schedule.  One  of  these,  New 
York,  sent  us  a copy  of  the  schedule  of  the 
New  York  State  Medical  Society,  which 
they  use  as  a guide.  Others  such  as  Ten- 
nessee and  Texas  having  no  regular  sched- 
ule permit  reasonable  charges  such  as  are 
made  for  like  service  in  private  practice  in 
such  communities. 

In  Kansas  there  is  a maximum  fee,  and  in 
serious  cases  special  arrangements  are  made. 
One  of  these  says  that  where  the  expense 
goes  beyond  this  maximum,  the  allowance 
is  divided  between  the  doctor  and  the  hos- 
pital. This  prevents  the  hospital  from  get- 
ting all  the  money  and  the  doctor  none. 

In  the  states  where  there  is  a regular  fee 
schedule  with  its  rules,  such  have  been 
adopted  after  first  having  been  agreed  upon 
by  a joint  committee  of  doctors  representing 
the  State  Medical  Association  and  represent- 
atives of  the  Carriers. 

A clause  in  the  Virginia  law  (Sec.  26, 
page  61),  says,  “Application  for  acceptance 
of  compensation  is  no  bar  to  a suit  by  an 
injured  employee  against  the  attending  phy- 
sician for  malpractice. 

“The  employer  shall  not  be  liable  in  dam- 
ages for  malpractice  by  a physician  or  sur- 
geon furnished  by  him,  but  the  consequence 
of  any  such  malpractice  shall  be  deemed 
part  of  the  injury  resulting  from  the  accident 
and  shall  be  compensated  for  as  such." 

In  Oregon,  Rhode  Island,  Texas,  Wyo- 
ming, Montana,  and  some  other  states,  ex- 
cept where  the  employer  is  a self-insurer 
and  approved  by  the  Industrial  Commission, 
the  injured  employee  has  the  right  to  choose 
his  doctor.  Here  I would  direct  your  atten- 
tion to  a recent  contract  entered  into  be- 
tween the  Los  Angeles  County  Medical  So- 
ciety and  the  Metropolitan  Water  District 
of  Southern  California  for  the  care  of  the 
employees  of  the  latter  organization.  This 
company  is  building  an  aqueduct  to  convey 
the  water  from  the  Colorado  River  to  sup- 
ply eleven  cities.  The  company  has  planned 
to  collect  from  every  employee  a stated  sum 
per  month  to  provide  for  medical  and  hos- 
pital care  for  sickness  and  accidents  not 
covered  by  the  California  Industrial  Com- 
pensation Act.  They  decided  to  give  each 


employee  the  privilege  of  selecting  his  own 
doctor  from  the  members  of  the  Los  Angeles 
County  Medical  Society  rather  than  make  a 
contract  with  any  one  doctor  or  group.  The 
average  wage  for  all  employees  is  $150.00 
per  month.  A liberal  fee  schedule  with 
rules  provided  for  the  same  was  adopted. 


Some  items  are: 

Office  visit  $ 3.00 

Residence  call  5.00 

History  and  physical  examination  .....  25.00 

Major  operations  (subject  to  special  condi- 
tions   150.00 

Two  of  their  rules  follow:  1.  “It  is  un- 


derstood that  the  practice  of  medicine  and 
surgery  by  each  member  of  the  Los  An- 
geles County  Medical  Association  is  an 
individual  matter,  and  this  schedule  is  in  the 
form  of  a recommendation  only  to  our  mem- 
bers. 2.  No  encouragement  should  be  given 
to  employees  to  call  a physician  to  treat 
trivial  ailments  simple  because  they  have 
paid  a hospital  fee." 

A vital  feature  is  the  fact  that  the  injured 
employee  cannot  sue  the  industrial  plans 
which  employs  him,  but  in  all  the  states,  if 
he  is  dissatisfied  with  the  results  of  his  in- 
jury, he  can  sue  the  doctor.  He  cannot  sue 
the  welfare  agent  but  can  recover  damages 
in  the  courts  from  the  doctor  whom  this 
welfare  agent  employs  on  a salary. 

With  the  exception  of  Virginia,  whose 
statute  tells  the  employee  just  how  he  can  sue 
for  malpractice,  all  the  states  are  silent  in 
this  matter.  In  every  state  in  the  Union, 
the  profession  must  provide  its  own  protec- 
tion in  this  matter.  I wonder  if  our  delegate 
should  present  this  matter  to  the  A.  M.  A. 

We  think  that  when  a doctor  accepts  an 
industrial  patient  he  assumes  an  immediate 
obligation  to  make  out  a complete  medical 
report  and  promptly  forward  the  same  to 
the  Commission.  Lack  of  proper  informa- 
tion causes  delay,  especially  in  cases  that 
come  before  the  medical  advisory  commit- 
tee. I desire  to  quote  Rule  6,  which  con- 
tains a provision  of  our  State  Law:  “All  bills 
rendered  for  medical  and  surgical  services 
to  injured  workmen  will  be  considered  only 
when  all  reports  required  of  the  surgeon 
have  been  duly  filed  with  the  Commission 
and  the  Insurance  Carrier  or  self-insurer. 
Failure  to  do  so  renders  the  physician  liable 
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to  a fine  of  $500.00,  as  by  law  provided.” 

All  the  sessions  of  the  joint  committee 
were  harmonious  throughout.  The  employ- 
ees, employers,  and  Insurance  Carriers,  want 
competent  men  to  do  the  professional  work 
and  are  perfectly  willing  to  pay  for  such 
services.  They  ask  us  in  return  that  we  give 
careful,  honest  work,  and  the  committee  as- 
sured them  they  will  get  it. 

In  Utah  we  now  have  a satisfactory  work- 
ing arrangement  between  the  patient,  the 
physician,  the  Insurance  Carrier,  and  the  In- 
dustrial Commission. 


-= 

WYOMING  NEWS  NOTES 


NORTHWESTERN  WYOMING  MEDICAL 


SOCIETY 

The  regular  quarterly  meeting  of  the  Northwest- 
ern Wyoming  Medical  Society  was  held  in  Wor- 
land,  the  evening  of  November  3,  1932,  after  a 
banquet  at  the  Washakie  Cafe,  which  was  attended 
by  the  doctors  and  their  wives.  The  following 
members  were  present:  Dr.  Mills  of  Powell,  Drs. 
Horsely  and  Croft,  Sr.,  of  Lovell,  Dr.  Myre  of 
Greybull,  Dr.  Chester  Harris  of  Basin,  and  Drs. 
Gray,  Nagle,  and  Read  of  Worland.  There  were 
four  visitors  present,  Dr.  E.  L.  Jewell  of  Shoshoni, 
Dr.  Carl  L.  Koehn  and  Dr.  O.  T.  Nuttall  of  Gebo, 
and  Dr.  Guy  W.  Taylor  of  Grass  Creek. 

Dr.  Croft,  Sr.,  as  a candidate  for  the  state  legis- 
lature from  Big  Horn  County,  addressed  the  so- 
ciety on  his  stand  politically.  He  endorsed  the 
entire  list  of  candidates  and  platform  of  the  Re- 
publican party  and  promised,  if  elected,  to  stand 
solidly  behind  the  medical  profession  and  the 
State  Medical  Society  in  any  legislation  pertaining 
to  the  medical  profession. 

Dr.  E.  L.  Jewell,  as  a member  of  the  State 
Legislative  Committee,  stressed  the  need  of  a 
revision  of  the  medical  practice  act  of  this  state, 
but  stated  that  the  committee  had  deemed  it 
wise  to  withhold  any  definite  action  until  such 
time  as  we  had  enough  of  a representation  in  the 
State  Legislature  to  make  certain  the  passage  of 
any  bill  we  might  present.  Dr.  Jewell  noted  the 
progress  that  is  being  made  towards  this,  in  that 
we  now  have  four  doctors  in  the  state  who  are 
running  for  the  State  Legislature. 

There  was  also  a discussion  of  the  use  of  a 
portion  of  the  Medical  Defense  Fund  for  the  com- 
pensating of  any  doctors  who  might  be  elected 
to  the  Legislature,  and  for  the  use  in  securing 
the  passage  of  any  medical  bill  or  the  fighting  of 
any  bill  detrimental  to  the  medical  profession. 
It  seemed  the  consensus  of  opinion  that  a portion 
of  these  funds  could  and  should  be  used  for  this 
purpose.  Acting  on  this  idea  this  society  voted 
to  compensate  Dr.  Croft  in  the  event  of  his  elec- 
tion, to  the  extent  of  $100.00,  the  money  to  be 
raised  by  a pro-rata  assessment  of  the  active 
members. 

Officers  for  the  coming  year  were  elected  as 
follows:  President,  Dr.  J.  R.  Nagle,  Worland; 
vice  president,  Dr.  F.  A.  Mills,  Powell;  secretary- 
treasurer,  Dr.  Paul  S.  Read,  Worland. 
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Dr.  W.  W.  Yates  of  Casper  died  November  10, 
1932,  at  the  Casper  Hospital. 

Dr.  W.  W.  Yates  of  Casper  died  November  10, 
standing  eye,  ear,  nose  and  throat  specialists  of 
Wyoming.  He  was  elected  Vice  President  of  the 
Wyoming  State  Medical  Society  in  1930  and  also 
was  National  Committeeman  from  Wyoming  in 
the  American  Legion.  For  a long  time  he  had 
been  active  in  the  Legion,  not  only  in  the  national 
organization,  but  in  Wyoming  and  Colorado. 

He  was  born  July  11,  1868,  at  Moingona,  Iowa. 
He  was  married  to  Minnie  Alice  Wilson  of  Dunlop, 
111.,  August  22,  1895. 

Graduating  from  Rush  Medical  College  in  1902, 
he  practice  at  Perry  and  Topeka,  Kansas.  Later 
he  located  in  Loveland,  Colo.  He  was  Regimental 
Surgeon  of  the  Seventh  Cavalry  and  the  Remount 
Depot  at  Fort  Bliss,  Texas.  Dr.  Yates  was  a 
member  of  the  George  W.  Vroman  Post,  American 
Legion ; local  voiture,  Forty  and  Eight ; American 
Medical  Association,  the  Natrona  County  Medi- 
cal Association,  the  Natrona  Memorial  Hospital 
Staff,  and  the  Presbyterian  Church. 

The  remains  were  interred  at  Loveland,  Colo. 
We  will  all  miss  this  genial  gentleman  from  Cas- 
per at  our  Annual  Meetings.  He  always  had  a 
smile  and  a cheery  word  for  all  his  colleagues. 

E.  W. 


We  are  sorry  to  learn  that  Dr.  J.  D.  Lewellen 
of  Cody  is  suffering  from  a severe  streptococcic 
infection  of  his  hand  as  a result  of  a needle  prick 
while  operating.  His  progress  at  present  seems 
to  be  satisfactory  and  we  hope  for  a speedy  re- 
covery. 


Born  to  Dr.  and  Mrs.  Paul  S.  Read  of  Worland 
a son,  Paul  Thomas,  on  Oct.  7,  1932. 

PAUL  S.  READ, 
Secretary-Treasurer. 


Tobacco  Tar  and  Cancer 

The  Pacific  Coast  Branch  of  the  Society 
for  Experimental  Biology  and  Medicine  re- 
cently reported  at  the  annual  meeting  of  the 
American  Association  for  the  Advancement 
of  Science  that  Emil  Bogen  and  Russell  N. 
Loomis  have  found  that  tobacco  tar,  which 
has  been  alleged  by  some  advertisers  of 
special  smoking  equipment  to  be  a potential 
source  of  mouth  cancer,  was  wholly  inactive 
in  producing  cancers  under  conditions  in 
which  gas-house  tars  of  recognized  carcino- 
genic action  produced  cancers  invariably. 
This  investigation  indicates  strongly  that 
whatever  may  be  the  cause  of  smoker’s  can- 
cer, the  tar  present  in  tobacco  smoke  is  not 
responsible. — Science,  October  7,  1932. 
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EMOTION  that  remains  bottled  up  exerts  a harmful  physiological  influence,  espe- 
cially so  on  the  tuberculous  person.  Unfortunately,  he  cannot  work  off  his  emotions 
or  shift  his  interest  to  another  scene.  The  disease  itself  inevitably  brings  about  emo- 
tional strains  involving  business  relationships,  breaks  in  family  ties,  and  financial  worries. 
In  his  segregation  and  enforced  leisure  the  patient  broods — and  his  problems  become 
emphasized  and  distorted.  To  adjust  the  patient’s  state  of  mind  is  an  essential  thera- 
peutic requirement  in  the  “cure.”  Mary  B.  Eyre  has  studied  the  role  of  emotion  in 
tuberculosis  from  the  psychological  approach.  Her  findings,  presented  at  the  latest 
annual  meeting  of  the  National  Tuberculosis  Association,  are  here  briefly  summarized. 

THE  ROLE  OF  EMOTION  IN  TUBERCULOSIS 


The  human  organism  responds  as  a whole  to 
its  internal  and  external  environment.  We  need 
not  separate  mind  and  body  (much  less  soul  and 
body),  but  regard  the  human  individual  as  trying 
to  get  along  with  the  use  of  all  of  his  functions, 
endowment,  and  experience. 

His  functions  include  not  only  his  feelings,  but 
the  use  of  his  brain.  Stirred-up  feeling  is  known 
as  emotion,  and  implicit  in  emotion  is  energy , 
which  is  always  dynamic.  The  individual  who 
experiences  emotion  is  therefore  ready  to  act.  Re- 
searches have  demonstrated  that  the  sympathetic 
division  of  the  autonomic  nervous  system,  through 
the  adrenal  glands  (and  possibly  other  tissues), 
prepares  the  body  for  activity  at  the  same  time 
that  the  individual  is  under  emotional  stress.  If 
the  discharge  of  this  energy  should  not  take  place, 
then  the  preparatory  processes  become  disturbers 
and  disrupters  of  the  organism. 

Each  one  of  us  needs  at  least  to  feel  safe. 
Anything  which  menaces  our  bodily,  mental,  or 
financial  security,  sets  up  at  once  a state  of  ten- 
sion, which  disintegrates  our  assembled  forces  in 
fronting  our  world.  In  the  weak  and  timid  person, 
he  who  has  never  learned  self-reliance  or  known 
what  it  means  to  think  well  of  himself  by  reason 
of  success  due  to  his  own  efforts,  the  sense  of  his 
inadequacy  is  always  his  first  response.  To  tell 
him  “not  to  worry”  and  to  “control  his  emotions,” 
far  from  helping,  usually  increases  his  tension  with- 
out showing  him  how  to  release  it.  Something 
detrimental  does  happen  to  all  responses  of  the 


Optimism,  based  on  confidence,  is  a therapeutic  asset. 

individual,  through  worry;  something  beneficial 
takes  place  as  inevitably  through  the  building  up 
of  the  sense  of  security.  Metabolic  rate  of  plus 
124,  with  pulse  rate  of  112,  was  changed  to  basal 
rate  of  minus  3,  pulse  72,  within  twenty-four 
hours,  in  an  individual  whose  anxiety  over  her 
financial  safety  was  relieved  meanwhile. 

Of  all  the  emotions,  fear  seems  to  be  the  pre- 
dominating one.  The  characteristic  optimism 
which  is  generally  attributed  to  tuberculosis  was 
found  in  a number  of  observed  tuberculous  patients 
to  be  compensatory  to  an  underlying  fear  and 
dread  of  non-recovery,  which  they  resolutely 
refused  to  admit  to  themselves  or  to  acknowledge 
to  others.  Is  the  hopeful  state  observed  in  many 
tuberculous  patients  due  to  a specific  toxin  of  the 


tubercle  bacillus?  It  is  more  simply  explainable 
by  the  defense  mechanism  aroused  by  fear,  super- 
imposed upon  the  general  biological  stimulation 
which  is  the  body’s  reaction  against  this  bacillus. 

Measuring  Emotional  States 

Even  though  measures  of  precision  have  not  yet 
been  evolved  for  emotional  states,  it  is  a step  in 
the  right  direction  to  assemble  the  evidence,  and 
to  compare  symptoms  involving  strong  feeling, 
with  objective  physical  findings.  Such  correspon- 
dence can  be  observed  in  the  physical  field,  in  rise 
or  fall  of  temperature,  in  metabolic  index,  and  in 
functions  governed  not  only  by  the  vegetative  ner- 
vous system,  such  as  digestion  and  elimination,  but 
by  the  sympathetic  division  of  the  autonomic  as 
well,  including,  as  Cannon  has  shown,  heart 
acceleration,  respiratory  change,  pilo-motor  reflex, 
endocrine  activity,  increased  blood  sugar  and  hor- 
mone liberation.  Eo  these  may  be  added  as  pos- 
sible signs,  the  healing  or  increase  of  cavitation, 
and  other  reparative  or  destructive  processes  of  the 
body,  as  revealed  by  X-ray  and  chemical  analysis. 

It  would  seem  reasonable  to  ask  of  any  measures 
which  set  out  to  regulate  emotion,  that  they  should 
prove  their  validity  by  producing  an  effect  upon 
the  general  bodily  well-being  of  the  patient. 

Eighty-seven  tuberculosis  patients  were  studied. 
Although  a complete  comparison  with  physical 
symptoms  was  not  made,  it  would  be  possible  to 
check  the  records  of  emotional  behavior  with  the 
accurately  kept  physical  histories.  The  net  results 
of  this  study,  based  on  the  answers  to  four  inclusive 
questions,  were  in  terms  of  social  adjustment. 

Fear  was  found  to  be  the  chief  factor  in  emo- 
tional instability,  present,  to  some  detectable  extent, 
in  all  but  two  instances.  One  of  these  was  a patient 
who  had  been  told  that  as  “a  light  case”  she  would 
be  ready  to  go  home,  as  soon  as  she  recovered 
from  an  appendectomy  which  had  brought  her  to 
the  acute  unit.  Her  attitude  was  quietly  relaxed, 
without  tension  of  any  sort,  either  of  marked 
cheerfulness,  stoicism,  or  depression.  It  was  almost 
startling  to  find  a patient  who  felt  no  need  of 
any  form  of  defense  against  fear. 

No  adequate  explanation  can  be  offered  for 
changes  in  temperature  which  accompany  emo- 
tional excitement,  or  its  release,  other  than  the 
relationship  between  the  autonomic  nervous  sys- 
tem and  endocrinal  activity.  Cannon  points  out 
that  homeostasis  of  body  temperature  is  regulated 
in  part  by  the  sympathetic,  which  also  influences 
the  output  of  adrenal  and  thyroid  and  pituitary 
glands,  the  governors  of  muscular  tonus,  and, 
indirectly,  oxygen  intake.  Muscular  action  results 


in  heat  production,  which  warms  the  blood;  shiv- 
ering, pilo-motor  reflex,  and  sweating,  are  all  heat 
regulating  devices  directed  by  the  sympathetic, 
which  also  responds  to  emotional  excitement,  of 
either  sudden  or  long  continued  duration.  Thus 
the  whole  mechanism  is  in  such  delicate  adjust- 
ment, that  change  in  any  factor  could  presumably 
cause  imbalance. 

Re-Educating  the  Emotions 

Outlets  must  satisfy  the  inmost  aspirations  of 
the  individual,  and  carry  on  his  energy  in  chan- 
nels appropriate  to  his  needs.  It  is  not  enough 
merely  to  tell  him  to  “work  off”  his  excess  emo- 
tion. It  must  be  used  creatively  after  his  heart’s 
desire,  in  some  fashion. 

Dr.  Cannon  points  the  way  physiologically,  by 
showing  the  disrupting  effects  upon  an  organism 
prepared  by  emotion  for  violent  action,  if  the 
physical  action  be  deferred  or  prevented.  He  stops 
at  that  point.  The  principle  can  be  carried  fur- 
ther, to  provide  adequate  means  by  which  the 
excited  organism  can  find  use  for  the  energy 
which  it  is  prepared  to  expend,  through  interests 
fitted  to  its  intellectual  level. 

To  warn  a patient  against  giving  way  to  his 
feelings,  without  showing  him  how  to  bring  about 
this  control,  is  but  to  increase  his  strain;  just  as 
to  beg  him  when  in  great  bodily  fear,  “not  to  be 
afraid,”  usually  augments  his  terror. 

Re-education  of  the  patient,  in  the  sense  of 
helping  him  to  understand  the  sources  of  his  emo- 
tional stresses  in  order  that  he  may  know  how  to 
re-route  their  component  energy,  is  the  most  prac- 
tical therapeutic  aid  for  the  emotional  problems  of 
tuberculosis.  The  individual  must  first  be  helped 
to  face  his  difficulties,  and  to  identify  the  feeling- 
habits  in  himself  (usually  dating  back  over  long 
periods)  which  led  to  his  failure;  he  must  be 
shown  how  to  substitute  new  feeling-habits,  which 
will  lead  to  better  adjustment;  how  to  rely  upon 
himself,  and  become  emotionally  grown  up;  and 
finally,  how  to  find  adequate  constructive  outlets 
for  his  emotional  energy.  In  bed  patients,  these 
outlets  must  necessarily  be  through  mental  instead 
of  physical  channels. 

Optimism  that  is  based  on  confidence  in  the 
recuperative  powers  that  are  within  the  organism, 
is  a different  thing  from  the  defense  against  fear, 
and  is  a tremendous  asset  which  therapeusis  cannot 
afford  to  overlook.  If  fear  be  faced,  and  not  run 
away  from  by  pretending  it  does  not  exist,  it  can 
be  dealt  with  adequately. 

The  Role  of  Emotion  in  Tuberculosis , Mary 
B.  Eyre , Trans,  of  the  Nat.  Tuberc.  Assn.,  1932. 
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The  Annual 
Meeting 

rJ1HE  EIGHTH  annual  meeting  of  the 
Colorado  Hospital  Association  was  held 
at  the  Antlers  Hotel,  Colorado  Springs,  on 
November  10  and  11,  1932.  As  usual  the 
Association  chose  tv/o  of  the  worst  days  of 
the  season  thus  far  for  its  meeting.  It  seems 
no  matter  how  we  try  to  dodge  the  incle- 
ment weather  by  changing  the  dates  of  the 
meeting  from  year  to  year,  the  bad  weather 
always  comes  at  the  time  we  select  for  our 
convention.  The  highways  on  the  first  day 
of  the  meeting  were  extremely  slippery  and 
very  hazardous  for  motor  travel,  and  two 
machines  on  the  way  to  the  hospital  con- 
vention met  with  accidents.  Dr.  John  An- 
drew of  the  Longmont  Hospital  collided 
with  a truck  outside  of  Colorado  Springs; 
Miss  Edith  Simmons,  Record  Librarian  of 
St.  Luke's  Hospital,  Denver,  had  a collision 
with  another  passenger  car  near  Castle 
Rock.  The  occupants  of  both  cars  were 
fortunate  in  escaping  with  minor  cuts  and 
bruises. 

Those  who  attended  the  meeting  this  year 
expressed  the  opinion  that  the  program  was 
the  most  interesting  and  beneficial  ever  pre- 
sented at  a meeting  of  the  Association.  The 
papers  arranged  by  the  Program  Committee 
were  of  special  interest  to  all  hospital  ex- 
ecutives, and  the  general  discussions  were 
freely  discussed.  It  is  to  be  regretted  that 
the  Association  did  not  have  the  facilities 
for  recording  these  discussions,  as  they  were 
as  excellent  as  the  papers.  The  Record  Li- 
brarians' Association,  the  State  Nurses'  As- 
sociation, and  the  State  Dietetic  Associa- 
tion contributed  toward  the  success  of  the 
meeting. 

Dr.  James  Rae  Arneill  was  the  principal 
speaker  at  the  annual  banquet;  he  gave  a 


very  interesting  account  of  his  "Visit  to  the 
Leper  Settlement  of  Molakai.” 

The  following  officers  were  elected  and 
installed  for  the  coming  year:  Mr.  Frank  J. 
Walter,  Superintendent  of  Saint  Luke’s  Hos- 
pital, Denver,  president;  Mr.  Guy  M.  Han- 
ner,  Superintendent  of  Beth-El  Hospital, 
Colorado  Springs,  president-elect;  Dr.  John 
Andrew,  Superintendent  of  Longmont  Hos- 
pital, Longmont,  first  vice  president;  Sister 
Sebastian,  Mercy  Hospital,  Denver,  second 
vice  president;  Mr.  Walter  G.  Christie,  Su- 
perintendent of  Presbyterian  Hospital,  Den- 
ver, treasurer;  Mr.  Robert  B.  Witham,  Di- 
rector of  Children’s  Hospital,  Denver,  trus- 
tee for  a five-year  term;  and  Mr.  William 
S.  McNary,  Business  Manager  of  Colorado 
General  Hospital,  Denver,  Executive  Secre- 
tary. 

The  constitution  was  amended  so  that  the 
office  of  president-elect  was  created.  The 
constitution  was  also  amended,  creating  two 
new  committees:  (1)  A committee  of  three 
members  on  Public  Education,  the  duties  of 
which  shall  be  to  distribute  among  the  vari- 
ous news  agencies  material  which  will  edu  • 
cate  the  public  with  relation  to  the  hospitals 
and  their  problems.  This  is  in  line  with  a 
plan  recently  started  by  the  American  Hos- 
pital Association  for  the  education  of  the 
public.  (2)  A committee  of  five  members 
on  coordination,  the  duties  of  which  shall 
be  to  coordinate  the  work  of  the  hospitals 
and  to  work  out  minimum  standards,  such 
as  rates  for  compensation  cases,  schools  of 
nursing,  hospital  records,  and  other  inci- 
dental interests  of  the  members  of  the  As- 
sociation. 

The  dues  were  reduced  from  $10  to  $8 
for  active  membership  in  the  National  and 
State  Associations. 

The  President,  following  a resolution 
adopted  by  the  Trustees,  appointed  a com- 
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than  one  quart  daily  sufficed  to  protect  even  Negro  infants.” 

(Hess,  A.  F.  and  Lewis,  J.  M. 

Jour.  A.  M.  A.,  Aug.  20,  1932) 
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mittee  to  be  known  as  a Convention  Com- 
mittee, whose  duties  should  be  to  attempt  to 
obtain  National  and  Regional  Conventions 
for  the  State  of  Colorado.  Dr.  Maurice  H. 
Rees,  Dean  of  the  University  of  Colorado 
School  of  Medicine  and  Hospitals,  was 
named  Chairman;  and  Mr.  Guy  M.  Hanner 
and  Mr.  Walter  G.  Christie  were  named  the 
other  members. 


PRESIDENTIAL  ADDRESS* 

FRANK  J.  WALTER 

DENVER 

A SHORT  time  ago  the  speaker  was  the 
luncheon  guest  of  our  toastmaster.  The 
conversation  strayed  from  hospital  problems 
to  reminiscences  of  his  early  life  on  a Mis- 
souri farm.  He  recalled  with  pleasure  inci- 
dents of  his  boyhood — of  the  log  rolling 
gatherings  and  the  brush  cutting  bees — 
times  when  neighbors  gathered  to  help  each 
other  with  their  laborious  tasks.  This  was 
the  spirit  which  prevailed  upon  our  frontier; 
but  as  the  frontier  moved  westward,  that 
spirit  was  replaced  by  one  of  individualism. 
Many  of  our  present  troubles  are  due  to  the 
loss  of  this  frontier  spirit.  We  have  too 
often  tried  to  accomplish  things  alone.  We 
have  lost  sight  of  this  comradeship  that 
aided  our  fathers  in  the  building  of  an  em- 
pire. However,  a gathering  such  as  this  to- 
night manifests  a revival  of  this  spirit  of 
helpfulness  one  to  the  other.  We  are  here 
to  help  each  other  roll  away  the  difficulties 
and  assist  in  clearing  the  perplexing  prob- 
lems. 

The  decrease  in  hospital  occupancy  during 
the  last  few  months  has  stimulated  the  com- 
petition between  neighboring  hospitals.  In 
many  cases  the  same  friendly  relations  have 
been  preserved;  the  willingness  to  assist 
each  other  has  continued.  You  who  are  at- 
tending this  meeting,  by  your  presence  have 
classified  yourselves  as  being  in  that  group. 
But,  unfortunately,  between  some  institu- 
tions there  has  developed  a feeling  of  un- 
friendly competition.  They  have  become 
hesitant  in  the  exchange  of  ideas  which 

*Given  at  the  Annual  Banquet  of  the  Colorado 
Hospital  Association,  held  at  the  Antlers  Hotel, 
Colorado  Springs.  Nov.  11,  1932. 
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DOCTOR’S  DIET 
MUST  BE  FOLLOWED  FOR 
REAL  RESULT 

Knox  Gelatine  is  the  food  safe  for  modifying 
prescribed  nutrients.  It  is  safe  because  Knox 
Gelatine  is  unsweetened,  unflavored,  uncolored 
— 100%  gelatine.  It  is  effective  because  Knox 
Gelatine  makes  your  dieted  patient  actually 
consume  the  food  you  prescribe.  Knox  Gela- 
tine makes  the  diet  appetizing  and  attractive. 
Knox  Gelatine  helps  your  patient  stick  to  your 
diet.  Your  results  in  nutritional  therapy  are  im- 
proved with  Knox  Gelatine. 


On  request,  the  Knox  Gelatine  Laboratories,  418  Knox 
Ave.,  Johnstown,  N.  Y.,  will  send  you  facts  on  Gelatine 
in  the  Diet,  prepared  by  accredited  authorities,  and  free 
diet  recipe  hooks  to  give  to  patients. 


KNOX  is  the  real  GELATINE 

BE  SURE  TO  SPECIFY  KNOX 
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uU7he?i  administered  early  and  in 
adequate  dosage , the  clinical 

results  are  striking" 

Thus  Cecil  and  Plummer  in  the  J.  A.  M.  A.  for 
Nov.  22,  1930  emphasized  the  therapeutic  effect  of 
REFINED  and  CONCENTRATED 

ANTIPNEUMOCOCCIC  SERUM-TYPE  I 

AS  PREPARED  BY  FELTON 


ITS  value  in  Type  I lobar  pneumonia 
is  clearly  indicated  by  the  totals  of 
figures  reported  during  the  past  4 years. 


Cases 

Deaths 

Mortality 

Controls 

■ 553 

166 

30.0% 

Treated 

...  707 

131 

18.5% 

Treated  within  72  hrs.  . . 

. . . 177 

19 

10.7% 

The  early  use  of 

REFINED  and  CONCENTRATED 

ANTIPNEUMOCOCCIC  SERUM-TYPE  I 

( Lederle ) 

AS  PREPARED  BY  FELTON 
is  suggested  in  cases  of  Type  I lobar  pneumonia. 
Further  information  upon  request 
Distributed  by 

HEALY  & OWENS 

1400  Larimer  Denver,  Colorado 

LEDERLE  LABORATORIES  INC. 

New  York 
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TO  provide  the  extra  nourishment  so  essential  dur- 
ing convalescence  — Cocomalt  with  milk  is  sug- 
gested, at  meals  and  between  meals — daily. 

Cocomalt  is  a delicious  chocolate  flavor  food  drink — 
easily  digested,  readily  assimilated,  and  palatable  even 
to  the  very  sick.  It  provides  substantial  nourishment 
at  little  cost;  and  is  especially  useful  post-operatively 
and  during  convalescence. 

Cocomalt  is  a scientific  food  concentrate  of  sucrose, 
skimmed  milk,  selected  cocoa,  barley  malt  extract, 
flavoring,  and  added  Vitamin  D.  Prepared  according 
to  label  directions,  it  adds  45%  more  protein,  48% 
more  mineral  salts  and  184%  more  carbohydrate  to  a 
cup  or  glass  of  milk — increasing  its  value  more  than 
70%.  It  contains  not  less  than  30  Steenbock  (300 
ADMA)  units  of  Vitamin  D per  ounce.  Cocomalt  is 
licensed  by  the  Wisconsin  Alumni  Research  Foundation 
(Steenbock  patent)  and  is  accepted  by  the  Committee 
on  Foods  of  the  American  Medical  Association. 

Not  only  during  convalescence,  but  whenever  a 
high-caloric  diet  is  indicated,  Cocomalt  will  be  found 
useful.  It  is  recommended  for  expectant  and  nursing 
mothers,  for  run-down  men  and  women,  for  under- 
nourished children.  Comes  in  y^-lh.  and  1-lb  sizes,  at 
grocers  and  drug  stores.  Also  in  5-lb.  can  for  hospital 
use  at  special  price. 

Free  to  Physicians 


We  will  be  glad  to  send  you  a trial  can  of  Cocomalt 
without  charge.  Just  mail  coupon. 


MORE  Cocomalt. 

CALORIC  VALUE  Name 


TO  MILK  AJd„„ 

(prepared  according 

to  label  directio  is)  C ity Slate. 


A tempting, 
nourishing  drink 
for  convalescents 
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A Real  Flush  Valve 


This  valve  is 
good  enough 
for  D e n v e r’s 
magnif  icent 
new  Court 
House  and  the 
finest  build- 
ings. 

You  can  keep 
Color  ado  the 
white  spot  on 
the  industrial 
map. 

Yes,  we  know 
you  will. 

Thank  you,  all 
is  well. 


The  White  Flushing  Valve 
Mfg.  Go. 

KEystone  0946  Denver,  Colorado 


Trademark  Trademark 

Registered  ■ wR  IVI  Registered 

Binder  and  Abdominal  Supporter 


Gives  perfect  up- 
lift. Is  worn  with 
comfort  and  satis- 
faction. Made  of 
Cotton,  Linen  or 
Silk.  Washable  as 
underwear.  Three 
distinct  types, 
many  variations 
of  each. 


The  Picture  Shows  “Type  N” 
Storm  belts  adaptable  to  all  conditions, 
Ptosis,  Hernia,  Pregnancy,  Obesity,  Sacro- 
iliac Relaxations,  High  and  Low  opera- 
tions, etc. 

Ask  for  Literature 

Katherine  L.  Storm,  M.D. 

Originator,  Owner  and  Maker 
1701  Diamond  St.  Philadelphia 


might  benefit  their  neighboring  institutions. 
If  we  were  dealing  with  material  things,  this 
spirit  would  not  be  particularly  alarming, 
but,  since  our  service  is  dedicated  to  life  and 
health,  such  an  attitude  is  deplorable. 

The  depression  has  made  our  problem  of 
finances  most  imminent  at  the  present  time. 
We  are  face  to  face  with  a decrease  in 
revenue  and  an  increase  in  demands  for  free 
service.  The  outcome  of  this  situation  will 
not  affect  you  who  are  devoting  your  lives 
to  the  hospital  work  so  much  as  it  will  the 
communities  which  your  hospitals  serve. 
Eighty  per  cent  of  our  general  hospital  beds 
in  this  country  are  found  in  private,  non- 
profit hospitals,  whose  investment,  accord- 
ing to  C.  Rufus  Rorem  in  “The  Public’s  In- 
vestment in  Hospitals,”  is  $1,224,000,000, 
whereas  the  federal,  state,  and  city  govern- 
ments have  invested  in  their  general  hos- 
pitals only  $415,000,000.  These  private  hos- 
pitals have  been  established  with  the  assist- 
ance of  a few  public  spirited  citizens.  After 
creating  them,  these  benevolent  individuals 
have  maintained  them  by  their  own  personal 
efforts.  Those  who  have  generously  sup- 
ported us  in  our  work  in  the  past  are,  how- 
ever, no  longer  able  to  continue  their  con- 
tributions, and  as  a result  our  hospitals  are 
facing  the  biggest  problem  of  their  existence. 

The  communities  or  the  country  as  a 
whole  little  know  what  difficulties  have  been 
encountered  in  the  maintenance  of  these  in- 
stitutions. The  average  individual  views 
the  problems  of  the  hospital  with  the  same 
awe  and  mystification  as  he  does  those  of 
life  and  death.  The  hospitals  have  failed  to 
educate  him  otherwise,  and  as  a result  he 
has  remained  ignorant  of  their  benefits,  their 
necessity  to  the  community,  their  problems 
and  their  costs  of  operation. 

The  hospital  is  a business — one  of  med- 
ical care — having  the  same  problems  as  the 
industrial  enterprises.  Rorem  estimates  that 
the  seven  thousand  hospitals  of  the  United 
States  represent  an  investment  of  more  than 
three  billion  dollars  in  plants  and  equipment, 
while  there  are  only  four  of  our  commercial 
industries  which  have  an  investment  exceed- 
ing that  amount.  Unlike  other  businesses, 
hospitals  have  not  created  a surplus.  In 


SUPPORT  YOUR  ADVERTISERS 


January,  1933 


Fifteen 


DIAMONDS 

WATCHES 

JEWELRY 

A complete  assortment  of  quality 
merchandise  at  very  moderate  prices. 

Phone  your  requirements  and  we  will 
gladly  send  anything  from  our  stock 
to  your  office  for  your  examination. 


Jog.  #oatetone 

W.  E.  LeFaivre,  Jr.,  Manager 

JEWELER 

Formerly  Charles  J.  Doersam  Jewelry  Co. 

TAbor  3782  405  16th  St.  Denver 


Established  1906 

WILLARD  B.  LAY 

OPTICIAN 


Who  is  now  located  in  Suite  312 
Republic  Building,  has  been  fill- 
ing Oculist’s  prescriptions  in 
Denver  for  the  past  27  years,  and 
on  the  basis  of  that  service  solic- 
its the  patronage  of  the  Medical 
men  of  Colorado  and  Wyoming 
in  his  new  location,  where  he  has 
larger  offices  and  a finer  lens 
grinding  laboratory. 


SUITE  312  REPUBLIC  BUILDING 
KEystone  7027  Denver,  Colo. 


WHEEL  CHAIRS  FOR  SALE  OR  RENT 


WM.  JONES 


Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 
Phone  KEystone  2702 
Denver,  Colo. 


The  Necessary  Carbohydrates  for 
Infant  Feeding  (Dextrose  Malt- 
ose and  Dextrin)  can  be  eco- 
nomically provided  by 
Recommending 

BANNER  BLUE  CORN  SYRUP 


Banner  Blue  Corn  Syrup 

Can  be  obtained  from  local  grocers. 
Packed  by 

D.  B.  Scully  Syrup  Co. 

Chicago,  Illinois 
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Colorado  Medicine 


At  Last ! — 

WHOLE  WHEAT  BREAD 

The  Way  the  Doctor  Wants  It 
VITAMINES — NUTRITION — ROUGHAGE 

All  the  nutrition  of  the  wheat  grain  retained. 
Nothing  added — nothing  taken  away. 

CTTC’S 

Wm.  Otto 

611  N.  ROYER  ST.  MAIN  4778 

COLORADO  SPRINGS 

Where  a High  Standard  of  Cleanliness 
Always  Prevails 


COLORADO  COLLEGE 
if  PODIATRY 

1554  California  St.,  Denver 
Bertha  DeWolfe,  D.S.C.,  Dean 

Scientific  Chiropody.  Foot  health  and 
foot  correction  as  taught  here  are  far  in 
advance  of  formerly  accepted  ideas  of 
chiropody.  We  arrange  for  special  P.  G. 
work  for  physicians,  with  personal  instruc- 
tion in  technique  under  Bertha  DeWolfe. 


A GOOD  INVESTMENT 
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Requires  territorial  distribution 
throughout  the  length  and 
breadth  of  the  nation. 

A geographical  interest  in  the 
productive  wealth  of  the  United 
States  as  represented  by  its 
basic  and  fundamental  indus- 
tries, such  as  first  mortgage 
bonds  of  the  nation,  states,  mu- 
nicipalities and  public  utilities. 

This  geographical  distribution  con- 
stitutes but  one-fifth  of  the  attributes 
required  by  the  law  of  averages  as 
applied  to  good  investments. 


GEORGE  W.  MATTSON 

Specializing  in  Estate  Conservation 
201  Republic  Bldg.  Ke.  6495 


times  when  their  service  has  been  in  demand, 
and  a small  profit  might  have  been  realized, 
they  have — because  of  the  nature  of  their 
work  and  their  organization  for  non-profit 
— returned  what  little  profit  they  made,  if 
any,  back  into  charity  work,  or  used  their 
surplus  for  the  improvement  of  their  own 
facilities.  As  a result,  during  such  a depres- 
sion as  we  are  now  going  through,  they  are 
less  able  to  withstand  the  financial  reverses 
and  carry  on  as  they  have  in  the  past.  If 
any  of  the  principal  industries  should  meet 
with  financial  difficulties,  the  entire  nation 
would  view  the  situation  with  alarm,  and 
the  government  would  extend  aid  at  once. 
But,  no  place  do  we  find  public  mention 
made  of  the  financial  difficulties  of  our  hos- 
pital system — an  institution  which  is  much 
more  vital  to  the  life  of  the  nation  than  are 
any  of  the  commercial  industries.  The  pub- 
lic has  not  considered  this  with  concern  be- 
cause hospital  executives  have  not  taken 
the  initiative  in  placing  the  true  facts  before 
the  public,  thereby  educating  the  laymen. 

A national  hospital  journal  recently  start- 
ed a movement  to  so  educate  the  public. 
This  work  is  not  being  taken  up  by  the 
American  Hospital  Association  itself, 
through  a specially  appointed  committee, 
with  the  intention  of  informing  the  public 
through  the  press,  the  radio,  and  other  edu- 
cational mediums,  of  the  true  facts  about 
hospitals.  It  is  furthermore  the  plan  to  con- 
tradict derogatory  propaganda  issued  in  sen- 
sational journals,  or  misinformation  scattered 
through  the  public  press.  This  is  the  most 
constructive  program  which  hospitals  have 
attempted — presenting  the  true  facts  to  the 
public — and  should  fulfill  the  great  need.  If 
this  campaign  is  to  meet  the  greatest  pos- 
sible success,  all  hospitals  must  unite  and 
cooperate  to  the  fullest  extent.  They  must 
educate  themselves  to  the  defects  which  their 
communities  see  in  them,  determine  which 
criticisms  are  justified,  and  correct  at  once 
those  which  they  can.  They  should,  more- 
over, not  delay  too  long  in  working  out 
those  problems  which  are  impossible  of  im- 
mediate solution,  as  such  delay  may  result 
in  the  introduction,  by  some  outside  group, 
of  solutions  not  wholly  satisfactory  to  the 
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Colorado  State  Medical  Society  Library 

and 

Medical  Society  City  and  County  of  Denver  Library 

COMPRISE  JOINTLY 

Total  number  of  volumes 25,763 

Total  number  of  portraits 418 

Number  of  periodicals  received  in  1931: 

American,  143  Foreign,  91  Total,  234 

SERVICE  TO  ALL  MEMBERS  OF  THE  COLORADO  STATE  MEDICAL 

SOCIETY 

Loans  by  Title:  Upon  request,  any  3.  Journal  Service:  Two  hundred  and 

twenty-eight  medical  journals  are  re- 


book or  journal  will  be  loaned  for  one 
week. 

Reference  Service: 

(a)  Upon  request,  literature  on  any 
stated  subject  will  be  found  and  for- 
warded. 

(b)  As  received,  current  journals  will 
be  searched  for  articles  on  a stated 
subject  and  appropriate  issues  for- 
warded to  those  members  requesting 
this  service. 


ceived  regularly.  ANY  MEMBER  OF 
THE  STATE  MEDICAL  SOCIETY 
may  select  a journal  or  a number  of 
journals  which  he  would  like  to  receive 
regularly,  and  these  journals  will  be 
loaned  for  one  week. 

BORROWERS  PAY  ONLY  SHIP- 
PING CHARGES. 
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WHAT  CAN  WE  DO  FOR  YOU?’ 


WALGREEN  COMPANY 

The  Doctors’  Druggists 

T177HERE  prescriptions  are  always  carefully 
v compounded  with  fresh  and  correct  ingre- 
dients. 

You  can  depend  on  Walgreen  quality.  Dust  and 
time  never  have  a chance  to  deteriorate  drugs, 
pharmaceuticals  or  proprietary  articles  in  this 
store,  thanks  to  the  co-operation  of  the  medical 
profession. 


WALGREEN  COMPANY 

Metropolitan  Bldg.  KEystone  2301  Denver 

li.  A.  Bonner,  Store  Manager 
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Colorado  Medicine 


Give  the  baby  the  right  food 
and  you  have  gone  a long 
way  toward  giving  him  good 
health  and  a sunny  disposi- 
tion„ FRINK’ S fresh , clean, 
pasteurized  baby  milk  is  the 
ideal  food,  and  is,  therefore, 
the  most  desirable  for  prop- 
er feeding  of  the  human  in- 
fant. All  of  FRINK’S  milk 
is  from  selected,  inspected 
and  tested  herds. 


CARLSON-FRINK  CO. 

M Ain  0111  12'30  13th  St. 


hospitals  themselves.  If  the  public  is  edu- 
cated to  realize  the  gravity  of  the  situation 
confronting  the  hospitals,  it  will  be  more 
cooperative  and  tolerant. 

Veterans 

A discussion  of  the  present  hospital  eco- 
nomic problems  is  not  complete  without  con- 
sidering the  status  of  veterans  of  the  United 
States  Army,  Navy,  and  Marine  Corps. 
This  is  not  the  proper  place  to  discuss  the 
justification  of  the  government’s  extending 
medical  care  for  the  disabilities  incurred  oth- 
er than  in  the  service.  That  is  strictly  a 
political  problem  which  the  taxpayers  and 
their  congressmen  should  decide.  But  we 
should  be  and  are  vitally  interested  in  how 
and  where  the  government  hospitalizes  these 
veterans  so  long  as  it  continues  this  pro- 
gram. At  the  present  time  our  national  gov- 
ernment does  not  have  the  hospital  facilities 
to  care  for  these  veterans;  but,  in  face  of  the 
fact  that  there  are  already  available  in  the 
private  hospitals  more  than  enough  vacant 
beds  to  fulfill  this  need,  additional  govern- 
ment hospitals  are  being  contemplated.  This 
is  being  done  despite  the  fact  that  the  exist- 
ing private  hospitals  could  care  for  these 
veterans  at  a cost  to  the  government  no 
greater  than  the  cost  of  maintaining  the  gov- 
ernment hospitals,  to  say  nothing  of  the  cap- 
ital expenditure  involved  in  the  building  of 
more  hospitals.  The  private  hospitals,  in- 
stead of  asking  the  government  for  funds  to 
assist  in  operation,  as  have  railroads  and 
banks,  have  offered  to  save  it  money.  More- 
over, the  hospitals  would  benefit  by  having 
many  of  their  vacant  beds  occupied. 

To  us  the  case  seems  absolutely  logical, 
but  it  appears  that,  because  of  pork-barrel 
measures  and  selfish  commercial  interests 
of  local  chambers  of  commerce  who  have 
failed  to  realize  just  what  the  already-exist- 
ing hospitals  mean  to  them,  the  government 
will  carry  through  its  program  of  waste,  and 
will  persist  in  building  these  hospitals. 

Group  Insurance 

During  the  last  thirty  years,  hospitals 
have  been  transformed  from  mere  boarding 
houses  for  the  sick  into  scientific  establish- 
ments possessing  all  the  equipment  and  facil- 
ities available  for  the  curing  of  the  patients 
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All  neatly  printed  in  black  ink  on  20-lb.  Hammermill  Bond.  Samples  on  request. 
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52,746  Physicians  Say  . . . 

“Keep  Off  Your  Feet!” 

(1)  — Irons  everything  beautifully. 

(2)  — Presses  Suits  and  Trousers. 

(3)  — Steams  Velvets  and  Velours. 

(4)  — Automatic  Knee  Control. 

(5)  — Full  open  ends. 

(6) - — Extra  heat  at  the  “busy”  end. 

(7)  — Simple,  efficient,  fool-proof. 

(8)  — Table  Top — useful  every  day. 


MILLERCONLON 

226  SO.  BROADWAY 
Phone  Spruce  C544._  Eng.  1O0  M. 


Doctors  Approve 


OUR  FINE  TOWELS 
UNIFORMS  and  LINENS 


A discriminating  clientele  enables  us  to  maintain  a uniform  high 
standard  in  service  and  equipment,  at  no  higher  cost  than  you  are 
paying  for  inferior  quality. 


HAMILTON  TOWEL  SUPPLY 

2726  ZUNI  GAllup  4691 


Quality  Candies 


Guaranteed 
100  per  Cent  Pure 


For  ten  years  we  have  made  chocolate  candies  and  bon  bons  for 
the  most  particular  patronage  in  Denver,  including  the  medical 
profession. 

In  boxes  of  one  pound  and  upwards  at  the  store,  seventy-five 
cents  the  pound.  By  mail,  properly  packed,  $1.00  per  pound. 
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Would  You  Like  to  Have 
an  Income  of  $50.00  or 
$100.00  per  Month? 

Empire  Savings  provides  a 
simple  plan  to  suit  YOUR 
wants.  It  can  be  adjusted  to 
any  size.  Our  representative 
will  help  you  select  a plan 
to  fit  your  needs. 

We 

EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

OFFICERS  AND  DIRECTORS 
A.  C.  Shields,  President 
C.  Howard  Darrow,  M.D.,  Vice  President 
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Edgar  McComb,  Counsel 
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Under  State  Supervision 


OUR  efforts  are  directed  toward 
giving  the  public  the  best  milk 
possible,  keeping  in  mind  that  milk, 
to  be  good,  must  be  clean.  Rich, 
pure  milk,  properly  pasteurized  plus 
the  “Silver  Seal”  Meadow  Gold  bot- 
tle, assure  you  to  the  utmost  in 
quality  and  cleanliness. 

WINDSOR -MEADOW  GOLD 

MAin  5131 


as  well  as  comfortably  housing  them.  These 
scientific  improvements  have  increased  the 
cost  of  operating.  The  hospitals  have,  in 
cooperation  with  the  medical  profession,  re- 
duced the  death  rates  and  the  length  of  the 
patients’  stay  in  the  hospital.  Their  scope 
of  usefulness,  which  for  many  years  con- 
sisted of  service  to  only  the  rich  and  the 
very  poor,  has  extended  also  to  the  middle 
class.  The  honest  individual,  however,  of 
this  great  middle  class  who  does  not  wish 
to  seek  charity  finds  himself  hopelessly  en- 
gulfed in  expense  when  he  or  members  of 
his  family  require  medical  and  hospital  care. 
Long  before  the  depression,  this  problem 
was  under  consideration  by  hospital  admin- 
istrators. The  depression  has  added  to  the 
difficulties  of  the  situation;  there  is  no  doubt 
in  my  mind  that  among  the  economic  read- 
justments resulting  from  this  depression, 
some  provision  will  be  made  for  the  medical 
care  of  this  class. 

Nursing 

Beside  the  problems  created  by  the  de- 
pression, the  problem  of  the  student  nurse 
and  her  education  is  an  ever  present  and 
all-important  one.  The  Colorado  Hospital 
Association  is  not  the  only  organization  in- 
terested in  the  nursing  problem.  So  closely 
interrelated  with  the  work  of  the  hospital 
is  the  work  of  the  nurse  that  there  have 
been  times  when  it  appeared  that  the  func- 
tions and  activities  of  these  groups  were  in 
conflict  with  each  other.  Some  have  felt 
that  certain  prerogatives  of  the  Colorado 
Hospital  Association  have  been  assumed  by 
the  nursing  boards.  Probably  the  increased 
activities  of  the  grading  school  committee 
and  the  financial  pinch  of  the  last  two  years 
have  emphasized  this.  The  nursing  group 
claims  that  the  hospital  has  shamefully  ex- 
ploited the  student  nurse,  that  she  has  been 
used  only  as  a medium  of  cheap  labor.  The 
hospital  superintendent  claims  that  now  the 
situation  has  been  reversed,  that  the  pendu- 
lum has  swung  to  the  other  side  of  the  arc, 
resulting  in  the  exploitation  of  the  hospital. 
There  is  enough  work  for  both  associations 
and  for  every  individual  member  of  each. 
I am  convinced  that  in  any  instance  in  which 
(Continued  on  Page  Twenty-Eight) 
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This  Winter-Keep  Your  Family 
Off  Your  Patients  List 

AS  A DOCTOR  you  know  the  danger  of  homes 
with  unregulated  temperature.  . . . Give 

your  family  the  same  controlled  heat  that  you 
insist  on  for  your  patients. 

You  can  secure  all  lof  the  priceless  advantages 
of  automatic  heat  control  by  equipping  your 
heater  with  a Minneapolis-Honeywell  Heat  Regu- 
lator. Modest  in  cost,  but  destined  to  give  you 
a lifetime  of  faithful,  automatic  service.  May  be 
purchased  on  modern  finance  plan,  ’phone  or 
write  for  complete  information. 

THE  DALY  COMPANY 

DISTRIBUTORS 

1635  Blake  Street  Denver,  Colorado 

Phone  TAbor  6166 


Ileautifiil  Electric 
Clock  Thermostat 
with  self  - starting 


MENTION  COLORADO  MEIIICINE 


T wentij-Eight 


Colorado  Medicine 


Ann  Rowland  Home 

A quiet,  centrally  located  private  home 
where  elderly  people  are*  welcome.  Sen- 
sible meals,  appetizinglv  served.  Prac- 
tical nurse  renders  every  assistance. 
Not  an  institution — not  a sanitarium — - 
just  a home  with  home  comforts. 

▼ 

1579  EMERSON  TAbor  0027 


HAGBERG’S 

Convalescent  Home 

Located  in  the  residential  section  of  the 
city,  adjacent  to  Cheesman  Park.  Special 
attention  to  diets — tray  service — nurses’ 
care. 

Reasonaable  Rates 

1212  Vine  Street  Denver,  Colorado 


Meeker  2ieme 

# # # 

A Home  and  School  for 
Sub-Normal  Children 

# * # 

Study  rooms,  playgrounds,  fruit  and 
vegetable  garden,  dairy  and  home 
influences. 

Rates  very  reasonable. 

LYDIA  G.  MEEKER,  Director 
5187  Lowell  Blvd.  GAllup  4849 

Denver 
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professional  and  personal  jealousy  has 
arisen,  the  individual  has  forgotten  the  pur- 
pose of  the  group  which  he  represents.  It 
is  impossible  for  one  group  to  dwell  long 
upon  the  importance  of  self  if  the  pre-emi- 
nence of  service  is  not  forgotten.  Much  of 
this  misunderstanding  between  administra- 
tors of  hospitals  and  nursing  authorities 
could  be  overcome  if  a committee  of  hospital 
administrators  were  called  upon  to  work  in 
close  advisory  capacity  with  the  nursing 
board.  Thereby  the  theory  of  higher  nurs- 
ing education  would  be  considered  from  the 
standpoint  of  its  practical  application.  We 
must  remember  that  we  are  all  one  body — • 
the  associations  which  labor  in  the  interest 
of  humanity — and  never  lose  sight  of  the 
fact  that  the  patient  is  our  chief  concern. 

Legislation 

This  year  the  legislature  in  Colorado  as 
well  as  in  many  other  states  will  meet.  Many 
bills  pertaining  to  medical,  nursing,  and 
hospital  administration  will  be  introduced. 
There  will  be  many  which  the  Colorado 
Hospital  Association  should  endorse,  and 
some  which  it  should  work  to  defeat.  Every 
member  of  this  association,  whether  he  be- 
longs to  the  legislative  committee  or  not, 
should  make  it  his  personal  duty  to  assist 
in  protecting  the  welfare  of  the  hospitals  so 
far  as  legislation  is  concerned. 

Compensation  Cases 

Hospitals  are  being  exploited  by  commer- 
cial organizations  for  the  care  of  their  in- 
jured. We  do  not  have  an  adequate  law 
to  protect  us.  Under  the  present  conditions, 
when  the  sum  has  been  expended  which  is 
allotted  by  law  for  the  care  of  industrial 
cases,  it  falls  upon  the  doctors  and  the  Hos- 
pitals to  continue  this  care  gratis.  Along 
this  line,  I believe  that  no  hospital  should 
perform  services  to  such  a commercial  or- 
ganization at  rates  less  than  the  actual  per 
diem  cost  of  performing  that  service.  It  is 
not  fair  for  individuals  to  donate  their  serv- 
ices and  hospitals  to  use  their  incomes  and 
endowments  in  caring  for  industrial  cases 
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The  General  Use  of  ORANGE  TANG  Is  Becoming 

Well  Established  in 

HOSPITALS  AND  SANITARIUMS 

There’s  a Reason  for  It! 

©RANGE  TANG 

is  made  from  orange  juice  concentrated  and  dehydrated. 


It  has  the  fresh,  delicate,  piquant  flavor  of  the  original  orange  and  the 

natural  mineral  contents. 


Have  you  tried  ORANGE  TANG  TABLE  SYRUP?  It  is  delightful.  For 
people  who  are  particular  and  ones  who  like  syrup  but  syrup  does  not  like 

them — here’s  an  innovation. 


Samples  Supplied  on  Request 

COLONIAL  FOOD  PRODUCTS  COMPANY 

814  TWELFTH  STREET  DENVER  MAin  9129 


Scientific  Control 
With  Comfort  in 
SCROTAL  HERNIA 

The  usual  irritation  and  possible  injury  from 
using  a truss  in  scrotal  hernia  are  avoided  by 
this  special  belt  support  designed  by  S.  H.  Camp 
and  Company  (Model  No.  126).  With  the  hernia 
reduced  and  a pad  affixed  and  applied,  it  holds 
the  intestine  firmly  in  its  proper  place.  Perineal 
straps,  adjusted  so  they  do  not  cut  into  the  groin, 
prevent  slipping.  Pressure  on  the  rupture  is  re- 
lieved with  less  tension,  yet  with  all  of  the  support 
necessary.  This  comfortable  firmness  engenders  a 
feeling  of  both  ease  and  confidence. 

Typed  to  body  proportions.  Sold  by 
belter  Surgical  and  Drug  Houses  and 
Surgical  Section,  Cor  set  Department,  of 
Stores.  Write  for  Physician’ s Manual. 


Physiological  Supports 


S.H.  CAMP  & COMPANY 

Manufacturers,  JACKSON,  MICHIGAN 

CHICAGO  NEW  YORK  LONDON 

1056  3 30  252 

Merchandise  Mart  Fifth  Avenue  Regent  St.,  W. 


APPLICATION  OF  CAMP  SCROTAL  HERNIA  BELT 
A — Hernia  produced  by  sac  passing  into  scrotum  through  external  ring. 
B — Compression  of  hernial  canal  by  properly  applied  pad  after  reduction 
of  hernia. 
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Colorado  Medicine 


Advertising  space  in  Colorado  Medicine  is 
worth  just  what  you  make  it.  When  you 
buy  from  firms  advertising  in  Colorado 
Medicine  you  protect  yourself  against 
questionable  products  and  you  increase  the 
value  of  this,  your  own  Journal,  to  its  ad- 
vertisers. If  a product  is  not  advertised 
in  Colorado  Medicine  it  may  have  been 
declined  in  order  to  protect  you.  Remem- 
ber this,  and  use  these  pages  as  your  buy- 


Announcing  The  Introduction  of 

The  Stilphen 
Air  Conditioning  Unit 

Dependable — Simple — Economical 
Particularly  adapted  for  Hospitals — 
Institutions 

Write  for  circulars  illustrating:  and 
describing  this  machine 

C.  A.  Stilphen  Engineering  and 
Manufacturing  Co. 

1120  Eighteenth  St.,  Denver,  Colo. 
KEysotne  0920 

Exhaust  Fans  for  Ventilation 


Nature 
Made  It! 


ORIGINAL 

MANITOU 

Sparkling 

Water 

IN  ACIDOSIS 

It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  i.  e.,  cal- 
cium and  magnesium  bi- 
carbonates and  bicarbo- 
nate and  potassium  sul- 
phate. 


The 

Manitou  Mineral  Water  Go. 

Manitou,  Colorado 


for  which  the  hospitals  are  not  fully  reim- 
bursed. I do  not  wish  to  go  further  into  this 
matter  at  this  time,  because  a special  com- 
mittee created  to  investigate  this  subject 
will  make  its  report  tomorrow. 

Conventions 

In  my  opinion,  national,  regional,  and 
state  association  conventions  are  very  bene- 
ficial; every  member  should  attempt  to  at- 
tend as  many  of  them  as  possible.  Colorado 
has  always  ranked  high  in  the  percentage  of 
its  members  attending  both  national  and 
state  conventions — very  high,  indeed,  when 
we  consider  the  distance  that  our  members 
have  had  to  travel  to  the  national  meetings. 
There  are  some  persons  who  feel  that  they 
can  perhaps  gain  nothing  more  from  con- 
ventions. Such  a deduction  is  erroneous. 
Even  if  you  have  no  problems  which  we  at 
this  meeting  can  assist  you  in  solving,  we 
can  at  least  give  you  the  stimulation  to  do 
the  things  which  you  know  you  should  do 
but  are  not  doing.  Before  we  return  to  our 
hospitals,  let  us  each  consider  how  we  can 
be  of  greater  use  to  them  and  to  the  com- 
munity which  they  serve. 

Conclusion 

I wish  to  take  this  opportunity  of  express- 
ing to  you  my  appreciation  for  the  confi- 
dence you  have  placed  in  me  in  bestowing 
upon  me  the  honor  of  the  presidency  of  this 
association.  I am  grateful  for  the  privilege 
of  serving  you,  and  hope  that  the  policies 
and  accomplishments  of  this  administration 
have  met  with  the  approval  of  the  members. 
I also  wish  to  thank  the  other  officers  and 
members  of  committees,  who  have  so  loyally 
and  faithfully  worked  for  the  association. 
To  their  efforts  and  support  may  be  attrib- 
uted any  success  which  has  been  attained. 


SPREAD  THE  WORD— 

About  the  new  address  of  the  Colorado 
State  Medical  Society  and  its  Journal,  Colo- 
rado Medicine.  We  have  obtained  im- 
proved quarters  at  less  rental,  better  to  serve 
every  member.  The  new  address  is  537 
Republic  Building,  Denver.  The  telephone 
number  remains  unchanged,  KEystone  0870. 
What  can  WE  do  for  YOU? 
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Nathan  Wallace,  d.s.c. 

CHIROPODIST 


207  Republic  Building  Denver,  Colorado 

Phone  TAbor  4438 


No  Gold  Brick  Salesmen  Admitted 

READERS  of  Colorado  Medicine  have  a right  to  trust  the  advertisements  as  much 
as  the  editorials  and  news. 

Therefore,  we  carefully  investigate  the  firms  before  we  make  contracts  with  them.  We 
do  not  accept  advertisements  of  medicinal  products  not  approved  by  the  Council  on 
Pharmacy  and  Chemistry  of  the  American  Medical  Association.  We  do  not  print  adver- 
tisements of  any  nature  that  are  not  believed  to  be  entirely  reliable. 

Every  reader  may  safely  say:  “I  saw  it  advertised  in  Colorado  Medicine  so  I can  safely 
purchase  and  prescribe  it.” 

A lumberman  who  bought  a “gold”  brick  prided  himself  on  the  fact  that  he  never  read 
newspapers.  Read  our  advertisements  and  DON’T  buy  “gold”  bricks. 


PAINTING  and  PAPERHANGING 

Interior  Decorating,  Interior  and  Exterior  Painting,  Varnish- 
ing of  all  kinds,  Paper  Cleaning  and  Wall  Washing — Wall 
Paper  removed  by  the  latest  steam  process.  Electric  system 
of  Floor  Cleaning,  Scrubbing,  Waxing,  Polishing.  Spray 
Painting. 

GEO.  C.  BERGMAN  DECORATING  CO. 

1953  Pennsylvania  Street  TAbor  2909 


Mattresses  and  Feathers  Sterilized, 
Remade  Like  New 

We  have  the  only  sterilizer  in  the  West,  approved  by 
the  Medical  Profession 

Carpet  Cleaners  That  Clean 
Compressed  Air  and  Shampoo 

J.  T.  UPTON  RENOVATING  CO. 

W.  H.  Upton,  President 

765  Tejon  St.  TAbor  5223  Denver,  Colo. 
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The  Tulane  University 
of  Louisiana 

Graduate  School  of  Medicine 
Approved  by  the  Council  on  Medical 
Education  of  the  A.  M.  A. 
Postgraduate  instruction  offered  in  all 
branches  of  medicine.  Courses  leading  to 
a higher  degree  have  also  been  instituted. 
For  bulletin  furnishing  detailed 
information  apply  to  the 

DEAN 

Graduate  School  of  Medicine 
1430  Tulane  Avenue  New  Orleans,  La. 


24-HOUR  SERVICE 

AMBULANCE  and 

PULMOTOR  SERVICE 

DAY  AND  NIGHT  PHONE 

Main  830 

John  E.  Wylie,  Mgr. 

112  Exchange  Place,  Colo.  Springs,  Colo. 
Packard  Invalid  Sedan 
Regular  Equipped  Ambulance 


The  DOCTOR’S  CAR 

Is  Given  Special  Attention 

SHIRLEY  GARAGE,  Inc. 

1637  Lincoln  St.,  Denver  TAbor  5911 

DAY  STORAGE  $5  PER  MONTH 
Wash  Given  with  First  Month’s  Storage 

Close  to  All  Medical  Buildings 

Day  and  Night  Service 
Oiling  and  Greasing,  Tire  and  Battery 
Storage  and  Washing 


“ Say  it  with  flowers” 

Park  Floral  Co. 


Phones  M.  1713-1714  1643  Broadway 


National  Institute  of  Health 

As  great  as  have  been  the  discoveries  in 
the  past,  still  greater  things  may  be  expected 
by  the  world  within  the  next  generation  in 
the  fight  that  science,  medicine,  and  den- 
tistry are  making  against  disease.  Never 
before  in  the  history  of  the  world  have  such 
resources  both  in  money  and  scientific 
ability  been  available  for  research  work. 
Not  only  is  much  research  work  being  car- 
ried on  through  private  sources,  but  the 
government  is  attacking  the  problem  through 
the  National  Institute  of  Health  of  the 
United  States  Public  Health  Service.  The 
release  of  the  Medical  Society  gives  the  fol- 
lowing short  outline  concerning  this  newlv 
created  institution: 

“The  National  Institute  of  Health,  under 
the  control  of  the  Surgeon  General  of  the 
United  States  Public  Health  Service,  was 
created  in  1930  as  a result  of  legislation 
fathered  by  Jos.  E.  Ransdell,  then  a United 
States  Senator  from  Louisiana.  It  is  an  en- 
largement of  the  old  hygienic  laboratory,  and 
is  the  scientific  research  center  of  the  Public 
Health  Service.  Its  function  is  to  ascertain 
the  cause,  prevention,  and  cure  of  diseases 
affecting  human  beings.  The  act  provided 
for  an  appropriation  of  $750,000,  which  is 
now  being  expended  in  the  construction  of 
two  splendid  buildings  in  Washington.  It 
also  authorized  the  Secretary  of  the  Treas- 
ury to  accept  gifts  for  research  in  problems 
relating  to  the  health  of  man. 

“Although  the  financial  support  for  re- 
search work  has  been  comparatively  small 
in  the  past,  government  scientists  have  made 
extremely  valuable  discoveries  concerning 
such  diseases  as  malaria,  pellagra,  hook- 
worm, tularemia  (rabbit  fever),  undulant 
fever,  psittacosis  (parrot  fever),  typhus. 
Rocky  Mountain  spotted  fever,  and  manv 
others. 

“The  Public  Health  Service,  of  which  the 
National  Institute  of  Health  is  a division, 
has  done  excellent  work  since  its  creation  in 
1798.  Its  qualities  of  leadership  were  dis- 
played strikingly  in  the  great  fight  against 
bubonic  plague  at  San  Francisco  and  New 
Orleans,  with  the  result  that  never  since  has 
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AURORA  SHEET  METAL  WORKS 

The  Recollection  of  Quality  Remains  Long  After  the  Price  Is  Forgotten 

WARM  AIR  SPECIALISTS 

Modern  Air  Conditioning  for  Homes  of  any  size , 
Your  present  Warm  Air  Plant  Modernized.  Gas, 
Coal  and  Oil  Furnaces,  Air  Washers  and  Humidi- 
fiers for  Steam  and  Hot  Water  Plants.  Sheet  Metal 
Work  in  all  branches.  Repairing. 


Drop  us  a card  or  phone  for  inspec- 
tion and  survey  of  your  heating 
plant.  No  obligation  on  your  part. 


Phones 

Res.  YOrk  6677J 
Shop,  Aurora  92J 


GAS  HEAT 


For  uniform  temperature  and 
a valuable  aid  to 
robust  health 

Sig: — Take  Daily,  Fall  to  Spring 


This  prescription  can  be  filled  at 


Public  Service  Company  of  Colorado 
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Colorado  Medicine 


Fine  Uphol- 
stered Furniture 
Made  to  order 


Furniture  re- 
pairing of  all 
Kinds 


2tenri{  Mei(er 
Upholsterer  and 
Furniture  Manufacturer 

DENVER 

538  East  17th  Ave.,  at  Pearl  St. 
Phone  TAbor  4087 


SHIRTS  CUSTOM  MADE 

Do  your  shirts  fit  properly? 

Are  the  collars  to  your  liking? 
Try  having  them  made  to  order. 
We  spec  ialize  also  in  alterations 

AND  REPAIRS 

BRAY  & COMPANY 

Shirt  Makers  in  Denver  Since  1896 

MAIN  2735  1752  CHAMPA 


L.  D.  DUTCHER  Phone  2995-R 


DUTCHER  AMBULANCE  SERVICE 

BALLOON  EQUIPMENT 
INVALID  SEDANS 

315  West  4th  Street  Phone  390 

PUEBLO 


bubonic  plague  threatened  the  health  of  our 
people.  In  1905,  during  the  last  outbreak 
of  yellow  fever  in  the  United  States,  the 
Public  Health  Service,  in  cooperation  with 
local  doctors,  conducted  a memorable  battle 
against  that  dread  disease,  drove  it  out  of 
the  country,  and  the  nation  has  been  free 
of  it  ever  since. 

“The  decrease  in  the  death  rate,  which 
has  increased  the  average  expectancy  of  life 
from  49  years  in  1900  to  56  years  in  1925, 
an  increase  of  18  per  cent,  is  due  to  a large 
extent  to  the  medical  and  dental  professions 
and  the  Public  Health  Service. 

“Many  fields  in  medicine  are  open  for 
discoveries  by  the  research  workers.  Many 
different  laboratories  are  trying  to  discover 
the  cause  of  the  common  cold,  influenza, 
cancer,  and  numerous  other  conditions.  The 
National  Institute  of  Health  with  the  back- 
ing of  the  United  States  Government  and 
the  cooperation  of  private  agencies  should 
be  of  tremendous  value  in  lowering  the  death 
rate  of  this  country  and  discovering  the 
causes  of  and  working  out  preventive  meas- 
ures for  diseases. 


IMMATERIA  MEDICA 

•»*<-  — 

During  the  day  Mrs.  Brown  discharged  her  old 
maid  and  hired  a new  one,  who  answered  the  door 
bell  when  Mr.  Brown  arrived  home  in  the  eve- 
ning. He  carried  a bunch  of  roses  which  he 
handed  to  the  maid,  saying : 

“Present  these  to  Mrs.  Brown,  telling  her  I 
want  to  see  her  at  once.’’ 

“All  right,”  said  the  maid,"  but  you  better  make 
it  snappy,  because  she  expects  the  old  man  any 
minute  now.” 

* * * 

AND  DID  HE  LIKE  IT?* 


Why  do  people  take  up  cults? 

And  live  on  bread  and  cheese  and  nuts, 

No  steak  or  cigarettes  or  grog, 

Their  purity  can  ere  befog. 

I'd  rather  be  nude  with  the  nudists 
Than  eat  raw  carrots  with  the  pure  foodists. 

A life  of  gluttony  and  fun 
Appeals  much  more  to  every  one. 

How  can  one  laugh  and  play  on  grapes 
Unless  distilled,  and  that  they  hate. 

*A  patient  was  asked  by  Dr.  Ashley  how  he 
liked  a local  hospital.  The  next  morning  he  pre- 
sented the  doctor  with  this  answer. 
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Thirty -Five 


HEAT  WITH  OIL! 

Consult  your  physician  in  regard  to  the  kind 
of  heat  that  is  most  healthful  for  you  and  your 
family. 

Our  oils  are  of  the  finest  quality  and  meet  the 
manufacturer  s recommendations  prescribed 
for  your  burner. 
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THE  NAVY  GAS  AND  SUPPLY  CO. 

(SHELL  PRODUCTS) 

4700  YORK  PHONE  KEy.  5141 


Attention  of  Every  Doctor 

Is  Invited  to  the 

PALMER  CENTRAL  BUSINESS  SCHOOL 

Denver,  Colorado  1080  Broadway  TAbor  1081 

1.  We  are  now  prepared  to  supply  temporary  or  permanent  Secretaries 

who  are  trained  in  the  art  of  carefully  handling  your  patients. 

2.  Every  assistant  is  selected  with  the  view  of  doing  the  work  in  the 

Doctor’s  office. 

3.  Each  Secretary  is  especially  schooled  in  the  collection  of  accounts — 

they  are  able  to  satisfactorily  take  over  your  collections.  This  arrange- 
ment is  very  gratifying,  inasmuch  as  they  are  trained  to  retain  the 
friendship  of  your  patients,  and  at  the  same  time  get  the  money  when- 
ever possible. 

Our  School  has  only  the  best!  We  are  out  of  the  congested  district — close  to  the 
best  homes  in  Denver. 

We  invite  enrollment  of  students  from  the  Doctor’s  family,  and  those  recommended 
by  him.  Character  references  required. 

We  are  pleased  to  take  a local  student  and  give  them  training  for  your  particular 
work.  Write  for  particulars. 
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COAL  or  GAS 
FURNACES 

REPAIRING 

INSTALLING 

CLEANING 

Friendly  service  always 
at  a price  you  are  glad 
to  pay. 
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W.  F.  HIND 

1139  LIPAN  ST.,  DEN  VER  KEystone  2631 


Small  Animal 
Hospital 


Expert  animal  surgery 
made  possible  by  mod- 
ern equipment. 


DR.  H.  G.  WEIGAND 
DR.  M.  E.  SPRATLIN 

2750  South  Broadway  Phone  SPruoe  0391 
Denver 


CAMP 

SURGICAL  AND 
SEMI-SURGICAL 
SUPPORTS 

Maternity 

Post  Operative 

Convalescing;  and  Ptosis  Supports 

Abdominal 

Belts 

Sacro-Iliac  Binders,  Orthopedic  Back  Splints 

Mrs.  J.  M.  Blinn 

Pfister,  Nurse 

SURGICAL  CORSETIERE 

Phone  Main  7530 

Honrs,  7 a.  ni. 

to  1 p.  m. 

1515  Glenarm  St. 

Denver,  Colo. 

® BRONZE,  TABLETS  © 

BENEFACTOR’S  MEMORIAL 
PLATES  FOR  HOSPITALS 

• ' IN  STAMPED  BRASS  OR  CAST  BRONZE 

BRASS  AND  BRONZE  SIGNS 

FOR  THE  PHYSICIAN 

SACHS-LAWLOR 


Author : “This  play  is  about  rheumatism,  flat- 
feet  and  halitosis.” 

Producer ; “Good  grief,  what's  the  big  idea?” 

Author:  “Well,  didn’t  you  tell  me  to  put  every- 
thing I’ve  got  into  it?” 

* * * 

First  Scotchman:  “Hoot  mon!  My  wife  is 
learning  to  sew  little  things.” 

Second  Scotchman:  “A  blessed  event?” 

First  Scotchman:  “I’ll  say!  I thought  that 
woman  would  never  learn  to  sew.” 

* * * 

Her  face  was  lifted  only  twice,  her  skin 
bleached  once,  her  hair  dyed  thrice;  reducing  by 
a new  device  she  cut  her  figure  to  a slice,  and 
now  she’s  resting — in  Paradise. 

* * * 

“I  am  going  to  fail,  and  you  are  a preferred 
creditor.” 

“Thank  you,  how  much  do  I get  on  the  dollar?” 

“Nothing.” 

“Then  how  am  I a preferred  creditor?” 

“Because  you  know  now  that  you're  not  going 
to  get  anything.  The  others  won’t  know  it  for 
several  months.” 

* * * 

On  Finnegan’s  approach  to  the  gates  ajar, 
Finnegan  remarked  to  St.  Peter,  “It  is  a fine  job 
you  have  had  for  a long  time.” 

“Well,  Finnegan,"  said  St.  Peter,  scanning  his 
Irish  applicant  for  a moment,  “here  we  count  a 
million  years  a minute,  and  a million  dollars  a 
cent.” 

“Ah!”  said  Finnegan,  “I’m  in  need  of  cash,  lend 
me  a cent.” 

“Sure,”  said  St.  Peter,  “just  wait  a minute.” 

* * * 

“My  wife  told  me  to  lead  the  old  cat  off  some- 
where and  lose  it.  So  I put  the  cat  in  a basket 
and  tramped  out  in  the  country  about  eight 
miles.” 

“Well,”  said  another  man,  “did  you  lose  the 
cat?” 

“Lose  it?”  said  the  first,  “If  I hadn’t  followed 
it  I'd  never  have  found  my  way  back  home.” 

* * * 

A youngster  went  into  the  parlor  to  see  a visi- 
tor who  was  with  his  father. 

“Well,”  my  little  man,  said  the  friend,  “what 
are  you  looking  at  me  for?” 

“Why,  Daddy  told  me  that  you  were  a self- 
made  man,  and  I want  to  see  what  you  look  like.” 

“Quite  right,”  said  the  gratified  guest.  “I  am 
a self-made  man.” 

“But  what  did  you  make  yourself  like  that  for?” 
said  the  boy,  with  considerable  surprise. 

* * * 

A little  boy  went  to  school  for  the  first  time. 
When  he  returned  home  his  father  inquired  how 
he  liked  it. 

“It’s  alright  but  they  ask  too  many  questions.” 
said  the  lad.  “First  they  asked  me  where  you 
were  born  and  I told  them.  Then  they  asked  me 
where  mother  was  born  and  I told  them.  But 
when  they  asked  me  where  I was  born  I had  to 
tell  a lie.” 

“Why?"  asked  his  father. 

“I  didn’t  want  to  say  I was  born  in  the  Wom- 
an's Hospital  and  have  them  think  I was  a sissy, 
so  I told  them  it  was  in  the  Yankee  Stadium.” 

* * * 
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Patron:  “May  I have  some  stationery?” 

Hotel  Clerk:  “Are  you  a guest  of  the  house?” 
Patron:  “I  should  say  not!  I'm  paying  $20  a 
day.” 
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EDITORIAL  NOTES  AND  COMMENT 


»B 


Actions  of  the  National  Conference  of 
State  Secretaries  and  Journal  Editors * 

T AST  November,  it  was  our  privilege  again 
to  attend  the  annual  conference  of  State 
Secretaries  and  Journal  Editors  at  the  head- 
quarters of  the  American  Medical  Associa- 
tion. The  program  of  this  important  con- 
vocation as  a rule  embraces  a variety  of 
secretarial  and  editorial  problems.  How- 
ever, in  1932,  the  majority  of  papers  and 
practically  all  discussions  were  upon  the 
questions  of  economics  and  public  relations 
now  confronting  the  profession.  A resume 
of  the  main  subjects  follows: 

Realizing  the  abuse  of  the  term  “special- 
ist,” the  Medical  Society  of  New  Jersey  has 
decided  to  establish  a plan  under  which  it 
can  serve  as  sponsor  to  the  public  for  such 
of  its  members  as  it  chooses  thus  to  recog- 
nize. It  requires  no  legislation:  the  matter 
remains  within  the  control  of  organized 
medicine — as  should  all  such  matters.  It 
interferes  in  no  way  with  the  legal  rights 
of  any  licensed  physician.  Qualified  spe- 
cialists are  thereby  officially  known  to  the 
public  through  the  proper  medical  channels. 

A State  Society  Committee,  known  as  the 
Committee  on  Credentials  of  Specialists,  is 
composed  of  the  President,  Secretary, 
Chairmen  of  the  Welfare  Committee  and 
of  the  Board  of  Trustees,  and  the  First  Vice 
President.  Each  County  Society  shall  set 
up  a similar  Committee  on  Special  Creden- 
tials composed  of  the  President,  Secretary, 

♦From  remarks  made  by  the  Editor  at  a meet- 
ing of  Presidents  and  Secretaries  of  Colorado 
County  Societies  during  the  mid-winter  clinics 
in  Denver,  January  19,  1933. 


and  three  elected  members.  Any  member  of 
the  Society  desiring  recognition  as  a spe- 
cialist shall  apply  on  a certain  form  to  the 
Secretary  of  his  County  Society  who  con- 
veys it  to  the  Committee  on  Special  Cre- 
dentials. The  candidate’s  moral  and  edu- 
cational background  is  investigated.  If  the 
candidate  is  thus  approved,  his  application 
is  submitted  to  the  Secretary  of  the  State 
Society  with  recommendations.  The  action 
of  this  Committee  is  final.  Suitable  certifi- 
cates are  awarded  at  the  annual  meeting 
of  the  State  Society. 

The  Council  on  Medical  Education  and 
Hospitals  of  the  American  Medical  Associa- 
tion has  reported  that  it  is  ready  to  begin 
a similar  national  plan  right  after  the  next 
annual  meeting. 

Our  national  President-elect,  Dr.  Dean 
Lewis,  made  a plea  for  more  bedside  and 
clinical  instruction  and  training  in  medical 
schools.  He  claims  that  young  physicians 
should  learn  to  depend  more  on  their  five 
senses.  They  are  now  entering  the  practice 
too  dependent  upon  special  diagnostic 
equipment. 

Dr.  William  Allen  Pusey,  without  offer- 
ing any  solution  to  the  problems  with  which 
we  are  beset,  reviewed  the  basic  facts  upon 
which  our  attitude  should  be  based:  The 
individual  physician,  caring  for  the  individ- 
ual patient  or  family,  has  given  the  most 
satisfactory  and  economical  service  in  at 
least  80  per  cent  of  sicknesses.  The  profes- 
sion has  striven  at  all  times  to  make  its 
business  less  by  reducing  the  need  for  it. 
In  the  face  of  such  a history  it  has  the 
right  to  maintain  a position  of  authority  in 
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those  affairs  for  which  society  holds  it  re- 
sponsible. 

It  is  a serious  matter  to  overturn  the  age- 
old  traditions  of  a profession,  to  institute 
new  and  unproved  methods  of  practice,  and 
establish  an  entirely  new  basis  of  public 
and  professional  relations.  Modern  society 
seems  to  dictate  some  change;  it  is  up  to 
the  organized  profession  to  examine  such 
proposals  and  determine  their  ultimate  val- 
ue. Such  must  be  made  with  a view  toward 
retaining  unhampered  the  personal  doctor- 
patient  relationship  and  scientific  advance- 
ment, all  with  the  utmost  regard  for  the 
best  welfare  of  the  people — anything  con- 
trary to  this  is  unethical. 

Our  national  President,  Dr.  E.  H.  Cary, 
raised  the  following  questions:  Shall  we  or 
shall  we  not 

1 . Advocate  the  Iowa  plan  for  dealing 
with  the  indigent. 

2.  Develop  County  Society  plans  of 
budgeting  and  financing  the  medical  needs 
of  the  unfortunate. 

3.  Condemn  all  hospital  insurance  plans 
for  the  care  of  the  sick,  especially  where 
free  choice  of  a physician  is  not  possible. 

4.  Try  to  establish  a different  attitude 
toward  veterans'  disabilities  of  non-service 
origin  and  demand  a repeal  of  the  202-10 
amendment  which  opens  government  hos- 
pitals to  any  and  every  veterans’  disability. 

5.  Limit  the  number  of  medical  gradu- 
ates. 

6.  Fight  the  trend  toward  State  Medi- 
cine. 

Inasmuch  as  few  answers  to  these  ques- 
tions were  suggested  in  any  of  the  papers 
or  discussions,  emphasis  will  later  be  given 
such  suggestions  as  were  brought  forth. 

Other  speakers  discussed  the  evils  of 
many  forms  of  contract  practice:  Corpora- 
tions, business  establishments,  newspapers, 
hospitals,  and  insurance  companies  may 
become  vendors  of  medical  service — usually 
with  the  exploitation  of  physicians  and  the 
people.  Free  choice  of  physicians  and  hos- 
pitals is  limited.  Among  physicians, 
cliques  may  be  created  and  dissension  may 
develop  within  the  ranks  of  the  profession. 
The  individual  practitioner  or  new  graduate 
may  be  unable  to  make  a living  in  communi- 


ties where  contracts  dominate  medical  serv- 
ices. There  may  be  undignified  soliciting  or 
underbidding  for  contracts.  Preventive 
medicine  is  often  disregarded.  There  is  sel- 
dom assurance  of  competency  and  effici- 
ency, particularly  where  there  is  lay  con- 
trol; the  rates  usually  preclude  first  class 
service.  Public  confidence  in  the  profes- 
sion is  thereby  ultimately  lost.  Particularly 
in  this  time  of  economic  stress  are  physi- 
cians apt  to  waive  their  allegiance  to  medi- 
cal organization  and  ethics,  believing  that 
contracts  will  bring  greater  economic  se- 
curity. 

The  best  answer  to  this  problem  was 
brought  out  in  discussion.  There  are  forms 
of  contract  work  in  no  way  impairing  pub- 
lic confidence  or  professional  dignity;  oth- 
ers are  best  suited  to  the  needs  of  certain 
communities.  Therefore,  let  the  Board  of 
Censors  of  each  County  Society  be  the 
judge  and  disciplinarian  of  all  contracts 
within  its  jurisdiction. 

On  the  subject  of  insurance,  another 
speaker  suggested  that  we  present  a plan 
for  voluntary  insurance  to  a few  of  the 
great  insurance  companies.  It  is  claimed 
that  several  are  awaiting  such  a move  on 
the  part  of  the  American  Medical  Associa- 
tion. Dr.  William  C.  Woodward,  head  of 
our  national  legal  department,  knows  that 
such  companies  are  most  likely  to  sanction, 
hoping  for  approval  by  the  American  Med- 
ical Association,  a plan  whereby  they  could 
employ  their  own  physicians  and  nurses 
and  maintain  their  own  hospitals  for  serv- 
ices direct  to  the  beneficiaries. 

Insofar  as  it  is  possible  to  draw  from  this 
conference  recommendations  toward  solv- 
ing these  problems,  the  following  state- 
ments will  conclude  our  observations: 

The  opinions  of  a deplorably  large  num- 
ber of  physicians  are  based  upon  a medical 
economics  publication  which  finds  its  way 
monthly  to  the  desk  of  almost  every  physi- 
cian in  this  country.  It  is  edited  by  the 
president  of  a gland  extract  organization 
whose  products  are  not  approved  by  the 
Council  on  Pharmacy  and  Chemistry.  It 
promulgates  signed  statements  from  none 
less  than  former  Presidents  of  the  American 
Medical  Association  and  publicity  agents 
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for  state  medical  associations  who  should 
know  better.  They  endorse  contract  prac- 
tice and  at  least  certain  phases  of  state 
medicine.  Such  propaganda  competes  with 
legitimate  information  in  our  national  and 
state  journals.  Therefore,  our  members 
should  consign  such  publications  to  the 
waste  basket  and  mould  their  opinions 
through  official  sources. 

Likewise,  the  public  receives  its  informa- 
tion through  the  many  familiar  blatant  com- 
mercial channels.  We  do  not  familiarize 
the  public  with  our  ethics,  ideals,  or  eco- 
nomic questions.  Naturally,  erroneous  con- 
clusions are  drawn  by  the  people  who  know 
not  that  our  efforts  are  in  their  behalf.  Suit- 
able publicity  along  lines  of  health  education 
should  be  one  of  the  major  activities  of 
medical  organizations.  After  all,  public  opin- 
ion will  be  the  court  of  last  resort  and  will 
ultimately  answer  our  problems.  It  is  for 
us,  then,  to  guide  it  advisedly. 

If  offensive  corporate  or  contract  practice 
is  to  be  effaced,  we  must  offer  a better  serv- 
ice commensurate  with  paying  ability  of  our 
clients.  The  corporations  or  physicians  vio- 
lating our  code  of  ethics  must  be  acted 
against  directly  by  the  County  Society.  It 
is  their  local  problem,  and  disciplinary  meas- 
ures are  in  their  hands.  It  is  through  imper- 
fect organization  that  leadership  in  con- 
structive policies  has  not  yet  been  devel- 
oped. Such  would  have  forestalled  much 
unwise  legislation  now  confronting  our  law- 
making bodies. 

Medical  organization  is  against  any 
scheme  which  will  jar  the  foundation  upon 
which  we  stand.  It  must  sponsor  well-di- 
rected contact,  officially  and  unofficially, 
with  representatives  of  lay  organizations. 
Every  County  Society  should  have  a Public 
Relations  Committee  for  the  furtherance  of 
mutually  helpful  conferences  with  lay 
groups. 

Our  first  step  is,  therefore,  a re-animation 
and  rebuilding  of  County  Societies.  They 
will  not  strengthen  if  somebody  else  does 
their  work.  It  will  require  work  which  in- 
volves every  officer,  committee,  and  mem- 
ber. The  County  Societies  have  been  neg- 
lected in  favor  of  selective  subsidiary,  inde- 
pendent, and  semi-social  groups.  So  long 


as  many  members  thus  dissipate  their  loy- 
alty, so  they  are  contributing  to  the  weak- 
ening of  the  fundamentals  of  medicine  in  the 
United  States. 

<4  4 

The  Midwinter 
Clinics 

/'~\ver  two  hundred  physicians  and  clini- 
cians  from  all  corners  of  Colorado  and 
from  adjoining  states  enjoyed  the  Midwinter 
Postgraduate  Clinics  sponsored  by  the 
Colorado  State  Medical  Society.  Excellent 
programs  at  four  institutions,  the  Colorado 
and  Denver  General  Hospitals,  National 
Jewish  Hospital,  and  Children’s  Hospital, 
occupied  three  days. 

These  clinics  are  separate  and  distinct 
from  those  held  in  the  spring  by  the  Uni- 
versity of  Colorado  School  of  Medicine 
and  Hospitals. 

The  enthusiasm  and  satisfaction  ex- 
pressed by  our  guests  and  local  physicians 
may  aid  in  making  this  an  annual  activity. 
The  program  was  planned  to  feature  prac- 
tical information  and  modern  methods  espe- 
cially of  interest  to  the  general  practitioner. 
We  are  indebted  to  the  Committee  and 
clinicians  for  their  splendid  efforts. 

4 4 4 

Your  Membership 
Is  Vital 

T^RATernal  orders,  social  societies  and 
sporting  clubs  have  suffered  decreasing 
memberships  during  these  trying  months. 
Physicians  are  bearing  their  share  of  the 
fate  which  has  befallen  the  business  world. 
However,  our  profession  may  be  proud  of 
its  stability.  We  are  beseiged  on  all  sides 
by  forces  which  would  disrupt  the  practice 
of  medicine.  Individually  we  are  powerless 
against  them;  organized,  we  can  protect 
ourselves. 

The  officers  and  committeemen  of  na- 
tional, state,  and  county  medical  societies 
are  grappling  earnestly  with  the  problems 
which  have  beset  them.  Organized  efforts 
are  indispensable  to  success;  each  individual 
membership  is  essential  to  the  organization. 

Watch  these  columns  for  accounts  of  the 
vital  activities  which  will  ensue  in  this  cru- 
cial year.  Above  all,  hold  fast  your  mem- 
bership. 
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A Move  to  Limit 

the  Production  of  Physicians 

I^ollowing  the  publication  of  a paper  en- 
titled  “The  Economic  Status  of  the 
Medical  Profession,”  in  the  Journal  A.  M. 
A.,  October  15,  1932,  the  secretaries  of  all 
the  County  Medical  Societies  in  Georgia 
were  asked  to  present  the  following  resolu- 
tion and  request  its  adoption: 

RESOLUTION 

Whereas,  The  medical  profession  of  the 
United  States  is  suffering  losses  all  out  of 
proportion  to  its  ability  to  endure;  and, 

Whereas,  Our  losses  are  not  so  much  due 
to  the  financial  depression  as  to  over-pro- 
duction of  doctors  and  decreased  demand 
for  paid  medical  service  generally;  and. 

Whereas,  The  production  of  doctors  is 
far  in  excess  of  the  population  increase. 

Therefore,  We,  the  members  of  the 

County  Medical  Society 

respectfully  request  the  Medical  Association 
of  Georgia,  the  other  state  medical  associa- 
tions, the  Southern  Medical  Association, 
and  the  American  Medical  Association  to 
adopt  this  or  similar  resolutions,  requesting 
the  medical  colleges  of  the  United  States  to 
reduce  the  number  of  graduates  each  year 
until  the  law  of  supply  and  demand  has 
been  fully  complied  with.  The  number  of 
graduates  shall  be  determined  by  a national 
committee  appointed  by  the  President  of 
the  American  Medical  Association. 

These  resolutions  will  be  placed  in  the 
hands  of  the  delegates  to  the  American 
Medical  Association  at  its  next  annual  meet- 
ing. 

This  action  represents  an  interesting  re- 
sponse to  the  general  knowledge  that  some 
of  our  grievances  are  the  direct  result  of 
an  overproduction  of  physicians. 

4 4 4 

Nobel  Prize 
in  Medicine 

rT':HE  nobel  prize  in  medicine  for  1932 
was  awarded  to  Sir  Charles  Scott  Sher- 
rington of  Oxford  and  to  Professor  Edgar 
Douglas  Adrian  of  Cambridge.  The  work 
of  the  former  on  nerve  activity  has  been 
recognized  on  several  occasions  in  the  past. 
The  latter  has  made  investigations  on  nerve 


conduction  mechanism  by  amplifying  and 
measuring  the  currents  in  nerve  fibers 
through  the  methods  of  modern  radio. 

Four  other  Nobel  Prizes — in  literature, 
peace,  physics,  and  chemistry — share  the 
income  of  the  Nobel  Foundation.  In  1930, 
it  amounted  to  something  over  $40,000. 

'4  4 4 

Pay-the-Hospital 

Plans 

Jn  the  discussion  of  an  experimental  in- 
novation for  the  treatment  of  workers  at 
nominal  annual  cost,  an  editorial  in  the 
Delaware  State  Medical  Journal  mentions 
points  for  and  against  the  plan. 

Favorable  to  such  a scheme  are  lowered 
cost  to  the  patient,  increased  bed  occupancy, 
and  greater  possibility  of  the  physician  be- 
ing paid.  They  obviously  are  immediate 
effects. 

The  ultimate  effects  are  more  far-reach- 
ing and  are  against  the  plan.  It  places  the 
hospital  in  the  position  of  seeking  patients 
in  a commercial  fashion.  Also,  it  is  but  a 
stepping  stone  toward  a similar  pav-the- 
doctor  plan. 

As  we  see  it  now,  surely  a superior  solu- 
tion to  the  problem  would  be  voluntary  in- 
dividual or  group  insurance  whereby  the 
patient  chooses  his  physician  and  hospital 
and  is  provided  with  reasonable  funds  for 
both. 

4 4 4 

Vaccine  Treatment 
of  Pertussis 

rJ''llE  Denver  City  Health  Department  and 
Visiting  Nurse  Association  have  com- 
piled figures  upon  results  obtained  in  the 
vaccine  treatment  of  whooping  cough.  The 
study,  covering  the  months  of  March 
through  June  of  1932,  indicates  excellent 
results.  Seventy-eight  children  of  the  low 
economic  group  were  treated.  Of  these, 
fifty-two  showed  diminished  symptoms  dur- 
ing a twelve  day  period  while  six  doses 
were  given;  68  per  cent  showed  a loss  of 
the  chief  symptoms.  In  only  ten  cases  was 
there  some  increase  in  severity. 

Any  therapy  which  will  minimize  the  dis- 
tressing symptoms  and  complications  of  this 
disease  should  be  encouraged. 
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A DISCUSSION  OF  SOME  RECENT  ADVANCES  IN  THE 
COMMONER  NERVOUS  DISEASES* 

THEODORE  H.  WEISENBURG,  M.D. 

PHILADELPHIA 


The  subject  of  brain  tumors  will  be  con- 
sidered first:  it  is  always  of  interest.  Mod- 
ern brain  surgery  is  a recent  development. 
Thirty  years  ago  the  removal  of  a brain 
tumor  or  an  operation  for  the  relief  of  tic 
douloureux  was  looked  upon  with  consid- 
erable misgiving,  for  the  mortality  was 
about  80  per  cent.  The  enormous  strides 
which  have  been  made  are  well  illustrated 
in  the  recent  monograph  of  Harvey  Cush- 
ing. who  in  a report  of  2,000  verified  brain 
tumors,  gave  the  mortality  rate  in  the  last 
three  years  in  the  more  favorable  type  of 
brain  tumors  as  just  a little  under  10  per 
cent. 

The  reason  for  this  advance  is  threefold: 
better  diagnostic  methods,  improved  sur- 
gical technic,  and  use  of  mechanical  meas- 
ures, particularly  air  injection.  Further- 
more, during  the  operation  the  pathologist 
is  able  by  a quick  method  of  examination  to 
inform  the  surgeon  of  the  nature  of  the 
lesion,  and  because  of  such  knowledge  the 
surgeon  is  able  to  guide  himself  as  to  the 
advisability  of  removal  of  the  lesion,  a pro- 
cedure which  would  have  been  impossible 
five  years  ago. 

On  the  other  hand,  it  is  important  to  em- 
phasize that  tumors  and  other  lesions  of  the 
brain  are  usually  of  slow  growth  and  are 
characterized  by  the  symptoms  of  increased 
intracranial  pressure,  such  as  headache, 
nausea,  vomiting,  choked  disc,  and  by  the 
specific  symptoms  depending  upon  the  loca- 
tion of  the  tumor  and  that  better  surgical 
results  could  be  obtained  if  lesions  were  rec- 
ognized earlier. 

Malignant  Hypertension 

Recently  cases  of  malignant  hypertension, 
particularly  in  the  young,  have  been  mis- 
diagnosed as  brain  tumors  and  were  oper- 
ated upon.  Such  cases  are  difficult  to  diag- 
nosticate in  the  beginning  because  there  is 

*Read  before  the  Sixty-second  annual  meeting 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932.  Dr.  Weisenburg  is  Pro- 
fessor of  Neurology,  Graduate  School  of  Medicine, 
University  of  Pennsylvania,  and  Editor-in-Chief 
of  Archives  of  Neurology  and  Psychiatry. 


an  absence  of  evidence  of  renal  disease  or 
of  generalized  arteriosclerosis,  but  in  prac- 
tically all  of  them  there  is  a marked  increase 
of  intracranial  pressure,  sometimes  as  high 
as  300  to  400  mm.  of  water,  and  the  blood 
pressure  may  run  from  150/90  to  about 
356/120,  as  in  some  of  the  cases  that  we 
have  been  studying.  Because  of  this  in- 
crease of  intracranial  pressure  there  is  usu- 
ally headache,  vomiting,  and  choked  disc, 
sometimes  as  much  as  5 diopters.  Occa- 
sionally there  are  convulsions.  Operation 
is  invariably  fatal.  Air  injection  cannot  of 
course  be  done  because  the  high  intracranial 
pressure  contraindicates  such  procedure. 
Later  on  in  the  disease  the  evidences  of 
hypertension  become  obvious. 

Epilepsy 

In  spite  of  the  great  amount  of  work  that 
has  been  done  to  find  the  cause  and  cure  of 
this  disease,  very  little  real  advance  has 
been  made.  The  diagnosis,  particularly  in 
children,  is  not  very  easy.  It  should  be  less 
difficult,  however,  if  it  is  remembered  that 
so-called  minor  attacks  justify  the  diagnosis 
just  as  much  as  major  attacks  and  that  the 
diagnosis  of  epilepsy  depends  not  upon  a 
movement  but  upon  an  impairment  or  loss 
of  consciousness.  It  is  also  important  to 
remember  that  in  patients  with  major  con- 
vulsions, if  a search  is  made,  a history  of 
minor  attacks  is  always  to  be  found.  In 
the  many  cases  of  epilepsy  which  I have 
studied  I have  never  seen  a real  epileptic 
who  did  not  have  major  as  well  as  minor 
attacks.  In  fact,  the  prognosis  in  patients 
with  a predominant  number  of  minor  at- 
tacks is  frequently  graver  than  in  the  more 
severe  type  of  seizures. 

It  is  particularly  important  to  diagnosti- 
cate the  convulsive  disorder  as  early  as 
possible  in  children.  In  a recent  paper, 
Peterman  demonstrated  that  certain  diseases 
peculiar  to  childhood  are  the  direct  causes 
of  most  of  the  convulsions.  While  some 
children  may  be  said  to  be  particularly  sus- 
ceptible to  the  convulsive  state,  his  study 
indicated  there  is  usually  a physical  basis 
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for  this  susceptibility,  that  is,  spasmophilia 
or  epilepsy  which  is  amenable  to  treatment. 
Most  of  the  convulsions  in  newborn  infants 
are  due  to  acute  infections  or  to  cerebral 
birth  injury.  In  later  infancy  they  are  due 
to  spasmophilia  and  in  childhood  to  idio- 
pathic epilepsy.  A basic  cause  may  be 
found  in  most  cases. 

It  is  important  to  remember  that  convul- 
sions in  childhood  are  not  caused  by  worms, 
teething,  or  toxemia,  and  that  in  every  in- 
stance where  convulsions  are  present  a thor- 
ough examination  must  be  made  in  the 
search  for  a cause,  for  every  convulsion  pro- 
duces a certain  amount  of  cerebral  injury 
and  lowers  the  threshold  for  subsequent 
seizures. 

Regarding  treatment,  it  is  most  important 
to  find  the  cause  and  if  possible  eliminate 
it.  This  requires,  as  has  been  indicated 
above,  a most  thorough  and  painstaking 
study.  After  the  epileptic  habit  has  been 
established,  various  methods  may  be  tried 
depending  upon  the  type  and  frequency  of 
the  attacks.  If  such  seizures  occur  only 
rarely  it  would  be  folly  to  give  medication. 
Where  the  attacks  are  frequent,  different 
drugs  may  be  used.  I have  had  under  my 
observation  a druggist  for  the  past  twenty- 
five  years.  This  man  has  been  taking  five 
grains  of  sodium  bromide  each  morning.  If 
by  any  chance  he  does  not  take  this  he  will 
have  an  attack.  Another  good  drug  is 
phenobarbital,  but  here  again  it  must  be 
used  with  caution.  It  is  wise  frequently  to 
interchange  the  use  of  bromides  with  pheno- 
barbital. 

Many  new  dietary  methods  have  been 
advocated,  such  as  the  ketogenic  diet.  This 
is  sometimes  of  use  in  certain  selected  indi- 
viduals. 

More  recently  the  dehydration  method 
has  been  advocated.  This  consists  in  the 
giving  of  a minimum  amount  of  liquids.  The 
treatment  is  difficult  to  apply  and  reports 
so  far  have  indicated  that  the  procedure  does 
not  give  any  better  results. 

Frequently  the  supervision  of  the  life  of 
the  individual  is  sufficient  to  bring  about 
a cessation  of  attacks.  The  important  thing 
to  bear  in  mind  is  that  in  the  treatment  of 


epileptics  the  whole  life  of  the  individual 
must  be  under  control. 

Narcolepsy 

This  disease  is  characterized  by  an  un- 
toward tendency  to  sleep  and  is  frequently 
accompanied  by  loss  of  power,  particularly 
in  the  legs.  In  a patient  of  this  sort,  the 
foreman  of  a gang,  a powerful  individual 
who  was  accustomed  to  swear  and  beat 
his  men  when  the  indications  warranted,  he 
suddenly  found  that  whenever  he  became 
enraged  he  lost  power  in  his  legs  and  went 
to  sleep.  At  times  he  would  go  to  sleep 
while  standing  up.  I have  another  patient, 
a married  man  and  physician,  who  after  an 
altercation  with  his  wife  not  only  has  an 
uncontrollable  desire  to  sleep,  but  also  loses 
power  in  his  legs.  Since  the  beginning  of 
this  symptom,  any  emotional  upset  brings 
about  similar  manifestations. 

This  disease  is  very  well  known  and  is 
amenable  to  treatment  under  thyroid  and 
pituitary  medication.  It  sometimes  comes 
on  independently,  but  in  recent  years  many 
such  instances  have  followed  encephalitis. 

Syphilis 

I shall  confine  my  remarks  to  syphilis  of 
the  nervous  system.  I have  been  sufficiently 
long  in  the  practice  of  medicine  to  have 
been  able  to  follow  the  benefits  of  different 
types  of  arsenical  treatment.  I remember 
the  introduction  of  the  use  of  salvarsan, 
when  it  was  supposed  that  one  injection 
would  cure  the  disease.  There  has  been  an 
interesting  return  to  the  use  of  the  old-fash- 
ioned mercury  and  iodide  treatment,  because 
it  has  been  found  that  arsenicals  have  not 
been  of  as  much  benefit  as  it  was  hoped. 
Fever  therapy  has  more  recently  been  in 
vogue.  One  of  the  chief  reasons  for  the 
decline  of  the  use  of  arsenicals  has  been  the 
method  of  its  use. 

There  have  developed  in  recent  years  so- 
called  syphilis  specialists.  Usually  they  have 
been  skin  specialists  who  treat  every  type 
of  syphilis,  that  is,  syphilis  of  the  eye,  of 
the  nervous  system,  of  the  internal  organs, 
and  so  on.  It  is  obvious  that  no  syphilologist 
can  be  a specialist  in  all  these  different 
branches  of  medicine,  and  as  a consequence 
the  treatment  of  syphilis  has  been  unscien- 
tifically conducted  for  there  has  been  no 
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adequate  checkup.  It  was  therefore  inevi- 
table that  this  method  of  treatment  should 
fall  into  disuse  and  that  each  specialist  is 
now  rightfully  treating  his  own  particular 
subjects.  This  is  as  it  should  be. 

So  far  as  therapy  is  concerned,  the  neu- 
rologist has  an  unfailing  guide  in  the  type  of 
treatment  to  be  employed  by  the  information 
obtained  through  spinal  puncture.  A pa- 
tient with  dementia  paralytica  will  obviously 
need  a more  intensive  type  of  treatment 
than  an  individual  with  a lesser  type  of  in- 
volvement. By  and  large  the  arsenicals  are 
not  of  as  much  use  in  neurosyphilis  as  they 
are  in  other  manifestations  of  the  body,  but 
the  skillful  neurologist  will  use  whatever 
type  of  treatment  he  has  at  his  command,  for 
frequently  where  bismuth  or  mercury  may 
not  give  results,  tryparsamide  will,  or  vice 
versa.  Fever  therapy  is  of  the  greatest  use 
in  dementia  paralytica. 

On  the  other  hand,  there  is  a type  of 
syphilitic  involvement  of  the  nervous  system 
in  which  no  treatment  of  any  character 
should  be  given;  that  is,  there  are  individ- 
uals in  whom  the  symptoms  of  neuro-lues 
develop  gradually  over  a period  of  years 
and  in  whom  treatment  will  at  once  break 
down  the  resistance  that  has  been  built  up 
and  cause  a sudden  increase  of  symptom- 
atology. Such  cases  can  be  diagnosticated 
not  only  by  the  slow  development  of  the 
symptoms,  but  by  the  nature  of  the  spinal 
fluid  reactions.  In  such  cases  the  cell  count 
is  usually  very  low,  the  Wassermann  reac- 
tion may  be  negative  or  not  very  profound, 
and  the  gold  curve  is  more  or  less  flat. 

The  diagnosis  of  neurosyphilis  should  not 
offer  much  difficulty,  particularly  if  it  is 
remembered  that  in  every  patient  with  a 
luetic  involvement  of  the  nervous  system 
there  is  always  present  an  irregular  pupil. 
I do  not  mean  to  imply  by  that  that  every 
patient  with  syphilis  has  an  irregular  pupil, 
but  what  I do  wish  to  emphasize  is  that  it 
is  not  possible,  in  my  judgment,  to  have  a 
syphilitic  involvement  of  the  nervous  sys- 
tem without  an  irregular  pupil.  This  is 
always  present,  whereas  the  spinal  Wasser- 
mann test  may  frequently  be  negative. 

Infantile  Paralysis 

This  disease  is  not  so  common  in  this 


part  of  the  country.  It  is  common  in  the 
east  where  there  is  an  epidemic  at  the  pres- 
ent time.  In  1916  there  was  a very  large 
epidemic  in  the  east,  and  it  so  happened 
that  I had  charge  of  the  Philadelphia  epi- 
demic at  that  time,  and  studied  717  patients. 
The  premonitary  and  early  symptoms  were 
typical;  that  is,  they  were  the  usual  symp- 
toms of  an  infection  with  fever  running  to 
about  102°  F.;  there  was  always  some  pain 
and  rigidity  in  the  back  of  the  head  and 
neck,  and  pain  in  the  arms  and  legs.  Almost 
always  on  the  second  or  third  day  of  the 
fever  there  developed  a loss  of  power  which 
came  on  gradually.  The  fever  usually  sub- 
sided in  the  course  of  three  or  four  days, 
but  the  pain  generally  persisted.  The  para- 
lyzed limbs  could  always  be  recognized  by 
the  fact  that  there  was  pain  on  pressure. 
Non-paralyzed  limbs  did  not  have  pain. 
Spinal  puncture  always  showed  an  increase 
of  fluid  with  an  increased  cell  count,  usually 
no  more  than  about  100  in  a field.  Spinal 
puncture  always  diminished  the  symptoms. 
Very  few  patients  died.  In  those  that  did, 
the  cause  was  nearly  always  an  implication 
of  the  respiratory  center  in  the  medulla. 

We  followed  many  of  these  cases  over 
some  years  and  found  that  the  best  treat- 
ment, at  least  in  the  acute  stage,  was  a 
spinal  puncture  followed  by  a long  period 
in  bed.  It  must  be  remembered  that  in  this 
disease  the  pathology  is  chiefly  in  the  cells 
of  the  anterior  horn  of  the  spinal  cord. 
Those  cells  which  are  completely  destroyed 
never  recover  their  function.  On  the  other 
hand,  there  are  many  cells  which  are  only 
partially  injured.  Each  anterior  horn  cell 
represents  a peripheral  muscle  fiber.  It  is 
rarely  that  all  the  cells  representing  the 
fibers  in  a muscle  are  implicated,  and  as  a 
rule  only  a part  of  a muscle  is  diseased.  It 
is  obvious  therefore  that  if  a muscle  is  used 
which  is  only  partially  paralyzed  that  the 
part  of  the  muscle  which  is  diseased  cannot 
offer  any  resistance  and  therefore  is 
stretched,  and  contractures  result.  Patients 
should  be  kept  in  bed  and  their  muscles  kept 
in  a neutral  position.  Splints  should  not  be 
applied  except  to  prevent  deformities.  On 
the  other  hand,  massage  and  electricity 
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should  be  applied  as  soon  as  the  pain  dis- 
appears. 

Just  as  in  epilepsy,  so  in  this  disease  we 
have  been  unable  to  find  the  cause  or  the 
methods  of  transmission.  Studies  of  recent 
epidemics,  however,  have  shown  that  fre- 
quently in  the  families  of  the  afflicted  there 
occur  simultaneously  with  the  onset  of  the 
disease,  minor  colds  and  gastro-intestinal 
infections,  whereas  in  a study  of  the  non-in- 
fected  families  in  the  same  area  no  such 
manifestations  have  been  found.  This  im- 
plies that  there  are  so-called  minor  attacks 
which  may  or  may  not  have  a relation  to 
infantile  paralysis. 

Lead  Infection  in  Children 

Children  who  are  allowed  to  play  with 
toys  painted  with  lead  frequently  have  lead 
poisoning.  Sometimes  the  lead  has  its  origin 
in  the  painted  walls  of  the  room  or  in  the 
rouge  used  by  the  mothers.  This  infection 
sometimes  causes  encephalitis.  This  condi- 
tion is  mentioned  because  of  its  importance 
Pernicious  Anemia 

It  is  becoming  increasingly  recognized 
that  pernicious  anemia  may  be  first  mani- 
fested by  implication  of  the  nervous  system. 
The  symptoms  usually  consist  of  an  increas- 
ing numbness  in  the  hands  and  feet,  gradu- 
ally followed  by  difficulty  in  walking,  and 
an  examination  demonstrates  disturbance  of 
sensation  in  the  legs,  particularly  of  vibra- 
tory sense,  with  loss  of  reflexes.  A diag- 
nosis of  tabes  is  usually  made.  In  such  in- 
stances, however,  spinal  puncture  shows  a 
negative  serology.  On  the  other  hand,  ex- 
amination of  the  gastric  contents  shows  an 
absence  of  free  hydrochloric  acid  in  about 
95  per  cent  of  such  cases.  Early  in  the  dis- 
ease, the  differential  blood  count  will  show 
nothing,  and  yet  with  the  increase  of  the 
disease  process  the  blood  changes  are  grad- 
ually manifest.  It  is  important  to  recog- 
nize that  pernicious  anemia  may  be  present 
without  blood  changes  and  the  earlier  liver 
therapy  is  instituted  the  better  results  will 
be  obtained. 

The  Psychoneuroses 

Most  physicians  as  well  as  neurologists 
spend  much  of  their  professional  time  in  the 
treatment  of  psychoneuroses.  This  group  is 
probably  more  mishandled  than  any  other 


that  comes  to  our  attention.  The  reasons 
are  various.  To  many  physicians  they  are 
a nuisance  because  they  are  time-consuming. 
The  constant  reiteration  of  symptoms  fre- 
quently grows  wearisome.  That  physicians 
have  made  a mess  of  their  treatment  there  is 
no  question,  for  if  they  had  been  properly 
handled  the  cults  of  Christian  Science,  oste- 
opathy and  its  derivatives,  and  the  various 
psychotherapists  would  never  have  devel- 
oped. 

What  is  the  reason  for  all  this?  The  an- 
swer lies  in  the  failure  of  proper  diagnosis 
and  in  their  treatment.  To  begin  with, 
when  a patient  comes  to  a physician  and 
pays  him  for  his  services,  it  does  not  help 
the  patient  to  be  told  that  there  is  not  much 
the  matter  with  him  or  to  be  given  some 
kind  of  pacifier,  for  invariably  such  a pa- 
tient unless  properly  handled  will  go  else- 
where for  advice  and  gradually  drift  into 
the  various  cults  mentioned  above,  for  after 
all,  if  a patient  comes  to  a physician  com- 
plaining of  various  pains  or  fears,  although 
the  physician  on  examination  finds  no  ap- 
parent cause  for  them,  the  patient  must  be 
treated,  for  it  is  an  insult  to  a patient's  in- 
telligence to  be  told  that  he  does  not  have 
the  symptoms  from  which  he  has  been  suf- 
fering. 

The  basis,  of  course,  of  all  successful 
treatment  consists  first  in  the  proper  diag- 
nosis. This  is  not  always  easy.  In  fact, 
there  is  nothing  more  difficult  than  the 
proper  evaluation  of  psychoneurotic  symp- 
toms. As  an  example,  in  my  clinic  we  re- 
cently gathered  together  a group  of  cases 
all  of  whom  had  been  referred  to  us  as  psy- 
choneuroses. In  each  instance  organic  vis- 
ceral disease  was  found  to  be  the  underlying 
cause  (‘‘Neuropsychiatric  Counterfeits  of 
Organic  Visceral  Disease.’’  T.  H.  Weisen- 
burg,  J.  C.  Yaskin,  and  Henry  Pleasants, 
Jr.  J.A.M.A.,  Dec.  12,  1931;  Vol.  97;  pp. 
1751-1756).  In  this  group  we  found  car- 
diac disease,  pulmonary  disturbances,  vari- 
ous types  of  gross  intestinal  disorder,  genito- 
urinary diseases,  and  pelvic  disturbances. 

We  gathered  these  cases  together  pur- 
posely to  illustrate  a number  of  points.  Most 
of  the  errors  were  the  result  of  faulty  and 
incomplete  examinations.  Many  instances 
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of  organic  disease,  such  as  myocarditis  and 
carcinoma  of  the  abdominal  organs,  failed 
to  reveal  in  the  early  stages  trustworthy  or- 
ganic manifestations.  In  some  cases  the  un- 
derlying causes,  such  as  some  focal  infec- 
tions, are  illusive  and  difficult  of  demonstra- 
tion. An  important  factor  is  the  assumption 
of  the  presence  of  psychoneurosis  because  of 
the  richness,  bizarreness,  and  variability  of 
“functional”  symptoms  which  make  further 
investigations  seem  unnecessary. 

In  the  consideration  of  visceral  disease, 
attention  must  be  given  to  its  rich  sympa- 
thetic and  parasympathetic  innervation  and 
that  the  vegetative  system  is  under  the  con- 
trol of  the  nervous  system.  In  addition, 
Cannon  has  shown  that  under  the  influence 
of  emotions  there  is  a chemical  change 
which  influences  the  activities  of  the  various 
viscera.  Furthermore,  changes  in  the  emo- 
tions are  known  to  occur  particularly  in 
heart  and  gastro-intestinal  diseases.  In  fact, 
some  recent  contributions  would  seem  to 
indicate  that  gastric  and  duodenal  ulcers 
may  be  the  result  of  a disease  of  the  mid- 
brain or  the  diencephalon.  The  latter  theory 
is  rather  far  fetched,  but  it  is  mentioned  as 
an  indication  of  the  extent  of  some  recent 
points  of  view. 

The  above  factors  force  the  conclusion 
that  in  every  patient  certain  procedures 
should  be  followed: 

1.  Every  case  should  be  considered  from 
the  standpoint  of  personality  make-up  with 
reference  to  heredity,  early  development, 
school  and  vocational  record,  sexual  and 
marital  factors,  social  and  economic  adapt- 
ability, and  the  individual’s  reaction,  at  vari- 
ous periods,  to  environmental  conditions. 
The  latter  includes  disease,  injury,  and  men- 
tal and  physical  storms. 

2.  A careful  history,  especially  the  chro- 
nological development  of  the  symptoms, 
should  be  obtained  from  the  patient.  The 
assistance  of  relatives  or  friends  may  be 
needed.  Additional  valuable  information  is 
frequently  obtained  in  re-examination. 

3.  Every  case  should  receive  a complete 
somatic  as  well  as  neurologic  examination. 
In  every  case  urinalysis,  complete  blood 
count,  blood  chemistry  and  blood  Wasser- 
mann  tests  should  be  made. 


4.  No  special  examination  should  be 
made  until  the  physician  has  obtained  a view 
of  the  total  situation — of  the  formulation  as 
to  what  possible  physical  and  psychic 
changes  are  present  in  the  patient  with  the 
particular  makeup.  This  requires  a psycho- 
logic evaluation  of  the  case — a difficult  and 
often  time-consuming  method. 

5.  Everyone  seems  to  agree  that  no  case 
should  be  diagnosed  as  a psychoneurosis 
until  all  indicated  investigations  are  com- 
pleted. Some  insist  that  a diagnosis  of 
psychoneurosis  should  always  be  one  of  ex- 
clusion. This,  like  blind  faith  in  laboratory 
procedures,  has  its  disadvantages.  In  some 
cases  certain  avoidable  surgical  procedures, 
especially  in  the  nasopharynx  and  abdomen, 
only  tend  to  accentuate  the  already  existing 
vicious  circle;  and,  lastly,  it  is  felt  that  in 
competent  hands  neuropsychiatric  manifes- 
tations can  be  evaluated  on  their  own  merits. 
This  requires  time-consuming,  repeated  in- 
terviews. Special  examinations,  therefore, 
are  best  directed  when  the  neuropsychiatric 
investigation  justifies  them.  When  doubt 
exists,  however,  the  patient  is  justifiably  sub- 
jected to  investigations. 

6.  From  the  standpoint  of  neuropsy-< 
chiatry,  every  disease  must  be  considered 
as  having  both  a somatic  and  a psychic 
component.  These  two  components  are  in- 
divisible and  should  be  evaluated  in  their 
relation  to  etiology  and  to  the  total  situa- 
tion. With  this  broad  psychologic  point  of 
view,  errors  in  diagnosis  may  frequently  be 
avoided. 

A word  as  to  physiotherapy:  For  many 
years  I have  been  on  the  staff  of  the  Phila- 
delphia Orthopedic  Hospital  and  Infirmary 
for  Nervous  Diseases.  The  neurological 
part  of  this  hospital  was  founded  by  S.  Weir 
Mitchell.  The  rest  cure  originated  here.  It 
was  here  that  Mitchell  first  standardized  the 
use  of  massage,  electricity,  and  hydrother- 
apy. More  than  fifty  years  ago,  in  publish- 
ing the  results  of  his  work,  he  stated  that 
he  was  loath  to  give  it  to  the  medical  pro- 
fession for  he  was  afraid  that  they  would 
not  take  advantage  of  it.  He  was  right  in 
his  prognostications.  On  the  other  hand, 
the  various  cults  did,  and  made  the  most 
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of  it.  It  was  not  until  about  five  years  ago 
that  the  American  Medical  Association  cre- 
ated the  Council  on  Physical  Therapy.  Since 
then  the  Association  has  done  its  utmost  to 
standardize  the  use  of  physical  therapy 
methods  and  to  popularize  its  use.  It  is  a 
sad  commentary  upon  the  progress  of  medi- 
cine that  such  an  interval  should  have 
elapsed.  Even  today  many  physicians  are 
unaware  of  the  fact  that  the  various  meth- 
ods of  physical  therapy  have  an  actual  thera- 
peutic value  apart  for  the  psychic  influence. 
The  great  success  that  Mitchell  had  was 
based  not  only  upon  the  methods  he  em- 
ployed in  the  establishment  of  a diagnosis 
but  in  the  use  of  physiotherapy,  for  it  is  a 


common  experience  that  many  patients  who 
come  into  the  hospital  for  treatment  are  so 
benefited  at  the  end  of  a month  or  six  weeks 
by  the  rest  and  physiotherapy  that  about 
half  of  their  psychic  complaints  disappear  at 
the  end  of  that  time.  Not  only  that,  but  dur- 
ing the  course  of  treatment  the  physician  is 
given  the  opportunity  to  investigate  the 
psychic  element  which  plays  such  a large 
part  in  the  creation  of  symptoms.  In  a way 
Mitchell  was  the  first  psychoanalyst. 

In  my  judgment  every  physician  should 
use  the  different  physiotherapy  methods,  for 
they  are  a great  help  in  the  re-establishment 
of  health.  After  all,  that  is  what  all  physi- 
cians seek. 


THE  TREATMENT  OF  BURNS* 

N.  A.  MADLER,  M.D. 

GREELEY 


That  burns  are  of  concern  to  the  general 
practitioner  in  a rural  community  as  well 
as  to  the  industrial  surgeon  of  the  city  is 
evidenced  by  the  fact  that,  during  the  past 
two  and  one-half  years,  forty-one  burns  of 
a serious  nature  were  admitted  to  the  Gree- 
ley Hospital.  The  use  of  kerosene  and  gaso- 
line in  starting  a fire  in  the  stove  was  the 
cause  of  the  accident  in  25  per  cent  of  the 
cases  admitted.  In  62  per  cent  of  the  cases 
admitted  to  the  Children’s  Hospital  of 
Michigan  during  the  past  three  years,  the 
burn  was  due  to  someone  leaving  a pail  of 
hot  water  unprotected,  the  filling  of  a bath 
tub  with  hot  water  and  the  child  falling 
into  it,  or  to  a child  pulling  a kettle  of  hot 
liquid  from  a stove.  The  third  most  impor- 
tant causative  factor  is  playing  with  matches 
or  around  a bonfire.  Twenty-five  per  cent 
of  the  cases  admitted  to  a Children’s  Hos- 
pital in  Minnesota,  as  reported  by  Davidson, 
were  of  this  nature.  It  would  seem  there- 
fore, that  much  remains  to  be  done  by  phy- 
sicians and  public  health  organizations  in 
the  education  of  the  public,  particularly  in 
the  education  of  parents  in  the  prevention 
of  burns.  Chevalier  Jackson  and  his  co- 
workers have  done  much  in  preaching  the 

♦Read  before  the  Sixty-Second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932. 


gospel  of  prevention  in  relation  to  the  as- 
piration and  swallowing  of  foreign  bodies 
by  children.  We  can,  and  should,  do  as 
much  in  teaching  the  prevention  of  burns. 

A burn  is  a wound  and  should  be  treated 
with  the  same  aseptic  precautions.  The  re- 
action of  the  tissues  to  the  causative  insult 
is  the  same  in  either  case.  The  area  of  ery- 
thema surrounding  a burn  corresponds  to 
the  area  of  congestion  about  a wound.  The 
blisters  caused  by  a burn  may  be  compared 
with  the  exudate  of  a wound.  The  charring 
of  the  tissues  as  the  result  of  a severe  burn 
may  be  compared  with  the  necrosis  of  a 
wound,  and  the  suppuration  in  either  case 
is  due  to  the  same  organism. 

Profound  metabolic  disturbances  follow  a 
severe  cutaneous  burn.  Of  the  various 
theories  propounded  as  to  the  etiology  of 
these  changes,  the  one  advanced  by  David- 
son that  the  changes  are  due  to  the  absorp- 
tion of  a toxin  originating  at  the  site  of  the 
burn,  is  the  most  plausible.  The  clinical 
picture  is  that  commonly  seen  in  shock  and 
in  small  intestinal  obstruction.  There  is 
blunted  sensibility,  cold  clammy  skin,  rapid 
and  thready  pulse,  and  lowered  blood  pres- 
sure. There  is  a marked  decrease  in  the 
urinary  output,  and  the  blood  shows  an 
increase  in  nitrogen  and  creatinin.  In  fatal 
cases  the  post  mortem  findings  are  marked 
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degenerative  changes  in  the  liver,  spleen, 
and  kidneys,  and  edema  of  the  lymphoid 
tissues. 

Of  first  consideration  then,  in  the  treat- 
ment of  a severe  burn,  is  the  emergency 
treatment  or  treatment  of  shock.  While  it 
is  obviously  unnecessary  to  treat  all  burns 
as  an  emergency,  the  fallibility  of  judgment 
as  to  what  constitutes  a severe  burn  is  so 
great  that  it  is  far  better  to  err  on  the  safe 
side  than  to  allow  one  serious  burn  to  be 
neglected.  Glover  states  that  “even  with  a 
fairly  large  experience  with  burns  we  find 
it  quite  impossible  to  estimate  with  any  de- 
gree of  accuracy  at  the  outset  the  extent  and 
depth  of  a burn.  All  too  frequently  a burn 
in  a child  is  treated  by  means  of  some  oint- 
ment in  the  home  by  a physician  who  re- 
gards it  as  a trivial  affair  until  the  second 
day  when  the  child  begins  to  vomit  and 
have  convulsions.  The  child  is  then  rushed 
to  the  hospital  at  a time  when  effective 
treatment  may  be  too  late  to  avoid  a fatal 
issue.’’  They  believe  that  the  toxic  products 
of  the  burned  tissue  absorbed  within  the 
first  few  hours  after  the  burn  determine  the 
outcome  of  the  case  in  all  burns  of  a severe 
nature. 

Anyone  who  has  had  anything  to  do  with 
the  daily  dressing  of  a severe  burn  with 
ointments  can  testify  to  its  time-consuming 
and  nerve-wracking  procedure.  It  is  ex- 
hausting to  the  attendants  as  well  as  pain- 
ful and  exhausting  to  the  patient.  In  1925, 
Davidson,  of  the  Ford  Hospital  in  Detroit, 
advocated  the  use  of  a solution  of  tannic 
acid  as  a local  application  in  the  treatment 
of  burns.  He  showed  that  absorption  of 
toxins  and  loss  of  body  fluid  was  prevented 
in  the  formation  of  a coagulum  by  the  pre- 
cipitation of  the  devitalized  tissues  with  tan- 
nic acid.  The  extensive  literature  published 
on  the  subject  which  has  made  its  appear- 
ance since  that  time  testifies  to  the  wide- 
spread adoption  of  this  method  of  treatment. 
Aside  from  being  practical,  economical,  and 
comfortable  to  the  patient,  of  greatest  inter- 
est is  its  effect  upon  mortality  statistics. 
Glover,  of  Cleveland,  reports  a reduction 
in  mortality  from  14  per  cent  treated  by 
various  methods  to  9.6  per  cent  by  the  tan- 


nic acid  method.  Harris,  of  Toronto,  re- 
ports a reduction  from  26.6  per  cent  to  12 
per  cent;  Herzfeld,  of  Edinburgh,  reports 
a reduction  from  38  to  9.5  per  cent;  Beck- 
man, of  New  York,  27.8  to  14.9  per  cent; 
and  Bancroft  and  Rogers  from  41  and  51  to 
approximately  20  per  cent. 

It  may  be  said  then  that  the  treatment  of 
burns  resolves  itself  into  the  treatment  of 
the  various  stages  of  the  clinical  course  de- 
scriptive of  the  underlying  pathology  at  any 
given  time.  The  patient  who  has  been  se- 
verely burned  should  be  immediately  put  to 
bed  and  morphine  given  by  hypodermic  to 
relieve  the  pain.  Heat  loss  is  prevented  by 
placing  him  under  a covered  cradle  in  which 
enough  electric  lights  have  been  placed  to 
maintain  the  temperature  at  85  to  100  de- 
grees Fahrenheit.  All  clothing  and  dress- 
ings should  be  removed,  and  if  any  oil  or 
ointments  have  been  applied  to  the  burned 
surface,  they  should  be  removed  with  ether. 
All  blisters  which  have  formed,  as  well  as 
those  which  might  subsequently  form  in 
the  course  of  the  first  day,  should  be  opened 
with  sterile  scissors  under  aseptic  precau- 
tions. All  the  loose  layers  of  skin  should 
be  cut  away,  and  all  gross  dirt  in  the  wound 
should  be  removed.  During  the  course  of 
this  procedure  all  unnecessary  roughness 
should  be  avoided  as  being  productive  of 
increase  in  shock.  Gentleness  will  obviate 
the  necessity  of  general  anesthesia  in  most 
cases. 

An  aqueous  solution  of  tannic  acid  is  then 
applied,  10  per  cent  in  adults  and  5 per 
cent  in  children,  being  sprayed  over  the 
burned  area  with  an  atomizer.  The  strong- 
er solutions  are  preferable  to  the  2x/z  per 
cent  solution,  originally  recommended  by 
Davidson,  because  with  the  stronger  solu- 
tions quicker  tanning  of  the  burned  tissues 
is  obtained.  The  more  quickly  this  is  done 
the  less  toxins  are  absorbed.  The  tannic 
acid  spray  is  not  applied  to  the  face.  In- 
stead, a 5 per  cent  tannic  acid  jelly  is  used 
after  vaseline  or  petrolatum  has  been  ap- 
plied about  the  eyelids,  nostrils,  and  lips,  to 
prevent  them  from  becoming  uncomfortably 
dry  and  stiff.  The  tannic  acid  solution  is 
sprayed  over  the  burned  area  every  hour 
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during  the  first  twenty-four  hours.  If  at 
the  end  of  that  time  the  burned  area  is  well 
tanned  and  dry,  no  further  application  of 
tannic  acid  need  be  made,  and  no  further 
treatment  of  the  wound  is  necessary  for  sev- 
eral days.  During  this  time  the  entire 
burned  area  is  exposed  to  the  air.  Sterile 
towels  or  sterile  sheets  should  be  used  to 
keep  the  burned  part  from  coming  in  contact 
with  the  bed. 

If  an  atomizer  is  not  available  for  use  in 
first  aid,  the  tannic  acid  solution  can  be 
applied  in  the  form  of  wet  compresses,  re- 
inforced with  a generous  layer  of  absorbent 
cotton.  Tannic  acid  solution  is  unstable 
and  therefore  cannot  be  kept  on  hand  as 
such.  However,  since  the  dry  powder  can 
be  kept  indefinitely,  a sufficient  supply  can 
always  be  carried  about  in  the  medicine  bag 
or  kept  in  the  medicine  chest  for  emergency 
use,  and  as  it  is  very  soluble  the  making  of 
a 10  per  cent  solution,  10  gms.  to  100  c.c. 
of  water,  is  only  a matter  of  a few  moments. 

Hand  in  hand  with  the  local  treatment 
goes  the  constitutional  treatment,  the  most 
important  phase  of  which  is  the  admin- 
istration of  an  adequate  amount  of  fluid 
to  combat  the  dehydration.  In  an  adult, 
not  too  severely  burned  and  not  vom- 
iting, an  adequate  amount  of  fluid  can 
be  given  by  mouth,  but  if  he  is  vomiting, 
or  in  children,  the  fluid  is  best  given  as  nor- 
mal saline  or  a 5 per  cent  solution  of  dex- 
trose intravenously,  subcutaneously,  or  into 
the  rectum.  From  2000  to  3000  c.c.  per  day 
should  be  given,  or  as  Glover  states,  100  c.c. 
per  kilogram  of  body  weight.  He,  however, 
advises  caution  in  the  use  of  too  much  fluid, 
as  during  the  first  forty-eight  to  seventy- 
two  hours  following  the  burn  the  patient  is 
not  able  to  handle  as  large  an  amount  of 
fluid  as  was  formerly  believed,  and  a gener- 
alized edema  may  be  produced. 

Following  the  initial  rise  in  temperature, 
which  usually  occurs  during  the  first  forty- 
eight  hours,  the  temperature  drops  to  normal 
or  only  slightly  above  normal  and  remains 
so  for  the  next  five  or  six  days.  During  this 
time  the  patient  is  fairly  comfortable,  is 
spared  the  painful  dressings  required  by 
other  forms  of  treatment,  and  in  many  in- 


stances requires  no  sedative  other  than  the 
initial  dose  of  morphine. 

Now  begins  the  second  important  stage 
in  the  treatment  of  the  burn.  At  the  end  of 
the  fifth,  sixth,  or  seventh  day  exudate  be- 
gins to  form  beneath  the  crust,  as  evidenced 
by  a rise  in  temperature,  a sense  of  fluctua- 
tion at  some  point  beneath  the  leathery  skin, 
malaise,  and  in  some  cases  delirium.  If  left 
untreated,  many  of  these  patients  would  die. 
To  loosen  up  the  crusts  and  release  the  ex- 
udate, Dakin’s  solution  should  be  applied  in 
the  form  of  thick  rolls  of  wet  gauze  directly 
over  the  fluctuating  area.  Preceding  this 
the  normal  skin  should  be  well  covered  with 
sterile  vaseline  to  protect  it  from  the  irritat- 
ing action  of  the  Dakin’s  solution.  Oiled 
silk  bandages  over  the  wet  dressing  will  pre- 
vent evaporation.  The  dressings  are  mois- 
tened several  times  a day  and  changed  once 
daily.  The  dressings  are  continued  until 
the  crust  is  all  off  and  granulating  areas  are 
clean  and  ready  for  skin  grafting  or  are 
healing  rapidly  from  epithelial  islands  not 
destroyed  by  the  burn.  If  the  burn  was  not 
a severe  one,  the  crusts  will  be  off  in  from 
three  to  four  days.  Deeper  burns  require 
from  one  to  two  weeks.  During  this  time 
the  patient  exhibits  the  symptoms  of  a mild 
infection,  a ‘‘picket  fence”  temperature  often 
as  high  as  102  degrees,  malaise,  headache, 
and  a general  feeling  of  discomfort.  The 
daily  dressings  are  not  painful  if  well  mois- 
tened before  they  are  removed.  The  clean 
granulating  area  can  be  kept  free  from  in- 
fection by  the  daily  application  of  dichlora- 
mine-T  while  awaiting  the  removal  of  the 
crust  in  the  neighboring  area  and  before 
skin  grafting,  should  that  be  necessary. 

Something  should  be  said  in  explanation 
of  the  use  of  wet  dressings  to  loosen  up  the 
crusts,  in  view  of  the  fact  that  Davidson  and 
others  condemn  the  practice.  They  insist 
that  the  crusts  be  left  intact  until  they  sepa- 
rate spontaneously,  releasing  the  exudate 
when  necessary  by  cutting  channels  through 
the  tanned  skin  with  sharp  pointed  scissors. 
They  contend  that  to  soften  the  crusts  again 
releases  the  toxins  tied  up  in  the  coagulum, 
thereby  defeating  the  very  object  and  mer- 
it in  the  treatment.  However,  Glover  and 
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his  co-workers,  in  defense  of  the  use  of  wet 
dressings,  state  that  from  their  interpreta- 
tion of  the  clinical  state  it  is  their  belief  that 
the  true  toxic  stage  of  a burn  is  over  at  the 
end  of  the  first  forty-eight  hours  and  that 
the  symptoms  exhibited  by  the  patient  during 
the  time  the  crusts  loosen  up  are  the  symp- 
toms of  a mild  acute  infection,  or  sapremia, 
a “secondary  toxic  stage."  They  have  not 
had  a death  during  this  stage  in  their  long 
“tannic  acid  series,”  and  it  is  their  belief 
that  the  unfortunate  results  obtained  by  oth- 
er workers  who  used  this  method  were  due 
to  the  absorption  of  boric  acid  when  used 
in  large  quantities  or  to  the  low  bactericidal 
power  of  boric  acid  and  other  solutions 
used.  As  soon  as  exudate  can  be  detected 
under  the  crusts  and  the  patient  exhibits  the 
symptoms  of  infection,  the  crust  should  be 
loosened  up  as  quickly  as  possible.  This 
can  best  be  done  by  the  use  of  Dakin's  solu- 
tion which  at  the  same  time  admirably  con- 
trols the  symptoms  of  this  so-called  “sec- 
ondary toxic  stage.” 

Following  the  removal  of  the  crusts,  skin 
grafting  when  necessary  should  be  resorted 
to  promptly,  especially  with  children,  as 
they  tolerate  granulating  wounds  very  bad- 
ly. It  is  during  this  time  that  many  patients 
exhibit  a profound  state  of  anemia  and  ex- 
haustion, and  unless  relieved  by  early  and 
timely  blood  transfusions,  they  either  suc- 
cumb or  become  the  victims  of  serious  sec- 
ondary infections. 

It  is  also  during  this  stage  that  deformi- 
ties should  be  guarded  against.  In  an  ex- 
tensive burn  about  the  chest  and  neck,  a 
pillow  should  not  be  allowed  under  the  head, 
thereby  preventing  shortening  of  the  ante- 
rior muscles  of  the  neck  resulting  in  chin- 
chest  adhesions.  Deformities  of  the  hands 
in  children,  so  exceedingly  common,  are  in 
part  avoidable  by  proper  splinting  and  the 
careful  maintenance  of  separation  of  the 
fingers  to  prevent  webbing.  Arm-chest  ad- 
hesions in  burns  involving  the  axilla  can 
largely  be  avoided  by  keeping  the  arm  in 
abduction  during  the  entire  period  of  heal- 
ing. 

Summarizing  the  results  obtained  in  the 
treatment  of  burns  with  tannic  acid,  it  may 


be  stated  that  the  mortality  has  been  reduced 
from  one-half  to  one-third,  the  period  of 
morbidity  has  been  mitigated  and  shortened, 
the  incidence  of  septic  complications  has 
been  reduced,  the  method  of  treatment  is 
practical  and  economical,  and  relative  com- 
fort during  the  administration  of  treatment 
has  been  secured  for  the  patient. 
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ABSTRACT  OF  DISCUSSION 

Leonard  Freeman,  M.D.,  Denver:  Skin  grafting 
is  one  of  the  important  things  in  the  treatment 
of  burns  to  prevent  contractures,  deformities,  and 
sepsis.  It  can  be  done  in  various  ways.  One  can 
use  small  pinch  or  Thiersch  grafts,  or  full  thick- 
ness grafts.  We  should  not  lose  sight  of  the 
importance  of  the  buried  graft.  In  this  method 
small  pinch  grafts  can  be  used,  or  even  Thiersch 
or  full  thickness  grafts.  In  using  pinch  grafts, 
the  grafts  are  seized  with  sharp-pointed  forceps 
and  thrust  well  beneath  the  surface  of  the  granu- 
lations. If  Thiersch  grafts  are  used,  they  are 
threaded  into  a curved  needle  with  a large  eye 
and  woven  in  and  out  among  the  granulations. 

Long,  full  thickness  grafts  may  be  dragged 
through  “tunnels"  beneath  the  granulating  sur- 
face (tunnel  grafting).  Buried  grafts  grow  be- 
neath the  granulations  which  may  be  scraped 
away  if  they  do  not  disappear  spontaneously.  The 
advantages  of  buried  skin  grafts  are  several:  (1) 
The  grafts  are  protected  from  changes  in  tem- 
perature and  from  bacterial  invasion.  (2)  They 
receive  nourishment  from  all  sides,  and  plenty 
of  it.  (3)  They  are  protected  from  traumatism, 
particularly  in  the  changing  of  dressings.  (4) 
They  are  not  disturbed  by  muscular  contractions. 
In  fact,  buried  skin  grafts  can  often  be  used  in 
ambulatory  cases. 

Instead  of  using  superficial  pinch  grafts,  one 
may  use  the  full  thickness  pinch  grafts  advocated 
by  John  Stage  Davis. 

It  should  be  understood  that  buried  grafts  often 
do  not  give  as  good  a cosmetic  result  as  might 
be  desired  and  hence  should  be  used  with  reser- 
vation in  exposed  places. 

Thad  P.  Sears,  M.D.,  Denver:  The  textbook 
teaching,  as  I know,  is  that  such  cases  may  de- 
velop edema  if  fluid  is  over-pushed.  I think  this 
is  a mistake.  I believe  that  the  edema  is  due  to 
the  increased  permeability  of  the  vessel  walls, 
which  is  secondary  to  the  traumatism.  Escape 
of  the  serum  proteins  from  the  blood  stream 
into  these  tissues  increases  the  edema  in  the  tis- 
sue and  makes  the  blood  stream  itself  less  able 
to  remove  the  fluid. 

In  such  a case  it  would  seem  to  me  that  the 
real  indication  is  that  if  edema  develops  in  a burn 
case,  fluid  should  be  pushed  still  harder  instead 
of  discontinued. 
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HANISM  OF  EDEMA* 
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It  would  be  interesting  to  dwell  upon 
some  of  the  general  considerations  relative 
to  the  subject  of  edema,  but  to  remain  with- 
in the  time  limitation  of  this  discussion  it 
will  be  necessary  to  pass  at  once  to  the  sub- 
ject matter.  We  may  pause,  however,  for 
a moment  to  note  that  edema  as  a symptom 
is  one  of  the  commonest  findings  encoun- 
tered as  a sign  of  serious  illness.  Not  only 
are  we  daily  concerned  with  its  significance 
and  treatment,  but  if  the  mechanism  could 
be  explained  by  which  excess  fluid  is  de- 
posited in  the  tissues,  it  would  throw  light 
upon  many  of  the  problems  of  cellular 
chemistry  concerning  which  we  are  not  now 
informed. 

In  the  study  of  this  mechanism,  the  essen- 
tial factors  are  those  which  pertain  to  the 
adjustments  by  which  the  normal  tissue 
maintains  the  constancy  of  its  proper  water 
balance.  If  this  constancy  could  be  ex- 
plained, the  alterations  which  result  in 
edema  would  likely  be  demonstrable  at  once. 

In  the  general  discussion  of  the  subject  it 
is  necessary  to  examine  the  several  theories 
which  have  been  stressed  by  observers  in 
this  field.  A list  of  these  theories  is  here 
presented: 

1 . Errors  in  the  central  nervous  system. 

2.  Errors  in  lymphatic  drainage. 

3.  Disturbances  of  electric  potential  in 
the  tissues. 

4.  Errors  in  the  physical  chemistry  of 
the  tissue  colloids. 

5.  Excessive  filtration  of  water  from 
blood  to  tissues. 

6.  Reduced  absorption  of  water  from  tis- 
sues to  blood  stream. 

7.  Increased  permeability  of  the  capil- 
lary walls. 

8.  Disturbances  of  the  sodium  chloride 
balance. 

♦Read  before  the  Sixty-Second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932. 

The  author  has  a list  of  seventy  references 
which  he  will  glady  supply  to  any  doctor  who 
desires  further  reading  upon  this  subject. 


9.  The  theory  of  primacy  of  the  tissues 
in  nephritis. 

These  will  be  considered  in  order. 

Errors  in  the  Central  Nervous  System 
Some  investigators  have  predicated  a 
mechanism  in  the  central  nervous  system 
which  has  to  do  with  the  control  of  capillary 
permeability  and  tissue  fluid  concentration. 
Elwyn,  and  Abe  and  Sakata  conducted  a 
series  of  experiments  in  which  sodium  chlo- 
ride solutions  were  injected  into  the  arterial 
and  venous  sides  of  the  circulation;  they 
concluded  from  their  results  that  a sodium 
chloride  center  had  been  demonstrated. 

The  vasomotor  centers  have  to  do  with 
the  velocity  and  distribution  of  blood  flow. 
That  these  two  factors  might  have  to  do 
with  edema  is  readily  seen,  but  the  facts 
have  not  been  correlated.  On  the  clinical 
side,  observers  have  noted  the  evident  re- 
lationship of  the  local  edema  of  urticaria  and 
dermographia  to  the  angio-neurotic  group 
of  nervous  instabilities.  Errors  in  water 
balance  have  been  mentioned  in  the  etiology 
of  epilepsy.  Epileptics  gain  weight  before 
an  attack  and  lose  weight  by  diuresis  fol- 
lowing the  seizure.  Delirium  ensues  when 
the  cytoplasm  of  the  brain  takes  up  water 
at  the  expense  of  the  interstitial  spaces,  or 
coma  when  the  opposite  condition  pertains. 
We  may  conclude,  however,  that  this  field 
of  research  has  as  yet  not  been  sufficiently 
explored  to  explain  the  facts  of  general 
edema. 

Errors  of  Lymphatic  Drainage 
This  factor  in  the  production  of  edema 
was  probably  the  first  one  studied  and  it  is 
likely  to  be  the  last  one  understood.  Lymph 
was  early  regarded  as  a product  of  secretory 
function  in  the  endothelial  cells  and  its  ac- 
cumulation in  the  tissues  was  assigned  to 
failure  of  proper  drainage.  The  selective 
filtration  of  substances  of  equal  osmotic  ten- 
sion seemed  to  point  toward  secretory  activ- 
ity in  the  endothelium.  This  was  offered  as 
an  answer  to  the  point  so  often  disputed  as 
to  why  salts  of  equal  osmotic  pressure  do 
not  pass  through  the  endothelium  with  equal 
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ease.  It  has  been  shown  that  in  the  period 
of  edema  formation,  the  cisterna  chyli  and 
thoracic  ducts  are  relatively  dry  and  that 
these  structures  again  conduct  a flow  coin- 
cident with  the  reabsorption  of  the  transu- 
date. However,  in  the  case  of  massive 
edemas,  the  lymphatic  channels  would  seem 
to  be  physically  inadequate  for  the  removal 
of  the  necessary  quantity  of  fluid,  and  the 
whole  problem  is  complicated  by  the  circum- 
stance that  the  lymph  capillaries  begin  as 
blind  tubules  in  the  intracellular  spaces. 
This  introduces  a semi-permeable  membrane 
between  the  edema  fluid  and  the  lymphatic 
lumen  and  presents  another  problem  in  os- 
motic relationship. 

Disturbances  in  the  Electrical  Potential  in 
the  Tissues 

Keller  advanced  the  theory  that  intersti- 
tial fluids  move  to  points  of  greater  electro- 
negativity, i.  e.  the  relative  cathode.  Vari- 
ous dyes  were  used  in  this  demonstration. 

Disturbances  in  the  Physical  Chemistry  of 
the  Tissue  Colloids 

A consideration  of  this  factor  in  the  mech- 
anism of  edema  is  equivalent  to  a study  of 
the  work  of  Martin  Fischer.  The  tissue  col- 
loids can  be  thought  of  as  the  building  mate- 
rial of  which  the  cellular  components  of  liv- 
ing matter  are  constructed.  These  structures 
are  as  varied  as  the  multiplicity  of  life  forms, 
but  the  colloids  which  constitute  them  have 
certain  constant  characteristics  in  common, 
a few  of  which  may  be  here  briefly  re- 
viewed. Specifically  they  are  these:  1.  Col- 
loids (hydrophilic)  when  placed  in  distilled 
water  become  greatly  swollen.  2.  This 
swelling  is  much  greater  if  the  water  is  acid- 
ulated. 3.  The  swelling  is  inhibited  if  non- 
reacting electrolytes  are  added  to  the  acidu- 
lated mixture.  Under  conditions  of  proper 
control  a colloid  may  take  up  forty  times 
its  weight  of  water. 

Fischer  obtained  these  results  when  he 
treated  fibrin,  gelatin  discs,  an  enucleated 
eye-ball,  and  parts  of  various  test  animals, 
by  immersion  in  solutions  as  indicated 
above.  From  his  studies  he  concluded  that 
the  cause  of  edema  resides  in  the  tissues 
themselves  without  reference  to  the  presence 
of  a circulation  beyond  its  function  in  bring- 


ing water  to  the  tissues.  He  held  that  when- 
ever an  adequate  amount  of  water  is  avail- 
able, the  tissue  colloids  will  take  up  more 
than  a normal  quantity  of  fluid  if  some 
agent  increases  their  normal  affinity  for 
water. 

Having  demonstrated  a mechanism  by 
which  water  could  be  drawn  into  the  tissues, 
he  sought  a pathologic  factor  which  could 
so  increase  this  affinity  that  edema  would 
result.  He  found  this  factor  in  the  produc- 
tion of  acids  in  those  conditions  known  to 
be  associated  with  edema.  In  the  suboxy- 
genation of  anemia  or  heart  disease,  or  the 
failure  of  the  excretion  of  acid  radicles  in 
nephritis,  he  found  a cause  of  the  acidula- 
tion  of  the  tissue  colloids.  He  held  that  cir- 
culatory stasis  will  not  of  itself  produce 
edema,  and  he  sought  to  prove  this  assertion 
by  ingenious  experiments  in  which  he  ligated 
various  blood  vessels.  Ligation  of  the  renal 
vein  produced  less  swelling  in  the  kidney 
than  ligation  of  the  renal  artery,  although 
in  the  first  instance  he  had  marked  stasis 
and  in  the  last  instance  none  at  all.  For 
the  next  two  ligations  he  selected  organs 
which  have  two  afferent  blood  supplies.  In 
the  liver  the  portal  circulation,  and  in  the 
lung  the  pulmonary  circulation,  gave  a 
source  of  water  to  the  tissues,  but  edema  did 
not  develop  until  he  interrupted  the  intrin- 
sic blood  supply  to  the  parenchyma  of  these 
organs.  Ligation  of  the  hepatic  artery  gave 
marked  swelling  of  the  liver,  and  he  ob- 
tained no  pulmonary  edema  until  he  ob- 
structed the  bronchial  arteries,  although  he 
had  previously  produced  intense  pulmonary 
stasis  by  partial  ligation  of  the  pulmonary 
vein. 

He  observed  that  there  is  great  swelling  of 
the  tissues  distal  to  an  arterial  thrombosis 
and  that  a dead  body  placed  in  water  be- 
comes greatly  swollen.  All  of  these  phe- 
nomena were  attributed  by  Fischer  to  the 
tissue  acidity  of  anoxemia  and  its  resultant 
effect  on  colloid  imbibition.  In  other  ex- 
periments he  showed  that  electrolytes  inhibit 
swelling  and  he  successfully  applied  this 
method  to  the  reduction  of  the  edema  of 
inflamed  joints  by  the  injection  of  sodium 
citrate  into  the  surrounding  areas. 
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Objection  has  been  made  to  Fischer’s 
theory  on  the  grounds  that  the  edema  fluid 
is  free  in  the  interstitial  spaces  and  body 
cavities  and  not  bound  to  the  tissue  colloids 
and  that  a state  of  acidosis  manifests  itself 
as  a reduction  of  alkali  reserve  rather  than 
an  actual  tissue  acidity.  But,  as  will  be  later 
seen,  there  is  a present  tendency  by  many 
modern  investigators  to  place  the  causes  of 
edema  within  the  cells  of  the  capillary  bed, 
and  some  observers  have  re-affirmed  the 
truth  of  the  Fischer  theory. 

Increase  in  Filtration  Pressure  and  Decrease 
in  Reabsorption 

These  two  factors  in  the  mechanism  of 
edema  are  considered  together  since  they 
go  hand  in  hand.  Together  with  the 
theories  of  increased  capillary  permeability 
and  tissue  primacy,  they  constitute  the  mod- 
ern concept  of  edema. 

The  filtration  pressure  is  that  force  which 
tends  to  drive  fluid  out  of  the  blood  vessel 
into  the  tissue.  It  is  a term  synonymous  to 
blood  pressure  if  it  is  understood  that  fil- 
tration pressure  refers  specifically  to  blood 
pressure  in  the  capillary  bed.  Against  the 
force  of  filtration  pressure,  which  works  to 
drive  fluid  out  of  the  blood  stream,  there  is 
opposed  the  force  of  osmotic  pressure,  which 
exerts  itself  to  draw  fluid  back  into  the  blood 
stream.  The  osmotic  pressure  is  a force 
which  resides  within  the  blood  stream  itself 
and,  as  will  be  seen  later,  depends  upon  the 
concentration  of  the  plasma  proteins.  The 
theory  can  now  be  stated  by  saying  that 
edema  results  when  the  sum  total  of  the  fil- 
tration pressures  is  greater  than  the  plasma 
osmotic  pressures,  or  in  other  obvious  terms 
that  edema  develops  when  transudation  ex- 
ceeds absorption. 

By  way  of  illustration  we  may  consider 
the  normal  mechanism  of  water  balance  in 
the  capillary  areas.  The  intra-capillary 
blood  pressure  has  been  shown  by  use  of 
the  micro-capillary  tonometer  to  average 
about  25  mm.  of  mercury.  The  normal  os- 
motic pressure  of  the  plasma  proteins  is  also 
about  25  mm.  of  mercury.  At  any  point  in 
the  capillary  bed  where  these  two  forces 
are  equal  an  equilibrium  is  therefore  estab- 
lished and  filtration  outward  will  exactly 


balance  absorption  inward.  But  by  reference 
to  the  dynamics  of  the  circulation,  it  will  be 
seen  that  at  any  point  on  the  arteriole  side 
of  the  capillary  the  blood  pressure  will  be 
higher  than  25  mm.  and  therefore  greater 
than  the  osmotic  pressure  of  the  plasma  pro- 
teins, and  at  any  point  on  the  venule  side 
of  the  capillary  the  blood  pressure  will  be 
less  than  25  mm.  and  hence  less  than  the 
osmotic  pressure  of  the  plasma  proteins.  We 
have  then  a condition  whereupon  the  arte- 
riole side  the  pressure  balance  is  in  favor  of 
filtration  and  water  passes  into  the  tissues, 
and  on  the  venule  side  the  balance  is  in 
favor  of  osmosis  and  water  passes  out  of 
the  tissues.  In  normal  physiology  these  two 
factors  are  exactly  balanced  and  the  fluid 
element  of  the  tissue  remains  constant.  It 
can  be  seen,  however,  that  if  from  any  cause 
the  intravascular  blood  pressures  are  raised 
or  the  osmotic  pressures  lowered,  edema  will 
result.  That  these  factors  are  subject  to 
just  this  variation  has  been  amply  shown  by 
innumerable  investigators.  In  congestive 
heart  failure,  the  venous  blood  pressures  are 
raised  by  the  increase  in  resistance  on  the 
right  side  of  the  heart  and  in  nephritis  the 
plasma  osmotic  pressures  are  reduced  by  the 
drain  of  serum  protein  through  the  albumin- 
uria. This  view  of  the  mechanism  of  edema 
was  first  stated  by  Starling  in  1899  prior  to 
the  work  of  Fischer. 

The  drain  of  the  serum  proteins  is  the  as- 
signable reason  for  a high  protein  diet  in 
acute  or  chronic  parenchymatous  nephritis. 
The  edema  of  arterio-sclerotic  nephritis  is 
due  to  cardiac  failure,  but  a normal  protein 
diet  is  no  less  indicated  to  combat  anemia 
and  to  prevent  a protein  starvation  which  in 
itself  can  produce  edema. 

We  may  now  consider  wherein  the  plasma 
proteins  are  particularly  adapted  to  fulfill 
the  requirements  of  an  osmotic  agent  in  the 
blood  stream.  That  these  proteins  are  not 
the  only  components  of  the  plasma  which 
contribute  to  osmotic  tension  is  readily  seen. 
In  fact  the  osmotic  pressure  of  the  plasma 
proteins  is  only  about  25  mm.  of  mercury  as 
compared  to  about  5325  mm.  of  mercury 
given  by  an  .85  per  cent  solution  of  sodium 
chloride.  But  the  especial  value  of  the  pro- 
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teins  in  this  connection  depends  specifically 
upon  the  circumstance  that  they  do  not  pass 
by  osmosis  through  a permeable  membrane, 
whereas  the  inorganic  salts  of  the  blood 
plasma  pass  with  such  ease  through  such  a 
membrane  that  they  are  unable  to  maintain 
any  constant  osmotic  pressure  on  the  intra- 
vascular side  of  the  capillary  walls.  The 
plasma  proteins  do  not  exert  a high  osmotic 
pressure,  but  since  they  do  not  dialyze  they 
remain  inside  the  vessel  walls  and  exert  a 
constancy  of  pressure  which  could  not  be 
obtained  by  any  agency  that  reaches  an 
osmotic  equilibrium  so  readily  as  does  an 
inorganic  salt. 

If  one  asks  why  the  plasma  proteins  do 
not  dialyze,  or  why  they  exert  so  low  an 
osmotic  pressure,  the  answer  is  found  in  a 
reference  to  their  enormous  molecular 
weights.  The  plasma  proteins  consist 
largely  of  serum  albumin  (5  per  cent)  and 
serum  globulin  (2  per  cent).  These  com- 
pounds are  colloids  and  as  such  have  mole- 
cular weights  which  vary  between  ten  and 
forty  thousand.  Mathews  gives  a value  of 
15,697  for  serum  albumin.  Compare  this  to 
the  molecular  weight  of  58.5,  which  is  given 
for  sodium  chloride.  Since  osmotic  pressure 
varies  indirectly  as  the  molecular  weight,  it 
follows  that  any  colloid  will  be  of  low  os- 
motic tension.  In  this  case,  serum  albumin 
and  serum  globulin  in  a seven  per  cent  solu- 
tion give  molecular  weights  above  16,000 
and  an  osmotic  pressure  of  about  25  mm.  of 
mercury,  as  against  sodium  chloride  in  .85 
per  cent  solution,  having  a molecular  weight 
of  58.5  and  an  osmotic  pressure  in  this  dilu- 
tion of  5325  mm.  of  mercury,  which  is  a 
little  over  seven  atmospheres. 

The  weight  of  the  molecules  of  the  plasma 
proteins  also  determines  the  limitation  of 
their  diffusibility.  They  are  physically  too 
large  to  pass  through  a permeable  mem- 
brane. They  are  in  fact  so  large  that  they 
can  be  thrown  out  of  solution  by  a centrifuge 
or  actually  seen  as  diffraction  halos  under 
the  ultra-microscope. 

Errors  in  Permeability  of  the  Vessel  Walls 

This  factor  is  of  importance,  but  it  has 
not  been  exhaustively  studied.  The  fact  is 
established  that  the  capillary  walls  become 


more  permeable  under  certain  conditions  of 
inflammation,  trauma,  acidosis,  or  anoxemia. 
Landis  showed  in  1927  that  a lack  of  oxygen 
alone  will  quickly  render  the  capillary  wall 
more  permeable  not  only  to  water  but  to  the 
plasma  proteins  as  well.  This  is  the  condi- 
tion in  an  inflammatory  exudate,  as  evi- 
denced by  its  high  protein  content  and  spe- 
cific gravity.  In  such  a case,  edema  will 
develop  more  readily,  and  any  plasma  pro- 
teins which  pass  into  the  tissue  spaces  by 
reason  of  the  abnormal  permeability  will 
reduce  the  osmotic  pressure  of  the  blood 
stream  and  correspondingly  increase  the 
ability  of  the  tissues  to  attract  water. 

Disturbances  of  the  Sodium  Chloride 
Balance 

Various  workers  have  produced  experi- 
mental edema  in  dogs  by  reduction  of  their 
serum  proteins  from  the  normal  seven  per 
cent  to  a level  below  four  per  cent.  This 
reduction  is  accomplished  by  protein  star- 
vation in  the  diet  or  by  plasmapheresis. 
Animals  prepared  in  this  manner  invariably 
develop  edema  when  the  serum  proteins  fall 
below  the  critical  four  per  cent.  Addition 
of  salt  to  the  animal's  diet,  when  the  serum 
protein  is  above  four  per  cent,  does  not  re- 
sult in  edema,  but  if  salt  is  added  when  the 
serum  proteins  are  below  four  per  cent,  there 
will  be  an  increase  in  the  edema  already 
present.  These  observations  indicate  that 
sodium  chloride  is  an  accessory  factor, 
though  not  the  primary  cause,  of  edema.  It 
can  be  further  shown  that  it  is  the  sodium 
ion  of  the  sodium  chloride  that  is  respon- 
sible for  this  effect. 

Sodium  chloride  is  retained  in  the  body 
in  the  glomerular  and  tubular  lesions  of  the 
kidney.  Such  salt  as  is  thus  stored  in  the 
tissues  will  hold  water  as  a solvent.  This 
again  is  an  accessory  factor  in  edema.  Ex- 
clusion of  salt  from  the  diet  is  a rational 
treatment  in  only  the  edema  of  parenchy- 
matous nephritis.  In  the  chronic  interstitial 
type  of  nephritis,  salt  restriction  may  do  the 
patient  actual  harm  by  robbing  him  of  his 
only  opportunity  to  replace  the  salt  washed 
out  by  his  polyuria.  In  any  case  the  exclu- 
sion of  salt  will  not  reduce  a nephritic  edema 
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beyond  the  point  where  the  low  serum  pro- 
tein is  made  manifest. 

The  Theory  of  Tissue  Primacy  in  Nephritic 
Edema 

This  theory  is  a more  recent  development 
in  the  study  of  edema  and  yet  its  origin  can 
be  found  in  the  work  of  Martin  Fischer 
when  he  assigned  the  causes  of  edema  to 
changes  in  the  issues  themselves. 

The  theory  is  as  startling  as  it  is  attrac- 
tive. Its  advocates  defend  the  position  that 
in  the  disease  now  termed  chronic  nephritis, 
the  kidneys  themselves  stand  in  a secondary 
position  and  the  renal  changes  are  a local 
sign  of  a general  condition  affecting  the 
cellular  tissues  throughout  the  body.  They 
hold  that  in  health  or  disease  the  kidneys 
continue  to  excrete  water  and  metabolites,  if 
these  are  presented  to  the  kidneys  for  excre- 
tion. Proponents  of  this  view  object  to  the 
older  theory  that  inflammatory  or  degenera- 
tive lesions  of  the  kidney  render  it  less  per- 
meable to  water  and  metabolites  and  more 
permeable  to  serum  albumin.  They  point  out 
that  a secretory  membrane  which  will  per- 
mit the  filtration  of  a colloid  (serum  protein) 
of  a molecular  weight  of  16,000  should  not 
be  impermeable  to  the  small  molecule  of 
water  or  salt.  The  theory  of  tissue  primacy, 
therefore,  explains  edema  upon  the  basis  of 
an  increased  avidity  of  the  tissues  them- 
selves whereby  water  is  held  in  the  areas 
of  edema  and  not  presented  to  the  kidneys 
for  excretion. 

The  same  situation  is  claimed  for  the 
metabolites.  When  a nephritic  patient,  un- 
der stress  of  some  sudden  crisis,  passes  into 
a state  of  uremia,  the  non-protein  blood 
nitrogens  at  first  drop — even  though  the  pa- 
tient is  getting  worse.  As  the  uremia  contin- 
ues the  non-protein  nitrogen  values  begin 
to  rise,  and  if  at  this  time  the  patient  sud- 
denly improves,  the  non-protein  nitrogen 
readings  continue  to  elevate  even  though 
the  patient  is  recovering.  These  facts  are 
taken  to  mean  that  in  the  period  of  develop- 
ing uremia  the  metabolites  are  disappearing 
from  the  blood  because  they  are  held  in 
the  tissues.  With  improvement  in  the  pa- 
tient the  nitrogen  metabolites  are  promptly 
unloaded  upon  the  blood  stream  for  their 


transportation  to  the  kidneys.  From  this 
viewpoint,  therefore,  the  non-protein  nitro- 
gen values  are  to  be  interpreted  as  an  index 
of  chemical  equilibrium  between  blood 
stream  and  tissues  rather  than  as  a test  of 
renal  function.  This  view  is  in  harmony 
with  the  reported  cases  of  uremia  showing 
low  non-protein  blood  nitrogen  values. 

It  has  long  been  known  that  where  a total 
renal  insufficiency  has  been  produced  by 
poisons  or  accidental  total  nephrectomy,  the 
death  that  follows  is  attended  by  low  blood 
pressure,  no  edema,  and  death  as  by  ex- 
haustion. But  where  a true  uremia  is  pres- 
ent the  death  is  marked  by  a high  blood 
pressure,  edema,  delirium,  and  coma.  In 
other  words,  renal  insufficiency  alone  docs 
not  seem  to  explain  the  symptoms  of  uremia. 
Such  symptoms  are  in  themselves  suggestive 
of  the  action  of  a toxic  agent.  That  this 
toxic  agent  is  not  a retained  normal  metab- 
olite is  a reasonable  assumption  in  view  of 
the  failure  to  isolate  any  normal  urinary 
body  which  will  produce  the  symptoms  of 
uremia  when  injected  into  a test  animal. 

The  theory  of  tissue  primacy  postulates 
the  production  of  such  a toxic  fraction  as  a 
result  of  some  incomplete  catabolic  reaction 
in  the  tissues  of  the  nephritic  patient.  These 
fractions  are  then  conjugated  with  serum  al- 
bumin to  reduce  their  toxicity  and  are  ex- 
creted by  the  kidneys  as  serum  protein  which 
has  lost  its  normal  constitution.  The  serum 
protein  which  is  so  utilized  depletes  the  blood 
stream  of  its  normal  serum  protein  concen- 
tration and  results  in  the  low  values  charac- 
teristic of  parenchymatous  nephritis.  That 
such  toxic  bodies  do  appear  in  the  urinary 
proteins  has  been  shown  by  various  precip- 
itin, dialytic,  and  hydrolytic  technics.  These 
fractions  are  looked  upon  as  being  the  es- 
sential cause  of  uremia,  and  the  whole 
theory  of  tissue  primacy  ably  explains  the 
facts  of  edema  and  such  phenomena  as  the 
intradermal  salt  test  of  McClure  and  Aid- 
rich. 

Conclusions 

1.  A review  is  given  of  the  various  theo- 
ries of  the  mechanism  of  edema. 

2.  An  outline  of  a new  theory  of  ne- 
phritis is  presented. 
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3.  Edema  due  to  cardiac  or  nephritic 
■causes  is  secondary  to  an  imbalance  between 
the  filtration  and  osmotic  pressures  of  the 
blood  stream,  plus  changes  in  the  perme- 
ability of  the  capillary  walls  and  increase 
in  the  avidity  of  the  tissues  themselves  for 
water.  The  local  edema  of  venous  obstruc- 
tion belongs  in  this  group  and  the  edema  of 
starvation. 

A.  Inflammatory  edema  and  possibly 
anemic  edema  is  assignable  to  changes  in 
capillary  permeability  secondary  to  trauma- 
tism, infection,  or  anoxemia. 

5.  In  all  types  of  edema,  a normal  pro- 
tein diet  is  indicated  with  only  such  salt  re- 
striction as  is  consistent  with  the  type  of 
edema  found. 

ABSTRACT  OF  DISCUSSION 

C.  N.  Meader,  M.D.,  Denver:  The  newer  concep- 
tions of  the  causation  of  edema  raise  at  once 
the  Question  of  therapeutic  implications.  If  fur- 
ther experience  proves  them  true,  our  past  meth- 
ods of  protein  feeding  in  nephritis  are  wrong. 
Clinical  papers  already  published  by  McCann, 
McLester,  Lashmet,  and  Barker  indicate  that  pro- 
tein rations  as  high  as  75  to  150  grams  may  be 
borne  by  the  nephritic,  not  only  without  harm 
but  with  marked  clinical  benefit.  It  has  long 
seemed  to  me  poor  judgment  to  deprive  the  chron- 
ic nephritic  of  protein  in  a disease  of  many  years 
duration,  and  I have  advised  these  patients  to 
take  a maintenance  ration.  No  harm  from  this 
has  been  apparent  clinically. 

The  mechanism  of  edema  is  not,  however,  al- 
ways simple,  and  the  effect  of  sodium  chloride 
cannot  be  overlooked.  Nor  should  it  be  forgotten 
that  it  is  the  sodium  ion  which  is  important  and 
that  the  benefit  from  salt-restriction  may  be  nulli- 
fied by  a liberal  intake  of  sodium-containing  food. 
The  introduction  of  a diet,  chosen  to  supply  a 
neutral  or  alkaline  ash,  as  devised  by  Lashmet 
and  by  Barker,  is  an  important  advance.  The  use- 
fulness of  the  acid-forming  salts  is  great,  but 
their  effectiveness,  too,  may  be  entirely  offset  by 
an  alkali-producing  diet. 

E.  R.  Mugrage,  M.  D.,  Denver:  In  the  laboratory 
the  subject  of  edema  brings  up  many  puzzling 
problems.  Fluids  examined  are  divided  into 
transudates,  those  carried  into  the  tissues,  and 
exudates  those  that  arise  from  inflammation. 

Our  studies  of  the  past  have  stressed  morbid 
histology  of  fixed  tissues,  and  often  the  interpre- 
tation of  these  studies  did  not  agree  with  the 
clinical  picture  as  seen  in  cases  of  nephritis,  with 
and  without  edema. 

The  normal  or  abnormal  activities  of  the  living 
cell  when  understood  give  more  important  infor- 
mation, and  diagnostic  tests  based  on  the  func- 
tional activities  of  living  cells  will  further  our 
medical  knowledge  of  the  future. 

At  the  present  time  very  little  is  known  of  the 
origin,  chemistry,  value,  and  final  disposal  of 
the  many  protein  substances  classed  by  usage  as 
albumin.  These  are  very  complex  problems  and 
will  require  solution  before  the  subject  of  edema 
is  clear. 

R.  W.  Arndt,  M.D.,  Denver:  Singularly  enough 


Dr.  Meader’s  thoughts  and  mine  are  virtually 
identical.  Of  course  we  were  all  very  much  inter- 
ested and  informed  by  Dr.  Sears’  paper.  It  seems 
to  me  the  practical  thing  that  an  internist  can 
derive  from  it  is  to  stress  an  increase  in  the 
protein  intake  in  cases  of  acute  as  well  as  chron- 
ic Bright’s  disease,  in  that  form  characterized  by 
edema  and  by  albuminuria  where  there  is  a 
marked  loss  of  body  protein. 

Formerly  we  were  afraid  to  give  protein.  We 
were  afraid  that  the  degradation  products  would 
harm  the  kidney.  We  thought  more  of  the  kid- 
ney than  we  did  of  the  patient.  The  patient  lost 
a lot  of  strength.  Our  old  Karell  diet  of  milk 
on  which  we  kept  them  for  so  long,  I’m  sure 
did  them  a lot  of  harm. 

That  prejudice  extended  to  the  laity  so  that 
even  now  it  is  pretty  hard  in  well-informed  fami- 
lies to  get  them  to  use  meat  in  the  dietary  of  a 
patient  who  has  either  acute  or  chronic  Bright’s 
disease.  I don’t  think  it  is  of  so  great  importance 
in  nephrosis.  There  the  essential  mischief  is 
in  the  arterial  system,  and  they  will  die  of  car- 
diac failure  or  circulatory  failure  rather  than  of 
renal  incompetence. 

I think  we  ought  to  step  the  protein  in-take 
up  to  say  150  grams  in  an  adult.  Allowing  four 
calories  per  gram  of  protein  means  600  calories 
of  his  total  in-take  a day  in  protein. 

In  a practical  way  that  means  what?  A large 
serving  of  meat,  a quart  of  milk,  and  a couple 
of  eggs.  He  ought  to  be  getting  about  that  amount 
of  protein  a day. 

I give  it  in  that  form  because  there  is  a high 
biologic  value.  It  is  easily  absorbed.  If  you 
give  him  that  much  meat,  you  not  only  help  the 
patient,  but  you  help  a good  many  of  your  friends 
who  are  raising  Herefords. 

R.  M.  Fuiwider,  M.D.,  Fort  Lyon:  I desire  to 
make  a plea  for  a revamping  of  the  nomenclature 
The  term  “nephritis”  is  very  misleading,  and 
we  don’t  find  nephritis  in  one  case  out  of  a dozen 
that  are  so  diagnosed. 

Dr.  Addis  of  San  Francisco  has  adopted  the 
term  “Bright’s  disease”  covering  every'  form  of 
what  was  formerly  classified  nephritis,  such  as 
glomerular  nephritis,  the  arterio-sclerotic  type, 
the  hemorrhagic  type,  etc.  He  says  that  is  the 
proper  term,  that  you  wouldn  t designate  a condi- 
tion as  pancreatitis  when  diabetes  is  present  and 
because  there  is  a disturbance  of  the  pancreatic 
metabolism. 

Dr.  Sears  (Closing):  I would  not  be  construed 
to  mean  that  the  use  of  salt  in  edema  may  not 
increase  the  edema.  What  I tried  to  say  was 
that  the  addition  of  salt  to  the  diet  will  not  cause 
the  edema  nor  will  it  increase  the  edema  unless 
the  serum  protein  is  already  below  four  per  cent. 

I said  nothing  about  the  factor  of  increased 
permeability  in  this  mechanism.  It  is  a very 
important  phase.  I have  not  the  time  to  cover  it. 
It  is  the  explanation  of  inflammatory  edema  and 
also  has  a part  to  play  in  cardiac  edema.  In- 
crease in  permeability  allows  the  serum  proteins 
to  pass  through  when  they  ordinarily  would  not 
do  so. 

As  regards  the  last  point  made,  there  are  very 
many  workers  in  this  field  all  over  the  world  who 
still  favor  the  term  “Bright’s  Disease.”  They 
say  all  forms  of  nephritis  as  we  are  now  differ- 
entiating them  are  really  blending  in  one  with 
the  other,  and  we  have  not  yet  reached  the  stage 
of  pathologic  exactitude  where  we  may  say  one 
nephritis  is  different  than  the  other.  They  favor 
the  term  “Bright’s  disease.” 
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CASE  REPORTS 


TRANSITORY  VESTIBULAR  AND 
AUDITORY  DISTURBANCES 
FOLLOWING  MUMPS 

GERALD  M.  FRUMESS,  M.D. 

DENVER 

The  occurrence  of  meningitis  or  meningo- 
encephalitis is  a not  infrequent  complication 
arising  during  the  course  of,  or  following 
an  attack  of  mumps.  Deafness  has  also 
been  known  to  occur  occasionally  as  a se- 
quel to  mumps.  The  deafness  may  be  inde- 
pendent of  meningitis  or  encephalitis,  and 
is  usually  labyrinthine  in  origin  and  unilat- 
eral. 

The  meningitis  complicating  mumps  is  of 
a sero-fibrinous  variety.  It  may  be  mild  or 
severe,  but  rarely  terminates  fatally.  Its 
pathology,  therefore,  has  not  been  exhaus- 
tively studied.  The  cerebro-spinal  fluid 
shows  an  increase  in  pressure,  with  increased 
globulin  content  and  lymphocytes.  That  an 
associated  encephalitis  may  occur  is  indi- 
cated by  the  presence  of  focal  symptoms. 

A few  years  ago  Voss'  described  several 
cases  of  auditory  and  equilibratory  disturb- 
ance in  the  course  of  epidemic  parotitis. 

The  following  case  is  one  which  I saw  re- 
cently and  which  would  appear  to  be  repre- 
sentative of  a type  of  complication  similar 
to  that  described  by  Voss  and  associated 
with  localized  meningo-encephalitis  making 
its  appearance  several  weeks  following  the 
subsidence  of  an  attack  of  mumps. 

The  patient,  H.  W.,  aged  36,  first  called 
me  at  10:30  p.  m.  on  April  30,  1932.  For 
the  preceding  two  days  he  had  had  frequent 
spells  of  vertigo,  so  severe  as  to  make  it 
necessary  for  him  to  cease  work.  His  occu- 
pation was  that  of  cook  in  a hotel  restaur- 
ant. About  two  hours  before  he  called  me, 
he  experienced  a sudden  attack  of  vomiting, 
not  preceded  by  nausea,  and  apparently 
projectile  in  type.  It  was  accompanied  by 
a bursting  occipital  headache  and  intense 
vertigo.  He  complained  of  tinnitus  in  the 
left  ear,  whistling  in  character,  and  impaired 


hearing  on  the  left  side.  His  temperature 
was  97.8°  F.  and  his  pulse  112.  Examina- 
tion revealed  an  undernourished  male,  ap- 
parently 35  years  of  age,  very  apprehensive, 
and  appearing  acutely  ill.  His  pupils  reacted 
to  light  and  accommodation.  External  oc- 
ular movements  were  normal  with  the  excep- 
tion of  the  presence  of  rather  marked  nys- 
tagmus upon  looking  to  the  left,  the  fast 
component  being  in  the  direction  of  vision. 
It  was  impossible  to  undertake  caloric  or 
rotatory  tests  under  the  circumstances. 
There  was  no  papilledema.  The  tympanic 
membranes  were  normal,  but  the  patient 
could  hear  a watch  tick  only  twelve  inches 
distant  from  the  left  ear,  whereas  for  the 
right  ear  his  hearing  distance  was  forty 
inches.  The  remainder  of  the  physical  ex- 
amination was  negative.  His  knee-jerks, 
biceps  and  triceps  jerks,  and  abdominal  re- 
flexes were  normal.  There  was  no  adiado- 
kokinesis.  No  gross  asynergies  or  tremors 
were  present.  Subsequent  examination  re- 
vealed a positive  Rhomberg  sign;  the  Was- 
sermann  reaction  was  negative.  Erythro- 
cyte count  was  4,400,000;  hemoglobin  80 
per  cent  (Talquist);  leukocyte  count  6.400, 
with  71  per  cent  polymorphonuclear  leuko- 
cytes, 26  per  cent  lymphocytes  and  2 per 
cent  mononuclear  cells.  Unfortunately,  no 
lumbar  puncture  was  attempted. 

The  past  history  was  largely  negative  ex- 
cept for  an  appendectomy  performed  four 
years  before,  and  an  attack  of  bilateral  epi- 
demic parotitis  commencing  on  March  17. 
During  resolution  of  the  parotitis  a right 
sided  orchitis  occurred.  This  complication 
subsided  in  a week’s  time,  and  since  then 
the  patient  enjoyed  excellent  health  up  to 
the  time  of  appearance  of  the  vertigo  and 
tinnitus,  two  days  before  I saw  him. 

The  course  of  illness  was  one  of  gradual, 
uneventful  recovery.  The  projectile  vomit- 
ing recurred  once  on  the  following  day.  Two 
days  later  the  patient  was  up  and  about. 
On  May  7,  the  vertigo  was  gone,  but  the 
tinnitus  continued.  On  May  1 2,  he  was 
symptomless.  Treatment  was  symptomatic. 
In  view  of  the  work  of  Kermorganty  who 
believes  a granular  spirochaete  to  be  the 
etiologic  agent  of  mumps,  I was  considering 
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the  use  of  one  of  the  arsenicals  if  the  symp- 
toms did  not  rapidly  abate. 

The  above  case  illustrates  the  occurrence 
of  local  meningitis  either  involving  the  acous- 
tic nerve  or  accompanied  by  an  encephalitis 
producing  the  focal  vestibular  and  auditory 
symptoms.  Mumps  meningitis  and  its  se- 
quellae  seems  to  be  assuming  more  and  more 
importance,  and  I believe  it  is  well  to  re- 
mind the  practitioner  of  its  existence  by  an 
occasional  case  report. 
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Editor:  J.  W.  AMESSE,  M.D. 


Trend  Continues  Toward  Cooperative 
Medicine  as  Solution  to  Problems 
of  Middle  Class 

“Hiring  a Doctor  by  the  Year — A suc- 
cessful experiment  in  community  coopera- 
tion in  the  plateau  country  of  North  Caro- 
lina is  described  in  the  August  issue  of  The 
Farmer's  Wife.  In  return  for  a membership 
fee  of  $15.00  a year  per  family,  members  of 
the  Stewart’s  Creek  Doctor  Association  re- 
ceive all  the  general  medical  care  needed 
which  a general  practitioner  usually  gives." 

- — Journal  of  Home  Economics,  November, 
1932. 

Norman  J.  McPhail,  President  of  the  Pa- 
cific Life  Extension  and  Hospital  Service 
System,  Inc.,  in  discussing  the  Periodic  Pay- 
ment Plan,  throws  a new  light  on  the  re- 
sponsibility of  the  well  people  toward  the 
support  of  medical  service  which  must  be 
kept  available  at  all  times.  The  well  person 
under  the  present  system  does  nothing  year 
after  year  toward  maintaining  the  service 
which  must  be  ready  at  all  times  to  serve 
him,  and  the  cost  is  borne  entirely  by  about 
10  per  cent  of  the  public. 

The  Periodic  Payment  Plan  would  help 
solve  the  financial  trouble  of  the  medical 


service  and  assure  at  the  same  time  profes- 
sional guidance  to  the  well  and  minor  treat- 
ment to  the  slightly  ill  or  afflicted  who  deny 
themselves  this  service  because  of  its  present 
high  cost. — Western  Hospital  Review,  Oc- 
tober, 1932. 


Health  Programs  in  Schools 

According  to  periodicals  this  month,  con- 
structive school  health  programs  are  being 
organized  in  different  parts  of  the  country. 
The  Massachusetts  state  department  of  edu- 
cation has  published  a new  course  of  studv 
in  health  education  for  the  elementary 
schools  which  is  based  on  sound  educational 
theory  and  in  line  with  modern  practices  of 
teaching. — Teaching  Health  to  Children. 
Massachusetts  Tuberculosis  League. 

At  the  February  meeting  of  the  Depart- 
ment of  Supervisors  and  Teachers  of  Home 
Economics,  National  Education  Association, 
the  nutrition  needs  of  the  school  child  and 
the  responsibility  of  the  home  economics 
teacher  were  thoroughly  discussed.  This 
was  done  with  a view  of  working  out  a care- 
fully planned  program  of  nutrition-health 
education  extending  throughout  school  life 
and  creating  an  attitude  of  responsibility 
among  the  teachers  themselves  for  this  pro- 
gram. 

The  Akron  public  schools  have  a unique 
program  of  health  education  throughout  its 
school  system.  They  adopted  and  developed 
the  health  program  of  the  National  Dairy 
Council.  In  the  high  school  the  health  course 
is  coordinated  with  other  subjects,  hygiene, 
biology,  etc.,  and  unusual  devices  are  used 
to  arouse  the  interest  of  the  pupils.  Cafe- 
teria menus  are  carefully  checked  for  their 
food  value  by  the  children  themselves.  Chil- 
dren choosing  a correct  lunch  at  noon  are 
given  an  A card,  while  others  get  slips  re- 
minding them  of  the  foods  needed:  pupils 
keep  records  of  their  sleep,  exercise,  work, 
study,  and  time  out  of  doors  which  they 
check  with  the  teacher.  Rat  feeding  is  an 
activity  which  has  vividly  impressed  the 
children  with  the  value  and  results  of  food. 
The  health  instruction  is  handled  through 
the  regular  school  channels  in  the  elementarv 
schools.  The  teachers,  furnished  with  study 
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plans  and  supplementary  material  to  guide 
them,  make  preliminary  examinations  and 
daily  checks  of  health  habits. — -Journal  of 
Home  Economics,  November,  1932. 

War  against  deafness  must  begin  with 
the  school  child,  according  to  Frank  H.  Ro- 
din, M.D.,  writing  in  the  Western  Hospital 
Review  for  October.  A recent  survey  by 
the  San  Francisco  Board  of  Health  in  con- 
junction with  the  Board  of  Education  shows 
that  the  work  may  be  covered  in  four  steps. 
1.  Prevention.  This  is  accomplished  by 
preventing  contagious  diseases  which  often 
affect  the  ears,  the  removal  of  infected  ton- 
sils and  adenoids,  and  the  building  up  of  the 
malnourished  child  to  increase  his  power  of 
resistance  to  disease.  2.  Find  children  who 
have  a defect  which  needs  treatment  and 
where  treatment  may  restore  normal  func- 
tion or  prevent  a further  loss  of  hearing. 
This  is  best  accomplished  by  a survey  with 
the  phonograph  audiometer.  3.  The  children 
who  failed  to  show  normal  hearing  are  ex- 
amined by  an  otologist  with  object  to  dis- 
cover if  possible  the  cause  or  causes  produc- 
ing the  loss  of  hearing  which  may  need  med- 
ical attention  and  to  find  the  children  who 
have  such  an  impairment  of  hearing  that 
they  need  lip  reading  instruction.  4.  The 
follow-up  work  of  notifying  parents,  arrang- 
ing for  medical  care  and  special  instruction. 
A second  survey  is  being  made  to  check  the 
positive  results  of  the  first,  and  facts  will 
soon  be  available  to  the  public. 


Many  Factors  Combine  to  Decrease 
Child  Labor 

The  American  Child  for  November  tells 
us  that  legislative  enactments,  public  opin- 
ion, and  technological  changes  in  industry 
are  all  playing  their  part  in  the  steadily  in- 
creasing number  of  child  laborers.  The  per 
cent  of  reduction  varies  greatly  in  different 
industries.  The  large  reduction  in  the  num- 
ber of  children  employed  in  clerical  occupa- 
tions, messengers,  errand  boys,  etc.,  is  per- 
haps explained  by  the  fact  that  this  service 
is  the  first  sacrificed  in  hard  times.  The  de- 
crease in  the  number  employed  in  manufac- 
turing and  mechanical  industries  offers  the 
most  interesting  study  of  all.  Since  appren- 


ticeship offers  the  surest  road  to  skilled 
workmanship  and  advancement  in  industrial 
occupations,  this  in  itself  is  significant  of 
the  lack  of  worth-while  openings  for  junior 
workers. 

Recent. surveys  on  the  employment  of  boys 
in  the  coal  mining  industry  in  Pennsylvania 
have  resulted  in  the  issuance  of  rulings  by 
the  state  industrial  board  prohibiting  the 
employment  of  minors  under  18  years  in  car- 
handling, and  in  a number  of  other  espe- 
cially hazardous  kinds  of  work  both  inside 
and  outside  the  mines. 

A recent  resolution  of  the  National  Edu- 
cation Association  “favors  strict  economy  in 
the  administration  of  public  schools,  but  it 
is  unalterably  opposed  to  any  retrenchment 
which  injures  the  children  of  America  either 
by  lowering  present  educational  standards, 
destroying  the  morale  or  effectiveness  of 
teachers,  or  eliminating  school  subjects  and 
activities  contributing  to  the  health,  culture, 
or  vocational  training  of  our  citizens.  ’ 

Changing  industry  plays  a large  and  un- 
noticed part.  The  creative  satisfactions  ac- 
cruing to  handicraft  workers  in  simpler 
times,  exist  in  the  world  of  skyscrapers,  lo- 
comotives, and  turbines,  but  they  are  more 
difficult  of  attainment.  Intricate  skills,  scien- 
tific and  mathematical  knowledge,  the  per- 
fect muscular  coordination  that  makes  it 
possible  to  walk  a narrow  beam,  are  the 
qualities  needed.  They  are  the  fruit  of  pro- 
longed and  patient  training,  of  intelligent 
effort,  not  to  be  hoped  for  by  minds  dark- 
ened by  ignorance  or  bodies  stunted  by  pre- 
mature labor. 

With  few  exceptions,  the  kinds  of  work 
where  child  labor  increased,  either  absolute- 
ly or  relatively,  the  total  number  of  child 
workers,  are  those  where  the  pay  is  low, 
regulation  ineffective,  and  hours  long. 


CHANGE  OF  ADDRESS 

Please  note  the  new  address  of  the  Colo- 
rado State  Medical  Society  and  Colorado 
Medicine:  537  Republic  Building,  Denver. 
The  telephone  number,  KEystone  0870,  is 
unchanged. 


Take  this  Journal  home  to  your  wife. 


February,  1933 
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BOOK  REVIEWS 

Medical  Aspects  of  Human  Fertility.  Series  is- 
sued by  the  National  Committee  on  Maternal 
Health,  Inc.  Control  of  Conception.  An  Illus- 
trated Medical  Manual.  By  Robert  Latou  Dick- 
inson and  Louise  Stevens  Bryant.  Baltimore: 
The  Williams  and  Wilkins  Company.  1932.  272 
pages.  Price  $4.50. 

Robert  L.  Dickinson  is  one  of  the  foremost  of 
the  passing  generation  of  gynecologists.  His  ex- 
cellent artistic  talent,  exhibited  in  his  skill  in 
drawing,  has  added  clarity  to  many  important 
articles  in  gynecology  and  obstetrics.  Dr.  Dick- 
inson, assisted  by  Dr.  Louise  Stevens  Bryant,  has 
now  given  us  the  manual:  “Control  of  Concep 
tion.”  The  book  is  an  answer  to  many  requests 
directed  to  the  National  Committee  on  Maternal 
Health  for  an  adequate  and  yet  compact  statement 
of  that  which  is  now  known  about  birth  control. 
Many  women  and  a few  men  know  all  about  birth 
control.  Commonly  inquiries  are  made  of  the 
doctor  with  the  expectat;on  that  he  will  be  able 
to  give  unfailing  instruction.  The  doctor,  at  times 
too  freely  and  often  too  confidently,  gives  the 
desired  instruction.  It  will  temper  one's  self- 
assurance  to  read  Dr.  Dickinson’s  careful  assess- 
ment of  the  value  of  all  known  methods  of  birth 
control. 

Anyone  who  reads  “Control  of  Conception”  will 
not  be  left  in  doubt  about  its  being  the  best  pres- 
entation of  the  subject  we  have  had.  More  ample 
knowledge,  constantly  sought  and  expected,  can 
alone  give  us  a better  book. 

The  illustrations  showing  clearly  the  anatomy 
and  physiology  of  sex  function  are,  as  one  would 
expect,  excellent  and  are  from  Dr.  Dickinson’s 
own  pen.  They  are  in  outline,  as  lucid  and  as 
devoid  of  suggestion  as  an  architect’s  floor  plan. 

C.  S.  ELDER. 


Iconographic  Sketch  of  Laennec.  By  Nolie  Mumev, 
A.M.,  M.D.,  Author  of  “Life  of  Jim  Baker,” 
“Evolution  of  Flight,”  etc.  A limited  edition 
of  one  hundred  and  ten  signed  copies.  Denver: 
Printed  privately.  1932. 

This  richly  bound  de  luxe  volume  is  reprinted 
in  part  from  a series  of  articles  which  appeared 
in  Colorado  Medicine  from  January  through  June, 
1932,  in  Dr.  Mumey’s  page,  “Biography  as  Related 
to  Medical  Terminology.”  Woodcuts  by  Miss 
Thelma  Jordan  are  interspersed  throughout,  en- 
hancing the  appearance  and  the  reading.  The 
likenesses  of  Laennec  at  different  periods  of  his 
life  vividly  portray  the  fluctuations  in  his  delicate 
health. 

Brief  and  lucid,  this  splendid  tribute  to  the  life 
of  a great  physician,  the  inventor  of  the  stetho- 
scope, may  be  read  within  an  hour.  The  last  few 
pages  are  occupied  by  a chronology  of  the  life 
of  Laennec.  Readers  who  have  enjoyed  these 
pages  in  Colorado  Medicine  will  particularly  ap- 
preciate reviewing  this  life  sketch  and  studying 
the  woodcuts. 

D.  W.  MACOMBER. 


Medical  Jurisprudence.  By  Carl  Sclieffel,  Ph.B., 
M.D.,  LL.B.  Philadelphia;  P.  Blakiston's  Son 
& Company.  313  pages.  Price  $2.50.  1931. 

The  volume  is  a discussion  of  some  of  the  legal 
pitfalls  against  which  a physician  should  be  on 
his  guard,  rather  than  being  a general  work  on 
the  larger  subject  of  medical  jurisprudence.  “Le- 
gal Advice  to  Medical  Practitioners”  would  have 
been  a possible  title,  and  the  author,  in  his  intro- 
duction, does  in  fact  describe  the  book  as  being 
“a  sort  of  legal  first-aid.”  It  is  a difficult  subject 
to  cover  in  small  compass. 

The  successive  chapters  deal  with  the  physi- 
cian's various  contractual  relations,  his  dealings 
with  assistants  and  others  for  whose  acts  he  may 
be  held  responsible,  his  risk  of  malpractice  actions 
arising  out  of  his  real  or  technical  wrongdoing 
or  negligence,  his  rights  and  duties  when  serving 
as  a witness  in  court,  his  property  interests,  and 
the  possibilities  of  criminal  responsibility.  The 
chapter  on  contractual  relations,  in  addition  to 
the  usual  topics,  includes  warnings  against  con- 
tracts offered  by  tricky  collection  agencies, 
against  installment  buying,  and  against  failure  to 
read  and  analyze  policies  of  insurance  against 
malpractice  claims.  A final  chapter  deals  rather 
informally  with  the  physician's  interest  in  legis- 
lation. References  to  court  decisions  are  scattered 
through  the  text  for  illustrative  purposes,  with 
sufficient  comment  to  indicate  the  points  decided. 

The  past  two  or  three  years  have  been  fruitful 
in  the  field  of  medical  jurisprudence  with  the  pub- 
lication of  several  ambitious  volumes.  This 
smaller  book,  within  its  special  field,  is  a helpful 
supplement,  and  contains  material  which  is  often 
slighted  in  the  larger  works. 

ROGER  H.  WOLCOTT. 


The  Curative  Value  of  Light,  Sunlight  and  Sun- 
lamp in  Health  and  Disease.  By  Edgar  Mayer, 
M.D.,  F.A.C.P.  Consultant  in  Light  Radiation  to 
the  American  Medical  Association  Council; 
Medical  Director  of  the  Northwood  Sanatorium 
and  the  National  Variety  Artists  Sanatorium 
Saranac  Lake,  New  York ; Medical  Consultant 
to  the  Broad  Street  Hospital,  New  York  City. 
Monmouth  Memorial  Hospital,  Red  Bank.  N.  J., 
and  Municipal  Sanatorium  of  Otisville,  New 
York,  etc.  D.  Appleton  and  Company.  New 
York  and  London,  1932.  175  pages.  Price  $1.50. 
This  book,  while  written  primarily  for  the  lay- 
men, is  an  excellent  book  for  the  physician,  for  it 
is  largely  a condensation  of  the  author's  larger 
book : “Clinical  Application  of  Sunlight  and  Arti- 
ficial Radiation,”  published  a few  years  ago.  He 
deals  with  the  fundamental  conceptions  of  the 
action  of  light  upon  the  human  body,  tracing  the 
development  of  this  knowledge  from  the  ancient 
Greeks.  Beginning  with  Herotodus,  then  on  down 
through  the  works  of  Hippocrates,  Galen,  and 
Oelsus,  there  are  numerous  references  to  the 
therapeutic  value  of  sunlight.  Hippocrates  even 
mentions  the  value  of  the  sun  in  high  altitudes  in 
the  treatment  of  tuberculosis. 

Like  most  other  medical  knowledge,  it  was 
largely  forgotten  in  the  Middle  Ages.  It  was  re- 
vived during  the  last  century  by  French  physi- 
cians, particularly  for  the  treatment  of  tubercu- 
losis of  the  joints.  About  this  time,  too,  the  part 
played  by  the  air  baths  began  to  be  appreciated. 

Rollier  at  Leysin,  Switzerland,  early  in  this  cen- 
tury gave  it  the  great  impetus  which  has  brought 
it  to  its  present  high  state.  He  particularly 
showed  the  necessity  for  exposing  the  whole  body 
rather  than  simply  the  diseased  part.  Then  came 
the  great  work  of  Finsen  and  others,  showing 
that  much  the  same  results  could  be  obtained 
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with  artificial  light,  especially  after  the  introduc- 
tion of  those  lamps  which  gave  a predominance 
of  the  short  rays,  violet  and  ultra-violet.  The 
ultimate  problem  as  to  just  how  light  produces 
its  effects  upon  the  body,  is  still  not  wholly  de- 
termined. It  is  difficult  to  separate  its  direct 
effects  from  such  factors  as  the  exposure  of  the 
body  to  the  air.  In  fact,  more  and  more  emphasis 
is  being  placed  on  “air  baths.’’  The  beneficial 
effects  seem  to  be  closely  associated  with,  though 
not  necessarily  dependent  upon,  pigmentation.  He 
sounds  a strong  note  of  warning  against  the  in- 
discriminate use  of  light,  especially  warning 
against  direct  exposure  of  the  patient  with  active 
pulmonary  tuberculosis,  also  warning  against  too 
long  exposure,  especially  to  a midday  sun.  He 
deals  quite  at  length  with  the  vitamins,  showing 
that  D,  and  to  less  extent  A and  C,  are  largely 
dependent  upon  light  for  their  production — also 
that  these  can  be  stored  in  certain  foods  by  irra- 
diation. He  deplores  the  tendency  to  use  light 
for  everything  yet  feels  that  further  research 
will  prove  it  to  have  a wide  field  of  usefulness 
especially  in  the  deficiency  diseases  and  those 
of  the  blood  forming  organs. 

O.  M.  GILBERT. 


The  Blood  Vessels  of  the  Human  Skin  and  Their 

Responses.  By  Thomas  Lewis.  Shaw  & Sons. 

Price  $13.50.  1927. 

Though  this  book  has  been  in  print  five  years 
it  may  be  assumed  that  its  subject-matter  is 
known  to  but  a minute  fraction  of  the  audience 
to  which  it  should  appeal. 

It  is  an  account  of  original  researches  on  hu- 
man subjects  by  one  who  is  pre-eminent  among 
living  clinical  physiologists.  Intricate  as  is  the 
theme  attacked,  the  book  is  unique  in  that  it 
should  be  within  the  grasp  of  the  more  advanced 
undergraduate  medical  student. 

Lewis  carried  out  his  experiments  with  the 
aid  of  the  simplest  of  apparatus,  the  most  impor- 
tant instrument  of  which  was  a wooden  stick 
like  a foot-ruler.  Though  all  people  are  “fish  to 
his  net,’’  Lewis  found  the  responses  to  skin  irri- 
tation greatly  accentuated  in  the  class  of  persons 
naturally  subject  to  urticarial  disturbances,  and 
in  young  rather  than  old  people. 

On  the  basis  of  a few  experimental  phenomena, 
which  anyone  may  reproduce,  Lewis  erects  a 
superstructure  of  physiological,  pathological,  and 
immunological  consequences  hardly  paralleled 
except  in  the  history  of  Harvey’s  discovery  of 
the  circulation.  We  can  here  present  only  a 
scanty  outline  of  basic  facts  and  their  explana- 
tion. 

If  the  end  of  a wooden  ruler  be  drawn  very 
lightly  over  the  ruddy  skin  of  a young  subject, 
after  fifteen  seconds  or  more  the  path  of  the 
stroke  becomes  distinguished  by  a relative  pallor 
of  the  surface  which  lasts  three  to  five  minutes. 
This  pale  reaction  is  due  to  contraction  of  the 
underlying  capillaries  which  have  been  irritated 
by  the  tensions  which  the  “stroke”  has  induced; 
mere  pressure  will  not  cause  it.  But  when  the 
stroke  is  performed  with  firm  pressure  of  the 
ruler,  the  response  is  different.  Now  the  path 
of  the  ruler  is  marked  by  a sharply  defined  area 
of  redness  coming  on  shortly  after  the  irritation; 
moreover,  the  sharp  margins  of  the  red  area  are 
bordered  by  diffuse  frames  of  pallor  similar  to 
that  described  as  following  light  stroking.  The 
sharply  defined  red  areas  caused  by  firm  stroking 
owe  their  origin  to  dilatation  of  the  minute  ves- 
sels of  the  papillary  and  sub-papillary  layers  of 
the  skin ; these  include  the  smallest  arterioles 


and  venules  and  connecting  capillaries.  But  this 
is  not  all,  for  after  some  seconds  a diffuse  red- 
ness surrounds  the  area  which  has  been  irritated 
and  spreads  a variable  distance  beyond  its  bor- 
ders, overcoming  the  preceding  pallor.  Lewis 
calls  this  diffuse  red  reaction  the  “flare,”  which 
has  quite  a different  physiological  origin  from 
that  already  described.  It  is  due  to  a “local 
reflex”  resulting  in  dilatation  of  the  “strong  ar- 
terioles” of  the  skin  under  sensory  stimuli  excited 
in  the  skin  nerves.  One  remaining  phenomenon 
completes  this  physiological  trilogy.  In  about 
one-quarter  of  young  people  examined,  an  urti- 
carial “wheal”  makes  its  appearance  in  the 
stroked  area  within  one  to  three  minutes.  The 
wheal  may  project  one  to  two  mm.  from  the  skin 
surface.  It  is  due  to  edematous  exudate  from  the 
minute  vessels,  and  its  pressure  empties  the  lat- 
ter and  produces  a swelling  of  characteristic  pal- 
lor. The  so-called  “blister”  is  due  to  excessive 
development  of  urticarial  edema. 

Lewis  calls  these  phenomena  following  mechan- 
ical irritation  of  the  skin,  “the  triple  response ;” 
its  elements  are  (1)  local  dilation  of  the  minute 
vessels  of  the  skin  independent  of  nerve  action ; 
(2)  the  surrounding  flare;  (3)  the  increased  per- 
meability of  the  walls  of  the  minute  vessels  lead- 
ing to  local  edema.  Lewis  attributes  this  physio- 
logical complex  to  a single  cause,  a definite  chem- 
ical substance  (called  by  him  the  “H-substance”) 
with  the  pharmacodynamic  properties  of  hista- 
mine, which  is  one  of  the  products  of  protein 
disintegration.  This  histamine-like  substance  is 
assumed  to  be  stored  in  the  epidermal  cells  and 
is  released  when  these  are  injured  in  any  way. 
Set  free  in  the  tissue  spaces  the  histamine  causes 
dilation  of  the  minute  blood  vessels  and  also  in- 
creases the  permeability  of  their  walls  (the  two 
events  are  not  necessarily  associated).  These 
phenomena  occur  independently  of  the  nervous 
system.  But  the  “histamine”  set  free  in  the  epi- 
dermis irritates  sensory  nerves  there  found; 
these  nerves  ramify  on  the  walls  of  the  strong 
arterioles  and  act  as  dilators  on  their  muscles; 
this  is  the  peculiar  “local  reflex”  to  which  “flare” 
is  due.  It  must  not  be  supposed  that  these  state- 
ments are  unsupported  guesses. 

The  interested  reader  will  enjoy  the  splendid 
confirmary  work  of  H.  H.  Dale  described  in  his 
Croonian  Lectures,  Lancet,  I,  1929.  He  discov- 
ered the  biological  action  of  histamine  which, 
fundamentally,  is  to  contract  the  plain  muscles 
but  to  relax  and  increase  the  permeability  of 
endothelial  cells,  and  therefore  of  the  capillary 
vessels. 

Surgical  shock,  anaphylactic  shock,  the  various 
eruptions  of  skin  diseases  and  exanthemata,  all 
are  attributed  by  these  masters  of  experimental 
research  to  the  setting  free  of  a histamine-like 
substance  from  its  cellular  storehouses. 

The  older  physiology  knew  nothing  of  the  teach- 
ing of  this  modern  school  according  to  which 
sensory  nerves  may  conduct  impulses  in  a cen- 
trifugal or  “contrary”  direction.  These  “antidro- 
mic” fibres  of  the  posterior  spinal  nerve  roots 
are  apparently  intimately  concerned  with  the  nu- 
trition of  the  skin;  they  perhaps  represent  the 
“trophic”  nerves  whose  existence  was  generally 
assumed  by  clinicians  but  doubted  by  physiolo- 
gists. Lewis  very  definitely  explains  the  phe- 
nomena of  herpes  zoster  as  a result  of  centrifugal 
inflammation  of  the  antidromic  sensory  fibres 
causing  local  liberation  of  histamine  and  conse- 
quent inflammation  and  blistering  along  their 
course. 


HENRY  SEWALL. 
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(Continued  from  January  Issue) 

Dr.  Mitchell  was  appointed  to  the  staff 
of  the  Philadelphia  Orthopedic  Hospital  in 
1870,  which  was  then  located  over  the  shop 
of  an  instrument  maker  on  Ninth  Street 
south  of  Market.  Later  the  hospital  was 
moved  to  Summer  and  Seventeenth  Streets, 
and  due  to  Dr.  Mitchell’s  association  with 
the  institution,  there  was  soon  developed  a 
large  clinic  for  nervous  diseases,  and  the 
name  was  changed  to  “Orthopedic  Hospital 
and  Infirmary  for  Nervous  Diseases.” 

Dr.  Mitchell  had  one  of  the  greatest  con- 
sulting practices  in  the  country,  which 
brought  patients  from  all  parts  of  the  world 
seeking  his  medical  advice.  The  story  is 
told  of  a patient  from  Philadelphia,  who  had 
occasion  to  consult  an  Italian  physician 
abroad. 

“But  you  are  from  America?  Yes?  Why, 
then,  not  take  the  Vermichelli  treatment?" 

“What's  that?”  asked  the  patient. 

“What,  you  don’t  know  the  treatment  of 
the  famous  Dr.  Vier  Mitchell  of  Philadel- 
phia?" 

The  unusual  achievements  of  Dr.  Mitchell 
in  medicine  are  many.  Among  his  numerous 
discoveries,  he  introduced  the  card  index 
system  for  case  records.  The  story  is  told 
by  the  celebrated  Osier  that  he  was  inter- 
viewed by  him  for  the  appointment  of  a 
professorship  in  Clinical  Medicine  at  the 
University  of  Pennsylvania.  He  was  in- 
vited to  a dinner  where  cherry  pie  was 
served  with  seeds.  “I  had  read  of  the  trick 


before,  said  Osier,  “so  I disposed  of  them 
genteely  in  my  spoon — and  got  the  chair!” 

Dr.  Mitchell's  skillful  clinical  methods  as 
well  as  his  generous  manner  in  giving  assist- 
ance to  other  physicians  impressed  every 
one.  He  never  feared  they  would  take  ad- 
vantage of  what  he  knew  or  thought.  Osier 
said  of  him  during  his  stay  in  Philadelphia: 
“Had  I been  his  son,  he  could  not  have  done 
more,  in  every  possible  way,  to  promote  my 
welfare.” 

Dr.  Mitchell’s  professional  success  was 
due  in  a measure  to  his  personality,  his 
methods,  and  his  psychological  insight  into 
human  nature.  He  was  careful  in  selecting 
his  assistants  and  related  many  anecdotes 
concerning  them.  One  of  these,  which  he 
was  fond  of  telling  was  about  a former  phy- 
sician from  Arkansas.  When  he  applied 
to  Dr.  Mitchell  for  an  appointment,  he  was 
asked  about  his  accomplishments.  He  re- 
plied, “I  have  only  one.”  He  then  removed 
from  his  boot  a bowie  knife  and  threw  it 
across  the  room  into  the  panel  of  a mahog- 
any door.  Mitchell’s  reply  to  the  incident 
was,  “This  is  a form  of  surgery  which  has 
not  yet  reached  Philadelphia.” 

Dr.  Mitchell  developed  a remarkable  fac- 
ulty for  remembering  patients.  A man  came 
to  his  office  and  said,  “Doctor,  I don’t  ex- 
pect you  can  remember  anything  about  me, 
for  it  has  been  thirty-two  years  since  I first 
consulted  you.”  The  patient  was  immedi- 
ately asked  what  had  been  the  nature  of  his 
complaint.  As  soon  as  it  was  mentioned  his 
entire  case  was  accurately  described. 

(To  Be  Continued) 
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Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


Medical 

Legislation 

IT  IS  expected  that  the  tasks  of  the  Committee 
on  Public  Policy  should  be  more  arduous  dur- 
ing a session  of  the  state  legislature,  but  even 
more  than  the  usual  legislative  problems  are  pre- 
senting themselves  in  the  present  Colorado  Gen- 
eral Assembly. 

At  the  time  this  is  written,  it  is  impossible  to 
present  an  accurate  survey  of  all  proposed  laws 
introduced  in  the  present  assembly  that,  if  en- 
acted, would  affect  public  health  or  the  practice 
of  medicine.  More  than  100  bills  relating  in  some 
way  to  medicine  and  public  health  were  intro- 
duced in  the  legislature  in  that  opening  fifteen- 
day  period  set  aside  for  the  introduction  of  bills. 
Most  of  them  were  introduced  “by  title  only." 
The  state  constitution  allows  a bill  to  be  intro- 
duced only  by  its  legal  title  and  enacting  clause, 
with  the  main  body  of  the  bill  left  blank,  to  be 
written  later  by  the  legislator  who  sponsors  the 
measure  or  by  the  committee  of  house  or  senate 
to  which  it  is  referred.  Since  most  of  the  medi- 
cal bills  introduced  were  thus  in  less-than-skeleton 
form,  they  cannot  be  described.  In  many  in- 
stances even  the  general  purpose  of  the  bill  is 
obscure. 

The  way  is  thus  left  wide  open  for  medical 
legislation  of  almost  any  kind.  And,  when  one 
remembers  that  a majority  of  the  members  of 
the  present  legislature  are  inexperienced  in  their 
positions,  one  might  logically  say  that  “anything 
may  happen.’’  Despite  the  inexperience  of  many 
legislators,  their  leaders  are  for  the  most  part 
seasoned  law-makers,  and  as  the  session  moves 
into  its  second  month  there  seems  to  be  less  and 
less  likelihood  that  either  house  might  be  stam- 
peded into  ill-considered  action. 

It  would  be  fatal  for  the  Medical  Society  or 
its  Public  Policy  Committee  to  sit  back  upon  the 
apparent  safety  of  the  legislative  leadership  and 
feel  that  our  profession  has  nothing  to  fear. 
Politics  is  a peculiar  game,  and  the  word  “game-’ 
is  used  advisedly.  It  is  a game  that  is  played, 
with  certain  fixed  rules  and  other  rules  more 
flexible,  a game  in  the  last  analysis  more  in- 
tricate than  chess,  sometimes  more  heart-break- 
ing than  the  seven-to-six  score  in  football,  like 
baseball  in  that  the  game  is  never  won  until 
the  final  “out”  of  the  ninth  inning.  Sometimes 
one  must  wait  for  the  opposition  to  make  the 


next  move;  more  often  offense  is  the  best  de- 
fense. Always,  eternal  vigilance  is  the  first  ne- 
cessity. 

The  Committee  on  Public  Policy  is  always  busy, 
even  when  due  to  the  necessities  of  the  situa- 
tion nothing  may  be  announced  concerning  its 
work.  Frequently  during  the  next  two  months 
it  will  need  suddenly  to  call  upon  this  or  that 
officer,  this  or  that  member  of  the  State  Society 
for  action,  for  quick  and  perhaps  hard  work.  So 
far  in  the  session  it  has  won  the  preliminary 
skirmishes  with  those  who  would  disrupt  medical 
practice  and  set  public  health  back  a generation. 
It  has  done  so  principally  because  instant  re- 
sponse has  resulted  from  hurried  telegrams  or 
long  distance  telephone  calls  to  officers  of  coun- 
ty societies  situated  in  key  points  in  the  state’s 
political  checkerboard.  The  Committee,  and  the 
staff  of  the  Executive  Office  working  under  the 
Committee's  direction,  are  deeply  appreciative  of 
the  help  already  given.  It  is  encouraging,  it  be- 
speaks the  constant  welding  of  our  Society  more 
closely  together,  and  it  promises  added  aid  later 
when  needed. 

Members  should  bear  in  mind  that,  in  the  mass 
of  legislation  which  the  present  assembly  must 
digest,  the  usual  opposition  bills  are  prominently 
displayed — the  bills  for  separate  examining  boards 
and  broader  powers  for  the  medical  cults — the 
bills  to  admit  cult  practitioners  to  tax-supported 
hospitals — bills  to  cripple  the  Board  of  Medical 
Examiners — bills  to  give  chiropodists  all  the  priv- 
ileges of  orthopedic  surgeons  and  give  “cosmet- 
ologists” or  beauty-parlor  operators  all  the  privi- 
leges of  dermatologists. 

Every  member  should  help  strengthen  the  back- 
bone of  his  representative  and  senator  against 
the  enactment  of  any  such  legislation.  This  can 
be  done  in  part  by  friendly  letters,  better  by  per- 
sonal explanations  of  just  what  nonsectarian 
medicine  is  and  just  what  public  health  work  is, 
bearing  in  mind  that  most  legislators  return  to 
their  homes  for  the  week  ends. 

In  another  month  a better  picture  of  the  whole 
legislative  situation  can  be  drawn.  In  the  mean- 
time it  is  hoped  that  every  member  will  watch 
his  local  newspaper  carefully  for  any  report  of 
legislative  activity  along  medical  lines,  will  con- 
tact his  local  representatives,  and  be  ready  to 
help  the  Public  Policy  Committee  whenever 
called. 
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Should  This  Doctor 
Receive  a Prize? 

FROM  the  El  Paso  County  Medical  Society 
comes  the  following  communication: 

“Dr.  A.  G.  Ellis,  who  is  Professor  of  Pathology 
at  the  Medical  School  at  Bangkok,  Siam,  has  two 
distinctions  as  a member  of  the  El  Paso  County 
Medical  Society,  both  probably  also  applying  to 
the  Colorado  State  Medical  Society. 

“In  the  first  place,  he  is  the  most  distant  mem- 
ber of  the  Society. 

“In  the  second  place,  the  annual  statement  for 
dues  is  mailed  to  him  by  the  secretary  of  the 
County  Society  on  January  l of  each  year,  prob- 
ably not  reaching  him  until  February.  However, 
each  winter  his  remittance  for  dues  for  the  com- 
ing year  arrives  in  Colorado  Springs  early  in 
December,  having  been  mailed  the  first  of  No- 
vember. 

“Is  there  any  other  member  of  the  State  So- 
ciety who  can  match  either  Dr.  Ellis’  first  distinc- 
tion as  to  distance,  or  his  second,  his  promptness 
in  the  matter  of  dues?” 

Though  not  an  expert  geographer,  the  Execu- 
tive Secretary  ventures  the  opinion  that  Dr.  H.  C. 
Menkel  of  Simla,  India,  a member  of  the  Denver 
County  Society,  is,  in  air-line  distances  at  least, 
a little  farther  away  than  Dr.  Ellis.  There  is 
probably  room  for  argument  in  the  actual  number 
of  railroad,  steamship,  and  other  miles  necessary 
for  him  to  travel!  So  far  as  promptness  is  con- 
cerned, records  of  the  Executive  Office  fail  to 
reveal  Dr.  Ellis’  equal.  May  many  enter  a race 
with  him! 

<4  <4 

University  Hospital  Relations — 

More  Actions  by  Your  Committee 

THIS  department  of  Colorado  Medicine  an- 
nounced in  the  January  issue  three  important 
accomplishments  of  the  State  Society’s  Advisory 
Committee  to  the  School  of  Medicine  and  Hos 
pitals,  and  offered  a general,  if  brief,  discussion 
of  the  scope  of  the  Committee’s  work. 

Since  then  the  Committee  has  undertaken  in- 
vestigation and  advice  concerning  several  addi- 
tional features  of  the  operation  of  the  teaching 
hospitals.  Most  of  the  actions  of  the  Committee 
cannot  yet  be  announced,  since  they  are  not  com- 
pleted, but  the  Committee  desires  to  report  prog- 
ress in  its  negotiations  toward  better  investiga- 
tion of  admitted  patients  and  toward  better  un- 
derstanding of  laws  governing  the  institutions. 
It  is  hoped  that  the  next  issue  of  Colorado  Medi- 
cine may  carry  a detailed  account  of  several  im- 
portant actions  of  the  Committee. 

Pending  such  announcements,  members  of  the 
Society  will  be  interested  to  learn  of  certain  tests 
now  under  way,  which  Dr.  Maurice  H.  Rees,  Dean, 
has  undertaken.  Dr.  Rees  reported  to  the  Com- 


mittee (on  January  6,  1933)  that  every  patient 
admitted  to  Colorado  General  Hospital  for  one 
month  beginning  January  9 would  be  interviewed 
with  the  same  financial  questionnaire  that  has 
been  used  in  the  past  in  the  Out-patient  Depart- 
ment. This,  he  believed,  would  give  the  hospital 
executives  a general  picture  of  the  type  of  pa- 
tients being  admitted.  He  also  reported  that  in 
the  near  future,  after  all  1933  automobile  licenses 
have  been  issued  by  the  Secretary  of  State,  a 
check  of  licenses  of  all  cars  bringing  patients  to 
the  institution  will  be  made. 

The  Committee  again  urges  all  members  of  the 
State  Society  to  report  to  the  Committee  any 
abuses  of  the  hospitals’  privileges,  so  that  the 
Committee  may  investigate  them  fully  and  report 
on  them. 

4 4 >4 

The  Conference  of  County 
Presidents  and  Secretaries 

FOR  many  years  the  American  Medical  Asso- 
ciation has  annually  conducted  a conference 
of  the  state  medical  society  secretaries  and  state 
medical  journal  editors.  The  meeting  is  held  each 
November  in  Chicago,  lasting  two  days,  and  the 
program  is  always  devoted  to  practical  problems 
of  organization  and  editing.  Three  or  four  of 
the  largest  state  medical  societies  have  for  sev- 
eral years  held  similar  annual  meetings  of  their 
county  secretaries. 

Officers  of  our  own  State  Society  have  hoped 
that  such  a plan  might  be  inaugurated  in  Colo- 
rado. Luncheons  of  county  secretaries  have  been 
held  at  the  September  Annual  Sessions  of  the 
Society,  but  have  been  poorly  attended  and  have 
served  more  of  a social  than  a business  purpose. 

The  advent  of  the  Midwinter  Postgraduate 
Clinics  provided  a new  opportunity  this  last 
month.  Rather  hurriedly,  a Conference  of  County- 
Presidents  and  Secretaries  was  called,  and,  in 
addition  to  these,  the  constitutional  officers  of 
the  State  Society  and  chairmen  of  the  State  So- 
ciety Committees  invited. 

The  meeting  was  held  in  the  auditorium  of  the 
Capitol  Life  Insurance  Company  Building,  Denver, 
at  7:30  p.  m.  Thursday,  January  19,  with  Dr. 
Frank  B.  Stephenson,  State  President,  presiding. 
While  attendance  might  have  been  greater,  nine 
of  the  county  societies  were  represented  by  their 
presidents,  secretaries,  or  by  both  president  and 
secretary,  four  state  officers  were  present,  and 
state  committees  were  generously  represented. 

Those  attending  felt  that  the  meeting  would 
produce  more  of  concrete  results  in  county  studies 
of  economic  problems,  particularly  through  the 
“Iowa  Plan”  of  caring  for  indigency,  than  any 
meeting  that  has  been  held  in  the  state.  Discus- 
sion of  the  four  papers  was  to  the  point  in  each 
case,  and  many  valuable  ideas  for  improvement 
of  county  society  activities  were  exchanged.  A 
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buffet  supper  was  served  with  the  compliments 
of  the  Walgreen  Company  at  the  close  of  the 
conference. 

It  was  voted  that  an  analysis  of  the  “Iowa  Plan" 
as  presented  by  Dr.  Cooper  be  mimeographed  and 
supplied  to  all  county  officers,  so  that  those  not 
present  at  the  conference  may  study  what  were 
considered  the  most  important  points  brought 
forth.  This  will  be  in  the  hands  of  county  officers 
about  the  time  this  issue  of  Colorado  Medicine 
reaches  them. 

Following  is  the  program  as  followed  at  the 
conference : 

Actions  of  the  National  Conference  of  State  Secre- 
taries and  Journal  Editors— Douglas  W.  Ma- 
comber,  M.D.,  Scientific  Editor,  Colorado 
Medicine. 

Discussion  opened  by  Mr.  Harvey  T.  Seth- 
man,  Executive  Secretary. 

Caring  for  the  Indigent  by  County  Society  Con- 
tract ; The  “Iowa  Plan" — Claude  E.  Cooper, 
M.  D.,  President,  Medical  Society  of  the  City 
and  County  of  Denver. 

Discussion  opened  by  Tracy  D.  Peppers,  M.D., 
Secretary,  Weld  County  Medical  Society. 
Building  Attractive  Scientific  Programs—!'.  E. 
Honstein,  M.D.,  President,  Larimer  Count> 
Medical  Society. 

Discussion  opened  by  M.  W.  Cooke,  M.D., 
President,  Boulder  County  Medical  Society. 
State  Society  Committees;  Their  Relation  to  the 
County  Organization — Mr.  Harvey  T.  Seth- 
man,  Executive  Secretary. 

Discussion  opened  by  Carl  S.  Gydesen,  M.D., 
Secretary,  El  Paso  County  Medical  Society. 
Round  Table  Discussion  of  Individual  County 
Problems. 

Those  who  attended  the  conference,  and  the 
organizations  represented,  included:  Boulder 

County,  M.  W.  Cooke,  President,  and  Margaret  L. 
Johnson,  Secretary;  Denver  County,  C.  E.  Cooper, 
Piesident;  El  Paso  County,  W.  A.  Campbell,  Jr.. 
President,  and  Carl  S.  Gydesen,  Secretary;  Lari- 
mer County,  C.  E.  Honstein,  President;  Mesa 
County,  H.  M.  Tupper,  Secretary;  Northeast  Colo- 
rado, E.  P.  Hummel,  Secretary ; Otero  County, 
G.  E.  Calonge,  President,  and  C.  E.  Morse,  Secre- 
tary; Prowers  County,  C.  T.  Knuckey,  President: 
Weld  County,  W.  F.  Spaulding,  President,  and 
Tracy  D.  Peppers,  Secretary;  State  Officers,  F. 
B.  Stephenson,  L.  W.  Bortree,  L.  W.  Frank,  and 
Ella  A.  Mead;  State  Committee,  John  W.  Amesse, 
J.  S.  Bouslog,  H.  S.  Finney  and  John  B.  Hartwell 
D W.  Macomber,  Editor,  Colorado  Medicine,  and 
Mr.  Harvey  T.  Sethman.  The  names  of  five 
others  who  attended  escape  the  memory  of  the 
writer.  To  them  he  extends  apologies  and  a re- 
quest that  they  remind  him  of  their  attendance 
so  that  they  may  be  mentioned  in  the  next  issue. 


MEDICAL  ECONOMICS 



YOUR  STATE  COMMITTEE 


The  State  Society’s  Committee  on  Medical 
Economics  devoted  considerable  of  its  time  in 
January  to  the  preparation  of  material  for  pres- 
entation to  the  Conference  of  County  Presidents 
and  Secretaries,  material  which  will  be  presented 
to  each  county  society  through  its  own  officers 
within  the  next  few  weeks. 

Weekly  luncheon  meetings  of  the  state  com- 
mittee are  being  held.  It  is  hoped  that  several 
of  the  suggestions  for  county  societies  and  indi- 
vidual members  will  be  ready  for  presentation  in 
another  month. 

One  of  the  important  points  so  far  brought  out 
is  that  each  county  society,  if  it  is  to  do  its 
part  in  the  campaign  for  improving  the  status 
of  medical  economics,  simply  must  have  a County 
Committee  on  Medical  Economics,  to  which  the 
state  committee  may  turn  for  accurate  informa- 
tion on  economic  matters  in  any  given  county, 
and  through  which  the  state  committee  may 
transmit  its  suggestions  and  plans.  Plans  that 
are  developed  by  a state  committee  must  of  ne- 
cessity be  varied  to  the  needs  of  each  county 
which  might  adopt  them,  and  this  can  only  be 
done  through  a county  committee  thoroughly 
versed  in  the  subject  matter  and  willing  to  work. 
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MEDICAL  SOCIETIES 

■ — fefs- 

This  department  of  Colorado  Medicine  is  set  aside 
for  reports  of  recent  meetings,  announcements  of  future 
meetings  and  accounts  of  other  important  activities  of 
the  county  and  district  societies,  composing  the  Colorado 
State  Medical  Society.  Every  meeting  of  every  local 
society  should  be  reported.  If  your  society  is  not 
represented,  see  that  your  secretary  reports  the  next  one, 
or  that  some  other  member  is  appointed  to  the  task. 
Other  societies  want  to  know  what  your  society  is  doing. 
*  *  * * 

CROWLEY  COUNTY 

The  Crowley  County  Medical  Society  held  its 
regular  monthly  meeting  in  the  office  of  Dr.  E.  O. 
McCleary  in  Ordway,  January  10.  Doctors  G.  M. 
Baker  and  E.  O.  McCleary  were  the  speakers  of 
the  evening.  Dr.  Baker  talked  on  “Failing  Heart 
in  the  Aged  and  Uses  and  Abuses  of  Digitalis." 
Dr.  McCleary  discussed  “The  Necessity  and 
Methods  of  Relieving  the  Suffering.”  A letter 
from  Dr.  E.  C.  Rosenow  of  the  Mayo  Foundation 
stating  his  belief  in  the  use  of  vaccines  was  read 
and  discussed. 

J.  A.  HIPP, 
Secretary. 

* * * 

DELTA  COUNTY 

The  regular  meeting  of  the  Delta  County  Med- 
ical Society  was  held  December  30  at  the  ranch 
home  of  Dr.  A.  C.  McClanahan.  Dr.  Lee  Bast 
read  a paper  on  “Indications,  Technic,  and  Re- 
sults of  Tonsillectomy."  The  paper  was  discussed 
by  the  members  present.  Mr.  K.  C.  O'Dell  and 
Mr.  P.  C.  Edmunds,  druggists,  and  Doctors  Wil- 
liam Fluallen  and  Russell  Andersen,  dentists, 
were  guests  at  the  meeting.  Members  and  guests 
were  delightfully  entertained  by  Dr.  and  Mrs. 
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McClanahan,  who  served  a midnight  lunch  after 
the  meeting. 

LEE  BAST, 
Secretary. 

# * * 

DENVER  COUNTY 

The  annual  meeting  of  the  Medical  Society  of 
the  City  and  County  of  Denver  was  held  January 
3 in  the  auditorium  of  Morey  Junior  High  School. 
The  following  officers  were  elected  for  the  ensu- 
ing year:  President,  C.  E.  Cooper;  Vice  President, 
John  G.  Ryan;  Treasurer,  H.  W.  Stuver;  Secre- 
tary, O.  S.  Philpott;  Trustee  (five-year  term), 
S.  B.  Childs;  Censor  (five-year  term),  J.  M. 
Shields.  Two  hundred  and  ninety-nine  members 
were  present.  The  retiring  president,  Dr.  L.  W. 
Frank,  read  a paper  on  “Present  Day  Medical 
Economics,”  which  all  members  might  well  read 
and  consider  thoughtfully.  Pledges  of  harmony 
between  the  officers  and  members  were  in  the 
air,  and  it  is  to  be  hoped  that  real  cooperation 
will  come  into  existence  to  help  us  all  through 
the  troublesome  times  ahead. 

Seventy-three  members  were  present  at  the 
second  regular  meeting  of  the  month  held  in  the 
auditorium  of  the  Capitol  Life  Building,  January 
17.  After  the  business  meeting  a scientific  pro 
gram  consisting  of  a Symposium  on  Shock  was 
delivered.  Dr.  T.  D.  Cunningham  talked  on 
“Types  of  Shock  and  Method  of  Production,”  Dr. 
W.  T.  Haggart  on  “Surgical  Shock,”  Dr.  W.  C. 
Black  on  “Pathology  of  Shock”  and  Dr.  R.  W. 
Whitehead  on  “Pharmacology  of  Shock.”  The 
discussion  was  opened  by  Dr.  Duval  Prey  and 
followed  by  Drs.  O.  S.  Fowler,  E.  R.  Mugrage, 
W.  W.  Haggart,  Thad  P.  Sears,  and  R.  W.  White- 
head.  O.  S.  PHILPOTT, 

Secretary. 

* * * 


EL  PASO  COUNTY 


The  annual  meeting  of  the  El  Paso  County 
Medical  Society  was  held  at  the  Colorado  Springs 
Day  Nursery,  December  14.  The  following  offi- 
cers were  elected:  President,  W.  A.  Campbell; 
Vice  President,  G.  B.  Chandler;  Secretary,  Carl 
S.  Gydesen;  Treasurer,  Z.  H.  McClanahan.  Mr. 
Harvey  T.  Sethman,  Executive  Secretary  of  the 
State  Society,  was  the  principal  speaker  and  gave 
a report  on  the  recent  meeting  of  State  Secre- 
taries held  in  Chicago. 

The  January  meeting  of  the  El  Paso  County 
Society  was  held  at  the  Day  Nursery,  January  11. 
Members  discussed  the  following  subjects : 1. 
Report  cf  the  Committee  on  Cost  of  Medical 
Care.  2.  State  Medicine.  3.  Medical  Ethics. 

CARL  S.  GYDESEN, 

Secretary. 

* * * 


FREMONT  COUNTY 

The  regular  meeting  of  the  Fremont  County 
Medical  Society  was  held  in  the  Municipal  Build- 
ing at  Canon  City,  December  19.  Dr.  Kenneth 
D.  A.  Allen  of  Denver  was  the  guest  speaker 
and  gave  an  interesting  demonstration  of  “X-raj 
Technic  and  Differentiation  in  the  Diagnosis  of 
Tuberculosis  of  the  Lungs.” 


A.  BEE, 
Secretary. 


LAS  ANIMAS  COUNTY 

The  following  officers  were  elected  at  the  an- 
nual meeting  of  the  Las  Animas  County  Medical 
Society  held  January  6.  President,  John  R. 
Espey;  Vice  President,  L.  W.  Newburn;  Secre- 
tary-Treasurer, C.  O.  McClure;  Delegate,  D.  D. 
Costigan.  C.  O.  McCLURE, 

Secretary. 


NORTHEAST  COLORADO 

Dr.  Maurice  H.  Rees  of  Denver  was  the  guest 
speaker  at  the  annual  meeting  of  the  Northeast 
Colorado  Medical  Society  held  January  12  at  the 
Country  Club  in  Sterling.  Twenty-eight  members 
were  present.  Dr.  Rees  gave  an  interesting  talk 
on  “Medical  Education  and  Hospitals  and  Their 
Relation  to  the  Public.” 

Officers  were  elected  as  follows : President,  O. 
J.  Schmitt ; Vice  President,  A.  E.  Peterson ; Sec- 
retary-Treasurer, E.  P.  Hummel ; Censor,  J.  H. 
Daniel;  Delegate,  J.  E.  Naugle;  Alternate,  .T.  W. 
Kinzie.  A dinner  preceded  the  meeting. 

E.  P.  HUMMEL, 

Secretary. 

* * * 

PUEBLO  COUNTY 

The  January  3 meeting  of  the  Pueblo  County 
Medical  Society  was  held  at  the  Hotel  Congress. 
Officers  were  elected  for  1933. 

The  second  meeting  of  the  Pueblo  County  Med- 
ical Society  was  held  January  17  at  the  Congress 
Hotel.  Dr.  George  A.  Unfug  was  the  principal 
speaker,  his  subject  being  “Bone  Tumors.”  His 
talk  was  illustrated  with  lantern  slides. 

J.  S.  ROSENBLOOM, 

Secretary. 

* * * 

WELD  COUNTY 

Election  of  officers  for  1933  took  place  at  the 
regular  meeting  of  the  Weld  County  Medical  So- 
ciety held  December  5 in  the  Greeley  Hospital. 
The  following  were  elected  to  office:  President, 
W.  F.  Spaulding;  Vice  President,  G.  E.  Nelson; 
Secretary  and  Treasurer,  Tracy  D.  Peppers.  A 
moving  picture  film  on  Skin  Cancer,  loaned  by 
the  American  Journal  of  Cancer,  was  shown. 

TRACY  D.  PEPPERS, 

Secretary. 


(Obituary 


Noalj  Sijmritbrrg 

Dr.  Noah  Dymenberg  of  Minturn  was  accident- 
ally killed  December  24  in  the  railroad  yards. 
Doctor  Dymenberg  was  born  in  1864,  received  his 
medical  degree  at  St.  Paul  Medical  College.  Minn., 
in  1886  and  was  licensed  in  Colorado  in  1897.  He 
had  been  practicing  in  Minturn  for  the  past  seven- 
teen years. 

Dr.  Dymenberg  was  a member  of  the  Medical 
Society  of  the  City  and  County  of  Denver,  the 
Colorado  State  Medical  Society,  and  a Fellow  of 
the  American  Medical  Association.  He  is  survived 
by  his  wife  and  a daughter  to  whom  the  Denver 
County  and  Colorado  State  Medical  Societies  ex- 
tend their  sincere  sympathy. 


fflaltrr  (ClaubiiiB  iKrllrr 

Dr.  Walter  C.  Keller  of  Genoa,  died  at  his  home 
December  26  of  pneumonia,  following  influenza. 
He  was  born  in  Smith  County,  Kansas,  August 
16,  1893.  He  was  graduated  in  medicine  in  1917 
and  licensed  to  practice  in  Colorado  in  1920. 
Doctor  Keller  served  in  the  World  War  and  held 
a Majorship  in  the  U.  S.  medical  reserve  corps. 

Dr.  Keller  was  secretary  of  the  Kit  Carson 
County  Medical  Society,  a member  of  the  Colo- 
rado State  Medical  Society  and  a Fellow  of  the 
American  Medical  Association.  He  enjoyed  a 
large  practice  in  his  part  of  the  state  and  was 
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loved  and  admired  by  all  who  were  fortunate 
enough  to  know  him. 

Dr.  Keller  is  survived  by  his  wife  and  two  chil- 
dren, to  whom  the  medical  profession  extend  their 
sincere  sympathies. 


Samra  TOrir  (Craig 

Dr.  James  W.  Craig  died  at  his  home  in  Love- 
land, December  8,  from  acute  hemorrhagic  pan- 
creatitis. Dr.  Craig  was  born  in  Hazleton,  Pa., 
in  1880.  He  was  a graduate  of  Denver  prelim- 
inary schools  and  received  his  medical  degree 
from  the  Denver  College  of  Physicians  and  Sur- 
geons in  1906.  He  began  practice  in  Ault,  Colo., 
then  moved  to  Loveland,  where  he  has  practiced 
for  the  past  nineteen  years. 

Dr.  Craig  was  elected  a member  of  the  Larimer 
County  Medical  Society  in  1908  and  had  been  an 
active  member  since  that  time.  He  was  also  a 
member  of  the  Colorado  State  Medical  Society 
and  a Fellow  of  the  American  Medical  Associa- 
tion. 

Dr.  Craig  is  survived  by  his  widow,  Mrs.  Bertha 
Jacobs  Craig,  a daughter,  Marion,  two  sons,  Rob- 
ert and  John ; his  mother,  Mrs.  Madge  Craig ; two 
sisters,  Mrs.  W.  J.  Minick  and  Edna  M.  Craig  of 
Denver,  and  a brother,  W.  Foster  Craig  of  Salt 
Lake  City. 


$.  IFrank  Wallers 

Dr.  B.  Frank  Walters  of  Durango  died  at  Mercy 
Hospital,  Denver,  January  19.  He  was  born  in 
Philadelphia,  Pa.,  in  1871.  He  received  his  pre- 
liminary education  in  Philadelphia  and  in  1898  was 
graduated  from  the  University  of  Pennsylvania. 
Before  coming  to  Colorado  Dr.  Walters  practiced 
in  Sioux  City,  Iowa ; Minneapolis,  Minn.,  and 
Philadelphia.  Dr.  Walters  had  practiced  in  Du- 
rango since  1927,  specializing  in  eye,  ear,  nose 
and  throat  work.  He  was  a member  of  Denver 
and  San  Juan  County  Medical  Societies,  of  the 
Colorado  State  Medical  Society,  and  a Fellow 
of  the  American  Medical  Association. 


--  =>£♦■ 

WOMAN’S  AUXILIARY 

During  the  year  it  is  attempted  to  hear  from 
each  chairman  on  her  particular  work.  Here  fol- 
lows an  article  on  Hygeia,  by  Mrs.  George  Gillen, 
Hygeia  Chairman  of  Colorado: 

The  Woman’s  Auxiliary  has,  for  several  years, 
been  asked  by  the  House  of  Delegates  of  the 
American  Medical  Association,  to  assist  them  in 
their  efforts  to  educate  the  lay  public  in  pre- 
ventive medicine. 

The  medical  profession  has  long  recognized  the 
need  of  the  people  for  preventive  medical  infor- 
mation and  have  selected  Hygeia  as  a medium. 

We  are  beginning  this  year’s  campaign  in  Colo- 
rado and  have  asked  the  president  of  each  auxil- 
iary to  appoint  a Hygeia  chairman,  who  will  carry 
out  our  program  in  her  district. 

Our  aim  is  to  put  Hygeia  in  schools,  club  li- 
braries, before  legislatures,  as  well  as  in  the  of- 
fice of  doctors  and  dentists. 

The  people,  as  a whole,  are  well  informed  on 
a great  many  subjects,  and  we  feel  the  reason 
they  are  not  better  informed  on  this  subject  is 


because  they  have  not  had  the  proper  information 
at  hand.  We  feel  that  Hygeia  can  give  this  infor- 
mation, as  well  as  the  progress  the  medical  sci- 
ence is  making. 

Is  it  not  true  that  one  must  be  physically  fit, 
as  well  as  mentally  and  morally  fit  to  get  the 
most  out  of  life?  One  cannot  break  the  laws  of 
nature  and  remain  well,  merely  by  thinking  they 
are  well,  or  pretending  they  are;  because  of  this 
fact,  we  feel  we  cannot  escape  our  obligations  in 
helping  to  find  a way  to  a better  physical,  mental 
and  social  life  for  all  children. 

The  Auxiliary  has,  in  past  years,  given  a num- 
ber of  free  subscriptions  to  schools  and  organiza- 
tions and  intends  to  continue  this,  as  much  good 
can  be  accomplished  through  the  teacher. 

We  would  appreciate  it  very  much  if  you  would 
give  us  your  subscription,  or  renewals.  We  re- 
ceive a commission  from  these,  which  is  used  to 
put  Hygeia  in  schools. 

DENVER 

At  the  January  meeting  of  the  Denver  County 
Auxiliary,  it  was  voted  to  have  a book  shower  at 
the  next  meeting,  each  member  bringing  a book, 
for  the  Traveling  Library  which  was  originated 
some  years  ago  by  the  Denver  Woman's  Club  and 
is  now  sponsored  by  the  Colorado  State  Library 
and  Federated  Women’s  Club.  This  Traveling  Li- 
brary takes  boxes  of  fifty  or  sixty  books  each  to 
remote  parts  of  Colorado  where  people  do  not  have 
access  to  library  facilities.  The  Auxiliary  will  do- 
nate one  new  book  also,  and  besides  it  was  voted 
to  include  copies  of  Hygeia. 

Since  next  meeting  is  the  annual  President’s 
Day  and  a number  of  visitors  from  other  clubs  is 
expected,  it  was  decided  to  order  a number  of 
pamphlets  of  the  excellent  article,  “Go  to  Your 
Doctor  Before  He  Comes  to  You,”  for  distribution 
on  that  day. 

Dr.  Claude  Cooper,  president  of  the  Denver 
County  Medical  Society,  talked  on  “Economic  As- 
pects of  Present  Day  Medicine”  and  included  ex- 
cellent advice  on  how  we  best  can  help  the  pro- 
fession in  these  dire  days. 

OTERO 

The  Woman’s  Auxiliary  to  the  Otero  County 
Medical  Auxiliary  have  been  active  in  many  ways. 
One  of  their  most  outstanding  features  is  the 
health  talks  given  in  all  the  Parent-Teacher  As- 
sociations. This  month  Dr.  C.  E.  Morse,  Dr.  A.  S. 
Hansen,  and  Miss  Velma  Brennaman,  school 
nurse,  will  have  charge  of  these  talks. 

At  one  of  their  earlier  meetings,  they  were 
hostesses  to  the  wives  of  the  doctors  who  attended 
the  meeting  of  the  Arkansas  Valley  Medical  So- 
ciety which  was  held  in  La  Junta.  Mrs.  O.  D. 
Groshart,  president  of  the  Otero  County  Auxiliary, 
welcomed  the  visiting  ladies  and  introduced  Mrs. 
B.  Franklin  Blotz,  State  President. 

This  month,  Otero  held  a one  o'clock  luncheon 
at  the  Park  House  in  honor  of  Mrs.  Geo.  Sorenson, 
who  has  been  an  active  member  of  the  auxiliary 
for  several  years,  and  who  with  her  husband,  of 
the  Santa  Fe  Hospital  staff,  plans  to  move  to 
Los  Angeles  in  the  near  future.  After  luncheon, 
the  group  went  to  the  home  of  Mrs.  R.  S.  John- 
ston, where  a business  and  social  meeting  was 
held.  The  response  to  the  roll  call  was  made 
by  each  member  giving  an  abstract  of  some  med- 
ical current  event.  Mrs.  Grace  Finney  gave  some 
extremely  interesting  excerpts  from  her  scrap 
book,  in  which  she  told  of  the  first  Pan  American 
Medical  Congress  held  at  Washington,  D.  C.,  which 
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she  attended  in  the  year  1893.  She  also  read  de- 
scriptions of  exhibits  at  the  world  fair  in  Chicago 
during  the  same  year.  Mrs.  Finney  then  read 
“The  Doctor’s  Dream,”  a classic  which  could  be 
fully  appreciated  by  the  wives  of  physicians. 


COLORADO  TUBERCULOSIS  ASSOCIATION 


The  annual  meeting  of  the  Colorado  Tubercu- 
losis Association,  the  Denver  Sanatorium  Associa- 
tion and  the  El  Paso  County  Sanatorium  Associa- 
tion will  be  held  February  17.  The  Denver  Coun- 
ty Medical  Society  will  join  in  the  evening  meet- 
ing at  6 :30  o'clock  at  the  University  Club  in 
Denver.  The  speaker  will  be  C.  Rufus  Rorem, 
Ph.D.,  Associate  Director  of  Medical  Services  of 
the  Julius  Rosenwald  Fund,  Chicago.  Dr.  Rorem 
is  a member  of  the  Research  Staff  of  the  Com- 
mittee on  the  Cost  of  Medical  Care,  and  will  speak 
on  the  report  of  this  committee. 

Anyone  interested  is  welcome  to  attend  this 
meeting.  Dinner  is  $1.00.  Reservations  may  be 
made  by  calling  Dr.  Arnold  Minnig,  Keystone 
1571,  or  the  Colorado  Tuberculosis  Association 
Tabor  1962. 


AMERICAN  BOARD  OF  OBSTETRICS  AND 
GYNECOLOGY 


The  American  Board  of  Obstetrics  and  Gynec- 
ology proposes  to  hold  the  first  of  a series  of  an- 
nual dinners  for  Diplomats  of  the  Board  and  their 
friends  on  the  first  day  of  the  Scientific  Session 
of  the  American  Medical  Association  meeting  in 
Milwaukee,  at  which  time  the  successful  candi- 
dates from  the  examination  of  the  day  before 
will  be  introduced  in  person,  one  or  more  ad- 
dresses will  be  made  by  officers  of  the  Board  and 
a Round  Table  Conference  and  general  discussion 
of  the  activities  of  the  Board  will  follow.  Diplo- 
mats expecting  to  be  in  attendance  at  the  Scien- 
tific Session  of  the  American  Medical  Association 
are  urged  to  make  early  reservation  for  this  sub- 
scription dinner  as  early  as  possible  through  the 
office  of  the  Secretary  of  this  Board.  Further 
announcements  will  be  made  through  the  Journal 
of  the  American  Medical  Association  and  the 
American  Journal  of  Obstetrics  and  Gynecology. 

The  next  written  examination  and  review  of 
case  histories  will  be  held  in  cities  throughout 
this  country  and  Canada,  where  there  are  Diplo- 
mats who  may  be  empowered  to  conduct  the  ex- 
amination on  April  1,  1933. 

The  next  general  clinical  examination  is  to  be 
held  in  Milwaukee  on  Tuesday,  June  13,  1933,  im- 
mediately preceding  the  annual  session  of  the 
American  Medical  Association.  Reduced  railroad 
rates  will  apply. 

For  further  information  and  application  blanks, 
address  the  Secretary,  Dr.  Paul  Titus,  1015  High- 
land Building,  Pittsburgh,  Pennsylvania. 


THE  SOUTHEASTERN  SURGICAL  CONGRESS 
Announces  Its  Fourth  Annual  Assembly 
March  6,  7,  and  8,  1933,  Atlanta  Biltmore  Hotel 

The  following  prominent  internists  and  surgeons 
will  appear  on  the  program : 

Dr.  Tom  G.  Orr,  Kansas  City — -“The  Essential 
Factors  in  the  Treatment  of  Acute  Peritonitis” 
Dr.  Walter  E.  Sistrunk,  Dallas — Subject  to  be 
announced  later. 

Dr.  C’.  W.  Roberts,  Atlanta — Subject  to  be  an- 
nounced later. 

Dr.  Geo.  W.  Crile,  Cleveland — “Peptic  Ulcer” — 
Lantern  Slides  (Clinic). 


Dr.  W.  D.  Haggard,  Nashville— Toastmaster 
(Clinic). 

Dr.  Chevalier  Jackson,  Philadelphia— “Diverticula 
of  the  Esophagus  and  Hypopharynx.”  Lantern 
and  Motion  Picture  Demonstration. 

Dr.  Charles  Bagley,  Jr.,  Baltimore — Subject  to  be 
announced  later. 

Dr.  W.  E.  Lower,  Cleveland — “The  Various  Func- 
tions of  the  Testes;  an  Experimental  and 
Clinical  Report.” 

Dr.  Hugh  Cabot,  Rochester — Subject  to  be  an- 
nounced later. 

Dr.  Hubert  A.  Royster,  Raleigh— “Sidelights  on 
the  pathology  of  Appendicitis.” 

Dr.  E.  W.  A.  Ochsner,  New  Orleans — “The  Rela- 
tive Value  of  Sclerosing  Agents  in  the  Treat- 
ment of  Varicose  Veins.” 

Dr.  Dean  Lewis,  Baltimore — “Muscles,  Nerve  and 
Blood  Vessel  Injuries  of  the  Extremities.” 
(Clinic). 

Dr.  Carl  A.  Hedblom,  Chicago — “The  Diagnosis 
and  Treatment  of  Tumors  of  the  Thorax.” 

Dr.  W.  Wayne  Babcock,  Philadelphia — “The 
Vaginal  Approach  to  the  Peritoneum.” 

Dr.  W.  R.  Houston,  Augusta — Subject  to  be  an- 
nounced later. 

Dr.  Curtice  Rosser,  Dallas — “Problems  Confront- 
ing the  Proctologist.” 

Dr.  Irvin  Abell,  Louisville — “Tumors  of  the 
Breast.” 

Dr.  Robert  Wilson,  Charleston — “The  Fundamen- 
tals of  Surgery — a Medical  Viewpoint.” 

Dr.  Cecil  Rigby,  Spartanburg — Subject  to  be  an- 
nounced later. 

Dr.  Russell  O.  Lyday,  Greensboro — “Surgical 
Progress  from  a Physiological  Standpoint.” 

Dr.  Vilray  P.  Blair,  St.  Louis — - 

Dr.  James  Barrett  Brown,  St.  Louis — '‘Cancer  of 
the  Mouth.” 

B.  T.  BEASLEY,  M.D., 
Secretary-T  reasurer. 


CAN  A SECRETARY  GO  TO  HEAVEN? 

If  a secretary  writes  a letter,  it’s  too  long. 

If  he  sends  a postal,  it's  too  short. 

If  he  doesn’t  send  a notice,  he’s  lazy. 

If  he  attends  a committee  meeting,  he’s  butt- 
ing in. 

If  he  stays  away,  he’s  a shirker. 

If  he  duns  the  members  for  dues,  he  is  insulting. 
If  he  fails  to  collect  the  dues,  he’s  slipping. 

If  he  asks  for  advice,  he’s  incompetent. 

If  he  does  not,  he’s  bull-headed. 

If  he  writes  his  reports  complete,  they're  too 
long. 

If  he  condenses  them,  they  are  incomplete. 

If  he  talks  on  a subject,  he  is  trying  to  run 
things. 

If  he  remains  quiet,  he  has  lost  interest  in  the 
meeting. 

Ashes  to  ashes, 

Dust  to  dust, 

If  others  won’t  do  it. 

The  secretary  must. 

— The  Wards,  over  WBAP,  quoted  by  Journal  of 
the  Michigan  State  Medical  Society. 


Boiling  actively  for  five  minutes  will 
destroy  the  toxin  produced  by  the  Bacillus 
botulinus. 


Take  this  Journal  home  to  your  wife. 
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EDITORIAL  NOTES  AND  COMMENT 


She  Sleeps — 

My  Baby  Sleeps 

Tf  anything  could  convince  one  of  the 

dangers  of  Christian  Science,  it  would  be 
the  pitiful  sight  the  writer  witnessed  a few 
years  ago.  The  scene  occurred  in  a home 
of  simple  trusting  misguided  people,  hon- 
est, but  not  medically  educated.  On  the  bed 
propped  up  with  several  pillows  was  a little 
child,  on  whose  lap  was  spread  a large  fam- 
ily Bible,  on  the  open  pages  of  which  rested 
two  little  white  hands.  Playing  on  the  floor 
were  two  smaller  children.  The  mother  was 
seated  at  the  foot  of  the  bed.  At  the  side  of 
the  bed  sat  a woman  repeating  “God  loves 
you — God  loves  you.”  The  child  was  dead 
and  rigor  mortis  had  set  in.  The  messenger 
of  death  had  visited  that  home  at  least  three 
hours  before — yet  the  woman  at  the  bedside 
was  not  aware  of  the  fact  that  death  had 
occurred.  Death  was  caused  by  diphtheria 
undiagnosed  by  an  ignorant  practitioner. 
Both  children  were  exposed,  and  only  the 
use  of  antitoxin  saved  the  lives  of  these 
little  ones. 

How  long  shall  little  ones  be  sacrificed 
by  allowing  misguided  “healers”  to  treat 
diseases  as  fatal  as  diphtheria  when  they  do 
not  have  any  medical  training  even  to  recog- 
nize such  a disease?  God  never  intended 
human  sacrifices  on  the  plea  of  “religious 
liberty.”  That  people  have  a right  to  believe 
as  they  please  on  religious  questions  is  an 
American  right,  but  only  so  far  as  these 
beliefs  do  not  lead  to  the  interference  with 
the  rights  of  others. 

No  religious  freedom  should  deliberately 
allow  deaths  of  innocent  children  and  the 


scattering  of  contagious  diseases  throughout 
our  fair  land.  Either  these  practitioners 
should  be  compelled  to  take  a course  in  diag- 
nosis of  contagious  diseases  and  be  able  to 
recognize  such  diseases  as  diphtheria,  small 
pox,  scarlet  fever,  etc.,  or  they  should  be 
prosecuted  for  manslaughter. 

r+  <4 

Abscess  of 
the  Tongue 

T ooking  back  over  thirty  years  of  practice 
confined  to  diseases  of  the  eye,  ear,  nose 
and  throat,  the  infrequency  of  encountering 
abscess  of  the  tongue  is  very  noticeable. 

Under  the  conditions  of  heat,  moisture, 
and  every  chance  for  the  entrance  of  germs 
through  air  and  by  food,  it  has  been  a cause 
for  wonder  that  more  cases  do  not  occur. 
The  danger  of  slight  openings  in  the  cover- 
ing of  the  tongue  due  to  sharp  edged  teeth 
or  accidental  bites  tends  to  increase  the 
chance  of  infection  and  with  this  infection 
the  formation  of  abscesses.  Nature  must 
have  provided  some  wonderful  plan  to  pre- 
vent these  conditions  from  producing  ab- 
scess in  the  human  tongue. 

The  early  diagnosis  of  this  infection  is 
often  confused  with  middle  ear  infections, 
tonsillitis,  beginning  diphtheria,  septic  sore 
throat  and  peritonsillar  abscess  (quinsy). 
V/hen  we  remember  the  nerve  distribution 
to  the  tongue,  some  causes  for  error  in  diag- 
nosis are  understood.  Pain  which  extends 
to  all  parts  supplied  with  sensation  by  the 
fifth  nerve,  especially  to  the  region  of  the 
ear,  is  often  very  severe  in  character.  Pain 
in  this  case  is  conducted  to  the  ear  and 
temporal  region  by  the  lingual  nerve  and 
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from  it  to  the  other  branches  of  the  inferior 
maxillary  nerve,  especially  the  auriculo-tem- 
poral. 

In  the  beginning  the  symptom  of  pain  is 
very  misleading.  The  voice  in  a few  hours 
leads  one  to  believe  that  the  trouble  is  quinsy 
when  it  is  abscess  of  the  tongue.  The  ears 
look  normal;  the  tonsils  and  pharynx  are  not 
giving  any  evidence  by  which  the  real 
trouble  can  be  located.  Only  the  slight  re- 
sistance of  the  tongue  to  the  tongue  depres- 
sor points  to  the  location  of  the  real  cause. 
Most  patients  complain  of  either  pain  in  the 
ears  or  in  the  frontal  region.  In  the  course 
of  a few  hours  an  increased  flow  of  stringy 
mucus  occurs,  and  then  the  pain  begins  in 
the  base  of  the  tongue,  as  most  abscesses 
occur  in  that  part.  The  lymphoid  follicles 
are  situated  mostly  in  the  back  of  the  tongue 
between  the  epiglottis  and  the  circumvallate 
papillae.  Infection  most  often  occurs  in  this 
region  rather  than  in  the  thinner  parts  of 
the  tongue.  The  finest  instrument  to  detect 
the  location  of  the  infiltration  which  precedes 
the  abscess  formation  is  the  delicately  edu- 
cated index  finger  passed  over  the  entire 
tongue.  If  the  eye  is  depended  upon  to  dis- 
cover changes  in  a laryngeal  mirror,  it  will 
be  too  late  and  someone  else  will  be  treat- 
ing the  case. 

Remember  there  is  such  a thing  as  abscess 
of  the  tongue  when  the  patient  complains  of 
pain  in  the  ear  and  yet  the  ears  show  no 
evidence  which  you  can  believe  would  cause 
pain  in  them.  In  several  cases  seen,  one 
outstanding  feature  has  been  the  very  un- 
pleasant odor  of  the  pus  produced  by  the 
abscess;  this  odor  is  only  equalled  by  organ- 
isms of  the  gas  forming  group;  once  en- 
countered— never  forgotten. 


Thrombo-angiitis  obliterans  has  been 
treated  by  foreign  protein  with  notable  palli- 
ative effects.  It  tends  to  relieve  pain  and 
improve  the  peripheral  circulation.  Healing 
of  open  lesions  is  thus  facilitated.  Little  or 
no  effect  has  been  noted  in  cases  presenting 
clandication  or  extensive  gangrene.  The 
treatment  has  aided  in  carrying  patients 
through  critical  periods  pending  other  pro- 
cedures. 
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WYOMING  NEWS  NOTES 
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Following  the  usual  monthly  dinner  of  the  staff 
of  the  Sheridan  Memorial  Hospital  on  January 
10,  the  following  officers  were  elected  for  the 
year  as  officers  of  the  staff  and  also  of  the  Sheri- 
dan County  Medical  Society : President  and  Chief 
of  Staff,  Dr.  Simeon  Wood  Johnson ; Vice  Presi- 
dent, Dr.  Enos  Goble  Dennison;  Secretary,  Law- 
rence Cornelius  Meredith.  At  the  staff  meeting 
Dr.  P.  M.  Schunk  presented  a very  interesting 
case  of  narcolepsy  and  cataplexy  and  discussed 
this  case  in  an  interesting  and  instructive  man- 
ner. The  patient  was  above  average  intelligence 
and  by  his  clear  answers  to  questions  put  by  the 
doctors  present  helped  to  bring  out  the  interest- 
ing points  in  his  case. 

Dr.  J.  E.  Carr  was  recently  selected  by  the 
board  of  County  Commissioners  to  be  County 
Physician  for  Sheridan  County. 

Third  Annual  Health  Conservation  Contest 

Winning  and  honorable-mention  cities  in 
the  1931  Inter-Chamber  Health  Conserva- 
tion Contest,  sponsored  by  the  Chamber  of 
Commerce  of  the  United  States  with  the  co- 
operation of  the  American  Public  Health  As- 
sociation, were  announced  as  follows: 

In  the  population  group  of  more  than 
500,000,  the  winning  city  was  Milwaukee, 
and  honorable  mention  cities  were  Balti- 
more, Detroit,  Philadelphia,  Pittsburgh,  and 
St.  Louis. 

In  the  population  group  of  250,000  to 
500,000,  Rochester  was  the  winning  city, 
and  honorable  mention  cities  were  Cincin- 
nati, Kansas  City,  Minneapolis,  Newark, 
and  Toledo.  In  the  100,000  to  250,000  pop- 
ulation group.  New  Haven,  Conn.,  was  the 
winning  city,  and  honorable  mention  cities 
were  Grand  Rapids,  Hartford,  Syracuse, 
Utica,  and  Yonkers.  In  the  50,000  to  100,- 
000  population  group,  Evanston,  111.,  won, 
with  East  Orange,  N.  J.,  Harrisburg,  Pa., 
Kenosha,  Wis.,  Pasadena,  and  Racine,  Wis., 
the  honorable  mention  cities.  In  the  20,000 
to  50,000  population  group,  Brookline, 
Mass.,  was  the  winning  city,  and  honorable 
mention  cities  were  Alhambra,  Calif.,  Ma- 
plewood, N.J.,  and  Watertown,  N.Y.,  New- 
burgh, N.  Y.,  and  Orange,  W.  Orange,  N.  J. 

For  the  group  under  20,000,  the  winning 
city  was  La  Salle,  111.,  and  the  honorable 
mention  cities  were  Chestertown,  Md.,  Lodi. 
Monrovia,  Palo  Alto,  Calif.,  and  Shore- 
wood,  Wis. 


February,  1933 
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THE  PRIVILEGE  OF  DEATH* 

JAY  G.  WANNER,  M.D. 

ROCK  SPRINGS 


We  hear  much  of  the  individual’s  "right 
to  live,”  but  little  is  offered  on  his  “right 
to  die.”  The  right  to  live  apparently  starts 
with  the  first  spark  of  life  during  conception 
in  utero.  Laws  and  social  custom  demand 
that  this  life  be  protected.  Here  at  the  very 
beginning  of  life,  exceptions  occur — excep- 
tions greatly  involving  the  medical  profes- 
sion. If  pregnancy  endangers  the  life  of 
the  mother,  the  medical  attendant,  under 
certain  ethical  laws  of  consultation,  may 
with  his  colleagues  find  it  necessary  to  ter- 
minate and  sacrifice  this  unborn  life  to  save 
that  of  the  mother.  At  this  point  an  un- 
written law  involving  social  custom  through- 
out the  ages  makes  its  entrance  and  denies 
the  “right  to  live”  to  certain  ones  among 
the  unborn. 

If  on  the  other  hand  the  mother  or  father 
of  this  unborn  child  suffers  from  an  incurable 
and  hereditary  disease,  there  is  no  law  writ- 
ten or  unwritten,  and  no  social  custom, 
which  gives  this  unborn  “the  right  to  die.” 
Though  he  suffers  through  his  life  mentally 
or  physically  he  must  be  born,  treated,  and 
cured  if  possible. 

If  a hideous  monstrosity  be  born,  no  sanc- 
tion is  given  as  to  its  right  to  die.  Fortu- 
nately nature  kindly  intervenes  in  the  ma- 
jority of  these  cases  and  terminates  life 
within  a short  time.  Medical  ethics  and 
social  laws,  however,  do  not  permit  the  med- 
ical attendant  to  either  negligently  or  will- 
fully elect  for  this  monstrosity  “the  privi- 
lege to  die.” 

As  an  example,  what  would  be  the  posi- 
tion of  the  medical  attendant  at  the  birth  of 
a monstrosity  that  might  be  hideous  to  look 
upon,  always  mentally  an  imbecile  of  the 
lowest  order,  and  which  might  live  for  many 
years  but  for  one  thing,  we  will  say,  an  im- 
perforate anus.  By  performing  a simple 
colostomy  and  giving  the  monstrosity  an  ar- 
tificial anus,  its  life  will  be  prolonged.  With- 
out operation  it  is  condemned  to  death  with- 
in a few  days.  Such  cases  are  on  medical 
record.  To  operate  or  not  to  operate  is  the 

•Read  before  the  Wyoming  State  Medical  So- 
ciety at  Rock  Springs,  July  19,  1932. 


question.  The  physician  in  charge  of  this 
type  of  case  shoulders  a grave  responsibility. 
His  role  is  that  of  judge,  jury,  savior,  or  ex- 
ecutioner. 

That  this  problem  is  being  more  and 
more  brought  to  the  attention  of  the  medical 
and  legal  professions  cannot  be  denied.  It 
is  not  uncommon  to  read  in  the  daily  press 
of  so-called  mercy  killings,  carried  out  usu- 
ally by  some  member  of  a family  who  no 
longer  can  watch  a lingering  painful  death 
of  a loved  one  afflicted  with  an  incurable 
disease  and  begging  for  a gun  or  poison  to 
end  his  suffering. 

Here  again  major  points  present  them- 
selves. That  this  problem  is  one  for  ad- 
vanced thinkers  is  evident.  Within  the 
next  two  or  three  generations  members  of 
the  medical  and  legal  professions  will  be 
called  upon  to  regulate  euthanasia  or  so- 
called  easy  death.  Dr.  C.  K.  Millard  of 
England,  a stout  champion  of  euthanasia,  in 
a recent  article  in  the  English  Review  of 
Reviews,  explains  as  follows: 

“Our  proposition  is  merely  that  individ- 
uals who  have  attained  to  years  of  discre- 
tion, and  who  are  suffering  from  an  incur- 
able and  fatal  disease,  which  usually  entails 
a slow  and  painful  death,  should  be  allowed 
by  law — if  they  so  desire — to  substitute  for 
the  slow  painful  death  a quick  and  painless 
one.  This,  we  submit,  should  be  regarded 
not  merely  as  an  act  of  mercy,  but  as  a 
matter  of  elementary  human  right.  The 
usual  method  of  administering  of  euthanasia 
would  probably  be  a lethal  narcotic  draught, 
which  might  be  given  in  a special  utensil, 
the  “lethal  cup.”  A prescribed  procedure 
would  have  to  be  followed,  which  would 
include  an  express  statement  by  the  euthan- 
asor  as  to  the  object  of  the  draught,  and  a 
direct  question  to  the  applicant  as  to  whether 
he  was  quite  sure  that  he  wished  to  antici- 
pate death.  If  his  answer  were  in  the  af- 
firmative, the  lethal  cup  would  be  handed 
to  him  or  put  within  his  reach.  In  cases 
where  the  patient  is  unable  to  swallow,  the 
lethal  dose  could  be  administered  hypoder- 
mically. An  independent  and  official  wit- 
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ness  would  need  to  be  present,  and  only 
persons  of  a certain  status,  as  magistrates, 
clergymen,  or  doctors.  It  is  obvious  that 
many  ramifications  would  enter  into  the 
moral,  legal,  and  religious  responsibilities 
of  such  a procedure  and  that  great  care 
would  have  to  be  used  to  guard  against  un- 
scrupulous individuals  who  might  attempt 
to  carry  out  some  plan  for  their  own  gain. 

If  we  see  any  animal  in  terrible  suffering 
with  no  hope  for  its  recovery,  we  think 
nothing  of  humanely  ending  its  misery  in  a 
speedy  fashion.  Yet  many  times  as  we  go 
through  our  hospitals  we  see  numerous  pa- 
tients enduring  a lingering  tortuous  death 
with  no  hope  for  relief  until  Nature  takes 
its  course. 

The  writer  makes  no  pretense  of  includ- 
ing in  this  category  suicide  of  the  ordinary 
nature.  This  is  a different  problem  and  per- 
haps more  in  the  realm  of  the  neurologist 
or  psychiatrist  than  that  of  the  medical  bodv 
as  a whole. 

As  before  mentioned,  many  safeguards  in 
the  way  of  medical  consultants  must  be 
employed.  The  patient's  mental  age,  prog- 
nosis, and  degree  of  mental  and  physical 
pain  must  all  be  carefully  weighed  before 
granting  him  the  permission  to  accept  the 
happy  release.  A patient  must  be  guarded 
from  a premature  decision,  as  severe  pain 
may  cause  a temporary  mental  unstability 
which  might  influence  his  choice. 

That  the  medical  profession  would  be  held 
up  to  sharp  criticism  is  also  obvious,  as  one 
often  hears  of  a miraculous  cure  through 
the  medium  of  some  semi-religious  or 
pseudo-medical  cult.  The  old  phrase, 
“while  there's  life  there’s  hope,”  is  so  thor- 
oughly inculcated  into  human  thought  that 
it  is  easy  to  blind  one’s  self  to  the  real  issue 
at  hand. 

Euthanasia,  or  painless  death,  vitally  af- 
fects the  medical  and  legal  professions,  and 
these  professions  will  not  always  be  able 
to  bury  their  respective  heads  in  the  sand 
and  pretend  not  to  see. 


The  indiscriminate  dispensation  of  samples 
without  removing  the  label  encourages  self- 
medication.  Such  practice  is  too  evident  for 
discussion.  Remove  the  label! 


Unprecedented  Rise  in  the  Cancer  Death 
Rate 

While  health  conditions  in  general  have 
been  extremely  favorable  during  the  last 
two  years,  the  death  rate  from  cancer  has 
been  rising  sharply.  This  is  one  of  the  very 
few  unfavorable  developments  in  the  public 
health  in  recent  years. 

It  is  true  that,  for  a long  period  of  years, 
the  cancer  death  rate,  both  among  the  many 
millions  of  policy  holders  of  the  Metropolitan 
Life  Insurance  Company  and  the  general 
population  of  the  country,  has  been  increas- 
ing. But  the  rise  has  been  slow  in  each 
group.  During  the  twelve-year  period,  1919 
to  1930,  the  difference  between  the  minimum 
crude  death  rate  for  the  insured  (67.0  per 
100,000 — registered  in  1919)  and  the  maxi- 
mum (79.5 — registered  in  1930),  was  18.7 
per  cent.  In  strong  contrast  with  this  rela- 
tively slow  average  rise  of  almost  1 .5  per 
cent  per  annum  in  the  death  rate,  there  is 
shown  at  the  end  of  1931,  a 7 .4  per  cent 
rise  in  a single  year;  and  reports  for  the  first 
half  of  1932  show  a further  rise  of  9.5  per 
cent  over  the  rate  for  the  like  part  of  last 
year.  If  deaths  from  cancer  continue  to 
occur  at  the  present  rate  throughout  1932, 
the  cancer  death  rate  among  Metropolitan 
Industrial  policy  holders  will  have  increased 
more  than  three-fourths  as  much,  in  two 
years,  as  it  did  in  the  preceding  twelve  years 
back  to  1919. 

Some  forces  must  have  been  at  work  since 
the  beginning  of  1931  to  cause  a marked 
acceleration  in  the  number  of  deaths  re- 
ported from  cancer.  It  is  by  no  means  as- 
sured, as  yet,  that  the  actual  increase  in 
1931  and  1932  has  been  as  sharp  as  the 
figures  indicate.  There  is  always  the  pos- 
sibility that  part  of  the  rise  resulted  from 
more  accurate  diagnoses.  An  eminent  au- 
thority on  cancer  believes  this  to  be  true. 
Many  more  cases  are  undoubtedly  being  dis- 
covered through  laboratory  findings,  opera- 
tive procedures,  and  autopsies  which  are  be- 
ing made  more  often  now  than  ever  before. — 
Stat.  Bulletin,  Metropolitan  Life  Insurance 
Co.,  13:4—6  (July),  1932. 


Take  this  Journal  home  to  your  wife. 
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POVERTY  and  tuberculosis  go  hand  in  hand 5 so  runs  the  doctrine  preached  for  a 
score  of  years.  Some  even  regard  the  tuberculosis  death  rate  as  a rough  barometer 
reflecting  the  fluctuations  in  the  economic  state  of  the  people.  For  more  than  three 
years  hard  times  have  blighted  the  country ; few  have  escaped  its  evil  effects.  Yet  the 
tuberculosis  mortality  rate  continues  to  decline.  How  can  this  paradox  be  explained: 
No  authoritative  answer  is  available  and  none  would  be  so  rash  as  to  predict  a con- 
tinuation of  the  downward  trend.  But  a consideration  of  some  of  the  influences  that 
undoubtedly  play  a part  in  this  phenomenon  may  suggest  what  steps  in  the  future 
must  be  taken  to  sustain  the  present  favorable  trend. 


EFFECT  OF  DEPRESSION  ON  TUBERCULOSIS 


The  tuberculosis  death  rate  for  1930  in  the 
United  States  reached  the  low  point  of  71.5 
per  hundred  thousand  population.  Unofficial  but 
reliable  estimates  for  1931  show  a rate  of  ap- 
proximately 67  per  hundred  thousand.  The 
Metropolitan  Life  Insurance  Company  calculated 
that  at  the  end  of  the  third  quarter  of  1932,  the 
tuberculosis  death  rate  had  declined  6.9  per  cent 
as  compared  with  the  like  period  of  1931. 

Deaths  from  tuberculosis  come  mostly  from  that 
group  who  have  had  the  disease  for  some  time. 
Among  the  tuberculous  population  at  any  given 
time  there  are  always  some  whose  fate  hangs  pre- 
cariously in  the  balance.  A slight  downward  push 
on  the  scale  such  as  hunger  or  worry,  is  likely  to 
bring  the  struggle  to  a premature  end.  Apparently 
there  are  not  enough  such  “critical”  cases  of 
tuberculosis  among  the  “new-poor”  to  affect 
appreciably  the  mortality  rate. 

We  are  not  certain  however  that  hard  times 
are  not  increasing  the  morbidity'  of  the  disease. 
Assuming  the  average  expectancy  of  the  con- 
sumptive to  be  five  years,  the  present  effects  of 
deprivation,  even  though  temporary,  may  shorten 
that  expectancy.  Furthermore,  our  present  un- 
derstanding of  the  manner  in  which  tuberculo- 
sis begins  and  develops,  justifies  us  in  assuming 
that  environmental  influences  often  determine 
whether  or  not  a child  with  early  lesions  will 
later  develop  the  destructive  adult  type.  And  many 
children  now  heavily  infected  but  not  yet  labeled 
“tuberculous”  are  suffering  deprivation.  Thus 
the  toll  of  the  enemy  may  be  so  “absorbed”  in 


the  years  to  come  as  to  show  no  definite  “hump” 
in  the  mortality'  curve. 

Aside  from  these  probabilities  why  has  the  mor- 
tality- rate  not  yet  reflected  the  effect  of  poverty  ? 
While  poverty-  and  tuberculosis  are  closely  related, 
there  is  nothing  about  poverty  of  itself  that  favors 
the  disease.  The  sole,  direct  cause  of  tuberculosis 
is  the  tubercle  bacillus.  Without  infection  by  that 
specific  germ,  even  Job’s  turkey  could  not  possibly 
develop  phthisis.  But  the  by-products  of  poverty- 
are  the  active  allies  of  the  enemy. 

One  such  by-product  is  faulty-  nutrition.  We 
have  not  thus  far  permitted  this  by-product  to 
overwhelm  us.  Luxuries,  comforts,  and  even  self- 
respect  may  have  to  be  sacrificed  by  many  people, 
but  old-fashioned  starvation  for  the  sheer  want  of 
bread  is  a disgrace  we  are  determined  not  to 
suffer.  Nor  is  the  nutritional  quality  of  food  being 
sacrificed  to  any  great  extent.  During  the  war, 
the  hunger  of  European  peoples  was  appeased  by 
filling  their  bellies  with  food  substitutes  of  poor 
nutritional  value.  Not  so  in  the  present  crisis. 
True,  the  consumption  of  milk  has  decreased 
somewhat,  but  on  the  other  hand,  the  cheap  price 
of  butter  has  enlarged  sales  of  that  article  at  the 
expense  of  butter  substitutes.  Meats,  vegetables, 
and  fruits  have  dropped  to  a price  level  that  dis- 
courages the  competition  of  foods  of  lesser  nutri- 
tional value.  Allowing  for  the  concessions  many 
families  are  making,  we  still  may  safely  assume 
that  no  widespread  harm  has  as  yet  been  wrought 
because  of  poor  nutrition. 

Another  by-product  of  poverty  is  the  crowding 


together  of  families,  which  in  turn  favors  the  ready 
transfer  of  the  tubercle  bacillus  from  the  sick  to 
the  well.  Domiciliary  crowding  has  not  yet  been 
severe.  The  inhuman  huddling  of  several  families 
in  quarters  designed  for  one,  as  was  so  common 
during  the  war,  has  been  mitigated  by  lowered 
rentals.  Incidentally,  the  experience  in  German 
cities  in  the  post-war  period  indicates  that  food 
shortage  rather  than  crowding  is  the  significant 
factor  in  causing  an  increase  of  the  rate.  During 
the  blockade  when  food  supplies  were  cut  off, 
the  tuberculosis  death  rate  rose  to  unprecedented 
heights.  When  the  blockade  was  lifted  this  rate 
declined  precipitately  to  its  former  level,  though 
the  housing  shortage  continued  as  before. 

A third  by-product  of  poverty  is  shattered  family 
morale.  “What’s  the  use!”  is  the  attitude  of  the 
discouraged  family.  Slovenly  habits  creep  in.  Why 
wash  the  dishes  carefully?  Why  not  spit  on  the 
floor?  Why  keep  the  appointment  with  the  doc- 
tor? Cheerlessness  and  numbness  subtract  their 
toll  from  one’s  capital  of  resistance.  Deplorable 
situations  are  evident,  but  in  the  aggregate  we 
have  kept  our  courage  to  the  sticking  point,  and 
the  pessimism  that  now  presides  in  many  house- 
holds has  not  yet  become  chronic. 

Momentum  of  the  Movement 

An  important  factor  responsible  for  the  contin- 
ued decline  of  tuberculosis  deaths  is  the  cumulative 
effect  of  the  tuberculosis  movement.  For  a score 
of  years,  educational  propaganda  has  been  rolling 
up  its  force;  its  momentum  has  been  slackened 
only  slightly  by  the  present  pot  holes  in  the  high- 
way of  progress.  Knowledge  acquired  in  the  past 
has  not  lost  its  power;  our  respect  for  tubercu- 
losis has  not  lessened ; habits  and  practices  acquired 
in  the  good  days  continue  to  function  in  the  bad. 

But  perhaps  the  most  pertinent  answer  to  the 
question  as  to  why  the  death  rate  has  not  taken 
an  upward  turn  is  to  be  found  in  the  tuberculosis 
fighting  machinery  that  is  now  functioning.  It  is, 
of  course,  inadequate,  but  in  no  previous  depression 
have  we  been  so  well  equipped.  Some  eighty 
thousand  patients  are  at  the  moment  occupying 
sanatorium  beds,  which  means  not  only  that  eighty 
thousand  persons  are  being  given  their  chance,  but 
also  that  as  many  potential  foci  of  infection  are 
removed  from  the  susceptible  community.  More 
thousands,  graduates  from  tuberculosis  institutions, 
are  exerting  their  wholesome  influence  wherever 
they  may  be.  The  sanatorium  is  doing  “business 
as  usual,”  in  fact,  almost  1,000  new  beds  have 
been  added  (in  the  U.  S.  A.)  during  the  past 
year.  Nor  has  there  been  an  appreciable  lessening 


of  clinic  and  medical  activities.  Greater  skill  and 
precision  in  diagnosis  and  treatment  are  practiced 
by  the  doctor  than  ever  before.  Health  department 
budgets  in  several  places  have  been  curtailed,  but 
without  seriously  lessening  the  efficiency  of  the 
service  rendered.  Public  health  nurses’  salaries 
have  suffered  reduction  but  not  the  quality  of  their 
work.  Tuberculosis  associations  have  trimmed  their 
sails,  but  the  educational  and  publicity  work  goes 
on  unabated.  Research  has  not  stopped,  and  dem- 
onstrations gaily  carry  on. 

Control  Machinery  Works 

The  machinery  has  clicked  on  despite  the  de- 
pression. The  fact  that  this  “variable”  has  not 
changed  (except  for  the  better)  whereas  the  other 
traditional  variable,  namely,  the  economic  factor, 
has  changed,  and  that,  in  the  face  of  this,  the 
tuberculosis  rate  has  not  increased,  is  indirect  but 
persuasive  proof  of  the  efficacy  of  our  present 
method  of  attacking  tuberculosis. 

Epidemiology  teaches  that  human  skill  appar- 
ently avails  little  during  the  height  of  an  epidemic. 
But  when  the  foci  of  infection  begin  to  decrease 
in  number,  organized  effort  bears  fruit  and  accel- 
erates the  decline.  When  the  disease  foci  are  fin- 
ally reduced  to  a minimum  number,  the  epidemic 
is  “under  control.”  Has  the  age-old  epidemic  of 
tuberculosis  reached  the  point  where  the  active 
cases  are  so  few  that  the  disease  may  be  “con- 
trolled” regardless  of  unfavorable  circumstances? 

Whatever  the  answer, — the  danger  of  over- 
confidence  must  be  avoided.  Human  nature, 
notoriously  fitful  and  fickle,  must  be  reckoned 
with.  Experience  shows  that  a populace  plagued 
by  a disease  enemy  may  be  roused  to  such  a pitch 
as  to  depress  the  danger  to  a vanishing  point. 
When  the  threat  lessens,  interest  lags,  vigilance 
relaxes,  and  then  the  enemy  sweeps  once  more 
into  the  unprotected  ranks.  For  this  reason  the 
history  of  small-pox  since  Jenner’s  time  is  one 
of  sporadic  recurrences  alternating  with  periods  of 
quiescence,  but  never  of  complete  conquest. 

The  anti-tuberculosis  crusading  spirit  of  bygone 
days  drew  its  power  chiefly  from  deep  emotion. 
As  the  stimulating  reminders  of  the  disease  have 
grown  fewer,  interest  has  lessened.  It  is  necessary 
in  these  days  to  replace  the  old  fire  with  a per- 
sistence born  of  intellectual  understanding.  For 
this,  leadership  of  the  medical  profession  is  essential. 
The  fact  that  the  traditional  and  powerful  con- 
tributing causes  of  tuberculosis  may  now  be,  and 
are  presumably  being,  “neutralized”  by  medical 
skill  in  diagnosis  and  treatment,  is  a tribute  to 
scientific  medicine  and  its  practitioners. 
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DO  HOSPITALS  OWE  THEIR 
GRADUATES  A LIVING? 

BARBARA  FERN  DOBBINS,  R.N. 

There  are  few  questions  of  any  great 
profundity  that  can  be  answered  by  a simple 
“yes’’  or  “no”.  Would  that  it  were  so.  How 
easy  it  would  be  to  settle  the  bitter  contro- 
versies that  rock  the  world  today. 

But  the  very  inanity  of  the  question  asked 
by  the  title  must  be  obvious  to  even  the 
most  obtuse  mind.  What  a prodigious  and 
futile  undertaking  it  would  be. 

Before  going  further,  let  me  state  that  1 
have  no  personal  interest  in  the  above  sub- 
ject other  than  that  it  concerns  my  profes- 
sion. I am  deeply  thankful  for  what  suc- 
cess I have  attained  and  I write  this  only 
because  it  may  benefit  some  of  those  de- 
serving ones  who  have  not  been  so  fortu- 
nate. 

No  institution,  be  it  hospital  or  Univer- 
sity, owes  its  graduates  a living.  We  owe 
that  only  to  ourselves,  depending  upon  our 
natural  resources  and  our  inherent  capabil- 
ities. It  seems  to  me,  during  this  time  of 
stress,  when  nerves  are  strained  to  the 
breaking  point,  that  this  attitude  toward  life 
is  one  of  the  foremost  causes  of  the  deplor- 
able conditions  existing,  not  only  in  the 
nursing  profession,  but  in  many  others  as 
well. 

It  has  been  stated  by  some  that  a hospital 
training  school  for  nurses  is  comparable  to 
a university  and  that  after  the  diploma  is 
awarded  all  responsibility  toward  a gradu- 
ate ceases.  This  is  an  entirely  different 
matter  and  involves  more  profound  thought 
than  does  the  title  question.  Do  our  re- 
sponsibilities in  this  life,  once  assumed, 
ever  cease?  Do  they  not  rather  tend  to  in- 
crease? It  is  of  this  responsibility  of  the 
hospital,  in  particular  toward  its  graduates, 
that  I wish  to  speak. 
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In  the  first  place.  I do  not  see  wherein  the 
two  institutions  are  comparable  to  any  great 
extent.  Prospective  students  entering  a 
training  school  for  nurses,  usually  have  but 
one  motive — that  of  learning  a profession 
whereby  they  can  earn  a living.  To  what 
end  does  the  school  operate?  To  one  only 
— the  making  of  trained  nurses.  Life  here 
is  far  more  serious  than  to  the  college  stu- 
dent. 

How  different  are  the  motives  of  the  col- 
lege student.  Many  attend  with  no  more 
serious  thought  than  that  it  is  the  correct 
thing  to  do  or  because  Dad  is  rich  or  for 
the  fun  of  it.  There  are,  of  course,  many 
earnest  young  students  who  avail  them- 
selves of  the  infinite  opportunities  offered. 
But  again,  how  different  is  the  environment, 
the  atmosphere.  The  college  student,  be 
he  even  of  humble  birth,  may  well  hold  up 
his  head  in  pride.  He  knows  that  he  is  mak- 
ing the  right  sort  of  social  contacts;  he 
knows  that  at  the  end  of  his  four  years  he 
can  go  out  into  the  world  with  a university 
degree  and  a sheepskin  tucked  under  his 
arm,  well  equipped  by  his  Alma  Mater,  to 
choose  any  path  he  may  desire  to  follow. 
His  college  sends  him  forth  bestowing  upon 
him  those  two  greatest  attributes  of  success: 
self-respect  and  the  respect  of  the  world. 

But  how  different  is  the  outlook  of  the 
graduating  nurse  and  how  much  more  nar- 
row her  field.  Many  nurses  seek  wider 
fields — public  health  work,  school  nursing, 
army  or  navy,  or  post-graduate  courses — 
but  in  any  of  these  fields  they  must  follow 
their  one  profession. 

What  about  that  vast  number  who  choose 
to  remain  and  do  private  duty?  Many  of 
them  cling  timidly  to  their  Alma  Mater  like 
children  to  a mother's  knee  and  feel  in  some 
vague  way  that  somehow  their  hospital 
owes  them  a living.  Fortunately  our  most 
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THE  DOCTOR’S  SURPLUS 


The  primary  aim  of  all  in  business  is  to 
build  up  an  earning  power,  and  out  of  this 
to  create  a surplus — a fund  to  increase 
earnings  or  to  sustain  them  through  periods 
of  decreased  earning  capacity. 

In  that  it  has  earning  power,  the  medical 
profession  is  a business.  It  is  a business 
without  tangible  assets,  without  a built-up 
surplus.  The  Doctor’s  income  is  limited  by 
his  own  personal  abilities  and  skill — his 
physical,  mental  and  nervous  powers.  He 
has  not  the  opportunity  to  build  up  income- 
producing  assets  within  his  business.  He 
cannot  build  an  organization  which  will  pro- 
duce earnings  when  the  time  comes  that  he 
must  retire  or  reduce  his  working  hours. 

The  Doctor’s  assets  consist  of  knowledge, 
skill  and  time.  All  together  they  create  earn- 
ing power.  Out  of  these  assets  he  can  and 
should  build  for  himself  a tangible  surplus 
which  will  produce  future  income. 

As  the  business  man  utilizes  time  and  a 
portion  of  his  earnings  to  build  his  surplus, 


so  the  Doctor  should  month  by  month,  year 
by  year,  set  up  his  surplus  account  in  high 
grade  income-producing  securities.  He 
must  keep  for  himself  a portion  of  all  he 
earns  and  he  must  do  this  systematically. 

The  Doctor  should  buy  only  high  grade 
securities  and  should  follow  certain  definite 
well-established  investment  principles.  His 
surplus  should  be  invested  only  in  securities 
of  the  leading  essential  industries,  with  am- 
ple diversification,  proper  balance  of  stocks 
and  bonds,  and  many  other  principles  too 
numerous  to  mention  in  this  brief  space. 
However,  since  he  is  buying  future  income, 
he  must  place  his  surplus  in  companies  with 
long,  unbroken  earnings  records,  and  an  as- 
sured future  growth.  He  must  not  gamble 
with  his  surplus.  He  must  realize  that  his 
future  income  can  be  built  only  by  a steady, 
step  by  step,  dollar  upon  dollar  accumula- 
tion of  the  highest  grade  income-paying 
securities. 

WOODFORD  MATLOCK,  Jr. 


INVESTORS  MUTUAL  FUND 

Colorado  National  Bank,  Trustee 


A scientifically  designed  and  trusteed  plan  for  purchasing  securities 

“out  of  income.” 

— Built  on  a foundation  of  high  grade  securities  so  as  to  obtain  maximum 
capital  appreciation  without  sacrifice  of  safety. 

— Utilizes  the  law  of  averages,  the  magic  of  compound  interest  and  capital 
appreciation  that  comes  from  wise  investing. 

— Creates  a flexible  and  convenient  trust  account  with  the  Colorado  National 
Bank  as  Trustee. 

INVESTORS  MUTUAL  FUND  is  particularly  adaptable  to  the  investment 
problems  of  the  Doctor.  We  solicit  your  inquiries  and  will  gladly  furnish 
complete  information  upon  request. 


SIDLO,  SIMONS,  DAY  6-  COMPANY 

First  National  Bank  Building  DENVER  TAbor  6271 
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THE  TROWBRIDGE 
TRAINING  SCHOOL 

A HOME}  SCHOOL  for  NERVOUS  and 
BACKWARD  CHILDREN 

The  Best  in  the  West 

Est.  1917 

Beautiful  Buildings  and  Spacious  Grounds, 
Equipment  Unexcelled,  Experienced  Teach- 
ers, Personal  Supervision  given  each  Pupil. 
Resident  Physician.  Enrollment  Limited. 
Endorsed  by  Physicians  and  Educators. 
Pamphlet  upon  Request.  Address 

E.  HAYDN  TROWBRIDGE,  M.  D. 

1850  Bryant  Bldg.,  Kansas  City,  Mo. 


efficient  and  competent  nurses  are  not  of 
this  type.  Nothing  could  be  more  errone- 
ous than  this  idea,  and  there  is  indeed  lit- 
tle hope  for  the  nurse  who  retains  this  at- 
titude. 

Herein  lies  the  moral  responsibility  of  the 
hospital  toward  its  graduates.  The  hospital 
accepts  a number  of  girls  into  its  training 
school  and  endeavors  to  give  them  the  best 
practical  and  theoretical  training.  Able  and 
worthy  instructors  are  engaged;  the  most 
competent  sugeons  and  physicians  willinglv 
give  of  their  valuable  time  to  lectures;  every 
effort  is  put  forth  to  make  these  girls  well- 
trained  nurses.  It  is  a most  commendable 
work,  one  of  which  any  graduate  nurse  may 
be  proud.  It  has  always  seemed  to  me  that 
a nurse  should  be  deeply  grateful  to  the 
school  that  trained  her  rather  than  expect- 
ing more  from  it. 

This  is  all  as  it  should  be — if  only  those 
nurses  were  graduated  who  are  truly  cap- 
able and  conscientious.  But  are  they?  Ask 
any  hospital  official;  ask  any  doctor.  I need 
not  tell  you.  Whose  fault  is  this?  Who 
accepts  these  students  and  trains  them;  who 
observes  their  natural  abilities  and  failings; 
who  judges  at  the  end  of  three  years,  their 
competency?  Do  these  judges  ascertain 
whether  each  student  is  one  worthy  of  im- 
plicit confidence?  Can  any  hospital  offi- 
cial deny  that  on  its  registry  list  there  are 
nurses  whom  they  have  practically  repudi- 
ated. Why?  Because  too  late  they  have 
come  to  realize  that  these  nurses  are  not 
fitted  for  their  profession  physically,  moral- 
ly, temperamentally,  or  even  intellectually. 

Is  it  not  then  the  responsibility  of  the 
hospital  authorities  to  see  that  the  "weeding- 
out”  of  students  unfitted  for  the  work,  takes 
place  before  rather  than  after  graduation? 
Would  it  not  be  kinder  than  the  sad  dis- 
illusionment that  must  inevitably  follow? 

A system  of  careful  elimination,  far  more 
stringent  than  the  one  now  in  use,  would 
not  only  greatly  reduce  the  annual  output 
of  nurses,  but  it  would  strengthen  the 
morale  of  the  profession  and  give  more  em- 
ployment to  those  graduates  who  would 
care  for  institutional  duty. 

Assume  for  a moment  that  the  hospitals 
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ulf/he?i  administered  early  and  in 
adequate  dosage , the  clinical 

results  are  striking' 

Thus  Cecil  and  Plummer  in  the  J.  A.  M.  A.  for 
Nov.  22,  1930  emphasized  the  therapeutic  effect  of 
REFINED  and  CONCENTRATED 

ANTIPNEUMOCOCCIC  SERUM-TYPE  I 

AS  PREPARED  BY  F El  .TON 


ITS  value  in  Type  I lobar  pneumonia 
is  clearly  indicated  by  the  totals  of 
figures  reported  during  the  past  4 years. 


Cases 

Deaths 

Mortality 

Controls 

• ■ 553 

166 

30.0% 

Treated 

...  707 

13 1 

18.5% 

Treated  within  72  hrs.  . . 

...177 

19 

10.7% 

The  early  use  of 

REFINED  and  CONCENTRATED 


ANTIPNEUMOCOCCIC  SERUM-TYPE  I 

( J pp]pt1p\ 

AS  PREPARED  BY  FELTON 
is  suggested  in  cases  of  Type  I lobar  pneumonia. 
Further  information  upon  request 
Distributed  by 

HEALY  & OWENS 

1400  Larimer  Denver,  Colorado 

LEDERLE  LABORATORIES  INC. 
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Why  Physicians 
PREFER  KNOX  GELATINE 
for  Nutritional  Therapy 

When  gelatine  is  prescribed,  an  unmodified, 
unsweetened,  unfavored  brand — 100%  gelatine — 
is  required! 

Patients’  dieto-therapy  must  be 
directed  in  detail  for  effective 
systemic  results. 

Knox  Gelatine  is  U.S.P.  Gela- 
tine  fulfilling  the  doctor’s  every 
requirement  for  prescription. 

Knox  Gelatine  is  indicated  in 
nutritional,  metabolic  and  hemor- 
rhagic problems  of  young  and  old. 

On  request,  the  Knox  Gelatine  Laboratories  418  Knox 
Ave.,  Johnstown,  N.  Y.,  will  send  you  facts  on  Gelatine 
in  the  Diet,  prepared  by  accredited  authorities,  and  free 
diet  recipe  books  to  give  to  patients. 

Prescribe 

KNOX  GELATINE 

in  Nutritional  Therapy 


This  is  the  Real 
Gelatine 
A U.  S.  P.  Food 
Sold  only 
by  Grocers 


So  much  depends 
on  his  mother’s  diet  during 
pregnancy  and  lactation 


At  no  time  is  the  need  for  a protective  diet  so 
- great  as  during  pregnancy  and  lactation.  All  ele- 
ments required  for  the  child’s  developing  body  must 
come  from  the  mother’s  food — or  from  her  own  body. 

Cocomalt  has  well  proved  its  value  during  these 
two  periods  of  special  stress.  For  not  only  does  it  sub- 
stantially increase  the  caloric  intake;  it  provides  ex- 
tra proteins,  carbohydrates,  mineral  nutrients  (cal- 
cium and  phosphorus)  and  vitamins.  Prepared  accord- 
ing to  label  directions.  Cocomalt  adds  70%  more  food- 
energy  nourishment  to  milk. 


Rich  in  Vitamin  D 


Highly  important  to  both  mother  and  child  is  the  rich 
Vitamin  D content  of  this  delicious  chocolate  flavor 
food  drink.  Cocomalt  contains  not  less  than  30  Steen- 


bock  (300  ADMA)  units  of  Vitamin  D per  ounce — the 
amount  used  to  make  one  glass  or  cup. 

Cocomalt  comes  in  powder  form,  at 
grocers  and  drug  stores  in  Ej-lb.  and 
1-lb.  cans.  Also  in  5-lb.  cans  for  hospi- 
tal use,  at  a special  price.  Cocomalt  ac- 

cepted  by  the 

Free  to  Physicians  Committee  on 

Foods  of  the 

We  will  be  glad  to  send  you  a full-sized  can  of  Coco-  American  Med- 
malt.  Just  mail  coupon.  R.  B.  Davis  Co.,  Hoboken,  N.J.  ical  Association 


Cocomalt  is.  a scientific  food  concentrate  of  selected  cocoa,  sucrose, 
skimmed  milk,  malt  extract,  vanilla  flavoring  and  added  Vitamin  D. 

ADDS  70%  MORE  FOOD-ENERGY  NOURISHMENT  TO  MILK 

( Prepared  according  to  label  directions') 


R.  B.  DAVIS  CO.,  Dept.  BD  Hoboken,  N.  J. 
Please  send  me  a full-sized  can  of  Cocomalt,  free. 

Name 

Address _ 

City - State .. 
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Window  Cleaning  Co. 


929  17th  ST. 
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Cleaners  of 

Windows,  Wallpaper,  Kal- 
somine,  Painted  Walls, 
Woodwork,  Floors,  Terra 
Gotta,  Brick,  etc.  In  Homes, 
Hospitals,  Offices,  etc. 


BEST  WORK  AT  THE  LOWEST 
PRICES 


AT  LAST! 

A Quiet,  Dependable  Flush 
Valve  for  Homes. 


No  leaks,  odor 
eliminating 
water  saving,  eas- 
ily installed,  low 
cost.  Guaranteed 
for  five  years. 

Now  is  the  time  to 
replace  that 
troublesome  flush- 
ing box  with  a 
flushing  apparatus 
of  the  future. 

Ideal  for  high  tank 
i n s t allation,  no 
need  to  change 
bowl  and  seat. 
Estimates  given 
free.  Exception- 
ally low  prices  for 
orders  placed  in 
February  and 
March. 


The  White  Flushing  Valve 
Mfg.  Go. 

4023-4027  Walnut  St. 

KEystone  0946  Denver,  Colo. 


have  fulfilled  the  above  responsibilities. 
When  a hospital  awards  a diploma  to  a 
nurse,  it  then  becomes  its  moral  responsi- 
bility, so  long  as  she  registers  with  her  Alma 
Mater,  for  the  hospital  to  allow  her  fair  and 
indiscriminate  opportunity  to  earn  her  liv- 
ing. 

If,  during  this  period  of  depression,  the 
hospital  authorities  would  endeavor  to  co- 
operate with  the  doctors  for  the  good  of  the 
profession,  and  if  we  could  all  rise  above 
our  personal  feelings  and  divide  more  even- 
ly what  little  work  there  is,  how  much  grief 
could  be  alleviated. 


Social  Insurance* 

Counter-Suggestions 

The  medical  and  dental  professions  of  this 
country  are  giving  the  American  public  the 
best  all-round  health  services  ever  enjoyed 
by  any  nation  and  are  on  the  whole  serving 
the  nation  as  well  or  better  than  any  other 
group  of  men.  These  two  professions  have 
a very  general  and  most  intimate  contact 
with  the  citizens  of  the  nation.  No  other 
professions  are  in  so  favorable  a position 
to  exert  so  great  an  influence  for  good  as  are 
these  two  if  they  will  but  use  their  oppor- 
tunity rightly  and  wisely.  If  they  are  to 
accomplish  the  greatest  possible  good,  they 
must  make  still  closer  contacts  with  and 
exert  still  greater  influence  upon  the  politi- 
cal, social,  and  ethical  life  of  the  nation. 
These  professions  as  a whole  and  as  indi- 
viduals must  strive  unceasingly  and  untir- 
ingly, in  the  future  as  in  the  past  for  still 
further  improvements  in  their  respective 
fields.  If  unhampered  by  lay  bureaucratic 
supervision  and  control  in  the  future,  as  they 
have  on  the  whole  been  in  the  past,  we  have 
every  assurance  that  they  will  proceed  to 
new  and  greater  achievements.  If,  on  the 
contrary,  unduly  hampered,  we  have  every 
reason  to  expect  medical  service  to  deter- 
iorate and  medical  progress  to  cease  as  it 
has  already  done  in  those  countries  whose 
governments  have  interfered  the  most. 

In  order  to  maintain  the  high  standard  of 


*One  of  a series  of  articles  on  Social  Insurance 
by  Dr.  Edward  H.  Ochsner. 
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The  General  Use  of  ORANGE  TANG  Is  Becoming 

Well  Established  in 

HOSPITALS  AND  SANITARIUMS 

There's  a Reason  for  It! 

ORANGE  TANG 

is  made  from  orange  juice  concentrated  and  dehydrated. 

It  has  the  fresh,  delicate,  piquant  flavor  of  the  original  orange  and  the 

natural  mineral  contents. 

Have  you  tried  ORANGE  TANG  TABLE  SYRUP?  It  is  delightful.  For 
people  who  are  particular  and  ones  who  like  syrup  but  syrup  does  not  like 

them — here’s  an  innovation. 

Samples  Supplied  on  Request 

COLONIAL  FOOD  PRODUCTS  COMPANY 

814  TWELFTH  STREET  DENVER  MAin  9129 

DOCTOR 

HERE’S  TIRE  AND  BATTERY  SERVICE 
WHEN  YOU  NEED  IT 

DAY  OR  NITE  — WE  NEVER  CLOSE 

INVESTIGATE  OUR  CLUB  MEMBERSHIP 

All  Your  Roadside  Punctures  Repaired. 

Your  Battery  Recharged  When  Needed. 

Free  Rental  Battery  for  Two  Days. 

Service  Anywhere  in  the  City  at  Any  Time. 

— ALL  FOR  $4.00  PER  YEAR — 


Distributors 

PENNSYLVANIA  TIRES  — PREST-O-LITE  BATTERIES 

1525  Broadway  Main  3216  Denver,  Colo. 
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Colorado  Medicine 


Would  You  Pay  $50.00  per 
Month  for  Approximately 
11  Years  in  Order  to  Re- 
ceive $50c00  per  Month  the 
Rest  of  Your  Life  and  Still 
Have  $10,000.00  Payable  to 
Your  Estate? 

Empire  Savings  have  a plan  that 
will  do  this.  It  can  be  adjusted 
to  any  amount.  Let  our  represent- 
ative help  you  select  the  plan 
you  want. 


We 

EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 


A permanent  guarantee  capital  ass’n 
Under  State  Supervision 


OUR  efforts  are  directed  toward 
giving  the  public  the  best  milk 
possible,  keeping  in  mind  that  milk, 
to  be  good,  must  be  clean.  Rich, 
pure  milk,  properly  pasteurized  plus 
t'-e  “Silver  Seal”  Meadow  Gold  bot- 
tle, assure  you  to  the  utmost  in 
quality  and  cleanliness. 

WINDSOR- MEADOW  GOLD 

MAin  5131 


medical  services  prevailing,  the  professions 
must  insist  that  the  governments  of  the  var- 
ious states  maintain  high  standards  of  re- 
quirements for  admission  to  the  practice  of 
the  professions.  In  order  to  accomplish 
this,  continued  education  of  the  public  in  this 
regard  is  necessary. 

The  organized  professions  through  their 
proper  local  organizations  must  see  to  it  that 
all  undesirables  are  weeded  out  and  that  the 
individual  members  render  efficient  service 
for  adequate  and  yet  reasonable  fees.  The 
professional  man  who  makes  unreasonably 
exhorbitant  charges  for  his  services  is  even 
a greater  menace  to  private  practice  than  is 
he  who  charges  too  little.  The  former  is  the 
one  to  blame  for  most  of  the  antagonism  and 
resentment  among  the  laity,  while  the  latter 
because  of  his  unfair  competition  makes  it 
difficult  for  his  colleagues  to  secure  the 
necessary  means  for  graduate  work  so  es- 
sential to  growth  and  progress. 

Having  presented  to  the  attention  of  my 
readers  through  these  articles  the  defects 
of  Social  Insurance  as  practiced  at  present 
in  foreign  countries,  and  also  having  shown 
the  dangers  of  such  a system  if  allowed  to 
become  fixed  upon  the  American  citizen,  I 
offer  as  counter-suggestions  that  the  govern- 
ment instead  of  wanting  to  take  over  new 
functions  and  new  powers  would  do  better 
were  it  to  make  every  effort  to  perform  ac- 
ceptably the  duties  with  which  it  now  is  en- 
trusted. We  of  the  medical  and  dental  pro- 
fessions insist  that  the  government  give  bet- 
ter medical  services  to  its  prisoners,  delin- 
quents, insane,  paupers,  and  government 
wards  in  general;  that  it  give  more  serious 
attention  to  sanitation  and  hygiene,  particu- 
larly to  ventilation  of  public  conveyances 
and  places  where  large  numbers  of  people 
congregate,  and  to  the  prevention  of  pollu- 
tion of  our  sources  of  community  water  sup- 
ply such  as  lakes  and  rivers. 

The  allied  professions  in  conjunction  with 
the  government  should  give  more  serious 
attention  to  the  teaching  of  personal  hygiene 
in  our  schools,  colleges,  and  universities. 
Our  educational  institutions  should  teach 
the  rising  generation  the  value  of  integrity, 
industry,  thrift,  and  frugality,  and  that  there 
is  no  substitute  for  these — not  even  legisla- 
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OFFICE  OF  COLORADO  MEDICINE 

537  REPUBLIC  BUILDING 
DENVER,  COLORADO 

McCLURE  HEATING  CO.,  January  5,  1933. 

422  West  Colfax  Ave., 

Denver,  Colorado. 

Gentlemen : 

Will  you  please  consider  this  as  an  invitation  to  use  advertising  space  in 
Colorado  Medicine,  a sample  copy  of  which  we  are  sending  you  under  separate 
cover. 

We  have  every  reason  to  believe  that  your  thorough  knowledge  of  the  furnace 
business,  your  reputation  and  your  plant  equipment  will  appeal  favorably  to  the 
medical  profession.  We  understand  also  that  you  have  given  considerable  atten- 
tion to  air  conditioning  in  homes.  You  undoubtedly  are  in  a position  to  advise 
on  this  important  matter. 

After  looking  over  Colorado  Medicine,  should  our  invitation  meet  with  your 
approval,  will  you  kindly  use  the  attached  order  blank? 

Sincerely, 

COLORADO  MEDICINE, 

By  Harvey  T.  Sethman,  Business  Manager. 


COLORADO  MEDICINE,  January  9,  1933. 

537  Republic  Building,  City. 

Dear  Sirs: 

We  gladly  accept  your  invitation  of  January  5.  Many  Denver  physicians  have 
bought  their  furnaces  from  us  and  we  are  always  mighty  glad  to  serve  them. 

Air  conditioning  and  heating  problems  are  the  sole  concerns  of  this  company. 

We  hope  to  maintain  our  pleasant  relations  with  many  of  your  members. 

Yours  truly, 

McCLURE  HEATING  CO., 

Per  C.  J.  McClure. 

□ - - ■ — □ 
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ATTENTION! 

To  the  Rich  Men  of  Denver  I say: 
The  burdens  of  inheritance 
and  estate  taxes  have  made 
it  dangerous  to  die,  except  in 
a bull  market.  Why  send 
your  estate  C.  O.  D.  to  your 
widow?  Life  insurance  is  the 
answer. 

To  the  Professional  Men  I say: 

The  cash  value  of  a ten-year- 
old  policy  will  make  you 
smile,  but  the  cash  value  of  a 
ten-year-old  car  will  make 
you  scowl. 


GEORGE  W.  MATTSON 

“Buy  Life  Insurance  and  Make  Busi- 
ness Better,  Now  and  Later, 
for  Everybody!” 

201  Republic  Bldg.  Keystone  6495 


Nature 
Made  It! 


ORIGINAL 

MANITOU 

Sparkling 

Water 

IN  ACIDOSIS 

It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  i.  e.,  cal- 
cium and  magnesium  bi- 
carbonates and  bicarbo- 
nate and  potassium  sul- 
phate. 


The 

Manitou  Mineral  Water  Go. 

Manitou,  Colorado 


tion.  Teach  them  that  trying  to  keep  up 
with  the  Joneses  is  not  necessarily  a virtue 
and  that  the  installment  buying  of  luxuries 
and  trying  to  keep  ahead  of  the  Browns  is 
poor  business.  Teach  them  that  to  learn 
how  to  get  one’s  money’s  worth  and  to  ac- 
quire a competence  are  much  more  worth 
while.  Teach  them  that  trying  to  get  some- 
thing for  nothing,  particularly  through 
gambling,  whether  it  be  crap-shooting, 
poker,  or  buying  stocks  on  margin,  is  funda- 
mentally dishonest  and  almost  invariably 
leads  to  disaster. 

Better  provisions  for  safe-guarding  the 
savings  of  our  workers  should  be  made,  and 
if  there  is  no  way  of  accomplishing  this, 
there  should  be  established  a compulsory 
government  insurance  against  sickness 
whereby  the  individual  worker  pays  for  his 
own  insurance,  in  other  words,  separate  en- 
tirely medical  services  and  cash  benefits. 
The  physician  should  under  no  circum- 
stances be  medical  advisor  and  insurance 
adjuster  as  he  is  in  fact  in  all  systems  of 
Compulsory  Health  Insurance  now  in  vogue. 

Social  Insurance  is  man’s  latest  attempt 
at  finding  a means  whereby  social  justice 
may  be  attained.  But  like  all  panaceas  so 
far  advanced  it  is  sure  to  make  conditions 
worse  rather  than  better.  The  first  and 
most  important  thing  to  do  is  to  secure  hon- 
est and  efficient  government;  this  cannot  be 
accomplished  until  the  general  standard  of 
honesty  has  greatly  improved,  which  is  sim- 
ply another  way  of  saying  that  there  is  no 
substitute  for  character  of  the  individual 
members  which  make  up  a nation. 

Finally,  devise  means  and  methods  where- 
by remuneration  and  reward  shall  be  in 
direct  proportion  to  time  and  energy  legiti- 
mately expended  and  to  the  value  of  services 
rendered  to  society. 

While  the  underlying  purpose  of  Social 
Insurance  is  to  secure  the  more  equable  distri- 
bution of  wealth  and  to  employ  the  weapon 
of  taxation  in  order  to  secure  the  necessities 
and  comforts  of  life  to  the  poor  at  the  ex- 
pense of  those  with  larger  incomes,  the  sys- 
tem is  of  necessity  a failure  because  it  does 
not  conform  with  the  foregoing  fundamental 
principle  of  justice  but  instead  rewards  the 
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52,746  Physicians  Say  . . . 

“Keep  Off  Your  Feet!” 

(1)  — Irons  everything  beautifully. 

(2)  — Presses  Suits  and  Trousers. 

(3)  — Steams  Velvets  and  Velours. 

(4)  — Automatic  Knee  Control. 

(5)  — Full  open  ends. 

(6)  — Extra  heat  at  the  "busy”  end. 

(7)  — Simple,  efficient,  fool-proof. 

(8) - — Table  Top — useful  every  day. 


MILLER-CONLON 

226  SO.  BROADWAY 
Phone  Spruce  6544. _ Eng.  100  M. 


D odors  Approve 


OUR  FINE  TOWELS 
UNIFORMS  and  LINENS 


A discriminating  patronage  enables  us  to  maintain  a uniform  high 
standard  in  service  and  equipment,  at  no  higher  cost  than  you  are 
paying  for  inferior  quality. 

HAMILTON  TOWEL  SUPPLY 

2726  ZUNI  GAllup  4691 


QUALITY  “Where  Service  Is  a Habit”  SERVICE 

KROONENBERG  COAL  CO. 

SPruce  0181  1909-11  SOUTH  BROADWAY 

Coal,  Wood,  Hay,  Grain,  Flour  and  Salt 

Our  current  prices  for  quality  coal  delivered  anywhere  in  Denver  or  Englewood: 


Boulder  Valley  Lump 

$5.25 

Sterling  Lump  

4.75 

Boulder  Valley  Egg 

5.00 

Routt  County  Lump  

7.00 

Boulder  Valley  Nut 

4.25 

Routt  County  Nut 
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At  Last ! — 

WHOLE  WHEAT  BREAD 

The  Way  the  Doctor  Wants  It 
VITAMINES — NUTRITION — ROUGHAGE 

All  the  nutrition  of  the  wheat  grain  retained. 
Nothing  added — nothing  taken  away. 

cttc’s  TAOcoy 

Wm.  Otto 

611  N.  ROYER  ST.  MAIN  4778 

COLORADO  SPRINGS 

Where  a High  Standard  of  Cleanliness 
Always  Prevails 


COLORADO  COLLEGE 
if  PODIATRY 

1554  California  St.,  Denver 
Bertha  DeWolfe,  D.S.C.,  Dean 

Scientific  Chiropody.  Foot  health  and 
foot  correction  as  taught  here  are  far  in 
advance  of  formerly  accepted  ideas  of 
chiropody.  We  arrange  for  special  P.  G. 
work  for  physicians,  with  personal  instruc- 
tion in  technique  under  Bertha  DeWolfe. 


inefficient  at  the  expense  of  the  efficient; 
the  lazy,  shiftless,  and  immoral  at  the  ex- 
pense of  the  industrious,  thrifty,  and  moral. 
While  it  is  unquestionably  true  that  certain 
individuals  have  been  and  are  still  receiving 
money  for  which  they  have  not  rendered 
an  equivalent  service  to  society,  trebling 
and  quadrupling  and  even  ten-fold  the  num- 
ber of  these  parasites  does  not  correct  the 
evil.  The  remedy  must  be  much  more  funda- 
mental. 

This  formula  will  require  the  best  brains 
of  the  country  for  its  practical  application, 
but  I am  firmly  convinced  that  it  is  the  only 
formula  that  offers  a practical  solution  to 
our  social  and  economic  ills  not  only  of  the 
allied  professions  but  of  society  in  general. 
If  it  is  followed  those  members  of  society 
who  are  doing  the  world’s  work  will  have 
enough  money  to  employ  capable  dentists 
and  physicians  of  their  own  choice  and  will 
then  be  assured  adequate  health  service. 


Take  this  Journal  home  to  your  wife. 


Physicians  Who  Know,  Recommend 

POLAR  BEAR  ICE  CREAM 

Because  of  Its  Outstanding  Purity 


Mee  Bros, 
Proprietors 
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The  Bogey  of 
State  Medicine 

jy^rANY  physicians  have  become  seriously 
alarmed  as  to  a threatened  socializa- 
tion of  medicine  in  the  United  States.  To 
some  extent  this  year  is  probably  justified, 
but  in  other  respects  it  may  be  exaggerated. 

There  are  two  principal  objections  to  so- 
cialized control  of  the  practice  of  medicine. 
First,  it  is  anticipated  that  medical  standards 
will  be  lowered.  Second,  the  physician  may 
be  forced  to  accept  inadequate  remuneration 
for  his  services,  and  the  reorganization  of 
medical  practice  may  even  drive  many  physi- 
cians into  the  ranks  of  the  unemployed. 

Partly  upon  the  ground  of  these  objec- 
tions, most  physicians  tend  to  deny  the  need 
for  socialization  in  any  degree,  and  to  insist 
that  all  or  practically  all  medical  care  shall 
continue  to  be  afforded  through  private  prac- 
tice of  medicine. 

Numerically,  physicians  represent  only  an 
insignificant  part  of  the  community,  and  they 
will  certainly  not  have  a final  power  of  deci- 
sion in  public  policy  with  regard  to  medical 
care.  If  a real  need  for  some  considerable 
measure  of  socialization  of  medical  practice 
exists,  and  if  this  need  finds  expression  by 
way  of  popular  demand  through  the  legisla- 
tures, the  physician  will  have  to  make  up  his 
mind  to  accept  the  inevitable,  and  his  own 
position  may  then  be  favorable  or  unfavor- 
able in  proportion  to  the  extent  to  which  he 
has  succeeded  in  directing  developments 
rather  than  blindly  opposing  them. 

The  experience  of  some  European  coun- 
tries seems  to  suggest  that  industrial  popu- 


lations need  and  will  demand  health  insur- 
ance. Judging  by  the  advertisements  of  prac- 
tices for  sale  in  Great  Britain,  it  appears 
that  those  who  engage  in  “panel  practice’’ 
receive  in  the  aggregate  a not  altogether  un- 
fair professional  income,  and  that  all  of  them 
still  derive  a considerable  part  of  that  income 
from  private  practice. 

Many  existing  institutions,  such  as  dis- 
pensaries, state  and  city  hospitals,  and  so- 
called  charitable  hospitals,  already  give  a 
great  volume  of  medical  care  for  which  no 
financial  return  whatever  is  made  to  the 
physician.  Socialized  medicine  would  cer- 
tainly offer  the  physician  some  systematic 
payment  for  similar  services  to  the  poorer 
members  of  the  community,  and  under  a 
scheme  of  health  insurance  the  physician 
would  often  receive  payment  for  medical  at- 
tention such  as  is  at  present  entirely  unre- 
munerative. 

Illness  or  accident,  unforeseen  and  practi- 
cally unavoidable,  often  creates  an  over- 
whelming drain  on  the  financial  resources  of 
families  and  individuals,  and  not  infrequent- 
ly the  physician  finds  himself  practically 
compelled  to  donate  his  services. 

No  matter  how  much  certain  forms  of 
health  insurance  may  develop  among  the  so- 
called  working  classes,  a great  part  of  medi- 
cal practice  will  always  lie  outside  such 
schemes  and  represent  what  is  known  as  pri- 
vate practice.  Furthermore,  there  is  good 
reason  to  anticipate  that  increased  recogni- 
tion of  the  need  for  medical  care  will  in  the 
long  run  increase  rather  than  diminish  the 
demand  for  physicians.  Rather  than  to  op- 
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pose  blindly  all  proposals  for  bureaucratic 
organization  of  medical  attention  to  the  poor- 
er members  of  the  community,  it  may  be  wise 
for  physicians,  through  their  professional  or- 
ganizations, to  cooperate  in  determining  how 
far  such  developments  are  really  necessary 
and  how  they  can  be  organized  most  justly 
and  efficiently,  having  due  regard  to  the  in- 
terests of  all  concerned.  W.  H.  C. 

4 4 4 

Dollars  and 
Sense 

nPHE  old  yarn  concerning  Washington’s 
alleged  feat  in  throwing  a dollar  across 
the  Potomac  and  the  arresting  but  strictly 
modern  soliloquy  that  a dollar  went  much 
farther  in  those  bucolic  times  is  brought 
home  to  us  with  increasing  frequency  since 
the  nose  dive  of  1929. 

The  professional  man,  no  less  than  his 
neighbor,  the  artisan  or  the  clerk,  feels  the 
need  of  scrutinizing  carefully  every  item  in 
his  usual  burdensome  overhead,  and  it  is  a 
matter  of  common  knowledge  that  materials 
and  services  ordinarily  considered  quite  in- 
dispensable are  being  scrapped  during  the 
emergency.  Sooner  or  later  the  subject  of 
membership  in  the  County  Society,  and  the 
annual  expenditure  required  to  continue  such 
connection,  will  come  before  the  doctor  for 
appraisal.  To  emphasize  the  importance  of 
a united  profession,  especially  in  this  criti- 
cal period,  and  to  stress  the  advantages  to 
be  derived  from  close  and  harmonious  action 
among  all  organized  medical  groups  is  too 
apparent  to  amplify;  we  readily  concede  such 
benefits.  The  yearly  dues  of  county  medical 
societies  in  Colorado  varies  from  ten  dollars 
in  the  smaller  units  to  twenty  dollars  in  the 
Denver  Association;  in  all  cases  ten  dollars 
must  be  returned  for  each  member  to  the 
State  Medical  Society.  Without  minimizing 
in  the  least  the  privileges  of  membership  in 
any  county  organization,  the  superior  ad- 
vantages of  affiliation  with  the  Medical  So- 
ciety of  the  City  and  County  of  Denver  must 
be  manifest  to  any  unprejudiced  observer. 
In  addition  to  connection  with  the  State  and 
National  bodies  which  membership  in  any 
county  society  automatically  bestows,  the 


Denver  organization  offers  an  extraordinary 
inducement  in  its  medical  library.  The  com- 
modious and  easily  accessible  rooms  of  this 
institution,  containing  many  thousand  books, 
journals  and  pamphlets,  assembled  by  far- 
sighted boards  of  trustees  through  more  than 
half  a century,  shelter  a wealth  of  medical 
literature  duplicated  by  few  cities  in  Amer- 
ica. Here  one  may  commune  with  the  mas- 
ters to  his  heart’s  content;  he  may  ramble 
through  the  ages  in  any  language  he  prefers 
or  he  may  peruse  the  latest  clinical  reports 
in  any  one  of  the  various  medical  specialties. 
The  service  rendered  by  trained  librarians 
constitutes  an  added  measure  of  importance. 
For  the  doctor  who  elects  to  forego  these 
opportunities  for  keeping  abreast  of  the 
times,  such  a decision  is  his  own  concern,  but 
if,  on  the  other  hand,  he  chooses  to  profit 
by  the  storehouse  of  knowledge  continually 
open  for  him,  he  may  actually  save  in  sub- 
scriptions to  books  and  journals  alone  many 
times  the  amount  of  the  annual  dues.  Let’s 
use  our  library!  J.  W.  A. 

4 4 <4 

Dr.  Rorem  on 
Medical  Costs 

T TNDER  the  auspices  of  the  Colorado  Tu- 
berculosis  Association,  Denver  and  El 
Paso  County  Sanatorium  Associations,  and 
the  Denver  County  Medical  Society,  Dr.  C. 
Rufus  Rorem,  Associate  Director  of  the 
Julius  Rosenwald  Fund,  has  recently  favored 
groups  interested  in  the  costs  of  medical 
care  with  talks  upon  this  subject  in  Denver. 

Dr.  Rorem  has  well  in  hand  an  enormous 
fund  of  statistical  data,  particularly  the  find- 
ings of  the  Committee  on  the  Costs  of  Medi- 
cal Care.  Other  fundamental  services  in 
this  country  have  been  studied  in  some  such 
systematic  way.  Time  may  elicit  a work- 
able plan  of  medical  service  based  upon  the 
studies  of  this  Committee  and  justify  its  ef- 
fort and  expenditure.  The  Rosenwald  Fund 
is  not  advocating  any  pet  scheme,  but  aims 
toward  stabilizing  the  income  from  medical 
practice  and  making  it  certain.  Even  in  nor- 
mal times,  many  people  do  not  pay  for  medi- 
cal care,  and  many  do  not  receive  the  care 
they  need.  Our  present  service  breaks 
down,  then,  on  several  counts: 
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1.  The  services  are  rendered,  and  the 
need  for  them  occurs,  independent  of  the 
patient’s  ability  to  pay. 

2.  All  humanity  should  have  the  advan- 
tage of  scientific  medicine,  just  as  it  should 
have  food.  However,  physicians  should  not 
be  abused  for  its  free  administration  any 
more  than  the  grocer  should  give  free  food. 

3.  Medical  services  have  no  economic 
exchange  value. 

4.  The  purchaser  does  not  know  what 
he  is  getting,  whether  he  needs  it,  and 
whether  it  is  the  right  thing.  We  should 
guide  him  advisedly  through  public  health 
education. 

Linder  normal  economic  conditions,  the 
people  pay  $30.00  per  capita  annually  for 
medical  care — 79  per  cent  by  the  sick  or 
their  families,  14  per  cent  through  taxation, 
2 per  cent  through  wage  deductions,  and  5 
per  cent  through  voluntary  contributions. 
Of  this  $30.00,  approximately  $9.00  goes  to 
physicians,  $7.00  to  hospitals,  $3.65  to  den- 
tists, $5.50  for  drugs,  $1.17  for  all  nursing, 
$1.60  to  irregular  practitioners,  and  $1.00  to 
all  phases  of  public  health  work. 

The  Committee  studied  the  need  for  medi- 
cal care  in  9000  people  from  all  strata  of  so- 
ciety. Each  stratum  was  found  to  need  ap- 
proximately the  same  services.  However, 
hospitalization  was  greatest  in  the  poorest 
and  richest  elements.  About  one-half  of  all 
persons  see  a doctor  each  year,  one-fifth  see 
a dentist,  and  one-seventeenth  are  hospital- 
ized. Except  for  the  unequal  hospitalization 
just  mentioned,  the  amount  of  care  received 
was  in  direct  proportion  to  the  financial  sit- 
uation of  the  patient.  Thus  the  average  cost 
of  sickness  increases  as  the  income — which 
on  the  surface  appears  just.  But  this  is  not 
the  whole  story:  10  per  cent  of  families  pay 
40  per  cent  of  the  bills  in  any  group  consid- 
ered. If  the  average  person  had  an  average 
bill,  he  could  pay  it  in  full  at  the  time  in  90 
per  cent  of  instances.  However,  the  ex- 
penses are  too  unevenly  distributed.  Even 
if  a person  were  to  save,  say  $8.00  per 
month,  for  medical  expenses,  he  might  not 
have  enough  at  the  time  he  needed  it.  Or 
when  the  amount  becomes  significant  he 
spends  it  inadvisedly — as  one  does — and  is 
without  it  in  a later  time  of  need.  The  aver- 


age hospitalized  illness  costs  $140.00.  About 
40  per  cent  of  the  cost  of  the  illness  goes  to 
the  hospital,  45  per  cent  to  the  physician, 
and  15  per  cent  to  nursing  and  incidentals. 
There  are  about  142,000  practicing  physi- 
cians in  the  United  States,  15  per  cent  of 
whom  are  working  for  definite  salaries.  The 
120,000  in  private  practice  used  to  have  an 
average  gross  income  of  $9,000,  40  per  cent 
of  which  went  for  overhead  expense.  The 
net  income  of  one-half  the  doctors  was  $3,- 
900  or  less,  one-third  $2,500  or  less.  Special- 
ists average  more  than  the  general  practi- 
tioners, older  doctors  more  than  the 
younger,  the  city  dwellers  more  than  our 
country  colleagues. 

Dr.  Rorem  said  very  little  of  the  Commit- 
tee itself,  but  averred  that  the  above  facts 
are  of  vital  importance.  On  a strictly  eco- 
nomic basis,  our  profession  would  not  at- 
tract the  best  young  men,  but  each  feels  he 
will  be  among  the  most  successful.  Perhaps 
herein  lies  one  of  our  troubles — when  a 
thing  looks  too  good,  enough  get  in  to  spoil 
it. 

Self-medication  may  be  defined  as  the 
taking  of  a substance  of  unknown  composi- 
tion for  a complaint  of  an  unknown  nature. 
The  360  million  dollars  spent  annually  on 
patent  medicines  of  secret  composition  would 
give  $3,000  to  every  reputable  physician  in 
this  country.  This  economic  waste  will  con- 
tinue as  long  as  people  grope  blindly  into 
the  unknown  for  help. 

In  conclusion,  to  summarize  very  briefly: 

1.  The  prevailing  costs  of  medical  care 
are  so  uneven  as  to  be  beyond  consistent  in- 
clusion in  any  family  budget. 

2.  One  source  of  high  costs  rests  in  the 
duplication  of  overhead  costs  and  capital  in- 
vestment in  medical  institutions. 

3.  It  is  difficult,  particularly  in  small 
communities,  to  have  competent  physicians 
for  every  need. 

4.  Laymen  and  lay  organizations  can  not 
run  our  profession. 

5.  The  burden  of  caring  for  the  indigent 
sick  is  tossed  in  our  lap,  whereas  the  public 
should  be  financially  responsible.  We  can 
not  now  gauge  our  fees  according  to  a slid- 
ing scale — the  rich  paying  for  the  poor. 

6.  Some  application  of  the  insurance 
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principle  has  in  a few  instances  been  reason- 
ably successful  in  paying  the  doctor,  hos- 
pital, and  nurse.  Uncomplicated  pay-the- 
hospital  plans  need  not  disturb  the  personal 
doctor-patient  relationship  which  we  still 
maintain  is  indispensable  for  satisfaction. 
Such  plans  take  many  persons  out  of  the  in- 
digent class,  lessening  thereby  the  need  for 
philanthropy  and  invasion  of  public  funds. 
This  is  not  State  Medicine,  which  in  the 
strictest  sense  implies  utilization  of  money 
from  taxation. 

7.  Even  if  90  per  cent  of  people  were 
without  the  bounds  of  indigence,  there 
would  as  yet  be  plenty  of  worry  with  the 
remaining  10  per  cent. 

* « <4 

Appendicitis 
Death  Rate 

HTHE  death  rate  from  appendicitis,  as  indi- 
cated by  reports  from  many  hospitals, 
has  increased  immensely  during  the  recent 
months — another  by-product  of  the  depres- 
sion. Self-medication,  catharsis  and  delay 
in  acute  abdominal  symptoms  are  responsi- 
ble. Certain  reports  from  general  hospitals 
indicate  the  incidence  of  rupture  as  high  as 
54  per  cent  of  cases. 

Particularly  at  this  critical  time  should 
physicians  warn  the  people  to  call  for  com- 
petent medical  consultation  in  cases  where 
abdominal  symptoms  persist  beyond  a few 
hours. 

•4  '+  <4 

Liver 

Function 

npHE  chief  function  of  the  liver  is  detoxi- 
cation.  Bile  acts  as  a bactericide,  di- 
gestant,  and  laxative.  Glycogen  is  made 
and  stored  in  the  liver.  Herein  urea  is 
formed  from  nitrogenous  blood-borne  waste 
products,  later  to  be  excreted  by  the  kidneys. 
The  liver  converts  bacterial  and  chemical 
toxins  into  eliminable  forms  and  filters  out 
senile  erythrocytes. 

Motion  of  the  diaphragm  above,  the  in- 
testines below,  and  of  the  body  itself  have 
a massaging  effect  upon  the  liver.  Hence 
the  sluggish  hepatic  function  of  the  seden- 
tary person. 


These  facts,  true  as  they  are,  are  too  in- 
frequently considered  among  the  reasons 
we  should  advocate  for  the  practice  of  sys- 
tematic physical  exercise. 

•**<-  — >4+ 

CORRESPONDENCE 

---  - ■■:■= r-=>fr 

Our  Executive  Secretaryship 
and  Our  Executive  Offices 

T HAVE  been  greatly  impressed  during  the 
A past  six  weeks  with  the  very  great  ad- 
vantages of  the  institution  of  a permanent 
Secretaryship  and  the  provision  of  office 
quarters  representing  the  home  of  our  Colo- 
rado State  Medical  Society. 

The  great  activity  existing  in  connection 
with  the  session  of  the  Legislature,  with  its 
consideration  of  our  Medical  School  and  its 
Hospitals,  and  the  work  incident  to  the 
study  of  new  proposals  as  to  registration 
and  licensure  and  medical  practice  acts  in 
general,  has  made  a central  office  for  the 
Society’s  activities — not  only  a great  con- 
venience, but  an  absolute  necessity. 

In  the  thirty  days  preceding  this  24th  day 
of  February,  fifteen  State  Society  Commit- 
tee meetings  have  been  held  in  the  Execu- 
tive office,  an  average  of  one  every  other 
day.  The  Public  Policy  Committee  has  held 
six  meetings,  the  Medical  Defense  Commit- 
tee, four,  besides  sessions  of  the  Publication 
Committee,  the  Advisory  Committee,  Work- 
men's Compensation  Committee,  Registra- 
tion Fee  Committee,  and  the  Board  of  Trus- 
tees. Most  important  actions  have  resulted 
from  these  meetings. 

The  problems  of  our  School  and  its  Hos- 
pitals, of  Medical  Organization,  Medical 
Defense,  and  the  no  less  important  concerns 
of  the  individual  doctors  are  receiving  a de- 
gree of  attention  never  before  possible. 

Our  Executive  Secretaryship  and  our 
headquarters  have  been  essential  to  the  pro- 
duction of  these  better  results. 

J.  N.  HALL. 

* 4 * 

Remember  the  Society’s  new  address:  537 
Republic  Building,  Denver;  telephone.  KEy- 
stone  0870. 
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LIPIODOL  INJECTION  OF  NASAL  SINUSES* 

C.  E.  EARNEST,  M.D. 

PUEBLO 


The  diagnosis  of  sinus  conditions  has 
been  much  clarified  since  the  advent  of  io- 
dized oils,  either  by  injection  directly  into 
the  sinuses,  or  by  the  suction  method 
(Proetz  method,  or  some  modification  of 
it).  The  radiopaque  solutions  used  are  nu- 
merous, such  as  lipiodol,  iodipin,  neosilvol, 
and  brominized  sesame  oil.  The  value  of 
such  preparations  with  x-ray  diagnosis  is 
great.  It  will  show  the  size  and  shape  of 
the  sinuses,  the  thickness  of  the  lining  mem- 
brane, abnormal  growths  such  as  polypi, 
bony  tumors,  dental  cysts  and  malignant 
growths,  the  emptying  power  of  the  sinuses, 
and  whether  the  ostea  are  patent,  partially 
blocked,  or  closed. 

Lipiodol  has  some  benefit  also  from  the 
amount  of  iodin  absorbed,  and  the  oil  is 
non-irritating.  It  should,  however,  be  used 
with  care  in  conditions  where  iodin  is  con- 
traindicated. 

Methods  of  Injection 

In  the  Proetz  suction  method,  the  patient 
is  placed  on  his  back,  with  the  head  lowered, 
the  chin  directly  above  the  ear  canal,  mouth 
open.  About  2 c.c.  of  warmed  iodized  oil  is 
dropped  into  the  nose  and  the  patient  in- 


*Read before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932. 


Fig.  1.  P.-A.  view,  maxillary  sinus  without  lipiodol 


structed  to  repeat  “K — K — K.”  thus  closing 
off  the  nose.  Then  light  suction  is  applied 
and  released,  more  oil  being  dropped  into 
each  nostril  alternately,  thus  drawing  out 
bubbles  of  air  from  the  sinuses  and  having 
the  air  replaced  by  lipiodol.  Repeat  the  pro- 
cedure twelve  times.  Care  must  be  taken 
lest  faulty  filling  result  by  this  method.  In 
our  hands,  this  works  best  for  the  ethmoids, 
frontals,  and  sphenoids. 

For  injection  of  the  antra,  we  find  punc- 
ture and  filling  through  a large  canula  or 
large  hypodermic  needle  with  a large 
syringe  gives  the  best  results.  Many,  how- 
ever, use  the  natural  opening  with  a canula 
for  injection.  In  doing  so.  care  should  be 
exercised  to  avoid  puncturing  the  base  of 
the  orbit.  The  frontals  have  been  injected 
by  many  with  the  use  of  the  canula.  The 
sphenoid  may  be  injected  with  the  canula  or 
by  direct  puncture.  Under  these  methods 
it  is  not  necessary  to  remove  any  of  the  tur- 
binates or  upset  the  patient.  In  fact,  several 
came  back  the  next  day  and  remarked  they 
felt  better.  I cannot  say  whether  this  is 
psychic  or  due  to  the  cleansing  out  of  the 
sinuses  by  the  iodin  in  the  oil. 

The  method  we  have  been  following  for 
taking  our  pictures  is  first  taking  them  in  an 
upright  position  at  about  a 23  degree  angle. 


Fig.  2.  Same  as  Figure  1 with  lipiodol. 
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then  lateral  and  horizontal  positions,  and 
finally  front  at  vertex  position.  The  antero- 
posterior view  gives  us  a good  frontal  view 
of  the  shape  and  size  of  the  antra  and  fron- 
tals  with  a fair  idea  of  the  ethmoids  and 
sphenoids  and  their  location.  The  lateral 
view  in  the  flat  picture  gives  us  the  anterior 
and  posterior  view  but  superimposes  the 
two  sides  upon  each  other.  A stereoscopic 
picture  in  this  position  has  given  us  much 
better  information,  and  is  much  easier  for 
us  to  read.  The  chin-vertex  position  is  more 
valuable  to  us  in  the  interpretation  of  the 
ethmoid  and  sphenoid  conditions.  The  po- 
sition of  the  sphenoids,  some  much  larger 
than  others,  some  much  deeper  than  others. 


Fig.  3.  Same  as  Figure  2 after  24-hour  drainage. 


both  may  lie  on  one  side,  or  there  may  be 
great  inequality  of  the  two  sides.  In  such 
conditions  the  knowledge  of  their  position 
is  of  inestimable  value  to  the  operator, 
should  they  be  surgical. 

The  following  case  illustrates  one  type 
of  condition,  namely,  asthma  with  sinusitis: 

Case:  A man,  aged  59,  came  into  the  office 
complaining  of  asthma  of  twelve  years  duration. 
Clinical  examination  showed  the  nose  full  of 
polypi,  the  ethmoids  cloudy,  and  the  sphenoids 
fairly  clear.  In  a case  of  this  kind  the  Proetz 
method  of  suction  is  unsatisfactory  because  the 
polypi  block  the  openings  and  no  reliance  can 
be  placed  on  whether  the  cells  fill  or  not.  How- 
ever, the  chin-vertex  position  gives  us  some  infor- 
mation on  the  conditions  of  the  sphenoids  and 
ethmoids.  This  case  has  had  almost  complete 
relief  since  operation  under  local  anesthesia — the 
ethmoids  extenerated  and  a Caldwell-Luc  opera- 
tion performed  upon  the  antra. 


Fig.  4.  Lateral  view,  same  case. 


Conclusions 

1.  The  use  of  iodized  oils  is  of  advantage 
in  diagnosis  of  obscure  sinus  conditions. 

2.  Instillation  of  lipiodol  causes  little  or 
no  discomfort,  often  benefit. 

3.  The  upright  position  gives  definite 
levels  of  fluid  and  better  interpretation  of 
the  pictures. 

4.  Three  positions  should  often  be  used 
for  x-ray,  the  lateral  often  stereoscopically. 

5.  Asthmatic  conditions,  as  well  as  many 
other  systemic  conditions,  are  markedly  ben- 
efited when  diseased  conditions  of  the  sin- 
uses are  relieved. 


Fig.  5.  Chin-vertex  view,  same  case. 
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PHARYNGO-MAXILLARY  ABSCESS* 

FRANK  E.  PALMER,  M.D. 

STERLING 


Mosher,  in  his  presidential  address  before 
the  American  Academy  of  Ophthalmology 
and  Otolaryngology  in  1929,  said,  “The 
most  interesting  cases  come  in  on  Sundays 
and  holidays.”  Last  Christmas  day  I had 
a call  from  a nearby  town  saying  that  a lit- 
tle girl  was  being  brought  in  on  account  of 
bleeding  from  the  ear.  This  rather  innocent 
sounding  case  proved  to  be  an  erosion  of  the 
large  blood  vessels  of  the  neck  due  to  a 
pharyngo-maxillary  abscess  and  despite  en- 
ergetic treatment  the  little  patient  died.  The 
subject  matter  of  this  treatise  will  be  clari- 
fied by  the  citation  of  this  and  other  cases: 

Case  1.  This  patient,  aged  11,  first  complained 
of  sore  throat  on  Monday,  December  16.  She 
stayed  home  from  school  that  day  but  the  next 
day  felt  better  and  returned  to  school.  On  the 
following  Friday  she  again  felt  ill  and  came  home 
and  went  to  bed.  She  gradually  became  worse 
and  on  the  following  Tuesday  night,  Dec.  24, 
at  about  1 :00  a.  m.  was  awakened  with  a “bleed- 
ing from  the  right  ear.’’  On  Wednesday  morning 
they  were  advised  by  their  family  physician  to 
bring  her  in  to  me.  While  en  route  to  Sterling, 
she  had  a second  hemorrhage  from  the  ear,  this 
one  being  much  worse  than  the  first  one.  Exam- 
ination at  my  office  showed  the  canal  filled  with 
clotted  blood.  After  this  was  cleansed  out,  a 
perforation  was  found  in  the  posterior  inferior 
quadrant  of  the  canal  at  about  the  junction  of 
the  cartilaginous  with  the  osseous  canal.  The 
drum  was  entirely  intact  and  had  a reddish  cast 
showing  very  clearly  that  the  middle  ear  was 
also  filled  with  blood.  Examination  of  the  throat 
showed  a bulging  of  the  right  side  resembling  a 
quinsy,  and  pressure  on  this  bulging  caused  blood 
to  ooze  from  the  perforation  in  the  external  audi- 
tory canal.  An  external  operation  was  immedi 
ately  performed.  The  operation  was  preceded  by 
the  injection  of  50  c.c.  of  glucose  solution  by 
vein  and  followed,  as  soon  as  her  blood  could  be 
typed,  by  a transfusion.  At  the  operation  the 
internal  jugular  vein  was  found  to  be  eroded  and 
bleeding  about  one-fourth  to  one-half  inch  from 
its  exit  from  the  skull.  It  was  ligated  below  the 
eroded  area  to  prevent  back  flow  and  infection 
from  traveling  downward.  A pack  was  placed 
to  control  the  bleeding  from  above.  She  imme- 
diately began  to  improve,  and  it  appeared  she 
was  going  to  make  a recovery  until  five  days 
later  she  had  another  hemorrhage.  This  time  it 
was  so  severe  that  by  the  time  I arrived  at  the 
hospital  and  stopped  it,  it  was  too  late.  She  died 
while  we  were  obtaining  blood  for  another  trans- 
fusion. Post  mortem  examination  showed  a 
pharyngo-maxillary  abscess  which  had  first  eroded 
the  internal  jugular  vein  and  later  the  external 
carotid  artery  just  above  the  origin  of  the  exter- 
nal maxillary  artery. 


*Read  before  the  Sixty-Second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932. 


Collections  of  pus  in  the  pharyngo-maxil- 
lary fossa  are  always  to  be  regarded  as  seri- 
ous. However,  if  diagnosed  early  and  prop- 
erly treated  the  prognosis  is  usually  good. 
Often  it  becomes  very  difficult  to  decide 
when  these  cases  should  be  operated  on  ac- 
count of  the  swelling  and  tenderness  which 
precedes  the  formation  of  pus.  However, 
according  to  Waldapfel  of  the  Viennese 
Clinic,  the  tendency  should  be  to  operate  too 
often  and  too  early,  rather  than  once  too 
late.  He  also  feels  that  a preventive  medias- 
tinotomy  should  be  done  at  the  same  time. 
This  operation  was  done  in  the  following 
case  with  good  results: 

Case  2.  A.  T.,  a man  aged  20,  had  a tonsillec- 
tomy cn  November  2.  His  progress  was  normal 
until  the  fourth  day  when  he  had  a chill  and 
began  to  complain  of  pain  and  swelling  in  the 
left  side  of  his  neck.  This  was  treated  in  the 
usual  way  by  hot  compresses  and  throat  irriga- 
tions, but  he  continued  to  grow  worse.  On  No- 
vember 13,  eleven  days  after  the  operation,  he 
was  brought  in  to  me  for  further  treatment. 
Examination  showed  a hard  tense  swelling  of 
the  tissues  on  the  left  side  of  the  neck.  Nowhere 
could  fluctuation  be  made  out.  Examination  of 
the  throat  showed  a lagging  in  the  motion  of 
the  threat  muscles  on  the  left  side  when  the  pa- 
tient gagged.  The  tonsillar  fossa  showed  nothing 
unusual.  Behind  the  posterior  pillar  there  seemed 
to  be  a slight  swelling.  Examination  of  the  larynx 
with  a laryngeal  mirror  showed  edema  of  the 
left  arytenoid  and  a partial  obliteration  of  the 
left  pyriform  sinus.  A collar  mediastinotomy 
was  done  following  which  the  pharyngo-maxillary 
fossa  was  opened,  revealing  pus  in  the  fossa  and 
extending  down  along  the  vascular  sheath  to  a 
level  with  the  upper  end  of  the  trachea.  The  vas- 
cular sheath  itself  had  not  been  invaded.  The 
wound  was  packed  with  iodoform  gauze  and  left 
open  from  the  tip  of  the  mastoid  to  the  clavicle. 
The  convalescence  was  uneventful  and  the  scar- 
ring less  than  if  it  had  been  sewed,  because  there 
were  no  scars  from  the  stitches. 

Drainage  of  the  pharyngo-maxillary  fossa 
is  made  difficult  on  account  of  the  danger 
involved.  Through  this  fossa  pass  the 
large  blood  vessels  and  nerves  of  the  neck. 
It  is  a pyramidal-shaped  space  with  its  base 
upward.  Besides  being  the  pathway  for  the 
great  vessels  and  nerves  of  the  neck,  it  also 
contains  the  blood  vessels  to  and  from  the 
tonsils  and  pharynx  and  some  lymph  nodes. 
Some  consider  it  as  entirely  separate  from 
the  retropharyngeal  space,  but  Mosher  in 
his  description  of  it  considered  them  as  one. 
It  extends  upward  as  far  as  the  base  of  the 
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skull  and  downward  to  a level  with  the  hy- 
oid bone.  At  this  point  the  carotid  sheath 
emerges  from  its  apex  and  continues  down 
into  the  chest.  It  is  separated  from  the 
pharynx  by  the  superior  constrictor  muscle, 
while  its  outer  boundary  is  formed  by  the 
ascending  ramus  of  the  mandible  and  paro- 
tid gland.  It  might  also  be  well  to  remember 
that  the  parotid  sheath  at  this  place  is  miss- 
ing and  that  an  abscess  of  the  gland  might 
communicate  with  the  fossa  at  this  point. 
Posteriorly  is  the  part  of  the  fossa  ordinarily 
known  as  the  retropharyngeal  space,  and  it 
is  bounded  behind  by  the  prevertebral  mus- 
cles and  fascia.  In  this  space  are  the  lymph 
nodes  which  form  the  upper  end  of  the  deep 
cervical  chain  of  glands.  They  drain  the 
nose  and  upper  part  of  the  pharynx. 

Infections  in  the  pharyngo-maxilllary  fossa 
may  follow  quinsy,  trauma  or  foreign  body 
in  the  pharynx,  tonsillectomy,  tooth  extrac- 
tion, sinus  disease,  adenitis,  and  tonsillitis. 
The  last  mentioned  etiology  is  illustrated 
by  the  following  case: 

Case  3.  E.  G.,  male,  aged  33,  was  first  seen 
on  April  26  in  consultation  with  his  family  physi- 
cian. Examination  at  that  time  showed  a diffuse 
inflammation  of  the  pharynx  and  tonsils  which  I 
diagnosed  at  the  time  as  streptococcus  sore 
throat.  Two  days  later  the  larynx  became  in- 
volved and  there  was  some  difficulty  in  breathing 
Six  days  later  a beginning  erysipelas  was  noticed. 
This  progressed  until  the  entire  head  and  neck 
was  involved.  The  throat  infection  continued 
through  the  course  of  the  erysipelas  and  began 
to  improve  following  recovery  from  it.  But  about 
one  week  after  recovery  from  the  erysipelas,  the 
hoarseness  became  more  marked  and  a swelling 
appeared  in  the  right  side  of  the  pharynx  just 
back  of  the  posterior  pillar.  After  a few  days 
this  showed  indications  of  pus  formation;  it  was 
opened  and  drained.  The  patient  improved  for 
a few  days  until  there  again  appeared  a bulging 
in  the  right  side  of  the  pharynx.  This  was  accom- 
panied by  pain  in  the  neck  muscles,  especially 
noticeable  on  rotation  of  his  head.  Two  days 
later  this  swelling  was  opened  from  the  inside 
and  the  abscess  was  found  to  extend  throughout 
the  pharyngo-maxillary  fossa.  Following  this 
second  drainage  the  recovery  was  uneventful. 

Some  of  the  more  serious  complications 
of  a pharyngo-maxillary  abscess  with  which 
I have  had  experience  are  erosion  of  the 
blood  vessels  with  fatal  hemorrhage  as  oc- 
curred in  the  first  above  case,  thrombosis 
of  the  jugular  vein  with  septicemia  and 
death,  edema  of  the  larynx,  and  mediastin- 
itis.  A case  in  which  a fatal  mediastinitis 
occurred  is  the  following: 

Case  4.  J.  S.,  aged  38,  a cowboy,  complained 
of  a painful  swelling  in  the  jaw  and  neck,  and 


difficulty  in  swallowing.  Six  weeks  previously, 
a wheat  beard  became  lodged  in  his  throat  which 
he  was  unable  to  extract.  Since  that  time  the 
trouble  had  gradually  developed.  Examination 
with  a direct  laryngoscope  showed  a bulging  into 
the  left  pyriform  sinus  and  edema  of  the  left 
arytenoid  cartilage.  The  temperature  was  102.4 
F.  and  the  pulse  94.  The  patient  refused  a 
prophylactic  collar  mediastinotomy,  and  the  ab- 
scess was  opened  and  drained  without  sealing 
off  the  mediastinum.  He  was  advised  to  keep 
the  dressing  moist  and  return  the  next  day.  He 
did  not  return  until  nine  days  later,  at  which 
time  the  swelling  had  extended  well  down  to 
the  front  of  the  chest,  and  the  bulging  in  the  left 
pyriform  sinus  was  more  marked  than  at  first. 
The  entire  larynx  was  edematous.  The  tempera- 
ture was  103  F.,  the  pulse  120.  There  was  a 
definite  history  of  chills  during  the  previous  three 
days.  A collar  mediastinotomy  was  done  at  this 
time.  A large  quantity  of  pus  was  evacuated 
from  the  neck  and  mediastinal  region.  The  next 
day  the  patient  complained  of  pain  in  the  left 
eye.  Examination  showed  a beginning  iritis.  Two 
days  later  an  acute  nephritis  developed  with  sup- 
pression of  urine,  and  death  followed  on  the  fifth 
day  after  the  operation.  Postmortem  examination 
was  refused,  but  permission  was  obtained  to  in- 
sert a trocar  into  the  mediastinum,  which  re- 
vealed the  presence  of  pus  under  pressure. 

It  is  not  always  a simple  matter  to  decide 
when  pus  is  present,  as  it  is  usually  pre- 
ceded by  an  inflammation  and  swelling  of 
the  tissues.  In  some  instances  a fatal  com- 
plication may  arise  in  less  than  a week, 
hence  all  inflammatory  swellings  in  the  neck 
should  be  regarded  with  suspicion,  even 
though  only  a relatively  small  amount  are 
dangerous.  Unilateral  edema  of  the  larynx, 
as  I pointed  out  in  an  article  eight  years 
ago,  is  an  indication  that  pus  is  descending 
toward  the  mediastinum.  Wide  fluctua- 
tions in  temperature  accompanied  by  chills 
and  sweats  are  suggestive  of  thrombosis  of 
the  jugular  vein.  Hemorrhage  may  be  sus- 
pected by  the  presence  or  sudden  appear- 
ance of  a large  boggy  mass  in  the  pharynx. 
The  history  of  tooth  extraction,  acute  ton- 
sillitis, sinus  disease,  trauma,  or  a foreign 
body  in  the  pharynx  accompanied  by  swell- 
ing in  the  neck  should  arouse  suspicion. 

The  treatment,  of  course,  is  surgical.  If 
a preventive  mediastinotomy  of  Marshick 
is  to  be  done,  a free  incision  is  made  along 
the  anterior  border  of  the  sternocleidomas- 
toid muscle,  beginning  just  below  the  tip  of 
the  mastoid  and  extending  downward  as 
far  as  the  clavicle.  Or,  if  one  prefers,  the 
T-shaped  incision  of  Mosher,  which  I think 
is  more  useful  in  suitable  cases,  may  be  used. 
In  any  event  a small  incision,  executed  for 
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cosmetic  purposes,  is  contraindicated.  The 
T-shaped  incision  is  made  over  the  sub- 
maxillary gland  beginning  at  the  angle  of 
the  jaw  and  extending  about  to  the  tip  of 
the  chin  and  parallel  to  the  jaw.  At  the 
junction  of  the  upper  end  and  middle  third 
of  this  incision,  another  incision  is  made 
downward  to  the  level  of  the  top  of  the 
thyroid  cartilage,  or  further  if  the  swelling 
would  indicate  it.  The  facial  vein  must 
be  tied  and  severed.  The  submaxillary 
gland  can  then  be  turned  outward  and  up- 
ward out  of  its  fossa,  and  out  of  the  wound. 
It  is  then  easy  to  insert  the  finger  into  the 
pharyngo-maxillary  fossa  and  with  a sweep- 
ing motion  release  the  pus.  After  the  pus 
is  evacuated,  the  fossa  should  be  explored  in 
order  to  make  sure  that  no  isolated  collec- 
tion of  pus  is  overlooked.  Finally,  the  large 
blood  vessels,  the  jugular  and  carotid, 
should  be  palpated  to  make  sure  there  is 
no  clot  in  the  jugular.  I feel  if  this  had  been 
done  in  the  following  case  which  I saw  in 
consultation,  the  patient  might  perhaps  still 
be  living,  as  the  diagnosis  of  pharyngo-max- 
illary abscess  had  been  made  and  the  ab- 
scess drained — but  a thrombosed  jugular 
vein  was  overlooked. 

Case  5.  W.  K.,  male,  aged  40,  on  January  2 
had  the  lower  right  third  molar  exti’acted.  That 
night  he  had  considerable  pain  and  the  next 
morning  there  was  a marked  swelling  of  the 
tissues  of  the  jaw.  He  was  treated  with  hot 
compresses  and  daily  irrigations  of  the  wound, 
but  the  pain  and  swelling  continued.  On  January 
12,  a diagnosis  of  pharyngo-maxillary  abscess 


was  made  by  his  family  physician  and  the  ab- 
scess opened  and  drained  by  an  external  incision. 
He  continued  to  grow  worse  and  I was  called  on 
January  14  in  consultation.  His  hospital  chart 
showed  he  had  wide  fluctuations  in  temperature 
daily  accompanied  by  chills.  On  examination  I 
found  that  he  had  a thrombosed  jugular  vein. 
A gloved  finger  inserted  into  the  wound  could 
readily  feel  the  thrombosed  vein  down  to  a level 
of  the  middle  of  the  thyroid  cartilage.  The  patient 
was  in  extremis  from  his  septicemia  at  the  time 
of  examination  and  died  four  hours  later. 

In  summary,  then,  pharyngo-maxillary 
abscesses  occur  following  infections  of  the 
pharynx  as  tonsillitis  and  quinsy,  operations 
in  this  region  as  tooth  extractions  and  ton- 
sillectomies, trauma  to  or  foreign  bodies  in 
the  pharynx,  sinus  disease,  parotitis,  or  deep 
cervical  adenitis.  Late  diagnosis  or  im- 
proper treatment  of  these  abscesses  may 
lead  to  grave  complications  such  as  erosion 
of  the  great  vessels  of  the  neck,  thrombosis 
of  the  jugular  vein  with  septicemia,  and 
edema  of  the  larynx  and  mediastinitis.  The 
symptoms  are,  in  addition  to  sepsis,  diffi- 
culty in  swallowing,  a painful  swelling  in 
the  region  of  the  jaw  and,  in  the  case  of 
descending  pus,  unilateral  edema  of  the 
larynx.  The  treatment  is  surgical,  using 
either  the  T-shaped  incision  of  Mosher  or 
an  incision  along  the  anterior  border  of  the 
sternocleidomastoid  muscle — the  latter  inci- 
sion if  jugular  thrombosis  is  suspected,  or  if 
performing  a collar  mediastinotomy.  A small 
incision  is  contraindicated.  It  is  safer  for 
the  patient  to  err  on  the  side  of  an  early 
operation  than  to  postpone  operation  until 
you  can  be  absolutely  sure  pus  is  present. 


MEDICAL  TREATMENT  OF  DISEASE  OF  THE  ACCESSORY 

SINUSES* 

F.  J.  PEIRCE,  M.D.,  and  F.  H.  PRIOR,  M.D. 

PUEBLO 


"What  do  you  do  for  Sinus?"  This  is  a 
question  asked  with  a degree  of  frequency 
somewhat  astounding  until  one  stops  to 
realize  that  disease  of  the  accessory  sinuses 
has  taken  on  a definite  (though  vaguely  un- 
derstood) place  in  the  public  mind.  The 
same  question  is  asked  in  a more  technical 
way  by  our  professional  brothers  whose 
work  is  of  a general  type — but  who  must, 

♦Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932. 


in  many  instances,  treat  sinus  cases  because 
of  lack  of  specialists  in  their  locality  or  the 
inability  of  some  of  their  patients  to  go 
where  special  care  may  be  given.  The  piti- 
ful phrase,  "Once  a sinus  patient,  always  a 
sinus  patient,”  has  become  too  well  spread 
to  be  comforting  to  the  victim  of  sinus  dis- 
ease and  inspires  gloom  where  hope  should 
be. 

Medical,  as  much  as  the  surgical,  treat- 
ment of  accessory  sinus  disease  is  governed 
by  anatomy,  pathology,  and  etiology.  The 
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degree  of  mechanical  accessibility  of  the 
sinuses  apparently  controls  the  liability  to 
infection.  The  order  is  as  follows:  The  max 
illary  antra,  the  anterior  ethmoid  cells,  the 
frontal  sinuses,  the  posterior  ethmoid  cells 
and  the  sphenoids.  The  ostia,  which  venti- 
late and  drain  the  various  sinuses,  are  sit- 
uated as  follows: 

Maxillary  Antra — In  the  space  between  the  mid- 
dle and  lower  turbinate  bone,  called  the  middle 
meatus. 

Anterior  Ethmoids — Above  and  along  the  outer 
wall  of  the  nose. 

Frontal  Sinuses— High  in  the  anterior  portion 
of  the  nose. 

Posterior  Ethmoids— High  in  the  posterior  and 
outer  wall  of  the  nose. 

Sphenoid  Sinuses— 'On  the  back  wall  of  the 
pharnyx,  near  the  mid-line  and  well  above  the 
margin  of  the  soft  palate. 

This  is  in  no  way  intended  to  be  an  ac- 
curate anatomical  description,  but  a guide 
for  those  who  must  treat  sinus  disease  with- 
out having  had  special  training. 

Pathology 

The  following  is  taken  from  Essentials 
of  Pathology”  by  C.  R.  Salsbury: 

“The  nasal  accessory  sinuses  consist  of  several 
bony  cavities,  lined  with  mucous  membrane  and 
communicating  with  the  nostrils  through  small 
openings.  Some  cases  of  infection  of  the  maxil- 
lary sinus,  often  called  the  ‘antrum,’  result  from 
the  penetration,  through  the  alveolar  process  of 
the  maxilla,  of  organisms  from  a tooth  socket. 
In  all  other  cases,  the  infection  enters  from  the 
nose,  usually  during  an  attack  of  acute  rhinitis. 

“The  most  common  form  is  not  associated  with 
suppuration  in  the  sinus  itself.  The  swelling  of 
the  surrounding  mucosa  blocks  the  communicat- 
ing orifice  and,  as  the  air  inside  the  sinus  is 
absorbed,  pain  is  produced — the  so-called  ‘vacuum 
headache.’  In  suppurating  sinusitis,  there  is  a 
purulent  inflammation  of  the  mucosa  of  the  sinus. 
As  long  as  drainage  is  free,  pain  is  not  marked, 
but  should  drainage  be  interfered  with,  as  is 
usual,  the  increasing  pressure  causes  great  pain. 

“Vacuum  headache  is  much  more  common  in 
involvement  of  the  frontal  sinus,  while  suppura- 
tion is  more  likely  to  affect  the  maxillary  sinus. 
In  either  type,  nasal  discharge,  conjunctivitis, 
lacrimation,  and  photophobia  are  usually  present 
and  may  be  confined  to  the  side  of  the  affected 
sinus.” 

This  is  but  a thumbnail  sketch  ^ the 
acute  type.  In  chronic  cases,  the  process 
has  progressed  until  changes  or  destruction 
of  the  sinus  mucosa  has  occurred,  at  times 
with  constant  purulent  drainage  and  in  oth- 
er types,  with  atrophy  and  dry  crusting. 

Etiology 

The  causes  of  sinusitis  are  many  and  may 
be  placed  in  three  groups: 

1.  Diseased  tonsils  and  adenoids,  with  nasal 
conditions  that  prevent  proper  ventilation  and 


drainage,  such  as  deviated  septum,  enlarged  tur 
binates,  foreign  bodies,  and  new  growths. 

2.  As  a complication  in  the  acute  diseases,  as 
measles,  scarlet  fever,  diphtheria,  whooping 
cough,  etc.,  and  lastly  and  most  important  in  its 
frequency — the  common  cold. 

3.  Constitutional  changes  due  to  poor  hygiene 
and  its  resulting  lowered  resistance.  Deficiencies 
in  metabolism,  unbalanced  diet,  endocrin  disorders 
and  changes  due  to  allergy,  either  as  food  poison- 
ing or  specific  sensitization. 

From  this  brief  preamble  it  will  be  seen 
that  in  the  main,  treatment  in  the  acute  cases 
in  directed  toward  simple  drainage  and  ven- 
tilation, and  in  the  chronic  cases,  to  the 
etiological  factor  which,  when  mastered, 
may  permit  a return  of  the  sinus  mucosa 
to  its  normal  state. 

While  most  cases  of  acute  and  subacute 
sinusitis  recover  readily  with  local  and  gen- 
eral treatment,  there  is  always  the  percent- 
age that  will  ride  on  to  chronicity  and  to 
surgical  care.  Occasionally  one  meets  an 
extension  of  an  infectious  process  that  has 
a fatal  termination,  usually  in  a meningitis 
or  by  an  infected  thrombus.  Early  recogni- 
tion and  treatment  of  acute  sinus  infection 
may  avoid  such  untoward  results  as  well  as 
rupture  into  the  orbit,  facial  fistula,  or  optic 
nerve  changes.  One  of  us  observed  in  one 
winter,  three  frontal  fistulae,  all  from  unrec- 
ognized frontal  sinus  disease  and  one  of 
these  a terminal  meningitis  when  first  seen. 

Treatment 

In  an  acute  sinusitis  the  patient  should  be 
put  to  bed  and  heat  applied  to  the  side  of 
the  face  or  to  the  brow,  according  to  the 
location  of  the  pain.  We  have  found  the 
infra-red  light  a most  convenient  and  effi- 
cient aid.  Occasionally  a patient  may  pre- 
fer cold  applications,  which  may  be  used. 
The  salicylates  in  some  form  used  in  five 
to  ten  grain  doses  every  three  to  four  hours 
will  reduce  temperature  and  pain. 

Examination  of  the  nose  will  show  the  red. 
swollen  mucosa  of  an  acute  infection,  and 
this  may  be  shrunk  with  cocaine  and  adrena- 
lin applied  on  a cotton  swab  or  a light  pack. 
In  all  cases,  cocaine  must  be  used  with  care, 
and  a test  for  idiosyncrasy  should  be  made 
before  a pack  is  allowed  to  remain  in  the  nose. 
The  solution  may  be  cocaine  2 per  cent  and 
adrenalin  three  to  five  drops  to  the  ounce. 
The  membranes  shrunk,  the  next  step  is  the 
application  of  a detergent  pack,  usually  one 
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of  the  silver  salts  in  appropriate  percentage 
— silvol  5 per  cent,  neosilvol  5 per  cent, 
argyrol  10  per  cent.  This  pack,  saturated 
with  the  solution,  should  be  inserted  gently 
into  the  nose;  it  should  be  of  sufficient  size 
to  cover,  when  in  place,  the  entire  fossa  from 
the  meatus  to  the  posterior  ethmoidal  area. 
After  a short  time  the  patient  will  have  a 
profuse  discharge  for  which  the  pack  will 
provide  drainage,  will  sneeze  with  much 
vigor  and  frequency  and  possibly  blow  the 
packing  out,  but  not  if  it  is  carefully  placed — 
high  up  in  the  fossa.  These  packs  should 
be  allowed  to  stay  in  place  for  an  hour,  dur- 
ing which  time  the  drainage  will  be  profuse. 
At  the  end  of  this  time,  the  patient  may  re- 
move them.  Following  this,  a bland  oil 
spray  should  be  used,  for  the  tissues  have 
been  well  depleted  and  will  soon  dry  and 
cause  discomfort.  We  use  a spray  con- 
taining menthol  and  iodin  crystals — iodin 
crystals,  grain  one-fourth  to  the  ounce  of 
liquid  petrolatum.  It  may  be  well  to  state 
that  the  silver  salt  pack  is  not  used  as  an 
antiseptic  but  for  the  purpose  of  producing 
a profound  phagocytosis. 

Should  this  simple  treatment  fail  to  relieve 
the  pressure  or  painful  symptoms  over  a de- 
finite sinus  area,  then  more  direct  methods 
should  be  tried.  First,  a small  cotton  appli- 
cator saturated  with  the  cocaine  and  adren- 
alin solution  is  placed  in  the  middle  meatus 
and  an  attempt  made  to  shrink  the  natural 
antral  ostium,  if  it  appears  to  be  an  antrum 
that  is  the  offender,  or,  if  the  frontal  is  at 
fault  the  applicator  should  be  carried  for- 
ward and  upward.  We  cannot  but  feel  that 
one  not  accustomed  to  the  use  of  the  head- 
mirror  and  to  viewing  the  nasal  cavity 
should  not  attempt  this  procedure.  Suction 
may  be  applied,  gently  of  course,  for  the 
nasal  musosa  is  in  state  of  acute  inflamma- 
tion, and  severe  suction  or  suction  used  over 
a long  period  of  time  will  produce  a second- 
ary edema  and  do  more  harm  than  good. 

Should  these  measures  fail  to  give  relief 
when  carried  on  periodically  and  carefully 
for  from  24  to  48  hours,  the  case  has  come  to 
the  threshold  of  surgical  intervention  which 
may  mean  a simple  antral  washing  or  drain- 
age of  frontals  or  ethmoids  by  other  than 
medical  means. 


It  should  be  borne  in  mind  that  every 
acute  coryza  is  a case  of  sinus  infection.  It 
is  unreasonable  to  suppose  that  nasal  infec- 
tions go  merely  to  the  ostium  of  a sinus  and 
stop.  In  fact  they  travel  within  the  mem- 
brane as  well  as  on  the  surface.  But  as  the 
average  head  cold  is  a self-limiting  affair, 
unless  the  ostium  remains  closed,  resolution 
takes  place  as  a usual  sequence,  ending  with 
the  thick  yellow  mucous  discharge  which 
gradually  subsides,  whereas  at  the  onset,  the 
discharge  was  watery,  burning,  and  irritat- 
ing to  the  alae  and  upper  lip. 

For  the  chronic  case,  one  that  has  gone 
over  a period  of  time,  much  study  is  fre- 
quently necessary.  The  general  impression 
is  that  that  all  sinus  disease  of  long  standing 
is  of  necessity  surgical.  While  this  may  be  a 
general  rule,  there  are  certainly  exceptions. 
Complete  x-ray  study  is  of  immense  value. 
Further,  in  the  chronic  case,  the  discharge 
should  be  studied  and  cultures  made  to  de- 
termine the  predominating  organism.  It  is 
true  that  the  nasal  flora  are  usually  harm- 
less to  the  patient.  When  grown  and  iso- 
lated and  the  patient  tested  endermically, 
usually  only  one  or  two  of  the  organisms 
give  a positive  reaction.  Vaccines  made 
from  whole  nasal  discharge,  we  have  found 
of  no  value.  Stock  vaccines  of  a parallel 
organism  shown  on  culture,  we  have  found 
of  little  value.  Of  autogenous  vaccines  made 
from  a strain,  isolated  and  endermically 
tested,  we  have  found  many  cases  that  were 
noteworthy  in  their  results. 

Where  infected  tonsils  and  adenoids  are 
evident,  they  should  be  removed.  Patients 
showing  chronic  discharge  and  giving  his- 
tory of  hay  fever  and  asthma  should  be 
tested  for  their  sensitizing  agent.  Many 
hay  fever  sufferers  are  the  victims  of  a 
vicious  circle — the  sinuses,  wrecked  by 
many  seasons  of  pollen  attacks  have  diseased 
membranes  which  fail  to  function  properly 
during  the  "off’’  season,  and  then  comes  the 
“on”  season  when  the  sensitization  creates 
new  activity  and  increases  the  damage  al- 
ready present,  still  further  breaking  down 
the  membranes  by  the  continous  onslaught 
of  one  edema  after  another.  Unless  ar- 
rested, the  patient  goes  on  to  chronic  in- 
validism and  a hopeless  life,  usually  a miser- 
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able  asthmatic,  with  constant  sinus  con- 
sciousness. The  one  treatment  for  this  type 
of  case  is  desensitization.  This  requires  time 
and  patience,  but  helpful  results  are  pos- 
sible in  skilled  hands.  When  one  considers 
the  pollens,  he  must  consider  the  food  prob- 
lem at  the  same  time.  An  overlapping  may 
areas  at  one  and  the  same  time. 

The  more  chronic  case  of  sinusitis  requires 
accurate  diagnosis  as  to  the  type  and  identi- 
fication of  the  infected  sinus  or  group  of 
sinuses.  This  is  accomplished  by  examina- 
tion of  the  nasal  fossae  both  before  and  after 
shrinking.  Should  the  nasal  cavities  be  free 
of  discharge  following  the  shrinking  pro- 
cess, suction  will  frequently  bring  forth  some 
characteristic  discharge  from  the  point  of 
the  offending  areas.  Simple  x-ray  will  show 
cloudy  chambers  in  many  chronic  cases, 
thickened  membranes,  new  growths,  tooth 
extension  into  the  maxillary  antrum  causing 
surrounding  inflammatory  processes,  de- 
struction of  the  bony  wall,  and  abnormal- 
ities in  the  gross  anatomy.  In  the  dry  type, 
without  fluid  discharge  but  with  much 
crusting,  one  usually  finds  a very  thin  bony 
structure.  Pus  alone  does  not  cast  sufficient 
shadow  to  be  positive  in  the  x-ray  film.  This 
fact  has  been  experimentally  demonstrated 
by  Stauffer  and  others.  Transillumination 
will,  however,  show  darkness  in  both  the 
frontal  and  maxillary  regions.  If  a sinus 
shows  darkness  on  transillumination,  it 
needs  thorough  investigation  which  may  in- 
dicate surgery.  Further  diagnostic  x-ray 
examination  may  be  done  by  the  displace- 
ment method.  X-ray  pictures,  however, 
may  be  decidedly  misleading  unless  well 
taken  and  properly  interpreted. 

With  the  fixed  rule  in  mind  for  the  pri- 
mary treatment  of  this  condition,  namely, 
ventilation  and  drainage,  the  first  step  is  in- 
dicated. But  when  apparently  these  import- 
ant functions  are  established  and  the  dis- 
charge continues,  purulent,  muco-purulent, 
mucorrheic,  sometimes  bloody,  better  today, 
worse  tomorrow,  often  accompanied  by  sys- 
temic disorder  of  a secondary  type  with 
pharyngeal  drainage  and  reflex  cough,  then 
is  the  opportunity  for  the  medical  man  to 
bring  forth  his  best  judgment — for  the  pa- 
tient is  a genuine  sufferer.  Were  there  not 


so  many  of  these  patients  there  would  not 
be  so  many  suggestions  as  to  treatment. 
Every  rhinologist  has  his  quota  and  knows 
how  hopeless  some  of  these  cases  appear. 

As  systematic  resistance  is  an  immense 
factor  in  such  cases,  whether  it  be  child  or 
adult,  a general  examination  should  be  made 
and  the  proper  dietary  and  medical  treat- 
ment instituted. 

Even  though  the  patient  may  have  had 
tonsils  and  adenoids  removed,  it  is  well  to 
examine  the  posterior  nasal  space  and  upper 
pharynx  for  infected  lymphoid  tissue.  One 
may  find  in  many  of  these  constantly  drain- 
ing cases,  a perpendicular  lymphoid  band, 
immediately  back  of  the  posterior  faucial 
pillar,  this  in  a state  of  chronic  inflammation, 
sometimes  with  crypts  filled  with  infectious 
materials.  These  masses  are  difficult  to  re- 
move surgically  but  are  suitable  for  electro- 
coagulation. 

Packs  of  mild  silver  salt  solutions  as  de- 
scribed earlier,  preceded  by  shrinking  and 
gentle  suction  are  much  in  vogue.  Patients, 
following  this  measure,  find  some  comfort 
for  several  hours,  but  that  it  is  curative  must 
not  be  said.  Too  violent  and  frequent  suc- 
tion only  makes  a bad  matter  worse.  Suc- 
tion, when  necessary  to  establish  drainage 
or  as  an  aid  in  diagnosis,  is  well  enough, 
but  as  a benefit  to  sufferers  with  an  already 
diseased  membrane,  it  is  worse  than  useless. 
What  sense  there  is  in  shrinking  a mucous 
membrane  and  then  swelling  it  up  again 
with  a mechanically  produced  edema  is 
more  than  we  can  understand.  This  can  only 
result  in  a permanent  hyperplasia,  though 
such  chronicity  may  not  have  been  present 
at  the  beginning  of  treatment. 

Another  definite  note  in  the  treatment  of 
chronic  sinusitis  is  that  of  A.  H.  Andrews 
of  Chicago  who  asserted  a number  of  years 
ago  that  sinuses  ventilated  and  drained,  con- 
tinue to  have  persistent  purulent  discharge. 
The  condition  is  tuberculous,  and  the  patient 
should  be  treated  with  tuberculin.  Follow- 
ing this  statement  which  was  made  at  a 
meeting  of  the  American  Academy  at  Phila- 
delphia some  eight  or  ten  years  ago,  upon 
my  arrival  home  we  had  a Von  Pirquet  done 
on  eight  patients,  four  of  whom  were  con- 
sidered tuberculous.  Five  came  positive. 
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These  were  U.  S.  V.  B.  patients  and  we  had 
no  opportunity  to  treat  them  as  Dr.  Andrews 
advised.  With  four  private  patients,  two 
with  positive  Von  Pirquet  reactions  and 
two  negative,  we  gave  tuberculin  over  a 
short  period  of  time  without  convincing  re- 
sults. Perhaps  we  should  have  continued 
over  a longer  period. 

Lues  naturally  requires  its  specific  treat- 
ment. In  persistent  cases  a Wassermann 
should  be  taken.  In  all  preliminary  examina- 
tions luetic  lesions  should  be  looked  for. 
Perforated  septum  and  perforations  or  scars 
of  the  soft  palate  are  the  commoner  lesions. 
History,  as  we  all  know,  is  positive  in  only 
a small  percentage  of  these  patients,  so  the 
laboratory  must  be  relied  upon.  Local 
treatment  in  the  specific  case  differs  in  nc 
way  from  the  non-specific  case. 

Foreign  bodies  sometimes  find  their  way 
into  a sinus,  usually  through  trauma,  and 
until  discovered  and  removed  will  usually 
cause  persistent  discharge.  Primary  treat- 
ment is,  of  course,  surgical. 


Summary 

Sinusitis  of  any  type  is  secondary  to  some 
predisposing  cause,  either  infectious,  trau- 
matic, or  constitutional.  It  is  not  a disease 
per  se.  Medical  treatment  of  sinusitis  is  as 
much  constitutional  as  local.  Any  sinus  dis- 
ease of  long  standing  calls  for  complete 
examination.  Consideration  of  the  endocrin 
balance  as  well  as  diet  and  general  hygiene 
is  a part  of  this  examination.  A careful  his- 
tory is  of  great  importance. 

Protein  tests  should  be  made  of  all  cases 
not  responding  to  treatment  despite  a lack 
of  definite  history.  Cultures  grown  from 
discharges  must  be  fractionized  and  tested 
to  be  of  value.  A vaccine  from  the  mass  of 
nasal  flora  is  unscientific  and  usually  of  no 
beneficial  effect. 

Once  a major  sinus  operation  is  per- 
formed, the  patient  becomes  a medical  case 
and  in  this,  as  in  other  branches  of  surgery, 
the  skill  of  the  surgeon  is  well  shown  in 
his  after  care. 


PROGRESS  IN  OTOLARYNGOLOGY* 

ROBERT  LEVY,  M.D. 

DENVER 


“Every  generation  adds  its  own  discov- 
eries in  the  progression  to  which  there  seems 
no  limit”  and  new  things  constantly  add  to 
the  sum  total  of  our  knowledge.  While  from 
an  academic  standpoint  these  observations 
are  of  interest,  we  as  practicing  otolaryn- 
gologists are  not  content  unless  there  results 
therefrom  an  “advance  toward  better  or 
ideal  knowledge,”  which  in  the  last  analysis 
means  progress. 

Like  history,  progress  is  not  contempo- 
rary. Only  after  the  test  of  time,  after  cor- 
relation with  practical  proof,  can  scientific 
facts  be  established  as  such.  So-called  pro- 
gressive findings  of  today  may  be  worth- 
less tomorrow.  A review  of  recent  otolar- 
yngological  literature  or  a study  of  rare 
cases  is  often  interesting  but  its  value  as 
evidence  of  progress  is  questionable,  and  it 
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is  not  the  purpose  of  this  paper  to  present 
such  a review. 

An  analysis  of  the  history  of  otolaryngol- 
ogy might  enable  us  to  draw  conclusions 
pointing  to  and  emphasizing  progressive 
movements.  Obviously  I can  not  go  into 
an  elaborate  discussion  of  this  subject.  I 
shall  speak  only  of  certain  mile  posts  that 
mark  our  progress.  Both  otology  and  rhino- 
laryngology  showed  signs  of  becoming  spe- 
cialties late  in  the  eighteenth  century,  but 
one  can  hardly  call  them  such,  as  we  under- 
stand the  term  today,  until  about  the  middle 
of  the  nineteenth  century.  Prior  to  that, 
we  find  men  devoting  much  time  to  special 
topics,  such  for  example  as  anatomy  of  spe- 
cial organs  by  Duverney1  (1648-1730),  pro- 
fessor of  anatomy  in  Paris.  Following  his 
description  of  the  ear,  there  grew  a new 
department,  that  of  otology.  An  English 
Army  Surgeon,  Cleland',  in  1741  interested 
himself  in  the  Eustachian  catheter.  In  1827, 
through  }.  H.  Saissy3,  otology  became  a dis- 
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tinct  specialty.  It  was  but  a few  years  aft- 
erwards that  the  Vienna  school  through  its 
great  men,  Gruber  and  Politizer,  whom 
some  of  us  knew  and  studied  under,  gave 
otology  its  present  status  as  a recognized 
specialty. 

The  Laryngoscope 

The  great  epoch-making  mile  post,  how- 
ever, was  the  discovery  of  the  laryngoscope. 
Beginning  with  the  opening  of  the  nineteenth 
century,  it  was  evident  that  there  would 
sooner  or  later  be  discovered  a method  for 
seeing  the  interior  of  the  larynx.  Bozzini4 
(1807)  was  the  first  to  give  us  some  defi- 
nite hint  of  such  an  invention,  and  others 
followed  in  rapid  succession,  but  it  re- 
mained for  a singing  teacher,  Manuel  Gar- 
cia, in  1855,  to  demonstrate  with  compara- 
tive simplicity  and  practicability  laryngo- 
scopy as  we  practice  it  today.  The  use  of 
reflected  light  soon  followed  Garcia’s  dem- 
onstration, and  the  mirror  and  light  pre- 
sented such  an  opportunity  to  study  hither- 
to unseen  regions  that  it  would  have  been 
strange  indeed  if  otology,  rhinology.  and 
laryngology  had  not  blossomed  out  at  once 
as  specialties. 

Here  then  was  the  real  birth  of  our  de- 
partment of  medicine  as  a separate  entity, 
and  this  marks  the  first  great  evidence  of 
progress — progress  from  a hitherto  undevel- 
oped, unprecise  department  of  medicine  to 
one  clearly  demonstrable.  We  marvel  at  the 
progress  made  in  these  specialties  when  we 
consider  that  it  has  all  taken  place  during 
one  generation  and  within  the  recollection 
of  men  still  living.  The  thrill  and  pleasure 
derived  from  personal  contact  with  one  of 
our  outstanding  fathers  is  beyond  descrip- 
tion, and  I have  never  forgotten  my  several 
visits  and  interviews  with  Dr.  J.  Solis-Co- 
hen  of  Philadelphia,  who  died  only  a few 
years  ago,  the  little  interesting  side-lights 
imparted  in  these  interviews,  and  his  re- 
collection of  the  many  uncomplimentary  re- 
marks that  he  listened  to  concerning  men 
who  could  seriously  consider  using  in  the 
practice  of  “a  learned  profession  such  a play- 
thing as  the  laryngoscope.” 

The  advances  in  otolaryngology  are  inti- 
mately tied  up  with  progress  in  all  other 
fields — surgery,  pathology,  and  bacteriol- 


ogy, but  more  specifically  with  the  devel- 
opment of  instruments  of  precision  growing 
out  of  the  principle  so  clearly  brought  to  us 
by  the  laryngoscope. 

Wilhelm  Meyer 

In  1866,  Wilhelm  Meyer  of  Copenhagen 
published  his  memorable  description  of  ade- 
noid vegetations  in  the  naso-pharynx.  The 
importance  of  his  observations  at  this  time 
can  not  be  overestimated  and  constitutes  an 
outstanding  mark  of  progress.  To  remem- 
ber personally  the  death  (1896)  of  this  great 
benefactor  and  to  have  contributed  towards 
the  erection  of  a monument  in  his  memory 
is  one  of  my  greatest  satisfactions. 

Cocaine 

I do  not  in  any  degree  detract  from  the 
importance  of  Meyer’s  discovery  when  I 
declare  the  next  great  mile  post  in  our  prog- 
ress was  the  discovery  of  cocaine  by  Roller 
(1884),  who  is  still  living.  The  impetus 
given  to  the  practice  of  our  specialty  by 
virtue  of  its  great  help  in  diagnosis  and 
treatment  is  incalculable.  It  may  be  appre- 
ciated by  all  of  us  but  by  none  more  than 
by  those  who  practiced  before  its  advent. 
Just  think  of  cauterizing  an  hypertrophied 
turbinate  with  chromic  acid,  as  I was  taught 
to  do,  and  following  its  application  rapidly 
by  an  alkaline  douche  to  alleviate  the  pain. 

Adrenalin 

Cocaine  represented  real  progress,  and 
adrenalin  was  but  slightly  less  important. 
Nasal  surgery  dates  its  great  vogue,  almost 
its  origin,  and  at  any  rate  its  present  day 
status  to  these  two  drugs.  Parenthetically 
one  may  say  nasal  surgery’s  ill  repute  can 
also  in  part  be  laid  to  the  credit  of  cocaine 
and  adrenalin. 

Direct  Laryngoscopy 

The  third  great  mile  post  that  appeals  to 
me  in  our  progress  is  the  discovery  and  de- 
velopment of  direct  laryngoscopy  and  all 
that  it  includes.  The  story  of  the  numerous 
absurd,  clumsy,  and  only  slightly  successful 
attempts  to  see  the  interior  of  the  esophagus 
and  the  bronchi  is  an  amusing  and  interest- 
ing chapter  in  our  development. 

Kirstein's  name  (1895)  should  be  more 
closely  identified  with  this  newest  and  latest 
evidence  of  our  advancement.  He  called 
his  method  of  examination  autoscopy,  and 
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his  autoscope  was  the  first  instrument  that 
some  of  us  used  for  direct  examination  of 
the  larynx.  His  principles  were  used  by 
many  who  followed  him,  Killian  and  others. 
Our  own  Chevalier  Jackson  made  the  only 
radical  change  by  placing  the  illumination 
in  the  distal  end  of  the  instrument  instead 
of  the  proximal. 

Coming  now  from  a rather  abstract  dis- 
cussion of  our  progress  to  a more  concrete 
consideration,  we  are  struck  by  the  vast 
amount  of  work  that  has  been  done,  that 
has  had  its  day,  and  that  has  been  thrown 
into  the  discard.  Many  observations  of 
more  or  less  importance  and  which  have 
left  their  indelible  mark  on  our  scientific  pro- 
gression might  enlist  our  interest,  greatly  to 
our  benefit.  One  should  not  underestimate 
the  advantages  to  our  specialty  accruing 
from  the  union  of  otology  with  rhino-laryng- 
ology. However,  even  so  keen  an  observer 
as  Sir  Felix  Semon"  states  in  his  autobiog- 
raphy that  he  “has  never  been  convinced 
of  the  necessity  of  amalgamating  diseases 
of  the  ear  and  those  of  the  nose  and  throat." 

Innumerable  problems  are  presented  to 
us  at  the  present  time,  a solution  of  which  is 
engaging  the  minds  and  activities  of  a vast 
army  of  capable  otolaryngologists  through- 
out the  world.  The  uncertainty  regarding 
these  problems  in  the  minds  of  many  of  us 
is  almost  chaotic. 

Focal  Infection.  Allergy 

At  the  present  time  the  entire  medical 
profession,  in  whatever  general  or  special 
line  the  individual  may  be  engaged,  is  con- 
cerned in  two  great  questions,  that  of  focal 
infection  and  that  of  allergy.  We  as  spe- 
cialists are  not  only  expected  to  solve  these 
problems  to  the  advantage  of  our  specialty, 
but  we  are  expected  to  point  the  way  to 
our  friend  the  general  practitioner  and  offer 
him  an  answer  to  many  of  his  difficulties. 

What  a chapter!  Is  there  any  dis- 
ease of  obscure  origin  the  cause  of  which 
has  not  been  laid  at  the  door  of 
focal  infection?  Read  the  address  of 
Mackenty"  on  “Upper  Respiratory  Focal 
Infections  in  Some  of  Their  Regional  and 
General  Manifestations,”  and  wonder  at  the 
apparently  well-founded  enthusiasm.  In 
spite  of  this,  see  his  doubt  and  uncertainty 


in  the  statement  that  “added  research  will 
no  doubt  show  us  that  focal  infection  is  not 
in  itself  a complete  entity,  but  only  the  fore- 
front of  a vast  unexplored  background  in 
which  lie  concealed  and  undeciphered  the 
intricate  problems  of  immunity  and  biologic 
chemistry.  In  other  words,  the  infections 
we  now  see  and  experience  are  but  the 
seeds;  the  background,  of  which  we  know 
little  or  nothing,  is  the  soil.” 

This  question  interests  us  especially  in 
regard  to  the  tonsils  and  the  sinuses.  I 
shall  not  attempt  to  state  dogmatically 
that  they  are  or  are  not  as  important  foci 
as  some  have  asserted.  I shall  not  attempt 
to  discuss  the  questions  of  the  tonsils  at 
this  time,  for  it  in  itself  is  a large  enough 
subject  to  consume  several  hours.  I shall 
discuss  the  sinuses  as  foci  of  infection,  but 
principally  from  the  standpoint  of  diagnosis. 
This  deals  somewhat  with  the  bearing  that 
sinusitis  has  on  general  manifestations  of 
focal  infection,  especially  arthritis,  but  aside 
from  asserting  my  belief  that  the  sinuses  are 
much  less  responsible  for  general  infection. 
I can  not  at  this  time  discuss  this  in  extenso 
by  quoting  authorities  or  relating  cases.  The 
general  trend  of  my  remarks  will  be  easily 
construed  as  pointing  to  this  conclusion.  In 
speaking  of  suppuration  of  the  accessory 
sinuses,  Hofer,  who  will  be  referred  to  later, 
speaks  of  the  frequent  failures  of  operations 
on  the  sinuses  intended  to  relieve  headache 
and  clear  up  discharge.  These  failures  have 
been  so  numerous  that  the  word  sinus  to 
the  laity  immediately  establishes  a phobia 
in  the  patient  that  is  often  irremovable.  The 
experiences  of  friends  with  operation  after 
operation  arouses  the  greatest  apprehension 
and  fear  of  a similar  fate.  Or  accepting  the 
situation,  he  submits  to  operations  or  even 
begs  for  them  in  an  attempt  to  obtain  relief 
of  symptoms  incorrectly  supposed  to  be  due 
to  sinus  disease,  and  so  the  unfortunate  con- 
clusion, “once  a sinus,  always  a sinus."  Or, 
and  this  is  the  more  distressing,  an  actual, 
real  and  active  sinusitis  develops  as  a result 
of  operative  intervention  where  formerly 
none  existed  or  at  most  was  but  an  end  re- 
sult or  latent.  What  then  is  the  answer? 
The  answer  is  in  diagnosis,  not  only  as  to 
the  existence  of  a sinusitis  but  a determina- 
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tion  of  its  nature,  how  far  it  may  be  infec- 
tious and  as  such  act  as  a focus  of  infection 
or  a cause  of  certain  systemic  or  local 
symptoms.  Furthermore,  in  what  cases  shall 
we  operate  and  what  kind  of  operation  shall 
we  do? 

The  earnestness  and  sincerity  with  which 
investigators  and  students  have  set  to  work 
to  solve  these  problems  is  encouraging  and 
augurs  well  for  the  future,  but  we  must  ad- 
mit that  as  yet  we  are  often  in  doubt.  Baum7 
deplores  the  “tendency  to  class  every  devia- 
tion from  the  normal  under  the  one  generic 
term  of  sinus  disease.”  Lawson8  believes 
that  non-suppurative  sinusitis  always  pre- 
cedes suppurative  and  that  it  often  under- 
goes resolution  even  after  infiltration  and 
edema. 

The  whole  problem  of  what  constitutes 
virulence  in  microorganisms  is  unsolved. 
Dr.  Corper  of  the  Research  Department  of 
the  National  Jewish  Hospital  at  Denver  has 
devoted  much  time  to  the  study  of  this  ques- 
tion. Kistner's0  unusual  experience  of  having 
cured  systemic  manifestations  by  repeated 
sinus  operations  in  apparently  non-purulent 
conditions  is  in  accord  with  his  belief  that 
there  are  many  degrees  of  infection,  not 
always  demonstrable  as  such  and  that  can 
not  even  be  determined  by  the  organism. 
Therefore,  while  we  believe  that  long  stand- 
ing sepsis  is  bound  to  cause  systemic  dis- 
turbances, the  big  question  is  what  consti- 
tutes sepsis  in  a sinus  and  how  from  a prac- 
tical standpoint  shall  we  proceed?  Shall  it 
be  as  Proetz10  says  by  “the  unscientific 
route  of  trial  and  error,”  or  may  we  not 
adopt  a well  outlined  plan  to  be  followed  in 
our  daily  routine  and  to  be  departed  from 
only  from  time  to  time  as  we  must  in  every 
professional  question  that  confronts  us? 

The  real  message  of  this  paper,  if  it  car- 
ries any  message,  is  a plea  for  conservatism, 
conservatism  based  upon  a deliberate  and 
unbiased  review  of  literature  but  largely  in- 
fluenced by  experience.  “Impetuous  youth 
finds  that  theory  explains  most  of  our  bodily 
ailments,  whilst  staid  old  age  regards  it  as 
a passing  fad  that  will  soon  expire  as  many 
such  have  done  before.”  May  we  not  avoid 
the  pitfalls  of  both  and  by  our  very  conserv- 
atism advance  our  specialty  a little  perhaps 


towards  that  ideal  knowledge  ’ that  means 
progress? 

I am  convinced  that  the  most  satisfactory 
results  have  followed  adherence  to  the  les- 
sons learned  from  long  experience.  These 
lessons  emphasize  the  value  of  clinical  ob- 
servations and  relegate  laboratory  investi- 
gations to  their  proper  place  as  aids.  S. 
Weir  Mitchell11  has  well  said,  “For  unless 
men  keep  ahead  of  their  instrumental  aids, 
these  to  coin  a word,  will  merely  demental- 
ize  them,  and  but  measurably  lift  the  mass 
without  in  proportion  advantaging  the  mas- 
ters of  our  art,  who  were  so  easily  masters 
in  days  when  the  erudite  touch  was  more 
uniquely  advantageous  than  it  is  today.” 

Personally  I subscribe  to  the  statement  of 
Shambaugh12  when  he  says,  “I  am  of  the 
belief  that  focal  infection  is  as  unlikely  to 
be  occasioned  by  a surface  infection  involv- 
ing  the  mucosa  lining  the  accessory  sinuses 
as  it  is  from  an  infection  of  the  mucosa 
lining  the  nasal  passages;  that  is,  it  is  pos- 
sible, but  highly  improbable,  that  an  infec- 
tion of  the  mucosa  in  either  place  could 
cause  systemic  infection.” 

The  well  known  investigation  of  Mullin’5 
which  demonstrated  the  passage  of  finely 
divided  coloring  matter  and  later  bacteria 
by  means  of  the  lymphatic  system  to  peri- 
bronchial glands  is  still  open  to  discussion. 
Why  may  the  entire  metastasis  not  be  by 
inhalation  rather  than  by  lymphatics  from 
the  sinuses? 

Childrey  and  Essex20,  in  a series  of  well 
conceived  experiments,  state  definitely  that 
their  results  “indicate  that  the  mucosa  of 
the  sinuses  is  highly  resistent  to  absorption,” 
and  “this  applies  both  to  the  normal  and  the 
infected  mucosa.” 

Examination 

In  the  examination  of  a suspected  case, 
the  intra-nasal  appearance  is  of  great  im- 
portance, especially  the  appearance  of  the 
middle  turbinate  and  its  vicinity.  The  mu- 
cous membrane  here  is  highly  sensitive  to 
changes  which  alter  the  normal  thin,  pink 
structures  to  one  more  or  less  thickened, 
glistening  with  edema  and  bathed  in  altered 
secretion.  The  expression  of  Hurd’s14  that, 
"the  middle  turbinate  is  the  great  barometer 
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of  the  ethmoidal  sinuses"  is  a most  happy 
figure,  and  I might  add  it  is  also,  to  a certain 
extent,  the  barometer  of  the  maxillary  sinus. 
The  presence  and  location  of  secretion,  un- 
usual in  amount  or  character,  is  highly  sug- 
gestive especially  if  the  cytological  and  bac- 
teriological examinations  reveal  abnormal 
characteristics.  This  is  not  a routine  in  the 
average  office  practice,  but  it  should  be 
oftener  considered.  The  location  of  the  se- 
cretion which  can  be  determined  by  shrink- 
ing the  mucous  membrane  and,  after  thor- 
ough cleansing,  placing  the  patient  in  vari- 
ous positions,  has  been  of  much  help  to  me. 
The  demonstration  of  secretion  after  suc- 
tion, where  before  suction  none  could  be 
seen,  has  also  served  me  well  at  times.  Re- 
peated examination  are  often  necessary  at 
intervals  of  a day  or  more.  One  will  fre- 
quently be  rewarded  by  finding  secretion  in 
the  middle  meatus  where  none  was  seen 
before. 

Transillumination  is  a great  guide  where 
applicable.  It  has  not  been  given  the  credit 
that  it  deserves,  largely  because  it  has  been 
carelessly  observed  and  interpreted.  There 
are  degrees  of  density  quite  as  distinguish- 
able by  transillumination  as  by  x-ray,  and 
seldom  do  the  x-ray  findings  and  those  by 
transillumination  differ  where  both  are 
properly  used.  However,  a pathological 
diagnosis  by  means  of  transillumination  is 
no  more  accurate  than  that  made  by  x-ray 
and  like  the  x-ray  examination  should  be 
considered  only  with  other  signs  and  symp- 
toms. 

The  x-ray  examination  of  the  sinuses  is 
one  of  the  most  valuable  that  we  possess, 
but  unfortunately  there  are  so  many  fine 
points  connected  with  its  use  that  it  has  not 
yet  taken  its  right  place  as  a diagnostic  aid 
for  the  masses.  The  purely  technical  side 
of  roentgenology  is  in  itself  a difficult  one, 
especially  when  applied  to  the  nasal  acces- 
sory sinuses.  The  roentgenologist  should 
not  be  considered  as  a mere  technician.  As 
a well  educated  anatomist  and  pathologist 
and  with  the  additional  advantage  of  clin- 
ical training,  he  becomes  a consultant  of 
the  highest  importance.  His  value  to  us 
must  be  in  proportion  to  the  experience  he 
has  had  in  comparing  films  with  the  results 


of  operative  and  other  treatment  and  with 
the  findings  therefrom.  He  will  in  time  be 
able  to  make  dependable  diagnoses.  I be- 
lieve that  there  are  times  now,  few  perhaps, 
when  he  can  accurately  interpret  the  path- 
ology by  a study  of  his  pictures.  But  the 
variations  in  films  and  in  interpretations 
that  we  have  all  seen,  and  the  lack  of  con- 
firmation by  operative  findings  that  we 
have  all  encountered,  make  me  feel  that  the 
clinician's  judgment  is  the  one  to  be  de- 
pended upon — the  clinician  who  uses  every 
means  at  his  command  to  make  the  diag- 
nosis, including  the  x-ray. 

Of  all  fallacies  attending  this  subject,  the 
one  condemning  the  sinus  as  diseased,  as 
infected,  as  indicating  operation,  because  it 
shows  some  density  in  the  radiogram  espe- 
cially when  multiple  sinuses  are  involved,  is 
the  worst  and  most  dangerous.  Rarely  if 
ever  should  one  undertake  an  operation 
solely  on  x-ray  findings.  I say  this  with 
the  greatest  of  regard  for  the  ability  of  my 
friends  the  radiographers,  but  from  an  ex- 
perience which  in  many  instances  has  been 
most  unfortunate  and  which  could  be,  if 
time  permitted,  specifically  substantiated  by 
the  relation  of  many  cases. 

Finally,  as  a means  of  diagnosis,  we  should 
consider  puncture  and  irrigation  and  ex- 
ploratory operations.  Before  puncturing 
with  the  intent  of  irrigating,  the  nose  should 
be  thoroughly  cleansed;  a needle  attached 
to  a good  syringe  should  be  carefully  thrust 
through  the  inferior  meatus  into  the  maxil- 
lary sinus  and  an  attempt  made  to  draw  out 
whatever  fluid  may  be  in  the  sinus,  or  the 
sinus  may  be  filled  with  sterile  water  and 
this  withdrawn  for  examination.  In  the 
event  that  no  fluid  is  withdrawn,  the  sinus 
should  be  irrigated  with  a sterile  solution 
and  the  fluid  received  in  a clean  vessel, 
preferably  one  with  a black  lining.  This  en- 
ables one  to  distinguish  the  character  of 
the  washing  which  should  be  subjected  im- 
mediately to  bacteriological  and  cytological 
examination.  It  has  been  the  experience  of 
all  of  us  that  when  a small  quantity  of  secre- 
tion is  retained  in  the  sinus,  irrigation  does 
not  always  give  positive  results,  and  there 
are  times  when  one  can  not  make  a deci- 
sion even  though  the  fluid  is  returned  clear. 
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These  instances,  however,  are  extremely 
rare  in  my  experience  and  I lay  much  stress 
upon  the  result  of  irrigation. 

Exploratory  operations  are  also  justifiable 
at  times,  especially  when  other  signs  fail 
and  the  x-ray  is  unusually  indicative  of  con- 
siderable sinus  pathology.  It  often  happens 
that  the  radiogram  is  very  suggestive  of  the 
presence  of  tumors  such  as  cysts  or  polyps; 
in  such  cases  an  exploratory  operation  by 
removing  the  anterior  wall  of  the  antrum 
enables  us  to  examine  with  great  care  the 
interior  of  the  cavity.  The  operation  itself 
is  simple  and  attended  with  no  special  dis- 
comfort and  is  by  all  means  the  very  best 
way  of  determining  the  nature  of  the  sus- 
pected lesion. 

So  far  as  being  able  to  apply  puncture  and 
exploration  to  the  other  sinuses  is  concerned, 
I feel  that  in  rare  instances  we  may  attempt 
these  procedures  in  the  frontal  or  sphenoid 
sinuses. 

Sinusitis  and  Allergy 

Perhaps  the  greatest  difficulty  in  the  diag- 
nosis of  sinus  disease  is  found  in  those  cases 
that  present  definite  manifestations  of  al- 
lergy and  at  the  same  time  suspicious  symp- 
toms of  sinusitis.  Harry  Baum7  has  recently 
read  a paper  entitled,  “The  Incidence  of 
Allergy  in  Rhinologic  Practice.”  This  pa- 
per has  as  yet  not  been  published,  but 
through  the  author’s  courtesy  I am  permit- 
ted to  quote,  “that  in  the  normal  course  of 
rhinologic  practice  approximately  27  1/3 
per  cent  of  all  patients  with  nasal  complaints 
may  be  expected  to  exhibit  some  form  of  al- 
lergy in  the  nose  and  of  these  about  89  per 
cent  will  show  allergic  changes  in  the  sinus 
mucosa.” 

Unquestionably  there  are  many  instances 
in  which  an  allergic  sinus  is  associated  with 
infection.  Whether  the  infection  has  pre- 
ceded the  allergy,  or  vice  versa,  is  a moot 
question.  There  is  good  authority  for  either 
view,  but  at  any  rate  there  can  be  no  doubt 
as  to  the  co-existence  of  both  conditions  in 
innumerable  cases.  It  is  true  that  in  some 
of  these  cases  symptoms  of  nasal  and  sinus 
disease,  such  as  obstruction  and  discharge 
with  definite  x-ray  and  transillumination 
evidence,  have  suddenly  cleared  up  follow- 
ing a simple  change  in  environment.  Proetz’5 


states  that  “allergic  edema  of  antral  mucosa 
can  probably  subside  within  a few  hours.” 
We  have  even  seen  improvement  in  the 
x-ray  and  transillumination  pictures.  On  the 
other  hand  the  dark  antrum  may  persist  in 
spite  of  the  subsidence  of  all  clinical  symp- 
toms, and  we  know  that  after  operation  the 
radiogram  is  still  dense.  This  has  led  to 
belief  in  the  so-called  “latent  or  silent 
sinus,”  but  to  my  mind  this  represents  a 
condition  similar  to  that  found  in  the  nose 
following  an  ordinary  acute  rhinitis  which 
gets  well  to  all  intents  and  purposes  but 
which  may  not  have  undergone  complete 
resolution.  These  are  the  cases  that  often 
increase  the  susceptibility  to  colds  and  are 
the  ones  I believe  that  have  a constitutional 
background  which  is  responsible  for  the 
failure  to  return  to  a perfectly  normal  his- 
tology. 

Allergy  is  not  the  only  responsible  under- 
lying factor,  but  it  is  the  one  that  is  attract- 
ing the  greatest  attention  at  the  present 
time.  Even  a hasty  review  of  rhinologic  lit- 
erature shows  that  a sincere  attempt  is  being 
made  to  understand  this  very  common 
though  elusive  condition.  The  subject  has 
been  dealt  with  by  a large  number  of  de- 
pendable investigators,  principally  Ameri- 
cans. That  toxemia  arising  from  any  cause 
such  as  alimentary,  for  example,  may  be  the 
condition  that  underlies  allergy  is  well  ar- 
gued by  many.  But  although  the  local  and 
general  manifestations  appear  fairly  defi- 
nite, the  difficulty  in  diagnosis  arises  in  the 
determination  of  the  special  agent  respon- 
sible for  the  allergy.  Nothing  tries  our  diag- 
nostic ability  as  this  does.  All  sorts  of  tests 
are  indulged  in,  particularly  cutaneous.  The 
most  thorough  and  careful  history  fails  to 
give  us  the  information  we  seek,  and  after 
all  is  done  we  may  find  that  some  unex- 
pected hint  upon  the  part  of  the  patient  or 
his  relatives  leads  us  at  least  to  a partial 
solution  of  his  problem.  No  two  cases  seem 
to  be  alike,  and  as  our  friend  Mullin  has 
said,  “There  is  no  short  route  to  diagnosis.” 
The  most  extreme  measures  in  an  attempt 
to  find  what  particular  food  is  the  offending 
allergen  are  undertaken,  and  while  I have 
not  seen  any  one  recommend  starvation  for 
a certain  length  of  time,  I am  inclined  to 
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think  that  the  suggestion  of  Alvarez1'’'  of 
the  Division  of  Medicine  at  the  Mayo  Clin- 
ic, in  speaking  of  the  “Ways  of  discovering 
the  Foods  that  Are  Causing  Indigestion,’ 
may  eventually  be  applied  to  our  problem. 
He  says  that  the  simplest  method  would  be 
to  ask  the  patient  to  fast  for  a week.  “If," 
he  says,  “the  distress  continued,  one  would 
know  that  food  was  not  the  cause.  If  the 
distress  ceased,  then  various  foods  could  be 
tested  one  by  one.”  This  is  the  ideal  food 
eliminating  test;  obviously  it  is  not  very 
practical. 

When  one  finds  a pale,  boggy  nasal  mu- 
cosa covered  with  a thin  watery  secretion, 
when  upon  the  slightest  irritation  the  swell- 
ing increases  or  paroxysmal  sneezing  oc- 
curs, and  when  in  addition  to  this  the  history 
has  elicited  attacks  of  urticaria  or  migraine 
or  any  of  the  other  well-known  manifesta- 
tions of  vaso-motor  instability,  one  may 
fairly  well  conclude  that  he  has  an  allergic 
condition  to  deal  with.  And  furthermore 
if  he  can  demonstrate  the  presence  of  a 
large  per  cent  of  eosinophiles,  he  may  be 
still  more  confirmed  in  his  diagnosis. 

Allergy  and  Infection 

Those  cases  in  which  there  is  a combina- 
tion of  eosinophiles  and  polymorphonuclears 
are  the  most  difficult,  for  the  suspicion  of 
infection  is  immediately  aroused.  We  know 
that  the  mucous  membrane  in  infection  is 
red  and  inflamed,  and  so  where  the  com- 
bination exists  we  can  not  distinguish  the 
predominating  pathology.  We  are  forced 
therefore  to  the  conclusion  that  the  two 
conditions  are  coexistent,  and  the  question 
of  treatment  becomes  more  complicated. 
Shall  we  in  these  cases  immediately  proceed 
with  surgical  measures,  remove  polyps,  or 
exenterate  an  ethmoid?  It  seems  to  me  the 
best  results  have  been  obtained  by  follow- 
ing the  conservative  plan.  Cases  might  be 
cited  in  considerable  number  to  prove  this 
contention. 

We  should  proceed  first  with  an  attempt 
to  remove  whatever  underlying  condition, 
whatever  allergy,  whatever  toxemia  can  be 
determined  or  suspected.  It  may  become 
necessary  completely  to  change  the  patient’s 
environment  by  a change  of  climate,  but 
every  attempt  should  be  made  to  establish 


a better  constitutional  condition  before  un- 
dertaking operation.  Time  after  time  have 
I seen  such  marked  improvement  that  we 
could  say  the  persisting  symptoms  were  due 
to  infection.  We  can  then  proceed  with  our 
operation,  making  a large  window  in  the 
naso-antral  wall,  not  so  much  for  the  pur- 
pose of  irrigating  the  antrum  as  for  the  pur- 
pose of  drainage  and  ventilation.  If  in  your 
judgment  the  length  of  time  and  the  degree 
of  disturbance  warrant  a radical  operation, 
this  may  be  undertaken,  but  at  any  rate  sur- 
gery should  follow  constitutional  treatment. 
This  is  one  condition  in  which  the  rule  of 
general  treatment  before  surgery  might  not 
apply.  After  a process  of  exclusion,  one 
sometimes  feels  that  the  allergy  is  depend- 
ent upon  bacterial  growth  in  the  sinus.  If 
one  can  conclude  that  this  is  the  underlying 
factor,  then  proper  drainage  of  that  sinus 
will  be  followed  by  improvement  in  the  al- 
lergic manifestations  and  the  method  of  pro- 
cedure should  be  reversed. 

Constitutional  Causes 
We  have  seen  how  the  question  of  sinus- 
itis and  that  of  allergy  are  intimately  re- 
lated, and  if  there  is  any  one  thing  that 
stands  out  today  in  oto-rhino-laryngological 
literature  it  is  the  great  importance  that  con- 
stitutional conditions  play  in  the  causation 
and  consequently  in  the  treatment  of  dis- 
eases of  the  ear,  nose  and  throat.  In  the 
treatment  of  chronic  middle  ear  suppura- 
tion, Mygind1  states  that  this  is  not  only  "a 
question  of  local  surgery,  but  is  also,  and 
to  an  important  extent,  a question  of  general 
medical  treatment,”  and  so  it  is  not  surpris- 
ing that  wherever  we  look  an  attempt  is 
being  made  to  ascribe  the  cause  of  disease 
to  certain  changes  as  far  back  as  the  primary 
cells.  Bio-chemistry  is  not  a new  thought 
in  our  hope  for  the  cure  of  disease.  In  an 
attempt  to  find  the  cure  for  tuberculosis,  bio- 
chemistry is  attracting  some  of  our  best  in- 
vestigators. During  the  last  ten  years,  Eu- 
gene Lewis1"  has  advanced  some  new  and 
fundamental  working  theories.  By  system- 
ic measures  he  attempts  to  “induce  altera- 
tions of  general  body  chemistry;  to  include 
radical  changes  in  diet  and  fluid  intake;  in 
many  instances  omission  of  starch , increases 
in  proteins  and  fats,  administration  of  chlor- 
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ides,  nitro-chlorides,  iodides,  arsenicals,  mer- 
curials; and  in  other  cases  “systemic  treat- 
ment calculated  to  alter  intercellular  electro- 
lyte content  and  cytoplasmic  constitution.” 

I am  afraid  that  few  of  us  understand 
Lewis’  theories  well  enough  to  subscribe  to 
them.  While  his  reports  include  some  aston- 
ishing results,  such  as  improvement  follow- 
ing treatment  and  return  of  symptoms  upon 
“reversing”  treatments,  we  must  credit  him 
with  sincerity  of  purpose  and  honesty.  A 
mutual  friend  has  written  that  he  would  ac- 
cept his  statements  as  “true,  but  they  seem 
incredible,”  that  “he  is  certainly  enthusias- 
tic about  this  thing  and  every  letter  I have 
from  him  tells  me  about  some  new  experi- 
ence. He  protests  that  he  is  only  groping 
along  the  edges  and  seems  anxious  for  oth- 
ers to  corroborate  his  results.”  In  a recent 
letter  Lewis10  writes,  “There  is  no  doubt  in 
my  mind  that  sometime  soon,  some  one  will 
find  just  what  is  needed;  the  right  particle, 
added  to  today’s  supersaturated  mixture  of 
scientific  and  clinical  data,  will  precipitate 
clear  crystals  of  understanding  in  place  of 
the  amorphous  cloud  that  represents  the  best 
I have  been  able  to  attain.  The  little  I have 
glimpsed  in  trying  to  work  out  some  of  these 
problems  convinces  me  that  progress  in 
their  solution  must  take  place  along  these 
general  lines  of  thought  and  effort.” 

Perhaps  time  will  show  that  he  has  suc- 
ceeded in  solving  the  very  questions  that 
we  seem  to  know  little  about  at  this  time. 
I am  particularly  in  hopes  that  his  work  or 
something  along  the  same  lines  may  help 
our  internists.  They  seem  to  be  groping  in 
the  dark  more  than  we  are  and  often  to  the 
extent  of  making  snap  diagnoses  of  sinus 
disease,  asking  for  operation  to  help  them 
out  of  their  dilemma.  Shambaugh'0  has  well 
said,  “One  can  witness  almost  every  day, 
especially  in  many  of  our  small  hospitals,  a 
line  of  pediatricians,  general  surgeons,  and 
general  practitioners  coming  with  a string 
of  patients  for  nose  and  throat  operations.” 
He  further  states  that  the  inability  to  recog- 
nize the  indications  for  such  work  “has  been 
responsible  for  the  flood  of  indiscriminate 
surgery  in  the  nose  and  throat,  that  has  be- 
gun to  attract  the  attention  of  the  whole 
medical  profession,  and  to  bring  a deserved 


opprobrium  on  the  specialty  of  otolaryng- 
ology.” 

Chronic  Suppuration  of  the  Middle  Ear 

The  treatment  of  chronic  suppuration  of 
the  middle  ear  by  radical  operation  is  thor- 
oughly discussed  by  Mygind17,  Asherson'1 
and  others.  One  is  profoundly  impressed 
with  the  failure  in  many  cases  and  the 
strong  disposition  for  careful  discrimination 
in  the  class  of  cases  operated;  moreover,  the 
treatment  does  not  end  with  the  operation. 
Zinc  ionization  and  the  use  of  iodin-bearing 
powder  have  taken  a well  earned  place  in 
our  therapeutic  armamentarium. 

Petrositis 

The  Gradenigo  syndrome  has  taken  its 
proper  place  in  cases  of  otitis  media  and 
mastoiditis,  and  the  recognition  of  petros- 
itis, the  new  term  for  petrous  suppuration, 
has  explained  the  cause  of  delayed  healing. 
Through  Kopetsky22  and  Eagleton23,  we  have 
found  a valuable  operative  way  out. 

The  Labyrinth 

An  important  field  in  otology  has  been 
opened  through  the  work  of  Barany  and 
others  abroad  and  Jones  and  Fisher  in  this 
country  in  the  study  of  the  labyrinth,  not 
only  as  a diagnostic  measure  in  intra-cranial 
lesions  but  also  in  acute  suppurative  proc- 
esses complicating  otitis  media  and  mastoid- 
itis. One  cannot  say,  however,  that  the 
subject  is  as  yet  a finished  product,  for  in- 
stead of  the  radical  operations  on  the  laby- 
rinth so  enthusiastically  advocated  by  the 
Vienna  school,  we  find  greater  conservatism 
as  our  means  of  diagnosis,  and  our  evalua- 
tion of  prognostic  signs  becomes  more  defi- 
nite. 

Progressive  Deafness 

The  question  of  progressive  deafness, 
than  which  there  is  no  more  important  medi- 
cal or  sociological  problem,  is  attracting  a 
great  deal  of  attention.  Time  will  not  per- 
mit an  analysis  of  the  progress  that  has 
been  made  through  the  study  of  otosclerosis 
by  the  Committee  on  Otosclerosis  appointed 
for  that  purpose  by  the  American  Otological 
Society.  When  the  work  of  this  Committee 
is  finally  completed,  may  we  not  hope  that 
some  valuable  remedy  will  be  given  us?  In 
the  meantime  I should  like  to  impress  one 
important  point  in  the  management  of  these 
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cases — this  has  to  do  with  the  psychology 
of  the  hard  of  hearing.  Our  every  effort 
should  be  made  to  bring  about  a mental  at- 
titude of  greater  happiness  and  of  less  de- 
spair. By  showing  these  unfortunates  that 
they  by  no  means  need  be  social  outcasts, 
that  by  speech  reading  they  can  take  a most 
important  place  in  business  and  in  society 
generally,  great  good  will  result.  The  man- 
ner in  which  the  otologist  presents  this  mat- 
ter to  his  patient  is  most  important.  In  his 
attempt  to  be  strictly  honest  in  his  dealings, 
and  in  his  prognosis  he  is  often  so  abrupt 
and  so  severe  that  the  patient  suffers  the 
greatest  distress  and  his  unhappiness  be- 
comes at  times  that  of  a melancholic. 

Did  time  permit  I should  like  to  discuss 
the  status  of  other  pertinent  subjects  and 
to  point  out  the  very  considerable  progress 
that  is  apparent  in  our  present  attitude.  By 
virtue  of  long  experience  and  after  much 
swinging  of  the  pendulum,  the  best  thought 
favors  conservatism  also  in  conditions  other 
‘■han  diseases  of  the  accessory  sinuses. 

The  Future 

This  paper  would  not  be  complete  did  we 
not  give  a thought  to  the  future  progress  of 
our  specialty.  That  much  remains  to  be 
done  and  that  the  outlook  is  not  discourag- 
ing is  emphasized  by  several  writers.  Mack- 
enty,  whose  death  occurred  recently  (Dec., 
1931)  and  whose  loss  to  our  specialty  is 
keenly  felt,  said  only  a short  time  before 
his  death,  in  a very  comprehensive  though 
somewhat  too  optimistic  survey  of  the  big 
problem  of  focal  infection,  that  “a  brilliant 
and  disease-conquering  future  awaits  the 
young  men  in  our  profession.”  Shambaugh, 
whom  I have  quoted  as  pointing  out  some 
of  our  errors,  says  in  closing  an  address  on 
'Otolaryngology  and  the  General  Practi- 
tioner,” "I  do  not  wish  to  leave  the  impres- 
sion that  work  in  this  field  is  in  any  sense 
decadent.  I believe  the  outlook  for  the  fu- 
ture advancement  of  this  specialty  was  never 
brighter.” 

In  a splendid  address  on  the  occasion  of 
his  taking  over  the  chair  of  Ear,  Nose  and 
Throat  Diseases  at  the  University  of  Graz, 
Professor  Gustav  Hofer24  gives  a most  com- 
prehensive picture  of  “The  Present  and  Fu- 
ture of  Laryngo-Rhino-Otology.” 


Some  Problems 

Among  the  many  questions  that  remain 
to  be  solved  he  asks  why  some  mucous  mem- 
branes respond  to  infection  by  forming 
polypi  while  in  other  cases  only  suppuration 
results?  Why  in  one  turbinate  does  hyper- 
trophy occur  and  in  others  none?  Why  are 
there  so  many  reactions  of  mucous  mem- 
brane to  irritation  and  general  underlying 
conditions;  in  the  larynx  why  is  it  that  one 
acquires  a simple  catarrhal  laryngitis  and 
another  a pachydermia?  Why  does  one 
vocal  band  show  edema  and  another  devel- 
op a fibroma? 

Besides  these  old  time  problems,  new 
fields  are  forcing  themselves  upon  us.  /n- 
tracranial  surgery  falls  quite  naturally  into 
the  field  of  otology  and  rhinology  by  reason 
of  the  close  anatomical  and  pathological  re- 
lation between  the  ear  and  nose  and  the 
cranial  contents.  Bronchoscopy  is  intimately 
concerned  with  the  diagnosis  and  treatment 
of  diseases  of  the  lungs,  esophagoscopy  with 
diseases  of  the  esophagus  and  stomach,  espe- 
cially ulcers  and  cardio-spasm;  malignan- 
cies and  infections  of  the  pharynx  and  its 
contents  involve  the  neck  to  the  extent  of 
demanding  extensive  external  surgery. 

The  coming  ear,  nose  and  throat  special- 
ist, the  younger  men  of  our  profession  should 
so  train  themselves  that  they  will  be  com- 
petent to  take  over  all  these  natural  adjuncts 
to  our  limited  field  and  thus  not  only  enlarge 
their  sphere  of  usefulness  scientifically  but 
also  overcome  their  economic  distress 
brought  about  by  the  encroachment  on  our 
specialty  by  men  in  all  other  departments 
of  medicine  and  surgery.  We  older  men 
are  quite  willing  to  leave  to  our  younger 
confreres  and  the  coming  generations  this 
inevitable  progress,  for  as  Hofer  says,  “Ex- 
act knowledge  marches  slowly  though  stead- 
ily forward.” 

Nevertheless,  when  we  contemplate  the 
past  and  present  of  our  specialty  we  have 
had  much  to  thrill  us  and  much  to  be  thank- 
ful for  and  so  we  say  with  Osier5,  "I  am 
sorry  for  you,  young  men  of  this  generation. 
You  will  do  great  things.  You  will  have 
great  victories,  and  standing  on  our  shoul- 
ders, you  will  see  far,  but  you  can  never 
have  our  sensations.  To  have  lived  through 
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a revolution,  to  have  seen  a new  birth  of 
science,  a new  dispensation  of  health,  re- 
organized medical  schools,  remodeled  hos- 
pitals, a new  outlook  for  humanity,  is  not 
given  to  every  generation. 
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ABSTRACT  OF  DISCUSSION 

Frank  R.  Spencer,  M.  D.,  Boulder:  Proetz 
has  emphasized  the  importance  of  diluting  lipio- 
dol  one-half  with  some  other  oil  such  as  olive  oil. 
This  makes  the  lipiodol  about  the  viscosity  of 
sinus  secretions  and  makes  it  much  easier  to  in- 
troduce. If  the  natural  ostium  is  swollen  shut, 
oil  will  not  enter  the  sinus;  if  the  ostium  is  partly 
closed,  there  will  be  delayed  or  partial  filling  of 
the  sinus. 

Displacement  irrigation  of  the  sinuses  for  diag- 
nosis and  treatment  has  been  a great  help.  One 
thing  which  has  been  disappointing  is  finding  a 
maxillary  sinus  which  shows  marked  thickening 
of  the  mucous  membrane  one  day  and  perhaps 
the  next  day  no  thickening  at  all.  In  other  words, 
there  is  an  allergic  swelling  of  the  mucous  mem- 
brane simulating  an  infection.  Proetz’  method 
is  a great  help  in  recognizing  this. 

Polypi,  osteomata,  etc.,  will  show  better  in  the 
ray  films  by  this  method,  but  the  differential  diag- 
nosis is  not  always  easy,  even  with  the  aid  of  the 
iodized  oil.  In  such  cases  the  radiologist  is  a great 
help,  just  as  he  is  with  many  other  conditions. 
Sinuses  may  show  delayed  filling  and  also  show 
delayed  emptying  unless  there  is  a marked  lessen- 
ing of  the  swelling  of  the  mucous  membrane  from 
contact  with  the  iodized  oil  while  it  remains  in  the 
sinuses.  Personally,  I would  rather  inject  the 
oil  into  the  maxillary  sinus,  through  a cannula, 
than  to  depend  upon  the  filling  of  this  sinus 
through  the  natural  ostium.  With  the  ethmoidal 
cells  and  the  frontal  sinuses,  it  is  necessary  to 
fill  them  through  the  natural  ostia.  Sometimes 
this  is  true  of  the  sphenoidal  sinuses.  If  I can 
find  the  natural  opening  without  too  much  diffi- 
culty, I would  rather  fill  the  phenoidal  sinuses 
through  a cannula. 

I want  to  emphasize  three  features  of  pharyngo- 
maxillary  abscess : First,  the  importance  of  ligat- 
ing the  internal  jugular  vein  in  cases  of  abscess, 
especially  if  the  patient  has  high  fever,  chills  and 
sweats,  indicative  of  thrombosis  of  the  internal 
jugular  vein.  I am  not  advocating  ligation  of 
the  internal  jugular  vein  in  all  cases.  Second,  I 
want  to  emphasize  the  importance  of  a free  in- 
cision for  drainage.  A short  incision  is  of  very 
little  use.  I believe  Mosher's  incision  is  best,  be- 
cause it  gives  the  best  exposure  of  the  field  of 
operation  and  is  most  likely  to  secure  the  best 
drainage.  Third,  a few  salient  anatomical  facts 
must  be  remembered.  The  pliaryngo-maxillary 
fossa  is  triangular  in  shape.  It  is  bounded  above 
by  the  base  of  the  skull  and  ends  below  at  the 
apex  at  the  hyoid  bone;  it  contains  the  great 
blood  vessels  and  nerves  of  the  neck;  it  is  inter- 
nal to  the  ascending  ramus  of  the  inferior  maxilla 
and  parotid  gland  and  is  in  front  and  external  to 
the  spinal  column  and  external  to  the  superior 
constrictor  of  the  pharynx. 

Dr.  Levy  has  emphasized  the  importance  of 
careful  study  of  sinus  diseases  before  resorting  to 
surgery.  Much  of  the  present  day  fear  of  sur- 
gery, by  the  laity,  could  have  been  avoided  had 
this  precaution  been  in  more  general  use.  It  is 
not  uncommon  to  see  patients  who  have  made 
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their  own  diagnosis  of  sinus  disease  when  I can- 
not find  evidence  of  the  disease. 

Allergy,  during  the  past  few  years,  has  been 
given  too  important  a place  as  the  cause  of  sinus 
disease.  It  is  important,  but  the  pendulum  has 
swung  too  far.  Time,  experience,  and  mature 
judgment  will  accord  allergy  its  proper  place. 

Harry  L.  Whitaker,  M.  D.,  Denver:  Operative 
surgery  on  the  nasal  sinuses  is  an  extremely  seri- 
ous matter,  especially  in  young  life.  Opaque 
media,  in  conjunction  with  the  x-ray,  has  made 
the  diagnosis  of  sinus  disease  increasingly  accur- 
ate, and  has  also  made  possible  visualization  of 
changes  from  the  normal,  to  both  physician  and 
layman.  X-ray  and  lipiodol  have  been  of  inestima- 
ble value  to  me  in  my  study  of  pathology  in  th° 
nasal  sinuses.  I present  two  cases  confirming 
the  work  done  with  opaque  media  by  Dr.  Earnest. 

Case  1:  A young  woman,  aged  30,  without  any 
history  of  sinus  disease.  Lpft  sided  retrobulbar 
neuritis  of  four  days’  duration.  Gradually  dimin- 
ished vision  and  intense  occipital  pain.  It  was  a 
question  of  where  the  infection  went  through. 
Two  points  of  entrance  usually  are  the  posterior 
ethmoid  cells  or  the  adjacent  sphenoid  sinus. 

Chronicity,  produced  by  unnecessary  surgery  in 
a sinus  not  involved,  could  be  avoided  here  only 
if  a differential  diagnosis  could  be  accurately 
made.  Lipiodol  was  introduced  by  the  Proetz 
method,  and  the  oil  was  found  to  enter  the  sphe- 
noid sinus  freely  but  did  not  fill  the  highest  pos- 
terior ethmoid  cells.  The  diseased  ethmoid  cells 
were  exenterated,  sphenoid  not  opened  and  vision 
in  left  eye  restored  in  six  days : no  complications. 
Before  the  advent  of  opaque  media,  this  differen- 
tial diagnosis  could  have  been  made  only  with  the 
greatest  difficulty,  and  with  some  loss  of  time. 

Case  2:  A young  woman,  aged  24,  suspected  of 
having  pulmonary  tuberculosis,  badly  depleted, 
anemic,  exhausted  and  excessively  under  weight. 
Head  examination,  after  lungs  found  not  involved, 
revealed  a purulent  right  maxillary,  possibly  also 
ethmoid  sinusitis,  of  some  nine  months’  duration. 

How  little  surgery  could  be  done  to  relieve  this 
very  sick  patient?  There  were  three  plans  of 
procedure:  treatment,  permanent  opening  through 
nose  into  maxillary  sinus,  and  radical  maxillary 
sinus  surgery.  Lipiodol  was  injected  into  the  right 
maxillary  sinus  and  on  x-ray  was  found  to  be  held 
% inch  above  the  floor  of  the  sinus  by  diseased 
membrane.  Here  again  opaque  media  made  possi- 
ble a quick  and  accurate  diagnosis.  Treatment  and 
permanent  opening  were  ruled  out,  and  radical 
surgery  was  done  with  full  assurance  that  it  was 
the  proper  procedure. 

Each  case  had  a thickened  nasal  septum,  block- 
ing the  ventilation  and  drainage  of  the  middle 
meatus  of  the  nose.  Both  should  have  had  a sep- 
tum operation  as  soon  as  possible  after  the  seven- 
teenth year.  Only  by  this  means  are  we  to  ef- 
fectively prevent,  and  at  times  stop,  these  dis- 
tressing diseased  nasal  sinus  cases. 

Thomas  E.  Carmody,  M.  D.,  Denver:  Dr.  Pat- 
tee's  words  about  the  radical  work,  as  we  might 
call  it,  that  Dr.  Earnest  has  spoken  of  and  the 
conservative  side  that  Dr.  Levy  has  spoken  of,  I 
think  calls  for  middle  ground.  I don’t  think  we 
need  to  be  too  radical;  we  don’t  need  to  be  too 
conservative. 

Speaking  of  the  "cure”  of  asthma,  Dr.  Earnest 
modifies  that  and  says  we  probably  shouldn’t  call 
it  “cure,”  but  we  relieve  it,  and  the  cases  of 
asthma  that  are  not  relieved  that  are  caused 
by  nasal  pathology,  I think  are  not  relieved  be- 
cause our  operations  are  not  thorough  enough. 


I think  the  pollens,  foods,  and  infections  all  are 
intermingled  with  the  action  of  the  endocrine 
glands.  I don't  think  we  want  to  consider  any 
one  of  them  alone.  Dr.  Spencer  speaks  of  the 
medical  treatment  with  the  silver  salts.  A great 
many  of  us  have  used  apiol  and  glycerine,  al- 
though it  is  not  recognized  by  the  Council  on 
Pharmacy  and  Chemistry. 

C.  E.  Cooper,  M.  D.,  Denver:  I think  when  we 
know  more  about  physiology  of  the  sinuses  we 
will  know  more  about  how  to  treat  them.  I be- 
lieve that  is  one  of  the  things  that  is  lacking. 
Speaking  directly  of  Dr.  Palmer’s  paper,  pharyngo- 
maxillary  abscesses  commonly  can  be  opened  in- 
side the  mouth.  It  does  not  always  succeed,  of 
course.  Those  cases  in  which  it  does  not  succeed, 
or  in  which  we  have  repeated  hemorrhages  or 
sepsis,  indicate  an  external  operation. 

C.  H.  Darrow,  M.  D.,  Denver:  Relative  to  Dr. 
Earnest’s  paper,  allow  me  to  say  that  I have  found 
that  attempts  to  keep  iodized  oil  in  the  antrum 
is  sometimes  difficult,  and  from  a practical  view- 
point for  those  who  attempt  to  use  it,  I would 
suggest  that  a little  cotton  placed  beneath  the 
middle  turbinate,  whether  you  insert  your  oil 
through  the  normal  ostium  or  by  a needle  be- 
neath the  inferior  turbinate,  will  facilitate  mat- 
ters materially  in  shifting  your  patient  from  where 
you  inject  to  the  radiologist. 

In  those  cases  that  have  had  a window  resec- 
tion, naturally  it  is  difficult  to  retain  the  oil  in 
the  antrum.  Here,  if  you  will  simply  soak  a thin, 
narrow  gauze  with  your  iodized  oil  and  pack  it 
into  the  antrum  rather  snugly  and  fairly  soppy, 
you  get  a good  picture  where  otherwise  the  oil 
will  be  lost. 

Relative  to  Dr.  Palmer’s  paper,  we  must  bear  in 
mind  that  the  space  that  we  call  the  pharyngo- 
maxillary  space  is  not  really  a space  at  all : it  is 
a collapsed  area  excepting  when  filled  with  pus, 
or  if  you  want  to  study  the  space,  do  so  in  the  in- 
fant where  it  is  found  filled  with  fat.  The  tonsil 
certainly  is  probably  the  most  potent  cause  of  in- 
fection of  this  space.  There  may  be  an  infection 
of  the  tonsil  or  a peritonsillar  abscess.  The  latter 
may  have  been  apparently  successfully  treated  by 
opening  and  yet  the  patient  does  not  get  well  and 
there  is  nothing  in  the  throat  or  even  externally 
in  the  neck  to  indicate  the  presence  of  pus.  Yet 
that  patient  will  go  along  through  an  infection  in 
the  pharyngo-maxillary  fossa  to  a thrombosis  of 
the  internal  jugular  vein,  a septicemia  and  death. 
We  think  we  have  eradicated  the  infection  in  the 
throat  by  opening  the  abscess,  and  yet  our  deep- 
seated  infection  goes  on  its  way.  Another  way 
that  deep-seated  pus  gets  into  the  pharyngo-max- 
illary fossa,  I think,  is  through  the  retropharyn- 
geal glands.  Small  children  writh  retropharyn- 
geal abscesses  may  have  them  opened  and  still 
have  deep-seated  pus  resulting  in  the  neck.  An- 
other factor  with  which  I have  had  no  experience, 
but  which  is  frequently  recorded  in  the  litera- 
ture, is  infection  from  vertebrae,  usually  tubercu- 
lous. Recently,  however,  I have  had  an  infection 
of  the  pharyngo-maxillary  fossa  from  an  abscess 
of  the  parotid  gland.  Instead  of  rupturing  into 
the  external  auditory  meatus,  which  is  so  com- 
mon, it  chose  to  rupture  through  the  inner  wall  of 
the  capsule  of  the  gland.  The  upper  third  of  the 
capsule  of  the  parotid  gland  is  deficient  and 
makes  it  easy  for  infections  to  rupture  through 
into  the  pharyngo-maxillary  fossa. 

The  patient  suddenly  lost  his  pain  and  the 
swelling  in  the  parotid  region  and  it  immediately 
appeared  in  the  pharynx  and  in  the  tissues  of  the 
neck.  This  man  nearly  lost  his  life  through  the 
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marked  edema  in  the  pharynx  and  in  the  larynx, 
so  that  we  must  remember  that  infections  of  the 
parotid  gland  can  cause  a deep-seated  infection 
of  the  neck. 

Mosher  has  contended  that  the  carotid  sheath 
is  the  Lincoln  Highway  of  the  neck  and  in  all 
deep-seated  infections  of  the  neck,  if  we  can  get 
access  to  the  carotid  sheath,  it  simplifies  our  sur- 
gical procedures. 

Kenneth  D.  A.  Allen,  M.  D.,  Denver:  One  rea- 
son why  the  roentgenologists  cannot  render  more 
evidence  on  sinus  disease  by  x-ray  examination  is 
because  they  can  not  follow  the  cases  through. 
This  is  difficult  because  so  much  of  the  work  is 
done  in  the  nose  and  throat  man's  office.  If  he 
will  help  us  follow  these  cases,  we  will  be  of  more 
assistance.  Another  method  by  which  the  roent- 
genologist can  give  more  evidence  is  by  lipiodol 
injection.  Three  years  ago  when  Dr.  Proetz  spent 
two  weeks  in  Denver,  everyone  became  interested. 
Since  then  the  interest  has  rather  died  out,  but 
lipiodol  in  the  sinuses  is  almost  as  valuable  an 
aid  in  procuring  evidence  by  the  x-ray  as  barium 
is  in  the  gastro-intestinal  tract. 

There  is  a pitfall  to  which  Dr.  Spencer  alluded 
very  briefly.  Poppy  seed  and  other  constituents 
of  opaque  media  cause  allergic  response.  This  al- 
lergic response  in  the  sinuses  does  two  things: 
It  presents  a picture  that  looks  like  pathological 
membrane.  It  also  prevents  emptying  of  the 
sinus  by  occluding  the  ostea.  A long  time  in  emp- 
tying and  a rarefied  line  between  the  opaque 
media  and  the  bone  are  evidence  of  disease.  Ex- 
cept for  this  pitfall,  lipiodol  in  the  sinuses  will 
greatly  facilitate  the  evidence  which  x-ray  can 
present. 

Dr.  Levy  (Closing):  That  portion  of  my  paper 
which  I had  time  to  read  was  largely  a flight  of 
sentiment  and  does  not  admit  of  real  discussion. 
It  was  my  desire  particularly  to  impress  among 
other  things  this:  that  one  has  not  infrequently 
a condition  in  which  allergy  and  infection  are  co- 
incident, and  these  are  the  cases  which  offer  one 
of  our  most  difficult  problems.  I am  not  opposed 
to  operation  however  radical.  My  plea  for  con- 
servatism was  largely  to  determine  first,  whether 
the  condition  was  purely  allergic  or  purely  an  in- 
fection or  the  combination  of  these  two,  and  hav- 
ing determine  the  underlying  factor  or  factors, 
operation  should  be  undertaken  with  great  care. 
The  question  whether  to  operate  first  and  then 
treat  the  allergy  or  whether  to  treat  the  allergy 
and  then  operate  is  the  problem.  That  the  root 
of  this  matter  may  be  found  in  bio-chemistry,  in 
cellular  change,  is  quite  within  our  present  way 
of  thinking. 


Health  Education 


Those  interested  in  the  subject  of  health 
education  can  learn  much  from  advertising 
promoters  who  look  at  the  public  as  a dy- 
namic being  possessed  of  momentum,  con- 
tinuous though  varying,  from  birth  to  death. 

Advertisers  show  interest  in  the  individ- 
ual as  such  and  not  merely  in  his  disease, 
which  amounts  to  a technic  in  motivating 
the  individual.  “A  variety  of  so-called  anti- 
septics have  been  sold  to  the  public  to  the 


extent  of  millions  of  dollars,  simply  because 
the  advertisers  know  that  no  man  would 
willingly  offend  the  nostrils  of  his  neigh- 
bor.” 

Health  educators  must  be  familiar  with 
man’s  fundamental  needs  and  desires.  Man 
is  curious.  Let  us  stimulate  his  curiosity 
and  feed  it  with  salutary  knowledge.  Man 
has  the  instincts  of  combat  and  appeal,  of 
submission  and  assertion,  of  inquisitiveness, 
constructiveness,  laughter.  There  is  the 
parental  instinct,  and  a great  need  for  food, 
for  sex,  and  there  is  the  driving  force  of 
self-preservation. 

But  man  is  not  natively  perverse,  any 
more  than  he  is  a natively  noble.  He  mere- 
ly is.  Within  him  are  resident  a given  set 
of  potentials  that  are  subject  to  manipula- 
tion by  those  skilled  in  the  art,  for  good  or 
for  bad. 

It  is  this  realization  I hold  basic  to  any 
appreciation  of  the  psychophysics  of  health 
education.  It  is  in  this  appreciation  and  in 
the  knowledge  of  man’s  dynamic  nature,  of 
the  trends  of  his  individual  growth,  of  the 
motives  behind  his  behavior,  that  we  shall 
find  the  secret  for  motivating  human  action 
along  desirable  ends. 


Aviation  Hazards 

If  you  want  to  know  the  truth  concerning 
the  danger  or  lack  of  danger  in  flying,  read 
the  summary  of  the  fourth  report  of  the 
Committee  on  Aviation  of  the  Actuarial  So- 
ciety of  America,  summarized  in  “Insurance 
Field,”  October  14,  1932.  There  has  been 
a marked  decrease  in  air  casualties  in  sched- 
uled flying  during  1931.  The  passenger 
death  rate  in  scheduled  flying  is  given  as 
two  deaths  per  100,000  passenger  hours,  or 
5 per  100,000  flights.  The  deaths  from  ac- 
cidents in  non-transport  planes  are  much 
higher.  In  1930,  there  was  a passenger 
death  for  every  4,300,000  passenger  miles 
flown,  as  against  one  death  for  every  440,- 
000,000  railroad  passenger  miles.  In  1931, 
there  was  a passenger  fatality  for  every 
4,600,000  passenger  miles  flown. 


Take  this  Journal  home  to  your  wife. 
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HEMATOCOLPOS  AND  HEMATO- 
SALPINX IN  A YOUNG  GIRL 

S.  J.  LEVINE,  M.D. 

GROVER 

M.  C.,  female,  aged  13,  was  brought  to 
Grover  Hospital  complaining  of  severe  pain 
in  abdomen  with  inability  to  urinate  for  the 
past  twenty-four  hours.  The  patient  was 
showing  great  shock  and  much  distress.  She 
was  immediately  catheterized,  and  2000  c.c. 
of  urine  was  obtained.  The  bladder  was  ir- 
rigated with  warm  boric  acid  solution.  She 
was  somewhat  relieved.  Upon  further  ex- 
amination as  to  the  cause  of  anuria,  an  im- 
perforate hymen  was  found,  tense  and  bulg- 
ing. Under  local  anesthesia  a medial  inci- 
sion was  made  and  500  c.c.  of  dark  blood 
obtained.  A hot  saline  douche  was  given. 
The  patient  was  able  to  return  home  next 
morning.  She  was  able  to  urinate  and  was 
not  menstruating. 

Eight  months  later  she  was  brought  back, 
complaining  of  pain  in  lower  abdomen  and 
inability  to  move  her  bowels.  Her  mother 
stated  that  her  menses  were  regular  until  a 
few  months  ago  when  it  became  profuse,  ir- 
regular, and  painful. 

Examination:  a girl,  aged  13,  fairly  well 
nourished.  She  walked  with  difficulty  and 
talked  slowly  and  imperfectly  (sequelae  of 
anterior  poliomyelitis  at  age  of  2).  Skin  was 
dry  and  mucous  membranes  normal;  teeth 
good;  tonsils  imbedded  with  no  exudate  on 
pressure;  no  thyroid  enlargement;  heart  and 
lungs  normal.  Pulse  80;  temperature  100  F. 
Abdominal  muscles  were  rigid  and  tender. 
She  was  in  such  distress  that  the  rest  of  the 
examination  was  made  under  anesthesia. 
Bi-manual  examination  was  impossible,  the 
vaginal  tract  being  obliterated;  rectal  ex- 
amination revealed  a large  mass,  soft  in 
character;  the  uterus  could  not  be  outlined. 
The  mass  was  the  size  of  a grapefruit. 

A catherized  specimen  of  urine  indicated 
no  pathology.  The  patient  was  put  to  bed; 
blood  showed  hemoglobin  70  (Dare);  leu- 
cocytes 12,000;  reds  4,000.000;  differential 
count  within  normal  limits. 


Laparotomy  was  decided  upon  and  re- 
vealed the  uterus  high  in  the  abdomen,  and 
posterior  to  it  a large  mass  was  found.  After 
numerous  adhesions  were  cut,  it  was  found 
to  be  the  left  tube  and  ovary.  The  mass  was 
removed  with  difficulty.  The  right  tube  and 
ovary  were  normal;  appendix  was  removed. 
The  patient  made  an  uneventful  recovery. 
Menses  were  normal  thereafter.  The  Fallo- 
pian tube  measured  15  centimeters  in  length 
and  was  coiled  upon  itself.  It  was  filled 
with  blood  which  was  dark  and  had  a foul 
odor.  The  ovary  was  10  centimeters  in 
diameter,  dotted  with  numerous  cysts  filled 
with  serous  yellow  fluid,  jelly-like  in  charac- 
ter. A diagnosis  was  made  of  hematosalpinx 
and  cystic  ovary. 

Hematosalpinx  may  occur  on  one  or  both 
sides  following  vaginal  obstruction  or  atre- 
sia. This  case  was  undoubtedly  one  of  ac- 
quired atresia,  since  there  was  no  record  of 
retained  secretions  at  or  soon  after  birth. 
Such  a condition  may  result  from  chafing 
and  erosion  from  urine  or  thin  fecal  matter, 
trauma,  masturbation,  or  even  the  chafing 
from  muscular  movements.  Retained  secre- 
tions stretch  the  thin  membrane  which  re- 
sults at  the  introitus.  There  may  be  no  sub- 
jective symptoms  until  such  a mass  accumu- 
lates as  to  cause  painful  pressure,  as  in  this 
case.  Hematometra  and  hematosalpinx 
form  a part  of  the  picture  in  extreme  cases. 
The  latter  may  give  very  acute  symptoms, 
not  infrequently  simulating  ruptured  tuba) 
pregnancy,  following  several  months,  as  we 
notice,  after  relief  of  the  vaginal  distension. 


In  1929  one-half  of  the  physicians  in  the 
United  States  received  a net  income  less 
than  $3,800.  Over  21,000 — 15  per  cent — 
received  less  than  $1,500.  More  than  4 per 
cent  lost  money. 


AT  YOUR  SERVICE— The  new  offices 
of  the  Colorado  State  Medical  Society,  537 
Republic  Building,  Denver;  Telephone, 
KEystone  0870. 


Take  this  Journal  home  to  your  wife. 
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PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 

Tuberculosis  and  the  Depression 


Have  tuberculosis  associations  through- 
out the  United  States  been  broadcasting  in- 
correct information?  Has  the  money  that 
has  gone  into  health  education  year  after 
year  been  wasted?  The  answer  is  emphati- 
cally "No."  The  need  for  spreading  the 
doctrine  of  Watch  Your  Health"  is  greater 
now  than  it  ever  was,  for  in  addition  to  the 
threat  contained  in  lowered  living  conditions 
is  the  danger  of  worry,  which  often  is  ig- 
nored but  which  is  of  great  importance  med- 
ically. It  would  be  remembered  that  tuber- 
culosis is  not  an  over-night  disease  that 
comes  on  one  suddenly.  It  usually  steals 
into  the  body,  taking  its  own  time  to  estab- 
lish a strong  foothold  before  giving  notice 
of  its  presence.  It  is  impossible  to  guess 
how  many  people  are  now  contracting  the 
disease  which  in  many  cases  will  not  make 
its  presence  known  for  years  to  come. 
Again,  many  persons  are  on  the  ragged  edge 
of  health  and  a slight  push,  such  as  lack  of 
food,  or  even  worry,  is  likely  to  tip  the  bal- 
ance against  them.  There  are  also  the  per- 
sons who,  without  knowing  it,  have  the  dis- 
ease, and  in  their  case  the  end  of  the  battle 
may  be  hastened  by  excessive  deprivation. 

Many  children  now  heavily  infected  are 
at  present  presumably  suffering  enough  pri- 
vation to  cause  the  balance  to  turn  unfavor- 
ably, and  as  a result  they  will  later  become 
victims  of  the  disease.  Thus,  the  havoc 
wrought  by  the  present  depression  is  not 
likely  to  show  as  a sudden  hump  in  the  mor- 
tality curve  but  will  be  spread  over  a period 
of  years,  and  this  will  make  the  situation 
seem  less  important  than  it  actually  is. 
Children  in  a tuberculous  household  are  very 
likely  to  become  infected.  It  is  for  this  rea- 
son that  when  a doctor  discovers  tubercu- 
losis in  one  of  his  patients  he  urges  that 
every  member  of  the  family  shall  be  exam- 
ined to  discover  which  member  is  giving  it 
to  the  others. 


The  importance  of  keeping  these  facts 
vividly  before  the  public  is  greater  at  the 
present  time  than  at  any  single  period  of  the 
past.  And  in  addition  to  this  educational 
work,  which  is  conducted  in  practically 
every  town  of  the  United  States  by  the 
2,084  affiliated  state  and  local  tuberculosis 
associations,  clinics  must  be  maintained, 
preventoria  conducted,  nursing  service  con- 
tinued, and  various  other  phases  of  anti- 
tuberculosis work  supported. — From  Jour- 
nal of  Home  Economics,  Dec.,  1932. 


Future  of  Wandering  Children 

A study  of  jobless  boys  wandering  about 
the  country  in  search  of  work,  made  by  the 
Children’s  Bureau  early  in  1932,  is  summar- 
ized in  the  Annual  Report.  The  number  of 
boys  adrift  is  indicated  by  such  samples  as 
the  following:  1,529  boys  under  21  years 
of  age  given  temporary  relief  in  Phoenix, 
Arizona  in  three  and  one-half  months:  6,000 
youths  fed  at  the  soup  kitchen  in  Yuma  dur- 
ing the  winter;  about  150  boys  under  21  en- 
tering California  weekly  by  the  "hitch-hike" 
method,  at  each  of  three  different  points 
where  counts  were  made.  As  many  as  thirty- 
five  young  men  and  boys  seriously  ill,  some 
with  pneumonia,  were  removed  from  box 
cars  in  one  western  city  last  winter.  One 
railroad  reported  that  more  than  fifty  youths 
killed  and  more  than  100  crippled  in  jump- 
ing moving  freight  cars. 

Observers  agree  that  the  majority  of  these 
transient  boys  are  not  habitual  hoboes,  but 
are  on  the  road  because  "there  is  nothing 
else  to  do"  and  that  most  of  them  would 
normally  be  in  school  or  at  work.  The 
Children’s  Bureau  Report  urges  the  need  for 
a concerted  plan  for  dealing  with  them,  in- 
stead of  leaving  city  after  city  to  provide  a 
night’s  shelter,  an  indifferent  meal  or  two, 
and  then  order  them  to  "move  on.' 

The  report  also  serves  warning  that  un- 
less state  legislatures  raise  the  school-leav- 
ing age,  there  is  every  prospect  that  when 
the  depression  ends,  and  employment  op- 
portunities increase,  children  will  again  be 
drawn  into  industry  in  large  numbers. — 
From  the  American  Child,  Jan.,  1933. 
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LIBRARY  NOTES 

“A  Library  Is  a Summons  to  Scholarship' 
Editor:  J.  J.  WARING,  M.D, 

=>*» 

The  Surgical  Clinics  of  North  America.  Published 
Bi-Monthly  (Six  Numbers  a Year),  Volume  11, 
No.  3.  New  York  Number,  June,  1931.  Phila- 
delphia and  London:  W.  B.  Saunders  Company. 
In  review  of  this  number  of  the  clinics  contrib- 
uted by  the  New  York  Surgeons,  it  contains  many 
interesting  articles.  Discussion  and  report  of  a 
case  of  diaphragmatic  hernia  of  the  liver  by  Dr. 
Howard  Lilienthal  is  of  interest  in  view  of  the 
difficulty  in  diagnoses  and  the  limitation  of  sur- 
gical treatment.  Also  of  great  interest  is  the  re- 
port of  the  New  York  Fracture  Committee  and  a 
symposium  on  fractures  given  by  a New  York  and 
Brooklyn  Fracture  group  of  the  American  College 
of  Surgeons.  More  recent  methods  of  dealing 
with  difficult  fracture  problems  are  given  in  a 
very  concise  manner. 

The  Surgical  Clinics  of  North  America.  Published 
Bi-Monthly  (Six  Numbers  a Year),  Volume  11, 
No.  5.  Pacific  Coast  Surgical  Association  Num- 
ber. October,  1931.  Philadelphia  and  London : 
W.  B.  Saunders  Company. 

In  the  October  number  of  the  Surgical  Clinics 
contributed  by  the  Pacific  Coast  Surgeons  is  a 
very  interesting  discussion  of  an  unusual  condi- 
tion of  idiopathic  gangrene  of  the  scrotum.  It  is 
beautifully  described  in  an  article  by  Drs.  Harold 
Brunn  and  Franklin  I.  Harris.  Two  interest- 
ing cases  of  Situs  Transversus  and  the  difficulty 
encountered  in  making  surgical  diagnoses  in  these 
cases  is  reported  by  Dr.  Fred  R.  Fairchild.  Still 
another  very  interesting  report  from  the  Clinic 
by  Dr.  A.  J.  Scholl  deals  with  the  problem  of 
Hydronephrosis  with  the  report  of  cases  and  dis- 
cussion of  surgery  indicated.  As  usual  this  volume 
contains  a quantity  of  very  interesting  matter  in 
very  concise  form. 

The  Surgical  Clinics  of  North  America.  (Issued 
Serially,  one  number  every  month).  Volume 
12,  No.  5.  Chicago  Number,  October,  1932. 
Octavo  of  268  pages  with  61  illustrations.  Per 
clinic  year,  February,  1932,  to  December,  1932. 
Paper,  $12:00;  cloth,  $16.00  net.  Philadelphia 
and  London : W.  B.  Saunders  Company. 

The  October  issue  of  the  Surgical  Clinics  of 
North  America  again  carries  a very  high  character 
of  concise  articles  well  worth  careful  attention. 
The  outstanding  feature  is  a symposium  on  gall 
bladder  disease  seen  from  its  medical  aspect  by 
Dr.  Donald  P.  Abbott  of  Presbyterian  Hospital, 
Chicago.  A comprehensive  evaluation  of  gall 
bladder  x-rays  is  given  by  Dr.  Cassie  B.  Rose, 
and  the  surgical  management  of  gall  bladder  dis- 
ease is  wonderfully  presented  in  the  usual  style 
of  its  author.  Dr.  Arthur  Dean  Bevan.  This  con- 
cise review  of  so  common  an  ailment  is  well  worth 
any  practitioner’s  time  and  effort.  A paper  by 
Herman  L.  Kretschmer  dealing  with  the  treatment 
of  benign  and  malignant  prostatic  hypertrophy  by 
electroresection  is  of  considerable  interest  in 
presenting  this  newer  method  of  treatment.  Sev- 
eral articles  from  the  clinic  of  Dr.  Carl  A.  Hed- 
blom  dealing  with  the  various  phases  of  pulmon- 
ary sepsis  are  thoroughly  worth  reading. 

G.  E.  CHELEY. 


The  Collected  Papers  of  the  Mayo  Clinic  and  the 
Mayo  Foundation  for  1931.  Volume  XXIII. 
Edited  by  Mrs.  Maud  H.  Mellish-Wilson  and 
Richard  M.  Hewitt,  B.A.,  M.A.,  M.D.  Octavo 
volume  of  1231  pages  with  265  illustrations. 
Philadelphia  and  London : W.  B.  Saunders  Com- 
pany, 1932,  Cloth,  $13.00  net. 

Year  books  in  medicine  continue  to  have  a pe- 
culiar charm.  To  know  the  extent  of  our  advance 
in  science  and  art  during  the  immediate  preceding 
year  is  the  natural  desire  of  the  well-informed. 
While  these  collected  papers  do  not  exhaust  the 
record  of  such  progress,  they  are  of  a general 
enough  nature  to  gauge  its  degree  and  direction. 

The  volume  contains  577  papers,  91  of  which 
are  printed  in  full,  36  are  abridged,  43  are  ab- 
stracted, and  399  by  title  only.  Presenting  cer- 
tain papers  by  title  seems  to  be  justified  either 
because  they  are  of  a technical  and  limited  inter- 
est or  cover  subjects  the  printing  of  which  would 
involve  some  objectionable  repetition.  Besides  a 
useful  purpose  is  achieved  by  keeping  the  papers 
in  one  volume  which  even  in  this  method  of  treat- 
ment has  required  1231  pages. 

Convenience  as  a book  of  reference  is  served 
by  the  usual  segregation  into  related  groups:  viz.. 
Alimentary  Tract;  Genito-Urinary  Organs;  Duct- 
less Glands;  Blood  and  Circulatory  Organs;  Skin 
and  Syphilis;  Head,  Trunk,  and  Extremities; 
Brain,  Spinal  Cord,  and  Nerves;  Technic;  and 
Milcellaneous  Papers.  The  editor  and  publisher 
have  extended  this  convenience  by  appending  a 
summary  to  some  papers,  a practice  which  is  not 
universally  followed  in  these  publications. 

The  papers  are  well  edited.  Much  of  the  sub- 
ject matter  is  not  new.  Emphasis  of  standardized 
methods  and  practices  in  medicine  has  its  value 
comparable  to  that  of  introduction  of  the  new. 
From  either  or  both  points  of  view  this  volume 
is  a valuable  addition  to  any  doctor’s  library. 

C.  F.  KEMPER. 


Clinical  Roentgen  Pathology  of  Thoracic  Lesions. 

By  William  H.  Meyer,  M.D.,  Professor  of  Roent- 
genology in  the  New  York  Post-Graduate  Medi- 
cal School  of  Columbia  University.  Director 
of  Roentgenology  in  the  New  York  Post-Grad- 
uate Hospital.  Illustrated  with  183  engravings. 
Philadelphia:  Lea  and  Febiger.  261  pages. 
Price  $6.00. 

As  stated  in  the  preface  to  his  book,  the  author 
has  attempted  to  record  in  a concise  and  con- 
densed form  the  subject  as  presented  in  the  basic 
course  for  students  and  associates  of  the  Depart- 
ment of  Roentgenology  of  the  New  York  Post- 
Graduate  Medical  School.  In  that  portion,  Dr. 
Meyer  explains  the  contents  of  each  of  the  book’s 
subsequent  six  sections. 

In  the  introduction,  he  discusses  the  fundamen- 
tals of  roentgen  interpretation.  Under  this  head- 
ing, he  considers  the  variations  within  normal 
limits,  structural  density,  roentgen  pathology,  pos- 
tural variations,  motion,  and  ray  divergence. 

Section  I is  titled  “The  Roentgenological  Study 
of  the  Thorax,”  and  in  it  he  gives  a concise  scheme 
of  study,  technic,  anatomy,  and  the  location  of 
possible  lesions  as  portrayed  on  the  x-ray  film. 

In  the  following  sections,  Dr.  Meyer  continues 
his  course  of  study.  The  title  of  each  section 
is  descriptive  of  its  material : Section  II,  Roentgen 
Pathology;  Section  III,  Diseases  Affecting  the 
Thoracic  Cage ; Section  IV,  Special  Diseases  of 
the  Respiratory  System ; Section  V,  Lesions  of 
the  Heart  and  Pericardium;  and  Section  VI,  the 
Esophagus  and  Subphrenic  Organs  in  Relation  to 
Intrathoracic  Pathology. 

The  book  is  profusely  illustrated  with  many 
clear  and  well  chosen  roentgenograms  and  pen 
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and  pencil  sketches.  Dr.  Meyer  is  to  be  compli- 
mented on  the  simple,  concise,  and  accurate  meth- 
od he  presents.  This  book  should  be  of  value  to 
those  who  are  interested  in  chest  pathology. 

JOHN  S.  BOUSLOG. 


The  Control  of  Tuberculosis  in  the  United  States. 

By  Philip  P.  Jacobs,  Ph.D.,  Director  of  Publica- 
tions and  Extensions,  National  Tuberculosis  As- 
sociation, Managing  Editor,  Journal  of  the  Out- 
door Life.  New  York:  National  Tuberculosis 
Association,  Publisher.  407  pages.  1932, 

The  author  traces  in  clear  and  concise  lan- 
guage the  evolution  of  a great  health  movement, 
pays  tribute  to  its  pioneers,  such  as  Biggs,  Tru- 
deau, Bowditch,  Flick,  and  others,  and  outlines 
graphically  the  technique  employed  by  the  Nation- 
al Tuberculosis  Association  and  its  subsidiary  or- 
ganizations to  control  one  of  man’s  ancient  and 
formidable  foes,  tuberculosis.  In  discussing  the 
significant  achievements  of  this  campaign,  cog- 
nizance is  taken  of  the  role  social,  economic,  and 
biologic  factors  have  played  in  furthering  the 
notable  reduction  in  the  mortality  from  this  dis- 
ease, but  it  is  pointed  out  that  the  organized 
movement,  by  promoting  widespread  health  edu- 
cation. staging  health  demonstrations  in  various 
communities,  and  arousing  a sense  of  public 
duty  to  increase  hospital  and  sanatorium  facilities 
for  treating  the  sick,  has  greatly  accelerated  the 
rapid  decline  in  the  death  rate. 

A most  commendable  part  of  the  program  has 
been  child  health  education.  It  aims  to  stimulate 
among  school  teachers  and  administrators  an  in- 
terest in  school  health  problems  which  are  not 
only  of  academic  but  of  vital  economic  interest. 
It  is  but  a matter  of  time,  and  not  in  the  too 
distant  future,  when  the  tuberculin  skin  test  will 
be  routinely  employed  in  all  children  of  school 
age  and  a radiographic  chest  examination  made 
of  all  reactors,  for,  as  Meyer  aptly  crystallizes  the 
problem,  the  child  is  the  “master-key”  in  the  pro- 
gram of  prevention.  The  care  of  the  substandard 
and  pretuberculous  child  in  preventoria,  summer 
camps,  and  special  schools  such  as  Lymanhurst 
in  Minneapolis,  assumes  special  significance  and 
importance. 

The  role  of  the  public  health  nurse  in  the 
crusade  against  tuberculosis  is  properly  empha- 
sized, but  it  was  refreshing  to  note  the  well-de- 
served criticism  that  many  of  these  crusaders  do 
not  have  a modern  conception  of  tuberculosis. 
The  reviewer  should  like  to  add  that  a large 
number  of  nurses  have  no  practical  knowledge 
at  all  of  this  disease  and  shun  it  more  than  the 
layman  does  leprosy.  The  blame  for  this  situa- 
tion must  be  attributed  to  the  training  schools, 
the  majority  of  which  give  to  their  pupils  inade- 
quate training  in  tuberculosis,  or  none  at  all. 
Since  the  public  health  nurse  is  an  important 
factor  in  the  anti-tuberculosis  campaign,  it  is 
important  that  special  courses  be  inaugurated  for 
these  nurses  who  plan  to  engage  in  this  type  of 
work. 

The  book  is  divided  into  four  parts  and  thirty- 
one  chapters.  An  adequate  bibliography  appears 
conveniently  after  each  chapter.  While  some  of 
the  reading  matter  is  purely  technical  either  from 
the  administrative  or  the  medical  viewpoint,  the 
book  as  a whole  should  prove  of  inestimable  value 
to  public  health  workers  and  physicians  interested 
in  tuberculosis. 

I.  D.  BJtONFIN. 


The  Medical  Clinics  of  North  America.  (Issued 
serially,  one  number  every  other  month.)  Vol- 
ume 16,  No.  2.  (Chicago  Number— September, 


1932).  Octavo  of  272  pages  with  47  illustrations. 
Per  Clinic  year  July  1932  to  May,  1933.  Paper, 
$12.00 ; cloth,  $16.00  net.  Philadelphia  and  Lon- 
don: W.  B.  Saunders  Company,  1932. 

This  number  of  the  clinics  contains  the  usual 
interesting  discussions  arranged  and  distributed 
to  be  of  interest  to  most  branches  of  internal 
medicine.  A special  feature  is  a symposium  on 
heart  disease  in  which  many  phases  of  cardiac 
conditions  are  discussed.  There  are  included  in 
this  several  presentations  dealing  with  hyperten- 
sion, nephrosclerosis,  and  nephritis,  also  an  inter- 
esting and  practical  discussion  on  pericarditis. 
The  neurologic  cases  on  the  auriculotemporal  syn- 
drome and  other  vasomotor  disturbances  about 
the  head,  should  be  of  great  value  to  the  internist. 

There  are  practical  clinics  on  alkalosis,  calcino- 
sis universalis,  amebic  dysentary,  and  pancreatic 
disease,  also  one  on  treatment  of  syphilis  of  the 
skin,  and  two  dealing  with  the  treatment  of  in- 
fants. 

Two  very  timely  discussions,  one  on  the  ra- 
tionale of  specific  therapy  in  lobar  pneumonia 
and  the  other  on  acute  anterior  poliomyelitis, 
crystallizes  our  knowledge  of  the  management  of 
these  important  diseases.  Two  clinics  on  the 
treatment  of  peptic  ulcer  with  mucin  report 
progress  with  this  comparatively  new  form  of 
treatment.  This  is  a very  practical  and  interest- 
ing volume. 

LORENZ  W.  FRANK. 


Clinical  Endocrinology  of  the  Female:  By  Charles 
Mazer,  M.D.,  F.A.C.S.,  Assistant  Professor  of 
Gynecology  and  Obstetrics,  Graduate  School  of 
Medicine,  University  of  Pennsylvania;  Gynec- 
ology to  Mt.  Sinai  and  Northern  Liberties  Hos- 
pitals, Philadelphia;  and  Leopold  Goldstein, 
M.D.,  Demonstrator  of  Obstetrics,  Jefferson 
Medical  College;  Assistant  Gynecologist  to  Mt. 
Sinai  Hospital;  Formerly  Fellow  in  Gynecologist 
Research,  University  of  Pennsylvania.  518 
pages  with  117  illustrations.  Philadelphia  and 
London ; W.  B.  Saunders  Company,  1932.  Price 
$6.00. 

This  is  one  of  the  best  books  written  so  far  on 
the  subject.  In  the  first  six  chapters,  the  endo- 
crine glands  are  discussed  individually  insofar  as 
their  known  function  is  concerned.  The  sixth 
chapter  discusses  the  known  interrelationship  of 
various  gland  groups  and  mentions  other  possible, 
physiological  combinations. 

The  next  eight  chapters  deal  with  the  commoner 
gynecological  complaints,  including  functional 
sterility.  The  etiologies  of  the  foregoing  are 
discussed  in  detail  together  with  the  tests  that 
may  be  employed  to  make  more  accurate  diag- 
nosis. The  treatment  is  given  in  more  detail 
than  other  works  upon  the  subject.  The  Iasi 
few  chapters  take  up  the  various  tests  for  preg- 
nancy together  with  short  dissertations  on  lacta- 
tion, the  menopause,  and  endocrine  obesity. 

The  Frank  test,  Fluhman  test,  and  various 
pregnancy  tests  are  given  with  such  detailed  in- 
structions as  to  make  the  book  a laboratory  man- 
ual as  well  as  a text.  The  methods  of  preparing 
some  of  the  endocrine  products  in  the  small  lab- 
oratory are  also  outlined  in  full. 

The  book  is  well  written  and  as  easy  to  read 
as  could  be  expected  considering  the  complexity 
of  the  subject  matter.  The  striking  thing 
throughout  the  whole  work  is  the  detailed  specific 
instructions  for  tests  and  treatment  which  is  ex- 
tremely welcome  after  the  former  vast  literature 
of  generalities. 

JOHN  R.  EVANS. 


March,  1933 


101 


SILAS  WEIR  MITCHELL 

(Continued  from  February  Issue) 

S.  Weir  Mitchell  was  an  untiring  worker, 
living  most  of  his  life  in  a medical  atmos- 
phere. He  published  twenty-two  scientific 
papers  twelve  years  after  graduation.  The 
first  ten  years  of  his  practice  was  very  un- 
profitable financially,  but  in  later  life  his 
income  reached  as  high  as  $100,000  annu- 
ally. 

Dr.  Mitchell  was  one  of  the  founders  of 
the  Pathological  Society  of  Philadelphia, 
the  first  meeting  of  which  was  held  in  1857. 
He  was  also  trustee  of  the  University  of 
Pennsylvania  for  thirty-five  years.  As  pres- 
ident of  the  College  of  Physicians,  he  served 
from  1886  to  1889  and  again  from  1892  to 
1895.  His  very  keen  observation,  a point 
which  he  stressed  as  being  important  in 
the  art  of  medicine,  his  loyalty  to  his  friends, 
to  the  institution  with  which  he  was  asso- 
ciated, and  to  the  medical  profession  helped 
make  him  the  most  accomplished  and  versa- 
tile physician  of  his  time. 

The  fact  that  a genius  is  not  always  ap- 
preciated by  his  parents  is  well  illustrated 
by  a remark  of  his  father,  who  once  said 
to  him,  “You  are  wanting  in  nearly  all  the 
qualities  that  go  to  make  a success  in  medi- 
cine. You  have  brains  enough,  but  no  in- 
dustry.” Dr.  Mitchell  later  commented  on 
this  statement  by  saying:  “He  was  correct, 
I developed  late.”  He  further  states,  “Sur- 
gery, which  was  my  father’s  desire  for  me, 
was  horrible  to  me.  I fainted  so  often  at 
operations  that  I began  to  despair.  But  by 


assisting  at  the  surgical  clinics  I overcame, 
by  degrees,  my  horror  of  pain  and  blood.' 

Dr.  Mitchell  was  physician  to  the  Phila- 
delphia Orthopedic  Hospital  and  Infirmary 
for  more  than  thirty  years,  where  he  had 
an  opportunity  to  study  nerve  injuries  in 
relation  to  various  orthopedic  cases,  making 
many  miraculous  cures.  The  institution  soon 
grew  to  be  one  of  the  largest  hospitals  of 
its  kind  in  the  country. 

His  associate  and  assistant,  J.  Madison 
Taylor,  said  of  him,  “Weir  Mitchell  stands 
eminent  in  history  among  those  who  mould- 
ed character  and  purpose  in  nations  at  op- 
portune times.  He  was  a towering  person- 
ality, the  embodiment  of,  and  on  a parity 
with,  such  subtle  energies  as  those  of  steam, 
radium,  of  the  Roentgen,  the  Haversian,  and 
now  the  cosmic  rays  of  Millikan.  When 
such  human  influences  become  appreciated 
they  will  be  utilized  for  world-wide  advan- 
tage.” 

Practical  application  of  medical  knowl- 
edge combined  with  a penetrating  person- 
ality made  Dr.  Mitchell  a great  healer:  his 
persistency  and  untiring  efforts  in  searching 
for  the  truth  made  him  a great  discoverer. 
It  has  been  said  that  he  always  wanted  to 
teach  physiology,  but  was  defeated  for  the 
chair  at  Jefferson  Medical  College  by  J. 
Aiken  Meigs.  After  this  disappointment 
Mitchell  said,  “I  then  resolved  I would  de- 
vote myself  to  human  welfare  as  a practi- 
tioner of  medicine,  in  particular  to  maladies 
of  the  nerves,  the  mind  and  behavior  or 
feeling  reactions,  to  their  remakings  and  re- 
construction. 
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Secretarial  Notes  and  Comment 

Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


Annual  Dues  Are 
Becoming  Delinquent 

TT  IS  easy  to  postpone  the  matter  of  paying 
annual  dues  to  the  Medical  Society.  In  these 
days  of  stress  it  is  frequently  hard  to  find  the 
necessary  dollars  to  pay  them. 

It  is  nevertheless  true  that  every  member  needs 
the  Society  more  now,  when  outside  forces  are 
increasing  their  attacks  on  medicine,  than  he 
needs  the  Society  in  prosperous  times. 

Equally,  the  Society  needs  its  members,  and  its 
members’  dues,  more  now  than  before.  Income 
from  other  sources  has  been  markedly  reduced. 
Society  expenses  have  been  reduced  proportion- 
ately all  along  the  line,  salaries,  rent,  office  ex- 
penses, and  other  items  being  trimmed  as  much 
as  the  Board  of  Trustees  feels  is  consistent  with 
efficient  operation.  But  certain  expenses  are 
higher  now  than  at  other  times,  particularly  those 
connected  with  the  work  of  the  Public  Policy 
Committee.  Also  the  demands  for  the  services 
of  the  Society’s  Executive  Office  are  more  numer- 
ous than  ever  before. 

The  great  leaders  of  medical  thought  over  the 
country  agree  that  while  necessary  adjustments 
must  be  made  to  meet  economic  conditions,  medi- 
cal organization  must  be  held  on  a high  plane  if 
it  is  to  survive.  Dr.  Olin  West,  Secretary  and 
General  Manager  of  the  American  Medical  Asso- 
ciation, in  a recent  letter  to  the  Executive  Secre- 
tary of  the  Colorado  Society,  expressed  this  feel- 
ing of  national  leaders  in  the  following  paragraph, 
which  is  quoted  with  Doctor  West’s  permission: 

“I  fully  appreciate  the  fact  that  physicians 
of  the  country  generally  have  been  hard  hit 
by  the  unfavorable  economic  situation.  I do 
hope,  however,  that  it  will  be  possible  for 
the  constituent  state  associations  and  com- 
ponent county  societies  to  maintain  them- 
selves on  the  highest  possible  plane  of  effi- 
ciency because  I am  convinced  that  there 
never  has  been  a time  when  a need  for  effi- 
cient organization  has  been  as  great  as  it 
now  is.  I fear  that  a great  deal  of  short-term 
thinking  is  being  indulged  in,  by  which  I 
mean  that  under  the  stress  of  the  present  sit- 
uation many  men  are  ready  to  grab  at  any 
straw  that  the  wind  may  blow  within  reach. 

I fear  they  are  not  projecting  their  thinking 
far  enough  into  the  future.  It  will  be  almost 
surely  disastrous  if  permanent  policies  are 
adopted  on  the  basis  of  conditions  that  now 
exist  and  that  it  is  reasonable  to  expect  will 


be  relieved,  to  some  extent  at  least,  if  and 
when  a reasonable  degree  of  prosperity  has 
been  re-established.  In  my  opinion  it  is  im- 
portant that  now  as  never  before  our  prob- 
lems should  be  thoroughly  considered  with  a 
view  to  the  possible  future  effects  of  any 
action  that  may  be  taken.” 

All  of  this  comment  boiled  down,  is  just  this: 
The  Society  needs  your  dues  and  needs  your 
active,  vigorous  support.  You  need  the  Society, 
and  the  ten  dollars  a year  paid  for  state  mem- 
bership is  a small  price  for  the  service  and  pro- 
tection it  buys.  The  service  and  the  protection 
are  there,  available  to  every  member  who  uses 
them. 

Dues  become  delinquent  March  5 and  members 
unpaid  by  April  1 must  be  suspended,  under  the 
By-Laws.  See  to  it  that  your  county  secretary 
reports  your  own  dues  paid,  today. 

*4  4 4 

The  Immediate  Problem 
In  Medical  Legislation 

T AST  month  a statement  written  by  the  Ex- 
ecutive  Secretary  appeared  in  this  section 
of  the  journal,  expressing  the  hope  that  by  now 
a fairly  accurate  picture  of  the  legislative  situa- 
tion could  be  drawn,  portraying  in  some  detail 
just  what  laws  might  be  enacted  affecting  public 
health  and  the  practice  of  medicine.  We  regret 
that  such  is,  as  yet,  impossible. 

However,  the  month  that  has  elapsed  since  that 
was  written  has  shown  the  Public  Policy  Com- 
mittee its  greatest  problem.  It  is  plainly  laid 
before  us.  The  problem  now,  as  ever,  is  the 
problem  of  unity. 

If  the  organized  medical  profession  is  to  have 
any  weight  at  all  before  this  or  any  other  legis- 
lature, we  must  be  able  to  present  our  program 
in  unity.  The  Public  Policy  Committee  has  ex- 
perienced increasingly  acute  difficulties  because 
many  doctors,  in  groups  and  by  individuals,  are 
working  at  cross  purposes  with  each  other  and 
with  the  Committee. 

The  By-Laws  of  the  State  Medical  Society  are 
very  explicit  in  the  powers  delegated  to  the  Pub- 
lic Policy  Committee.  They  state  that  “subject 
to  advices  of  the  House  of  Delegates,  it  shall  be 
the  duty  of  the  committee  to  determine  and  put 
into  effect  the  policy  of  the  Society  in  all  things 
pertaining  to  the  relations  of  the  Society  or  the 
profession  of  the  State  with  the  lay  public.  The 
Committee  shall  advise  and  assist  in  matters  of 
medical  legislation,  medical  licensure,  public 
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health,  and  instruction  of  the  public  in  matters 
of  hygiene  and  prevention  of  disease,  through  the 
press  or  otherwise,  and  in  defense  of  medical 
research.” 

Many  times  during  the  last  month  representa- 
tives of  the  Public  Policy  Committee  have  dis- 
cussed important  matters  with  state  senators  and 
representatives,  only  to  find  that  other  doctors, 
members  of  our  Society,  have  taken  an  opposite 
view  in  talks  with  these  same  legislators.  The 
legislators  then  ask,  very  naturally,  “Who  really 
represents  the  doctors?  You  are  a doctor  and 
you  tell  us  one  thing;  So-and-so  is  a doctor  and 
he  tells  us  just  the  opposite.  Who  is  right? 
Whom  shall  we  believe?” 

The  Public  Policy  Committee  makes  no  claim 
of  infallibility.  It  may  have  been  in  error  in  any 
one  of  the  positions  it  has  taken.  But  the  Com- 
mittee believes  it  should  be  the  first  body  ad- 
vised if  members  disagree  with  its  actions,  since 
it  is  the  regularly  constituted  group  charged  with 
the  duty  of  determining  and  carrying  out  the 
Society’s  policies. 

The  Committee  has  an  open  mind  on  all  sub- 
jects, even  open  to  reversal  after  a policy  has 
been  determined.  It  has  no  wish  to  be  autocratic 
or  dictatorial.  It  does  believe  that  the  profession 
will  get  exactly  nowhere  in  the  legislature  unless 
we  present  a united  front.  This  applies  not  alone 
to  matters  upon  which  the  Committee  has  already 
acted  and  set  a policy.  It  applies  equally  to  the 
several  legislative  problems  on  which  the  Com- 
mittee is  not  yet  fully  informed.  In  some  such 
instances  two  or  more  groups  of  physicians  have 
already  expressed  sharply  divided  opinions  to  the 
General  Assembly,  before  the  matters  in  contro- 
versy have  even  been  presented  to  the  Public 
Policy  Committee.  The  Committee  has  therefore 
the  added  problem  of  finding  a common  ground 
on  which  these  widely  divergent  opinions  can  be 
united. 

In  conclusion,  any  statement  on  behalf  of  the 
Public  Policy  Committee  would  be  grossly  incom- 
plete if  it  failed  to  pay  tribute  to  the  three  Doc- 
tors of  Medicine  who,  as  members  of  the  legis- 
lature, are  untiring  in  their  efforts  to  enact  and 
protect  good  medical  legislation.  The  Committee 
offers,  in  the  name  of  the  Colorado  State  Medical 
Society,  its  vote  of  thanks  to  these  doctors,  Sen- 
ator E.  J.  Brady  of  Colorado  Springs,  and  Repre- 
sentatives W.  H.  Twining  of  Aspen  and  R.  W. 
Calkins  of  Cortez. 

W.  W.  King,  M.D., 

Chairman,  Committee  on  Public  Policy. 

<4  <4  <4 

Send  in  your  dues!  You  need  to  be  in 
good  standing  in  your  Society — especially 
in  case  of  a malpractice  suit.  And  your 
Society  needs  you. 


Basic  Science — Heart  of 
Our  Legislative  Program 

\ LITTLE  farther  along  in  the  pages  of  this 

^ issue  we  have  reproduced  for  the  Public 
Policy  Committee  the  Basic  Science  Law,  togeth- 
er with  the  complete  set  of  arguments  in  its 
favor.  This  material,  reprinted  from  this  issue, 
was  presented  to  every  member  of  the  Colorado 
legislature,  to  many  interested  laymen,  and  was 
mailed  to  officers  and  committeemen  of  the  State 
Medical  Society  and  to  the  officers  of  every 
county  medical  society. 

No  law  is  perfect,  whether  it  is  a medical  law 
or  some  other.  The  same  applies  to  the  Basic 
Science  Law.  Were  the  Basic  Science  Law  writ- 
ten solely  from  the  viewpoint  of  the  medical  pro- 
fession it  would  differ  greatly.  This  one,  which 
the  Public  Policy  Committee  proposes  for  Colo- 
rado, is  drawn  with  the  hope  that  it  will  be  effec- 
tive and  that  at  the  same  time  it  will  avoid  the 
prejudices  of  cultists,  and  will  satisfy  the  legis- 
lators and  the  public  generally. 

It  is  the  heart  of  the  Societys’  legislative  pro- 
gram as  mapped  out  by  the  Public  Policy  Com- 
mittee. The  Committee  hopes  that  every  mem- 
ber will  use  his  influence  in  its  behalf. 

<4  4 4 

SCHOOL  OF  MEDICINE  ANNUAL  CLINICS 

The  Eighth  Annual  Clinics  of  the  University  of 
Colorado  School  of  Medicine  and  Hospitals  will 
be  given  on: 

March  22,  23  and  24,  1933 

The  general  outline  of  the  program  will  be  as 
follows: 

Wednesday,  March  22 

Forenoon — Obstetrics  and  Gynecology,  Orthope- 
dics, Dermatology. 

Afternoon — Neurology,  Tuberculosis. 

Thursday,  March  23 

Forenoon — Medicine,  Urology,  Proctology. 

Afternoon — Ophthalmology,  Pathology,  Psychi- 
atry. 

Friday,  March  24 

Forenoon — General  Surgery,  Pediatrics. 

Afternoon — Oto-Laryngology,  Radiology. 

Forenoon  Clinics  will  begin  at  8:45  and  close  at 
12:30. 

Afternoon  Clinics  will  begin  at  2 :00  and  close 
at  5:00. 

A cordial  invitation  to  attend  these  clinics  is 
extended  to  all  physicians  of  Colorado  and  ad- 
joining states.  There  is  no  registration  or  tui- 
tion charge. 

4 <4  <4 

The  indiscriminate  dispensation  of  samples 
without  removing  the  label  encourages  self- 
medication.  Such  practice  is  too  evident  for 
discussion.  Remove  the  label. 
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WHY  COLORADO  SHOULD  HAVE  A BASIC  SCIENCE  LAW 

— □ 


A license  to  practice  healing  is  taken  by  the  public  as  the  State’s  stamp  of  approval  on 
the  practitioner’s  qualifications.  The  State  should  guarantee  that  fundamental  education 
underlies  that  license. 

The  Basic  Science  Law  would  make  impossible  domination  of  any  one  school  of 
healing  by  any  other.  Each  school  would  be  wholly  independent  and  could  regulate  its 
own  professional  requirements. 

The  Basic  Sciences:  Anatomy,  Physiology,  Pathology,  Chemistry,  and  Bacteriology, 
do  not  include  methods  of  diagnosis  or  treatment.  A practitioner  of  any  method  of  heal- 
ing, to  deny  the  need  of  these  sciences  would  thereby  admit  that  his  practice  is  not  based 
on  an  understanding  of  the  human  body. 

The  Basic  Science  Law  is  aimed  at  no  one  school  of  healing,  but  would  elevate  the 
standards  of  all.  Its  exemptions  prevent  infringement  on  the  rights  of  religion  or  the 
rights  of  healers  already  licensed. 

The  Basic  Science  Law  would  permit  each  school  of  healing  to  have  its  own  examin- 
ing board  and  at  the  same  time  guarantee  a uniform  minimum  standard  of  education  for 
all  healers. 

The  Basic  Science  Board  would  be  made  up  of  educators,  and  would  include  no  prac- 
titioner of  any  kind  of  healing.  High  school  graduates  could  take  the  examination. 

The  Basic  Science  Law  has  been  passed  by  six  states  and  the  District  of  Columbia. 
It  has  raised  standards  of  all  branches  of  the  healing  art  where  it  is  in  force.  It  has 
proven  its  worth. 

The  Basic  Science  Law  is  fair  and  impartial.  It  is  progressive  legislation,  designed 
to  meet  modern  needs.  Colorado  should  pass  it. 

THE  COLORADO  STATE  MEDICAL  SOCIETY. 


(For  more  details  concerning  the  Basic  Science  Law,  please  see  the  following  pages.) 
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THE  PRINCIPLES  OF  THE  BASIC  SCIENCE  LAW 

□ 


(A  statement  on  behalf  of  the  Colorado  State  Medical  Society) 


The  fundamental  principle  underlying  the  exist- 
ence of  examining  and  licensing  boards,  be  they 
for  doctors,  lawyers,  architects,  barbers,  plumb- 
ers, or  other  professional  groups  or  skilled  trades, 
is  that  the  state  establishes  minimum  standards 
of  education  and  skill,  and  by  its  license  guaran- 
tees to  the  public  that  the  licensee  is  qualified  to 
perform  his  chosen  service.  A state  license  dis- 
played in  the  office  of  a practitioner  of  healing  is 
the  state’s  promise  to  its  citizens  that  the  healer 
is  qualified  to  assume  responsibility  over  the  life 
and  health  of  any  patient. 

A thorough  knowledge  of  the  thing  he  works 
with  or  on  is  presupposed  in  all  lines  of  skilled 
endeavor.  A license  to  treat  disease  presupposes 
that  the  healer  has  a thorough  knowledge  of  the 
human  body  and  an  ability  to  know  the  well  body 
from  the  sick  body.  Public  welfare  and  public 
health  demand  high  standards  for  those  who  per- 
form the  important  task  of  making  and  keeping 
the  community  well. 

Colorado  laws  regulating  the  various  branches 
of  the  healing  art  have  not  kept  abreast  of  chang- 
ing conditions  and  therefore  are  falling  short  of 
their  purposes.  Each  school  of  thought  in  healing 
admits  this  to  be  a fact.  Each  school  of  healing 
which  has  sponsored  existing  laws,  and  each  Gen- 
eral Assembly  which  passed  them,  did  so  with 
the  best  motives.  The  laws  have  been  intended 
to  protect  the  public  against  incompetence  of 
those  who  accept  payment  for  the  prevention,  re- 
lief or  cure  of  illness  and  injury.  However,  all 
agree  that  this  has  not  been  fully  accomplished. 

In  the  United  States  as  a whole,  the  same  situa- 
tion exists.  Many  states  experience  greater  inef- 
fectiveness of  laws  controlling  the  healing  art 
than  does  Colorado.  The  good  accomplished  by 
strict  laws  governing  practitioners  of  medicine 
and  surgery  has  been  offset  in  many  states  by 
the  legalization  and  entrenchment  of  many  new 
schools  of  healing  which  diagnose  and  treat  dis- 
ease by  one  or  another  preconceived  creed.  These 
schools  are  frequently  referred  to  as  “medical 
cults,”  to  distinguish  them  from  “nonsectarian 
medicine,”  which  latter  frowns  upon  the  practice 
of  healing  by  creed  or  by  preconceived  or  lim- 
ited methods. 

Of  the  so-called  “medical  cults,”  a few  have 
grown  until  they  have  obtained  legal  recognition. 
Many  have  died  out  in  a few  months  or  a few 
years.  Interesting  examples  are  seen  in  states 
where  examining  boards  still  exist  on  paper 
though  all  colleges  of  the  particular  school  of 
healing  have  disbanded  and  there  are  no  such 


prospective  healers  to  examine.  Newly-formed 
schools  of  healing  customarily  have  lower  admis- 
sion requirements  than  those,  for  instance,  of 
medical  and  osteopathic  schools.  Likewise,  their 
courses  are  usually  much  shorter  and  their  grad- 
uation requirements  lower.  Where  such  schools 
are  legally  recognized  and  their  graduates  li- 
censed, the  public  is  therefore  not  materially  bet- 
ter off  than  when  medical  practice  acts  were  first 
enacted. 

While  in  a better  position  than  many  of  her 
sister  states,  Colorado  must  face  the  same  prob- 
lem, and  should  protect  her  citizens  by  establish- 
ing a uniform  minimum  standard  of  education  for 
all  healers,  rather  than  to  embark  upon  the  cre- 
ation of  a multiplicity  of  different  examining 
boards  with  an  equal  multiplicity  of  minimum 
standards. 

Colorado  now  licenses  the  doctor  of  medicine 
and  the  doctor  of  osteopathy,  requiring  of  each 
the  same  education  and  the  same  examination, 
giving  each  the  same  privileges,  which  include 
the  practice  of  medicine  and  surgery  in  the  broad- 
est sense  of  these  words.  Colorado  also  recog- 
nizes and  licenses,  without  examination,  the  chiro- 
practor, giving  him  the  right  to  practice  only 
within  narrow  limitations.  Other  states  give  lim- 
ited licenses  to  additional  schools  of  healing: 
naturopathy,  napropathy,  mechanotherapy,  sani- 
practic,  psychotherapy,  psycultopathy,  spondylo- 
therapy,  magnetic  healers,  and  still  others — the 
number  and  variety  of  such  theories  of  healing 
being  limited  in  some  states  only  by  the  imagina- 
tion of  those  who  wish  to  create  them.  There  is 
every  reason  to  believe  that  certain  of  these 
schools  of  healing  will  soon  petition  the  Colorado 
General  Assembly  for  separate  boards  with  ex- 
amining and  disciplinary  powers. 

Either  the  basic  qualifications  demanded  by 
law  of  practitioners  of  medicine  are  unnecessarily 
rigid,  or  the  licensing  of  all  practitioners  of  all 
schools  should  be  based  on  a comparable  mini- 
mum of  knowledge  of  the  human  body. 

Under  existing  and  proposed  Colorado  laws,  the 
State  gives  its  citizens  no  guarantee  that  limited 
practitioners  have  ever  studied  such  basic 
sciences  as  anatomy,  physiology,  pathology,  etc., 
yet  the  State  licenses  them  to  assume  full  respon- 
sibility for  the  life  and  health  of  every  patient 
who  applies  for  treatment. 

Some  persons,  both  laymen  and  those  profes- 
sionally trained,  have  advocated  the  abolition  of 
all  forms  of  so-called  “cult  practice.”  However, 
to  forbid  practice  by  any  established  school  of 
healing  would  be  to  deprive  a large  number  of 
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men  and  women  of  their  means  of  livelihood,  and 
would  destroy  the  value  of  their  colleges.  It  would 
be  an  impossible  task,  complicated  by  constitu- 
tional questions,  to  exclude  from  the  practice  of 
healing  those  systems  already  recognized.  Like- 
wise it  would  be  illogical  to  recognize  a firmly 
entrenched  school  of  healing  and  at  the  same  time 
to  forbid  the  establishment  of  further  new  sys- 
tems. Such  would  place  a legal  limit  on  human 
progress. 

Others  have  proposed  that  recognized  schools 
of  healing  of  all  kinds  be  absorbed  into  a homo- 
geneous body  of  nonsectarian  practitioners;  that 
the  slate  be  wiped  clean  and  that  we  begin  all 
over  again  in  the  hope  of  keeping  dogma  out  of 
the  practice  of  healing  hereafter.  Such  a process 
of  absorption  would  raise  the  standards  of  many 
sincere  and  intelligent  practitioners  who  are  now 
in  limited  fields.  But  due  to  the  differences  in 
educational  qualifications,  such  would  certainly 
tend  to  lower  the  standards  of  the  resulting  gen- 
eral community  of  practitioners.  Moreover,  there 
is  no  reason  to  believe  that  if  every  “cultist”  were 
by  law  converted  into  a nominally  “nonsectarian” 
practioner,  new  “cults”  would  not  still  spring  up. 

Since  it  is  impossible  to  abolish  the  difference 
of  opinion  between  the  many  schools  of  healing, 
and  inexpedient  to  absorb  all  into  a nonsectarian 
body  of  practitioners,  a middle  ground  must  be 
sought.  This  middle  ground  seems  to  have  been 
found  in  the  “Basic  Science  Law,”  such  as  has 
been  in  force  for  the  last  eight  years  in  the  State 
of  Wisconsin,  for  six  years  in  the  States  of  Con- 
necticutt,  Minnesota,  Nebraska  and  Washington, 
and  for  the  last  four  years  in  the  State  of  Arkan- 
sas and  the  District  of  Columbia. 

The  Basic  Science  Law  grants  that  schools  of 
healing  differ  greatly  in  their  methods  of  diagno- 
sis and  treatment,  but  holds  that  all  healers  must 
be  well  grounded  in  the  knowledge  underlying  the 
ability  to  recognize  diseases  and  distinguish  them 
one  from  another.  It  is  of  the  greatest  impor- 
tance to  both  the  individual  and  the  community 
that  the  practitioner  have  the  necessary  basic 
knowledge  to  recognize  a given  disease  as  danger- 
ous or  not  dangerous,  to  know  whether  the  suf- 
ferer has  simply  a common  cold  or  the  begin- 
ings  of  pneumonia,  whether  a skin  eruption  means 
merely  “the  hives”  or  a contagious  disease, 
whether  the  abdominal  pain  comes  from  a green 
apple  or  appendicitis.  The  State  should  guarantee 
to  the  public  that  its  licensed  practitioners  have 
this  knowledge. 

Under  the  Basic  Science  Law,  all  schools  of 
healing  are  required  to  have  this  certain  minimum 
fundamental  knowledge,  and  to  that  extent  they 
are  equal  and  stand  on  the  same  footing.  The 
Basic  Science  idea  holds  that  creed  and  dogma 
have  no  place  in  the  fundamental  sciences  on 
which  the  healing  art  is  based.  All  states  having 
basic  science  laws  in  force  agree  that  these  sci- 


ences must  include  anatomy,  physiology  and 
pathology;  all  but  one  likewise  include  chemis- 
try; others  include  bacteriology,  hygiene  and  diag- 
nosis. The  proposed  Colorado  law  which  is  now 
presented  for  your  consideration  would  include  as 
the  Basic  Sciences : Anatomy,  Physiology,  Path- 
ology, Chemistry,  and  Bacteriology,  for  it  is  clear 
that  no  one  can  understand  disease  without  at 
least  that  much  fundamental  knowledge. 

The  Basic  Science  Law  makes  impossible  the 
domination  of  any  one  school  of  healing  by  any 
one  or  more  other  schools. 

The  Basic  Science  Law  grants  suitable  exemp- 
tions to  religion,  to  those  already  licensed  in  the 
State  or  specifically  permitted  by  law  to  practice 
without  license,  to  dentists,  nurses,  midwives,  op- 
tometrists, chiropodists,  etc.,  so  long  as  all  these 
remain  within  the  proper  limits  of  their  respec- 
tive fields. 

An  important  feature  of  this  measure  is  that 
the  prejudices  of  drugless  healers  against  exam- 
ination by  medical  boards  are  entirely  eliminated. 
Likewise  the  distrust  of  medical  practitioners  in 
the  ability  of  drugless  healers  to  conduct  ade- 
quate examinations  in  the  fundamental  sciences 
is  avoided.  This  is  accomplished  through  provi- 
sion that  the  Board  of  Examiners  in  the  Basic 
Sciences  shall  be  made  up  of  educators,  shall 
have  on  its  membership  no  person  engaged  in  the 
practice  of  any  branch  of  the  healing  art,  and  no 
more  than  one  member  out  of  the  five  who  is  an 
advocate  of  any  one  school  of  thought  in  healing. 

The  Basic  Science  Law  ignores  differences  in 
preprofessional  education  by  allowing  high  school 
graduates  to  be  examined. 

Persons  who  pass  the  examination  held  by  the 
Basic  Science  Board  are  given  certificates  to  that 
effect.  Such  certificates  do  not  entitle  them  to 
practice,  but  merely  authorize  their  admittance, 
on  compliance  with  other  necessary  requirements, 
to  examination  by  whatever  one  of  the  several 
professional  examining  boards  each  applicant 
may  choose.  Without  such  a certificate  no  appli- 
cant can  be  examined  professionally. 

Each  professional  board  may  impose  such  fur- 
ther requirements  as  the  laws  of  the  State  may 
authorize.  Subject  to  their  respective  laws,  the 
medical  board  may  make  its  own  requirements, 
the  osteopathic  board  its  own,  the  chiropractic 
board  its  own,  the  naturopathic  board  its  own, 
etc. — for  as  many  different  schools  of  healing 
as  the  General  Assembly  chooses  to  legalize. 
Every  board  would  be  at  liberty  to  accept  as  ade- 
quate the  examination  given  by  the  Basic  Science 
Board  in  the  fundamental  sciences,  or  to  reexam- 
ine the  applicant  in  those  same  sciences,  as  each 
board  might  choose.  Each  school  of  healing  would 
be  wholly  independent  of  every  other ; the  State 
requiring  only  that  all  practitioners  must  come  up 
to  the  minimum  standard  of  knowledge  in  the 
Basic  Sciences. 
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The  reasonableness  and  fairness  of  this  plan  to 
all  concerned  is  obvious.  It  recognizes  that  a cer- 
tain knowledge  of  Anatomy,  Physiology,  Pathol- 
ogy, Chemistry,  and  Bacteriology  lies  at  the  very 
foundation  of  all  diagnosis  and  treatment  of  hu- 
man ailments,  but  ignores  all  differences  of  opin- 
ion among  practitioners  as  to  methods  of  diagno- 
sis and  treatment. 

Standards  of  practice  of  all  branches  of  the 
healing  art  have  been  raised  in  each  of  the  states 
where  this  law  has  been  passed.  In  no  state  where 
this  law  has  been  passed  would  governmental 
authorities  consider  its  repeal.  It  is  not  perfec- 
tion, but  it  is  eminently  satisfactory  where  it  is 
in  force.  Unquestionably  it  is  progressive  legisla- 
tion. 

The  attached  bill  is  presented  for  your  earnest 
consideration.  It  combines,  so  far  as  is  possible, 
the  best  features  of  the  similar  laws  in  force  in 
other  states,  yet  avoids  complicated  machinery, 
avoids  increased  general  expense  to  the  state,  and 
avoids  the  features  of  certain  states’  laws  which 
render  them  distasteful  to  one  or  another  school 
of  healing. 

This  bill  is  presented  by  the  Colorado  State 
Medical  Society  solely  in  the  interest  of  public 
health  and  public  protection,  both  present  and 
future.  No  doctor  of  medicine  has  anything  to 
gain  or  lose  from  the  passage  of  the  Basic  Science 
Law.  The  general  public  has  much  to  gain  if  the 
Legislature  can  enact  a law  to  bar  uneducated 
persons  from  taking  human  life  into  their  hands. 

The  undersigned  officers  and  committeemen  of 
the  Colorado  State  Medical  Society  will  be  at  the 
service  of  any  legislator  who  may  request  addi- 
tional information  on  this  subject. 

DR.  FRANK  B.  STEPHENSON,  Denver,  President. 
DR.  LORENZ  W.  FRANK,  Denver,  Secretary. 

MR.  HARVEY  T.  SETHMAN,  Denver,  Executive 
Secretary. 

DR.  WALTER  W.  KING,  Denver,  Chairman,  Public 
Policy  Committee. 

DR.  H.  R.  McKEEN,  Denver. 

DR.  EDWARD  DELEHANTY,  Denver. 

DR.  GERRIT  HEUSINKVELD,  Denver. 

DR.  A.  L.  BEAGHLER,  Denver. 

DR.  W.  W.  HARMER,  Greeley. 

DR.  O.  D.  GROSHART,  La  Junta. 

DR.  L.  L.  WARD,  Pueblo. 

DR.  A.  C.  HOLLAND,  Colorado  Springs. 


A BILL 

FOR 

AN  ACT  RELATING  TO  THE  BASIC  SCIENCES 
UNDERLYING  THE  PRACTICE  OF  THE 
HEALING  ARTS. 

Be  It  Enacted  by  the  General  Assembly  of  the  State 
of  Colorado: 

SECTION  1.  A board  is  hereby  established,  to 
be  known  by  the  name  and  style  of  the  State 
Board  of  Examiners  in  the  Basic  Sciences,  here- 
inafter referred  to  as  the  board. 

SECTION  2.  After  sixty  days  from  the  taking 
effect  of  this  act,  no  person  shall  be  permitted 
to  take  an  examination  for  a license  to  practice 


the  healing  art  or  any  branch  thereof,  or  be 
granted  any  such  license,  unless  he  has  presented 
to  the  board  or  officer  empowered  to  issue  such 
a license  as  the  applicant  seeks,  a certificate  of 
ability  in  anatomy,  physiology,  chemistry,  bacte- 
riology, and  pathology  (hereinafter  referred  to 
as  the  basic  sciences),  issued  by  the  State  Board 
of  Examiners  in  the  Basic  Sciences. 

SECTION  3.  For  the  purposes  of  this  act,  the 
healing  art  includes  any  system,  treatment,  opera- 
tion, diagnosis,  prescription,  or  practice  for  the 
prevention,  ascertainment,  cure,  relief,  palliation, 
adjustment,  or  correction  of  any  human  disease, 
ailment,  deformity,  injury,  or  unhealthy  or  abnor- 
mal physical  or  mental  condition,  with  the  inten- 
tion of  receiving  compensation  or  making  a charge 
therefor. 

SECTION  4.  The  Governor,  within  thirty  days 
after  this  act  takes  effect,  shall  appoint  the  State 
Board  of  Examiners  in  the  Basic  Sciences,  con- 
sisting of  five  members.  The  members  of  said 
board  shall  be  appointed  one  for  one  year,  one 
for  two  years,  one  for  three  years,  one  for  four 
years,  and  one  for  five  years,  from  the  dates  of 
their  respective  appointments.  On  the  expiration 
of  the  term  of  any  member,  the  Governor  shall 
fill  the  vacancy  by  appointment  for  a term  of 
five  years.  On  the  death,  resignation,  or  removal 
of  any  member,  the  Governor  shall  fill  the  va- 
cancy by  appointment  for  the  unexpired  portion 
of  the  term.  Every  member  shall  serve  until 
his  successor  is  appointed  and  qualified.  The 
members  of  the  board  shall  be  selected  because 
of  their  knowledge  of  the  basic  sciences  afore- 
said, and  each  member  shall  be  a professor,  or 
an  assistant  or  associate  professor,  or  an  in- 
structor on  the  faculty  of  the  University  of  Colo- 
rado, the  Colorado  State  Agricultural  College,  the 
Colorado  School  of  Mines,  or  some  other  institu- 
tion of  learning  in  the  State  of  Colorado  of  equal 
rank.  Each  member  shall  have  resided  in  Colo- 
rado not  less  than  one  year  next  preceding  his 
appointment.  No  member  of  the  board  shall  be 
engaged  in  the  practice  of  the  healing  art  or  of 
any  branch  thereof,  during  his  term  of  member- 
ship on  the  board,  and  no  two  members  of  the 
board  shall  be  exponents  or  adherents  of  any  one 
school  or  system  of  therapy. 

SECTION  5.  The  board  shall  meet  and  organ- 
ize within  fifteen  days  after  its  appointment.  It 
shall  have  the  power  to  elect  officers,  to  adopt  a 
seal,  and  to  make  such  rules  and  regulations  for 
its  procedure  and  for  the  conduct  of  its  business 
as  it  deems  expedient  to  carry  this  act  into  effect 
and  as  are  not  inconsistent  with  this  act.  A 
majority  of  the  members  of  the  board  shall  con- 
stitute a quorum.  The  board  shall  keep  a record 
of  its  proceedings,  which  shall  be  prima  facie 
evidence  of  all  matters  contained  therein.  Each 
member  of  the  board  shall  receive  not  to  exceed 
ten  dollars  ($10.00)  per  diem  and  actual  expenses 
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for  the  days  he  is  actively  engaged  in  the  dis- 
charge of  his  duties,  provided  that  he  may  not 
receive  compensation  for  more  than  four  meetings 
of  the  board  or  for  more  than  twenty  days  total 
sitting  in  any  calendar  year.  The  compensation 
of  the  members  and  other  expenses  of  the  board 
shall  be  paid  out  of  the  fees  received  from  appli- 
cants, provided  that  this  shall  not  be  construed 
to  prohibit  the  making  of  appropriations  to  cover 
deficits  properly  incurred  by  the  board.  The 
treasurer  of  the  board  shall  give  such  bond,  run- 
ning in  favor  of  the  State,  as  the  State  Treasurer 
may  determine.  The  office  of  the  board  shall 
be  in  the  City  and  County  of  Denver. 

SECTION  6.  The  fee  for  examination  by  the 
board  shall  be  fifteen  dollars  ($15.00).  The  fee 
for  reexamination  within  any  twelve  month  peri- 
od as  hereinafter  provided  shall  be  ten  dollars 
($10.00),  but  the  fee  for  reexamination  after  the 
expiration  of  twelve  months  shall  be  the  same  as 
the  original  fee.  The  fee  for  the  issue  of  a cer- 
tificate of  authority  by  reciprocity,  on  the  basis 
of  qualifications  as  determined  by  the  proper 
agency  of  some  other  state,  territory,  or  the  Dis- 
trict of  Columbia,  shall  be  twenty-five  dollars 
($25.00).  All  fees  shall  be  paid  to  the  board  by 
the  applicant  at  the  time  of  filing  application. 
The  board  shall  pay  all  money  received  as  fees 
into  the  state  treasury,  to  be  placed  by  the  State 
Treasurer  in  a special  fund  to  the  credit  of  the 
board.  The  State  Treasurer  shall  pay  out  of 
such  fund  all  expenses  properly  incurred  by  the 
board,  only  upon  warrants  drawn  by  the  State 
Auditor  thereon,  on  vouchers  issued  and  signed 
by  the  president  and  by  the  secretary  or  treas- 
urer of  the  board. 

SECTION  7.  The  board  shall  conduct  examina- 
tions at  such  times  and  places  as  it  deems  best. 
Every  applicant,  except  as  hereinafter  provided, 
shall  be  examined  to  determine  his  knowledge, 
ability,  and  skill  in  the  basic  sciences.  The  exam- 
inations shall  be  conducted  in  writing,  but  may 
be  supplemented  by  oral  examinations,  examina- 
tions in  the  laboratory,  dissecting  room,  and  dis- 
pensary, in  the  discretion  of  the  board.  If  the 
applicant  receives  a credit  of  75  per  cent  or  more 
in  each  of  the  basic  sciences,  he  shall  be  consid- 
ered as  having  passed  the  examination.  If  the 
applicant  receives  less  than  75  per  cent  in  one 
subject  and  receives  75  per  cent  or  more  in  each 
of  the  remaining  subjects,  he  shall  be  allowed 
a reexamination  at  the  examination  next  ensuing, 
on  application  and  upon  the  payment  of  the  pre- 
scribed fee,  and  he  shall  be  required  to  be  reex- 
amined only  in  the  subject  in  which  he  received 
a rating  less  than  75  per  cent.  If  the  applicant 
receives  less  than  75  per  cent  in  more  than  one 
subject,  he  shall  not  be  reexamined  within  twelve 
months  next  following  his  original  examination, 
nor  unless  he  presents  proof  satisfactory  to  the 
board  of  additional  study  in  the  basic  sciences 


sufficient  to  justify  reexamination,  and  if  reex- 
amined he  shall  be  so  reexamined  in  all  subjects. 

SECTION  8.  No  certificates  shall  be  issued 
by  the  State  Board  of  Examiners  in  The  Basic 
Sciences  unless  the  person  applying  for  a certifi- 
cate submits  evidence,  satisfactory  to  the  board, 

(1)  that  he  is  not  less  than  twenty-one  years  old; 

(2)  that  he  is  a person  of  good  moral  character; 

(3)  that  he  was  graduated  by  a high  school  ac- 
credited by  the  University  of  Colorado  or  a school 
of  similar  grade,  or  that  he  possesses  educational 
qualifications  equivalent  to  those  required  for 
graduation  by  such  an  accredited  high  school ; 
and  (4)  that  he  has  a comprehensive  knowledge 
of  the  basic  sciences  as  shown  by  his  passing  the 
examination  given  by  the  board,  as  by  this  act 
required.  This  shall  not  be  construed  to  prevent 
the  issue  of  certificates  under  the  provisions  of 
Section  9 of  this  act. 

SECTION  9.  The  board  may  in  its  discretion 
waive  the  examination  required  by  Section  8 of 
(his  act,  when  proof  satisfactory  to  the  board  is 
submitted,  showing  (l)  that  the  applicant  has 
passed  in  another  State,  territory,  or  the  District 
of  Columbia  an  examination  in  the  basic  sciences 
either  before  a board  of  examiners  in  the  basic 
sciences  or  before  a board  authorized  to  issue 
licenses  to  practice  the  healing  art;  and  (2)  that 
the  requirements  of  that  board  are  not  less  than 
those  required  by  this  act  as  a condition  prece- 
dent to  the  issue  of  a certificate. 

SECTION  10.  Any  action  of  the  board  shall  be 
subject  to  review  by  writ  of  certiorari  issued  out 
of  the  District  Court  of  the  City  and  County  of 
Denver. 

SECTION  11.  Any  basic  science  certificate 
or  any  license  to  practice  the  healing  art  or 
any  branch  thereof,  issued  contrary  to  this  act, 
is  void.  Any  licensing  board  which  has  issued 
a license  on  the  basis  of  a void  basic  science 
certificate  shall  revoke  or  cancel  that  license. 
The  procedure  for  such  revocation  or  cancella- 
tion shall  be  in  accordance  with  the  provisions 
of  the  act  under  which  said  license  was  issued,  au- 
thorizing the  cancellation  or  revocation  of  licenses 
generally.  The  certificate  issued  to  any  person 
by  the  State  Board  of  Examiners  in  the  Basic 
Sciences  shall  be  revoked  automatically  by  the 
revocation  of  his  license  to  practice  the  healing 
art  or  any  branch  thereof.  Any  certificate  issued 
by  the  State  Board  of  Examiners  in  the  Basic 
Sciences  may  be  revoked  by  said  board  after  a 
hearing  on  notice,  on  the  ground  that  the  same 
was  obtained  by  fraud  or  misrepresentation;  and 
in  case  of  such  revocation  any  license  to  practice 
the  healing  art  or  any  branch  thereof,  granted 
by  virtue  of  the  licensee  holding  such  certificate, 
shall  be  automatically  revoked. 

SECTION  12.  Any  person  who  practices  the 
healing  art  or  any  branch  thereof  without  having 
obtained  a valid  certificate  from  the  State  Board 
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of  Examiners  in  the  Basic  Sciences,  except  as 
authorized  by  this  act,  shall  be  guilty  of  a mis- 
demeanor, and  upon  conviction  thereof  shall  be 
fined  not  more  than  three  hundred  dollars 
($300.00)  or  imprisoned  in  the  county  jail  not 
more  than  ninety  days,  or  both  so  fined  and  so 
imprisoned,  in  the  discretion  of  the  court.  Each 
day  that  this  section  of  this  act  is  violated  shall 
be  considered  a separate  offense  and  shall  be 
punishable  in  like  manner  with  each  preceding 
offense. 

SECTION  13.  Any  person  who  obtains  or  at- 
tempts to  obtain  a basic  science  certificate  by 
any  dishonest  or  fraudulent  means,  or  who  forges, 
counterfeits  or  fraudulently  alters  such  certifi- 
cate, shall  be  guilty  of  a misdemeanor,  and  upon 
conviction  thereof,  shall  be  fined  not  more  than 
five  hundred  dollars  ($500.00)  or  imprisoned  not 
more  than  six  months,  or  both  so  fined  and  so 
imprisoned,  in  the  discretion  of  the  court. 

SECTION  14.  Any  person  who  obtains  or  at- 
tempts to  obtain  a license  to  practice  the  healing 
art  or  any  branch  thereof  from  any  officer  or 
board  authorized  to  issue  any  such  license,  with- 
out presenting  to  said  licensing  authority  a valid 
certificate  issued  to  the  applicant  by  the  State 
Board  of  Examiners  in  the  Basic  Sciences,  as  in 
this  act  required,  shall  be  guilty  of  a misdemeanor, 
and  upon  conviction  thereof,  shall  be  fined  not 
more  than  three  hundred  dollars  ($300.00)  or  im- 
prisoned in  the  county  jail  not  more  than  ninety 
days,  or  both  so  fined  and  so  imprisoned,  in  the 
discretion  of  the  court. 

SECTION  15.  Any  person  who  knowingly  is- 
sues or  participates  or  aids  in  the  issue  of  a 
license  to  practice  the  healing  art  or  any  branch 
thereof  to  any  person  who  has  not  presented  to 
the  licensing  board  or  officer  a valid  certificate 
from  the  State  Board  of  Examiners  in  the  Basic 
Sciences,  or  any  person  who  has  presented  to 
such  licensing  board  or  officer  any  such  certifi- 
cate obtained  by  dishonesty  or  fraud,  or  any 
forged  or  counterfeit  certificate,  shall  be  guilty 
of  a misdemeanor,  and  upon  conviction  thereof, 
shall  be  fined  not  more  than  three  hundred  dol- 
lars ($300.00)  or  imprisoned  in  the  county  jail 
not  more  than  ninety  days,  or  both  so  fined  and 
so  imprisoned,  in  the  discretion  of  the  court. 

SECTION  16.  The  State  Board  of  Examiners 
in  the  Basic  Sciences  and  the  several  boards  or 
officers  authorized  to  issue  licenses  to  practice 
the  healing  art  or  branches  thereof  shall  investi- 
gate every  supposed  violation  of  this  act  coming 
within  the  scope  of  the  authority  of  such  boards 
or  officers,  respectively,  and  report  to  the  proper 
District  Attorney  all  cases  that  in  the  judgment 
of  the  board  or  officer  warrant  prosecution.  Every 
police  officer,  sheriff,  and  peace  officer  shall  in- 
vestigate every  supposed  violation  of  this  act 
that  comes  to  his  notice,  or  of  which  he  has 
received  complaint,  and  apprehend  and  arrest 


all  violators.  It  shall  be  the  duty  of  the  Attorney 
General  to  represent  the  State  Board  of  Exam- 
iners in  the  Basic  Sciences  in  all  actions  brought 
by  or  against  the  board.  It  shall  be  the  duty  of 
the  several  District  Attorneys  to  prosecute  viola- 
tions of  this  act. 

SECTION  17.  This  act  shall  not  be  construed 
as  applying  to  dentists,  pharmacists,  nurses,  mid- 
wives, optometrists  or  chiropodists,  practicing 
within  the  limits  of  their  respective  callings;  nor 
to  persons  who  are  licensed  to  practice  the  heal- 
ing art  or  any  branch  thereof  in  Colorado  on  or 
before  sixty  days  after  the  day  when  this  act 
takes  effect ; nor  to  officers  of  the  United  States 
Army,  Navy,  or  Public  Health  Service;  nor  to 
persons  who  are  specifically  permitted  by  law  to 
practice  without  licenses,  who  practice  each  with- 
in the  limits  of  the  privileges  thus  granted  to  him ; 
nor  to  Christian  Science  practitioners  or  persons 
practicing  religious  tenets  or  religious  rites  or 
ceremonies  as  a form  of  religious  worship. 

SECTION  18.  Nothing  in  this  act  shall  be 
construed  as  repealing  any  statutory  provision  in 
force  at  the  time  of  the  passage  of  this  act  estab- 
lishing requirements  governing  the  issue  of  li- 
censes to  practice  the  healing  art  or  any  branch 
thereof,  or  as  in  any  way  lessening  such  require- 
ments. But  any  board  authorized  to  issue  licenses 
to  practice  the  healing  art  or  any  branch  thereof 
may,  in  its  discretion,  either  accept  certificates 
issued  by  the  Colorado  State  Board  of  Examiners 
in  the  Basic  Sciences  in  lieu  of  examining  the 
certificants  in  such  sciences,  or  it  may  further 
examine  such  certificants  in  such  sciences. 

SECTION  19.  Should  the  courts  of  this  State 
declare  any  section,  part  or  provision  of  this  act 
unconstitutional  or  in  conflict  with  any  other  sec- 
tion or  provision  of  this  act,  then  such  decision 
shall  affect  only  the  section,  part  or  provision 
so  declared  to  be  unconstitutional  or  in  conflict 
and  shall  not  affect  any  other  section,  part  or 
provision  of  this  act.  The  General  Assembly 
hereby  declares  that  it  would  have  passed  this 
act  and  each  part,  section,  subsection,  sentence, 
clause  or  phrase  irrespective  of  the  fact  that  any 
one  or  more  other  parts,  sections,  subsections, 
sentences,  clauses,  or  phrases  be  declared  uncon- 
stitutional. 

SECTION  20.  This  act  may  be  cited  as  “Basic 
Science  Act,  1933”. 

SECTION  21.  All  acts  and  parts  of  acts  con- 
trary to  the  provisions  of  this  act  or  inconsistent 
therewith  are  hereby  repealed. 

SECTION  22.  The  General  Assembly  hereby 
finds,  determines  and  declares  that  this  act  is 
necessary  for  the  immediate  preservation  of  the 
public  peace,  health  and  safety. 

SECTION  23.  In  the  opinion  of  the  General 
Assembly  an  emergency  exists ; therefore  this  act 
shall  take  effect  and  be  in  force  from  and  after 
its  passage. 
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This  department  of  Colorado  Medicine  is  set  aside 
for  reports  of  recent  meetings,  announcements  of  future 
meetings  and  accounts  of  other  important  activities  of 
the  county  and  district  societies,  composing  the  Colorado 
State  Medical  Society.  Every  meeting  of  every  local 
society  shoidd  be  reported.  If  your  society  is  not 
represented,  see  that  your  secretary  reports  the  next  one, 
or  that  some  other  member  is  appointed  to  the  task. 
Other  societies  want  to  know  what  your  society  is  doing. 
* * * 

THE  COLORADO  SOCIETY  OF  CLINICAL 
PATHOLOGISTS 

The  regular  meeting  of  the  Colorado  Society  of 
Clinical  Pathologists  was  held  January  21,  1933, 
at  the  Brown  Palace  Hotel.  Fourteen  members 
attended. 

The  scientific  meeting  consisted  of  a paper  by 
Dr.  A.  J.  Chisholm  entitled  “The  Relation  of  Pul- 
monary Tuberculosis  to  Anorectal  Fistula : Clini- 
cal, Pathological,  and  Bacteriological  Studies. 

The  Society  will  hold  its  next  meeting  the  third 
Saturday  in  April. 

PAUL  D.  GARVIN,  Secretary. 

* * * 

BOULDER  COUNTY 

The  Boulder  County  Medical  Society  held  its 
annual  meeting  at  the  Boulderado  Hotel,  Thurs- 
day, February  9,  1933.  Officers  for  the  ensuing 
year  were  elected,  after  which  a report  from  the 
Medical  Economics  Committee  was  read  by  Drs. 
O.  M.  Gilbert,  John  Andrew,  and  F.  R.  Spencer. 

MARGARET  L.  JOHNSON, 

Secretary. 

* * * 

DENVER  COUNTY 

The  regular  meeting  of  the  Denver  County  Med- 
ical Society  was  held  in  the  auditorium  of  the 
Capitol  Life  Insurance  Company  Building,  Tues- 
day, February  7.  Drs.  John  V.  Ambler  and  Ben- 
jamin Edgar  McBrayer  were  elected  members  of 
the  Society.  After  the  business  meeting  a sci- 
entific program  was  presented  by  members  of  the 
Presbyterian  Hospital  staff.  Dr.  C.  B.  Ingraham 
presented  a paper  on  “Lipiodol  Injections  to  De- 
termine Patency  of  the  Fallopian  Tubes.”  Dr.  E. 
L.  Harvey  spoke  on  “Caesarian  Section,”  Dr.  J. 
Rudolph  Jaeger  on  “Treatment  of  Brain  Injury  in 
the  Newborn,”  Dr.  Herman  Maul  on  “Physiology 
of  Blood  Transfusion”  and  Dr.  E.  B.  Swerdfeger 
on  “Oesophageal  Ulcer.”  X-ray  pictures  and  lan- 
tern slides  were  used  to  illustrate  some  of  the 
papers.  The  following  doctors  took  part  in  the 
discussion:  Frank  B.  Stephenson,  E.  L.  Harvey, 
C.  B.  Ingraham,  L.  E.  Daniels,  J.  R.  Jaeger,  P.  C. 
Carson,  J.  R.  Evans,  George  B.  Packard  and  C.  E. 
Cooper. 

Forty-five  members  attended  the  meeting. 

O.  S.  PHILPOTT, 

Secretary. 

* * * 

FREMONT  COUNTY 

At  the  regular  meeting  of  the  Fremont  County 
Medical  Society  held  at  Florence,  January  23,  Dr. 
R.  E.  Holmes  delivered  a paper  on  the  “Wright 
Method  in  the  Treatment  of  Leg  Ulcers.”  After 
the  scientific  meeting,  the  following  officers  were 
elected  for  1933:  Dr.  Kon  Wyatt,  President;  Dr. 
R.  C.  Adkinson,  Vice-President ; Archie  Bee,  Sec- 
retary and  Treasurer. 


LARIMER  COUNTY 

Dr.  C.  F.  Kemper  of  Denver  was  the  guest 
speaker  at  the  meeting  of  the  Larimer  County 
Medical  Society  held  February  1,  and  gave  an  in- 
teresting talk  on  “Nephritis.”  The  scientific  meet- 
ing was  preceded  by  a dinner  at  the  College 
Cafeteria. 

The  Woman’s  Auxiliary  of  the  Larimer  County 
Medical  Society  held  a meeting  the  same  evening 
at  the  hospital. 

DUANE  F.  HARTSHORN, 

Secretary. 

* * * 

MESA  COUNTY 

Dr.  H.  H.  Ziegle  spoke  on  “Chronic  Hemolytic 
Jaundice”  at  the  January  17  meeting  of  the  Mesa 
County  Medical  Society  held  at  the  La  Court  Ho- 
tel. The  following  officers  were  elected  for  the 
ensuing  year : President,  Dr.  A.  G.  Taylor ; Vice- 
President,  Dr.  E.  H.  Munro;  Secretary-Treasurer, 
Dr.  Harvey  Tupper. 

V.  T.  DEWAR,  Reporter. 

* * * 

NORTHEAST  COLORADO 

The  Northeast  Colorado  Medical  Society  held 
its  regular  meeting  Thursday,  February  9.  Drs. 
T.  L.  Howard  and  J.  M.  Lipscomb  of  Denver,  Dr. 
Harris  of  Chappell,  Nebraska,  and  Dr.  Goldberg 
of  Sedgwick  were  guests  of  the  Society.  Dinner 
was  served  at  the  Marshall  Cafeteria.  The  busi- 
ness meeting  and  clinical  showing  of  patients  was 
held  at  the  St.  Benedict’s  Hospital.  Dr.  Howard 
presented  a paper  on  “Resection  of  the  Prostate,” 
which  was  followed  by  a demonstration  of  the  re- 
section instruments  and  a cystoscopic  examination 
of  a patient  with  prostatic  enlargement.  Several 
interesting  cases  were  shown  by  local  men.  Dr. 
J.  E.  Naugle  showed  a case  of  “Colitis,”  demon- 
strating its  progress  with  the  protoscope. 

E.  P.  HUMMEL,  Secretary. 

* * * 

NORTHWESTERN  COLORADO 

Dr.  George  P.  Lingenfelter  and  Mr.  Harvey  T. 
Sethman  were  the  principal  speakers  at  a meeting 
of  the  Northwestern  Colorado  Medical  Society 
held  February  4 at  Steamboat  Springs.  The  meet- 
ing was  held  at  the  Routt  County  Court  House 
and  was  preceded  by  dinner  at  the  EVerreadv 
Cafe.  Dr.  Lingenfelter  gave  a talk  on  Diagnosis 
of  the  Common  Skin  Disorders,”  illustrated  with 
lantern  slides.  Mr.  Sethman  talked  on  “Pending 
Legislation.”  DUANE  TURNER, 

Secretary. 

* * * 

PUEBLO  COUNTY 

The  February  7 meeting  of  the  Pueblo  Councy 
Medical  Society  was  held  at  the  Hotel  Congress. 
Dr.  F.  M.  Heller  presented  a paper  on  “The  New 
Aspects  of  Immunity.” 

The  second  meeting  of  the  Pueblo  County  Medi- 
cal Society  was  held  February  21  at  the  Hotel 
Congress.  Dr.  Gerald  B.  Webb  of  Colorado 
Springs,  President-elect  of  the  Colorado  State 
Medical  Society,  read  a paper  on  “Pleurisy”  and 
illustrated  it  with  lantern  slides. 

J.  L.  ROSENBLOOM, 

Secretary. 

* * * 

WELD  COUNTY 

Dr.  W.  W.  Barber  of  Denver  was  the  guest 
speaker  at  the  February  6 meeting  of  the  Weld 
County  Medical  Society  held  at  the  Greeley  Hos- 
pital. Dr.  Barber  gave  an  interesting  talk  on 
“Nutrition.”  TRACY  D.  PEPPERS, 

Secretary. 


A.  BEE,  Secretary. 
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COLORADO  OPHTHALMOLOGICAL  SOCIETY 
December  17,  1932 

Drs.  D.  A.  Stritki.f.r  and  E.  R.  Neeper,  Presiding 


Drs.  D.  H.  O’Rourke  and  John  Long  presented 
a case  of  a large  conjunctival  cyst  which  on  re- 
moval proved  to  be  a myxofibroma.  Dr.  F.  R. 
Spencer  presented  a case  of  renal  retinitis  in  a 
man  of  69.  For  Dr.  C.  E.  Walker,  the  secretary 
presented  a case  of  iritis  in  a young  man  with  a 
positive  Wassermann  reaction.  Dr.  G.  H.  Stine 
reported  a case  of  glaucoma  after  cataract  ex- 
traction. With  Dr.  C.  E.  Walker,  the  secretary 
reported  a case  of  “glaucoma”  cup  from  possible 
arteriosclerotic  optic  atrophy  and  with  atropin 
delirium.  R.  W.  DANIELSON, 

Secretary. 
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WOMAN’S  AUXILIARY 

SAN  JUAN 

The  ladies  belonging  to  the  San  Juan  Auxiliary 
were  invited  to  dinner  with  the  County  Medical 
Society  on  January  14,  after  which  each  organiza- 
tion held  its  respective  meeting.  The  officers  for 
the  coming  year  of  San  Juan  are:  Mrs.  J.  C. 
Darling,  President ; Mrs.  A.  L.  Burnett,  Vice-Presi- 
dent, and  Mrs.  H.  A.  Lingenfelter,  Secretary- 
Treasurer.  The  members  of  the  San  Juan  Auxil- 
iary were  deeply  grieved  last  month  over  the 
death  of  Dr.  B.  Frank  Walters,  husband  of  the 
Auxiliary’s  retiring  president,  at  Mercy  Hospital 
in  Denver. 


PUBLIC  RELATIONS  OF  THE  MEDICAL 
AUXILIARY 

One  of  the  outstanding  educational  purposes  of 
the  Medical  Auxiliaries  is  the  wide  field  of  work 
they  may  do  in  the  Public  Relations  Department. 

Members  of  the  auxiliaries  represent  women 
who  are  members  of  the  Parent  Teachers’  Asso- 
ciation, Federation  of  Women’s  Clubs,  American 
Legion  and  numerous  other  organizations.  Their 
contacts  with  these  organizations  give  them  an 
outstanding  opportunity  to  be  an  educator  of 
health  and  to  assist  the  A.  M.  A.  in  their  national 
program  for  the  prevention  of  disease  by  the  pro- 
motion of  health  by  periodic  health  examination. 

With  the  advancement  of  science,  many  cults 
have  arisen  and  through  misinformation  and  a 
change  in  world  economic  conditions,  the  public 
mind  is  in  a state  of  unrest  which  in  many  in- 
stances is  unfortunately  derogatory  to  the  medi- 
cal profession.  Auxiliary  members  are  in  a posi- 
tion to  give  definite  information  and  bring  about 
a better  understanding  of  the  sincerity  of  the 
profession  and  the  value  of  their  scientific  ser- 
vices. 

There  is  no  profession  which  has  sacrificed  and 
devoted  its  life  to  humanity  as  has  the  medical 
profession.  The  results  and  value  of  Medical  Re- 
search, United  States  Public  Health  Service,  and 
free  medical  care  at  all  of  our  state  institutions; 
the  health  condition  of  every  city  and  rural  sec- 
tion of  our  country  is  a tribute  to  the  work  of 
none  other  than  the  medical  profession.  Even 
the  wheels  of  industry  depend  upon  the  health  of 
employees. 

The  State  Auxiliary  believing  the  Study  Envel- 


opes sent  out  by  the  National  Auxiliary  will  ben- 
efit our  own  members,  has  requested  that  these 
articles  be  used  in  various  ways  on  the  educa- 
tional programs  of  our  regular  meetings.  Some 
are  being  read  by  individual  members  and  will 
also  be  used  in  other  clubs.  The  County  Presi- 
dents have  this  literature  for  distribution. 

Mrs.  A.  G.  Fish,  President  of  Colorado  Federa- 
tion of  Women’s  Clubs,  has  offered  the  Chairman 
of  Public  Relations  her  utmost  cooperation  for 
health  programs.  Many  clubs  of  the  Denver  Fed- 
eration have  already  offered  to  plan  for  a speaker 
to  assist  us  in  this  educational  movement.  Joint 
meetings  of  Parent  Teacher  Association  and  Fed- 
erated Clubs  are  planned  for  Rocky  Ford  and  La 
Junta.  Other  auxiliaries  are  requested  to  follow 
this  plan  and  to  report  to  Mrs.  C.  H.  Morian. 

“Co-operation  and  Service”  should  be  the 
watchword  for  assistance  in  getting  the  proper 
laws  passed  by  our  legislature,  in  the  interest  of 
public  health.  “Service  is  the  price  you  pay  for 
the  place  you  occupy,”  so  let  every  member  of 
the  auxiliaries  become  acquainted  with  our  legis- 
lative bills,  and  help  to  stimulate  co-operation  and 
service  among  the  doctors  of  our  state. 

The  Denver  Auxiliary  will  entertain  the  presi- 
dents of  other  clubs  in  March.  One  feature  of  the 
program  will  be  a short  talk  on  the  purpose  of 
our  organization,  and  pamphlets  “Go  to  your  doc- 
tor before  he  has  to  come  to  you,”  and  some  lit- 
erature on  tuberculosis  have  been  provided  for 
distribution. 

It  has  been  thought  if  a definite  program  of 
“Preventive  Medicine”  could  be  accomplished 
through  these  organizations,  it  would  be  the  high- 
light of  services  rendered  by  the  auxiliaries  this 
year. 

MRS.  C.  H.  MORIAN,  Chairman. 


TO  ALL  GENERAL  HOSPITALS 


The  Executive  Office  of  the  Colorado  State 
Medical  Society  is  in  receipt  of  an  inquiry  from 
the  University  of  California  School  of  Medicine, 
seeking  the  present  address  of  Mrs.  Ethel  New- 
man (husband,  George  Newman),  a former  patient 
of  the  University  Hospital.  Mrs.  Newman  is  be- 
lieved to  have  been  a recent  patient  of  some 
county  hospital  in  Colorado.  The  California  insti- 
tution is  eager  to  communicate  with  Mrs.  New- 
man, the  inquiry  relating  to  former  treatment 
given  her,  of  considerable  importance  to  scien- 
tific research. 


SPREAD  THE  WORD— 

About  the  new  address  of  the  Colorado 
State  Medical  Society  and  its  Journal,  Colo- 
rado Medicine.  We  have  obtained  im- 
proved quarters  at  less  rental,  better  to  serve 
every  member.  The  new  address  is  537 
Republic  Building,  Denver.  The  telephone 
number  remains  unchanged,  KEystone  0870. 
What  can  WE  do  for  YOU? 


Take  this  Journal  home  to  your  wife. 
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Colorado  State  Medical  Society 
Officers,  1932-1933 

President:  Frank  B.  Stephenson,  Denver. 

President-elect:  Gerald  B.  Webb,  Colorado  Springs. 

Vice  Presidents:  First,  Walter  W.  King,  Denver;  Sec- 
ond, Lawrence  L.  Hick,  Delta;  Third,  B.  Franklin 
Blotz,  Rocky  Ford;  Fourth,  William  P.  Gasser,  Love- 
land. 

Constitutional  Secretary:  Lorenz  W.  Frank,  Denver. 

Treasurer:  Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  537  Republic 
Building,  Denver.  Telephone  REystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
Crum  Epler,  Pueblo;  Alternate,  J.  N.  Hall,  Denver; 
Junior,  John  W.  Amesse,  Denver;  Alternate,  A.  J. 
Markley,  Denver. 

Councillors:  Term  Expires 

District  No.  1 Ella  A.  Mead,  Greeley 1935 

District  No.  2 G.  P.  Lingenfelter,  Denver 1934 

District  No.  3 George  D.  Andrews,  Walsenburg 

(Chairman)  1933 

District  No.  4 W.  W.  Crook,  Glenwood  Springs  .1936 
District  No.  5 A.  L.  Burnett,  Durango 1937 


Standing  Committees,  1932-1933 

Credentials:  Lorenz  W.  Frank,  Denver,  Chairman;  WT. 

A.  Campbell,  Colorado  Springs;  Harold  T.  Low, 
Pueblo. 

Scientific  Work:  G.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  James  J.  Waring, 
Denver. 

Scientific  Work:  B.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  J.  J.  Waring,  Den- 
ver. 

Sub-committee  on  General  Scientific  Exhibits:  C.  E. 
Harris,  Woodmen,  Chairman;  F.  M.  Heller,  Pueblo; 
Maurice  Katzman,  Denver. 

Sub-committee  on  Roentgenological  Exhibits:  W.  F. 
Drea,  Colorado  Springs,  Chairman;  K.  D.  A.  Allen, 
Denver;  L.  G.  Crosby,  Denver. 

Arrangements : John  B.  Crouch,  Colorado  Springs, 
Chairman;  T.  R.  Knowles,  Colorado  Springs;  John 

B.  Hartwell,  Colorado  Springs. 

Public  Policy:  Walter  W.  King,  Denver,  Chairman; 
H.  R.  McKeen,  Denver,  Vice  Chairman ; Edward 
Delehanty,  Denver;  Gerrit  Heusinkveld,  Denver;  A. 
L.  Beaghler,  Denver;  W.  W.  Harmer,  Greeley;  O. 
D.  Groshart,  La  Junta;  L.  L.  Ward,  Pueblo;  A.  C. 
Holland,  Colorado  Springs;  F.  B.  Stephenson,  Denver, 
ex-officio;  L.  W.  Frank,  Denver,  ex-officio;  Mr.  H. 
T.  Sethman,  Denver,  ex-officio. 

Publication:  C.  F.  Kemper,  Denver,  Chairman;  C.  S. 

Bluemel,  Denver;  William  H.  Crisp,  Denver. 

Medical  Defense:  W.  W.  Wasson,  Denver,  Chairman; 

C.  F.  Hegner,  Denver;  T.  D.  Cunningham,  Denver. 
Medical  Education  and  Hospitals:  C.  N.  Meader,  Den- 
ver, Chairman;  K.  D.  A.  Allen,  Denver;  H.  A.  Black, 
Pueblo. 

Library  and  Medical  Literature:  E.  D.  Downing, 
Woodmen,  Chairman;  Carbon  Gillaspie,  Boulder;  F. 
W.  Kenney,  Denver. 

Co-operation  With  Allied  Professions:  Harry  S.  Finney, 
Denver,  Chairman ; George  R.  Warner,  Denver ; 
John  Andrew,  Longmont. 

Medical  Economics : C.  E.  Cooper,  Denver,  Chairman; 

B.  B.  Blotz,  Rocky  Ford;  Philip  Hillkowitz,  Denver. 
Necrology:  G.  M.  Blickensderfer,  Denver,  Chairman; 
John  F.  McConnell,  Colorado  Springs;  Lee  Bast, 
Delta. 


Special  Committees,  1932-1933 

Postgraduate  Clinics:  Maurice  H.  Rees,  Denver,  Chair- 
man; O.  M.  Gilbert,  Boulder;  C.  E.  Harris,  Wood- 
men; Nolie  Mumey,  Denver;  G.  E.  Cheley,  Denver. 
Workmen’s  Compensation  Affairs:  A.  S.  Cecchini,  Den- 
ver, Chairman;  L.  G.  Crosby,  Denver;  W.  R.  Wag- 
gener,  Denver;  J.  D.  Carey,  Fort  Collins;  Lanning 
E.  Likes,  Lamar;  D.  H.  0 Rourke,  Denver;  John 
Andrew,  Longmont. 

Veterans’  Legislation:  J.  W.  Amesse,  Denver,  Chair- 
man; E.  B.  Liddle,  Colorado  Springs;  Crum  Epler, 
Pueblo;  L.  H.  Winemiller,  Denver;  Louis  V.  Sams, 
Denver. 

Advisory  to  the  School  of  Medicine:  John  S.  Bouslog, 
Denver,  Chairman;  N.  A.  Madler,  Greeley;  C.  O. 
Giese,  Colorado  Springs;  C.  E.  Sidwell,  Longmont; 
T.  D.  Cunningham,  Denver. 

State  Registration  Fee:  R.  W.  Arndt,  Denver,  Chair- 
man; Frank  E.  Rogers,  Denver;  T.  E.  Beyer,  Denver. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  County — Last  Monday  of  each  month; 
secretary,  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  County — First  Tuesday  of  each  month;  sec- 
retary, G.  W.  Larimer,  Salida. 

Crowley  County — Second  Tuesday  of  each  month; 
secretary,  J.  A.  Hipp,  Olney  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month;  secretary,  0.  S.  Philpott,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month; 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month ; 
secretary,  R.  B.  Porter,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month; 
secretary,  J.  M.  Lamme,  Walsenburg,  Colo. 

Kit  Carson  County — Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  W. 
L.  McBride,  Seibert. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month ; 
secretary,  Duane  Hartshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary,  C.  O.  McClure,  Trinidad. 

Mesa  County — First  Tuesday  of  each  month;  secre- 
tary, H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month, 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward,  Fort  Morgan. 

Northeast  Colorado — Second  Thursday  in  each 
month;  secretary,  E.  P.  Hummel,  Sterling. 

Northwestern  Colorado — Second  Thursday  of  each 
month;  secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County — Second  Thursday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesday  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  secretary,  J.  L.  Rosenbloom,  Pueblo. 

San  Juan — Second  Saturday,  January  and  altemat 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month ; secretar 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  seer 
tary,  Tracy  D.  Peppers,  Greeley,  Colo. 


WYOMING  SECTION 


President,  F.  L.  Beck,  Cheyenne  Vice  President,  J.  L.  Wicks,  Evanston 

President-elect,  H.  L.  Harvey,  Casper 

Secretary,  Earl  Whedon,  Sheridan  Treasurer,  Evald  Olson,  Meeteetse 

Delegate  to  A.  M.  A.:  G.  P.  Johnston,  Cheyenne;  Alternates:  E.  L.  Jewell,  Shoshoni;  G.  L.  Strader,  Cheyenne 
Councillors:  G.  P.  Johnston,  Cheyenne  J.  H.  Goodnough,  Rock  Springs  F.  C.  Shafer,  Douglas 

Medical  Defense  Committee:  Earl  Whedon,  Sheridan  R.  H.  Sanders,  Rock  Springs  E.  L.  Jewell,  Shoshoni 


EDITOR: 

EARL  WHEDON,  M.D.,  Sheridan,  Wyoming 


EDITORIAL  NOTES  AND  COMMENT 


Dues, 

Please ! 

VT'OUR  dues  to  the  State  Medical  Society 
should  have  been  paid  before  February 
1.  Some  members  have  overlooked  the 
time  limit.  You  will  have  to  hurry  or  the 
date  on  the  secretary's  receipt  book  will 
not  please  you  in  case  of  a malpractice  suit. 
Send  in  your  dues  today  and  thus  protect 
your  few  dollars  against  some  fellow  who 
might  want  them. 

Ten  dollars,  please! 

* * <4 

Wyoming 

Legislation 

A S WE  go  to  press  the  present  session 
of  the  Wyoming  Legislature  is  adjourn- 
ing. Next  month  we  will  review  the  work 
of  our  lawmakers  so  far  as  it  affects  the 
health  of  the  people  of  Wyoming  and  all 
laws  covering  the  medical  profession.  Some 
foolish  bills  were  presented  and  killed.  Some 
good  and  fair  ones  were  passed  and  signed 
by  Governor  Leslie  A.  Miller. 

After  the  smoke  has  drifted  away  and 
the  sky  clears  we  shall  report  the  results. 
'■4  <4  4 

The  Tonsil 
Stump 

OECENT  investigations  have  established 
v the  fact  that  a small  piece  of  tonsil  left 
in  the  throat  after  a partial  removal  is  a 
dangerous  thing,  much  more  dangerous  than 
its  proportion  of  weight  is  to  the  total  weight 
of  the  entire  tonsil.  In  other  words,  if  you 
take  out  three-quarters  of  a tonsil  and  leave 


in  one  quarter  you  do  not  do  away  with 
three-quarters  of  the  trouble— far  from  it. 
The  truth  is  that  you  still  have  about  90  per 
cent  of  the  trouble  you  had  before  the  oper- 
ation. This  danger  is  due  to  the  blood  sup- 
ply and  the  broken  down  resistance  of  the 
piece  left. 

Whenever  you  hear  any  operator  saying 
he  never  leaves  any  little  pieces  of  tonsillar 
tissue  in  the  patient's  throat  after  a tonsil 
operation,  put  him  down  in  your  book  of 
memoirs  as  a member  of  the  Ananias  Club. 
If  it  is  true  that  the  most  expert  operators 
occasionally  make  errors — is  it  surprising 
that  we  little  fellows  sometimes  fall  down? 

But  what  can  we  do  about  own  own 
cases?  Just  one  simple  rule  will  save  our 
patients  and  ourselves  a lot  of  trouble. 
“Look  for  pieces  at  the  time  of  operation 
and  again  every  month  for  a few  months. 

As  small  a piece  as  a grain  of  wheat  will 
enlarge  and  show  up  in  a month  or  two  like 
a grain  of  corn.  We  may  fall  down  but 
there  is  no  reason  to  stay  down  so  let’s 
inspect  our  work  at  the  close  of  the  opera- 
tion and  again  once  every  month  for  a few 
months  and  thus  do  away  with  all  stumps. 


PRESIDENT  BECK  ATTENDS  NORTHWEST 
MEDICAL  COUNCIL 


Our  president  attended  the  Northwestern  Re- 
gional Conference  at  Minneapolis  and  upon  his 
return  we  hope  to  have  a report  to  publish  in 
our  April  issue. 

We  feel  proud  to  have  Dr.  Beck  represent  the 
Medical  Profession  of  Wyoming  at  the  Confer- 
ence and  we  know  he  will  return  with  new  ideas 
and  plans  for  a greater  medical  profession  for  the 
people  of  Wyoming. 
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THE  THYROID  GLAND  FROM  THE  MEDICAL  AND  SURGICAL 

STANDPOINT* 

W.  ANDREW  BUNTEN,  M.  D. 

CHEYENNE 


During  the  last  half  century  tremendous 
progress  has  been  made  in  the  knowledge  of 
the  glands  of  internal  secretion.  Among  the 
most  important  of  these  is  the  thyroid  gland, 
the  active  principle  of  its  secretion  being 
termed  thyroxin,  which  was  isolated  by  Ken- 
dall in  1914  as  an  amino  acid  containing  65 
per  cent  of  iodin.  Through  the  observations 
of  Plummer  and  his  associates,  as  well  as 
many  others,  the  relationship  of  the  patho- 
logic changes  occurring  in  the  thyroid  gland 
to  the  symptoms  produced  by  those  changes, 
has  been  determined,  and  we  are  now  able 
to  classify  with  fair  accuracy  and  to  treat  ac- 
cordingly the  various  malfunctions  of  the 
thyroid  gland. 

Classification  of  Goiter 

There  are  many  classifications  of  thyroid 
disturbances.  Almost  any  text  book  that 
treats  of  thyroid  diseases  has  them  classified 
in  some  manner.  I will  offer  here  the  H.  S. 
Plummer  classification  which,  I feel,  gives 
us  a satisfactory  differentiation  of  the  vari- 
ous pathological  types  which  are  encoun- 
tered: 

1.  Diffuse  Colloid  Goiter.  This  is  also 
termed  adolescent  goiter  and  parenchyma- 
tous goiter. 

2.  Adenomatous  Goiter  without  Hyper- 
thyroidism. This  is  sometimes  called  simple 
goiter,  nodular  goiter,  non-toxic,  and  struma. 

3.  Adenomatous  Goiter  with  Hyperthy- 
roidism. This  type  of  goiter  has  been  termed 
secondary  hyperthyroidism,  Basedowized 
goiter,  Struma  Basedowificata,  and  formes 
frustes. 

4.  Exophthalmic  Goiter.  This  is  common- 
ly known  as  Graves  or  Basedow’s  disease. 

5.  Adult  Myxedema.  (Hypothyroidism). 

6.  Infantile  Myxedema.  (Sporadic  Cre- 
tinism) . 

7.  Endemic  Cretinism. 

8.  Destructive  Lesions  of  the  Thyroid. 
Tuberculosis,  thyroiditis,  septic,  and  malig- 

*Read before  the  Wyoming  State  Medical  So- 
ciety at  Rock  Springs,  July  19,  1933. 


nant  conditions  of  the  thyroid  are  included  in 
this  group. 

The  first  three  sub-heads  are  usually  des- 
ignated as  the  endemic  goiter  group,  the  third 
and  fourth  as  the  hyperthyroid  group,  and 
the  fifth,  sixth,  and  seventh  as  the  thyroid 
insufficiency  group.  Such  terms  as  “inward 
goiter,”  intrathoracic  goiter,  substernal 
goiter,  etc.,  are  convenient  to  designate  the 
position  taken  by  the  enlarged  or  malfunc- 
tioning thyroid,  but,  inasmuch  as  they  have 
no  pathologic  significance,  should  not  be 
considered  as  a usable  classification.  They 
are  merely  helpful  in  the  diagnosis  of  goiter 
where  there  is  no  visible  enlargement,  as 
well  as  at  the  time  of  operation.  In  this 
paper  we  will  confine  ourselves  to  a con- 
sideration of  the  endemic  and  hyperthyroid 
groups,  with  the  destructive  lesions  of  the 
thyroid  hypofunction  from  the  surgical 
standpoint. 

Symptoms,  Signs,  and  Diagnosis 

On  the  basis  of  the  above  classification, 
the  essential  points  of  difference  of  the  vari- 
ous types  of  goiter  are  as  follows: 

1.  Diffuse  Colloid  Goiter.  This  is  a sym- 
metrically enlarged  gland  which  occurs  in 
young  individuals  between  the  ages  of  12  to 
20  years,  and  is  more  common  in  girls  than 
boys.  On  palpation,  a gland  similar  to  that 
found  in  exophthalmic  goiter  may  be  noted, 
although  the  consistency  is  usually  somewhat 
softer  in  the  colloid  type.  Nervous  symp- 
toms are  usually  not  found  in  this  type  of 
goiter,  and  the  B.  M.  R.  is  generally  below 
normal — at  times  as  low  as  minus  15.  Ac- 
cording to  Plummer,  it  is  the  earliest  mani- 
festation of  an  iodin  deficiency.  Cut  section 
of  the  gland  reveals  acini  distended  with  col- 
loid material  with  flattening  of  the  parenchy- 
mal cells. 

2.  Adenomatous  Goiter  without  Hyper- 
thyroidism. This  consists  of  nodular,  asym- 
metrical type  of  glandular  enlargement  pro- 
duced by  encapsulated  or  non-encapsulated 
adenomatous  masses.  Adenomas  at  times 
may  be  so  small  as  to  cause  no  appreciable 
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enlargement  of  the  gland  itself,  although  of 
sufficient  size  and  importance  to  entirely 
change  the  body  metabolism.  The  age  inci- 
dence is  usually  between  20  and  40  years. 
The  B.  M.  R.  is  within  normal  limits  in  this 
type.  The  more  or  less  discreet  nodules  will 
be  observed  on  cut  section  of  the  gland,  and 
miscroscopic  examination  shows  intraadeno- 
matous  cellular  hyperthrophy.  Plummer’s 
conception  of  the  etiology  of  this  type  is  that, 
following  the  development  of  colloid  changes, 
if  the  insufficiency  of  iodin  persists  long 
enough,  there  is  a tendency  for  new  acini  to 
form  and  which  develop  into  adenomatous 
masses. 

3.  Adenomatous  Goiter  with  Hyperthy- 
roidism. This  condition  may  occur  either  by 
itself  or  in  association  with  exophthalmic 
goiter.  The  outstanding  feature  of  the  ade- 
nomatous type  alone  is  the  same  as  in  the 
preceding  group,  namely,  the  irregular,  asym- 
metrical gland,  but,  in  addition,  nervous 
symptoms  are  present  indicating  increased 
thyroid  activity.  Chief  among  those  symp- 
toms are:  (1)  elevation  of  the  basal  meta- 
bolic rate,  about  30  per  cent  having  rates  of 
from  plus  10  to  plus  20;  (2)  increased  pulse 
pressure  with  some  degree  of  hypertension; 
(3)  palpitation  and  tachycardia;  (4)  in- 
creased appetite  with  weight  loss;  (5)  heat 
intolerance;  (6)  tremor  of  the  hands  with 
general  nervousness  and  excitability;  and  (7) 
general  and  quadriceps  muscle  weakness.  In- 
asmuch as  this  condition  is  merely  superim- 
posed upon  the  simple  nodular  type,  the  age 
incidence  here  is  correspondingly  higher,  the 
average  age  being  about  45  years.  The  on- 
set of  symptoms  is  slow,  usually  taking  about 
fifteen  years  to  develop  after  the  beginning 
of  the  glandular  enlargement.  It  has  been 
said  that  the  etiology  is  probably  an  in- 
creased amount  of  normal  thyroxin  furnished 
by  the  adenomatous  masses  over  and  above 
the  needs  of  the  body  tissues.  The  gross  and 
microscopic  picture  of  the  gland  is  the  same 
as  in  simple  nodular  goiter. 

4.  Exophthalmic  goiter.  Here  we  find  a 
symmetrically  enlarged  gland  with  a more 
firm  consistency  than  the  straight  colloid  type, 
but  movable  and  less  firm  than  that  found  in 
malignancy.  The  disease  is  cyclic  in  charac- 


ter with  periods  of  remission.  The  onset  is 
rapid,  the  average  duration  being  about  four 
or  five  years.  In  addition  to  the  symptoms 
found  in  adenomatous  goiter  with  hyperthy- 
roidism, we  find:  (1)  exophthalmos  (in 
about  65  per  cent);  (2)  stare  (in  about  25 
per  cent);  (3)  extreme  instability  and  ex- 
citability; (4)  purposeless  movements  of  the 
head,  hands,  and  feet,  and  (5)  in  a certain 
per  cent,  diarrhea  and  gastrointestinal  crises, 
the  latter  often  being  at  first  mistaken  for 
diabetic  coma,  uremia,  or  increased  intra- 
cranial pressure.  The  average  age  here  is  37 
years — lower  than  adenomatous  hyperthy- 
roid types  by  ten  years.  It  occurs  in  females 
more  often  than  in  males  in  a ratio  of  4.5  to 
1.  All  hyperthyroid  symptoms  are  accentu- 
ated in  this  type,  and  the  B.  M.  R.  is  consid- 
erably higher,  at  times  reaching  well  over 
plus  100.  The  finger  nails,  in  many  instances, 
show  definite  changes,  often  becoming  lined 
and  flattened  with  turn-up  ends.  The  etiol- 
ogy, according  to  Plummer’s  two-product 
theory,  is  the  presence  of  an  abnormal  agent 
of  unknown  character  and  unknown  stimulus, 
which  is  superimposed  upon  or  occurs  con- 
comitantly with  an  excess  production  of  nor- 
mal thyroxin.  Iodin  is  used  to  control  the 
abnormal  agent  and  surgical  removal  of  a 
portion  of  the  gland  to  cut  down  the  excess 
production  of  thyroxin.  The  improvement 
noted  after  the  administration  of  iodin  is  very 
characteristic,  and  is  distinctly  in  contrast 
with  the  absence  of  improvement  in  the  ade- 
nomatus  hyperthyroid  types  alone.  Where 
the  two  conditions  occur  simultaneously,  im- 
provement will  be  noted  after  giving  Lugol’s 
solution  in  the  proper  dosage. 

We  will  not  dwell  long  on  the  destructive 
lesions  of  the  thyroid  except  to  say  that  these 
are  encountered  not  infrequently.  Operation 
with  pathologic  examination  is  often  neces- 
sary before  a positive  diagnosis  can  be  made. 
In  glands  showing  thyroiditis,  nothing  is  to 
be  gained  by  surgery. 

Differential  Diagnosis 

Among  the  various  diseases  and  conditions 
frequently  confused  with  hyperthyroidism 
are:  Parkinsonism,  acute  abdominal  dis- 

turbances, “heart  trouble,”  diabetes,  tubercu- 
losis, and  cancer.  These  mistakes  can  be 
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avoided  often  if  complete  general  and  special 
examinations  are  made,  including  x-ray  tests, 
B.  M.  R.,  and  the  therapeutic  administration 
of  iodin  in  suspicious  cases. 

Medical  Treatment 

Colloid  goiter  should  need  no  medical 
treatment  and,  above  all,  should  not  be  given 
iodin,  although  iodin  feeding  has  been  rec- 
ommended for  the  prevention  of  the  condi- 
tion in  children  in  areas  where  it  is  prone  to 
develop.  Adenomatous  goiter  alone  should 
not  be  treated  medically,  although  Lugol's 
solution  will  be  found  to  be  beneficial  in  the 
preoperative  treatment  of  this  type  when  it  is 
found  in  association  with  the  exophthalmic 
type.  In  Graves’  disease,  iodin  is  necessary 
in  the  preoperative  as  well  as  the  postopera- 
tive periods.  In  the  control  of  cardiac  com- 
plications, particularly  auricular  fibrillation 
and  decompensation,  either  before  or  after 
thyroidectomy,  the  use  of  digitalis  has  been 
discontinued  by  Plummer  and  his  associates, 
unless  decompensation  persists  in  spite  of 
other  treatment.  We  have  found  this  to  be 
true  in  the  management  of  our  own  cases 
here.  Lugol’s  solution,  combined  with  a high 
caloric  diet  and  plenty  of  rest,  is  usually  suf- 
ficient to  establish  the  function  of  the  heart 
on  a fairly  sound  basis. 

Surgical  Treatment 

For  convenience,  we  will  divide  this  into 
three  parts,  namely,  preoperative,  operative 
and  postoperative  treatment,  and  deal  with 
each  phase  separately: 

Preoperative  Treatment:  Colloid  goiter, 
if  it  is  to  be  operated,  and  adenomatous 
goiter  without  hyperthyroidism,  should  have 
the  usual  preoperative  measures  of  preparing 
any  patient  for  surgery.  The  only  indications 
we  recognize  for  surgical  treatment  in  these 
cases  are  ( 1 ) if  the  gland  is  so  situated  or 
has  reached  sufficient  size  as  to  cause  pres- 
sure symptoms:  (2)  if  malignancy  or  hyper- 
thyroidism shrould  develop,  referring  partic- 
ularly to  adenomas:  and  (3)  for  cosmetic  ef- 
fect where  the  patient  desires  to  have  the 
deformity  corrected.  Adenomatous  goiter 
with  hyperthyrodism,  not  associated  with  ex- 
ophthalmic goiter,  will  probably  not  respond 
to  iodin  and  should  be  operated  upon  as  soon 
after  development  of  symptoms  as  the  pa- 


tient s general  condition  will  permit.  Exoph- 
thalmic goiter  alone,  however,  or  in  asso- 
ciation with  hyperthyroid  adenomatous  goiter 
presents  a different  problem.  The  symptoms 
produced  by  the  abnormal  agent  should  be 
attacked  first  with  Lugol's  solution  in  10 
minim  doses  three  times  daily,  given  in  milk, 
for  a period  of  from  seven  days  to  three 
weeks  before  operation,  or  until  those  symp- 
toms are  well  under  control  and  the  patient 
has  been  reduced  to  the  simple  hyperthyroid 
state.  A certain  amount  of  daily  rest  is  es- 
sential in  the  preparation  of  these  patients 
for  surgery,  and  the  progress  made  with  iodin 
therapy  will  in  a measure  determine  the 
amount  of  rest  required  in  each  case.  It  is 
best  to  keep  patients  with  exophthalmic  goiter 
in  quiet  surroundings  during  their  prepara- 
tion on  account  of  the  extremely  nervous  and 
unstable  character  of  their  make-up.  Where 
severe  cardiac  complications  are  present,  ab- 
solute rest  in  bed  is  required  for  an  indefinite 
period,  or  until  such  a time  as  it  is  permissi- 
ble to  allow  them  up.  A high  caloric  diet  is 
advisable  during  the  entire  period  of  treat- 
ment, before  and  after  operation. 

Operative  Treatment:  The  earlier  proced- 
ures of  ligations,  hot  water  injections,  and 
multiple  operations  have  now  been  largely 
replaced  by  sub-total  thyroidectomy.  It  is 
sometimes  necessary,  however,  to  vary  from 
the  rule  in  patients  with  exophthalmic  goiter. 
This  is  well  illustrated  in  a statement  made 
by  Rankin,  as  follows:  ‘ The  only  indications 
which  I recognize  for  multiple-stage  opera- 
tions are  : ( 1 ) an  extremely  bad  risk  which 

obviously  is  the  result  of  long-standing  hy- 
perthyroidism or  general  constitutional  ail- 
ments: (2)  local  cause,  such  as  a large  goiter 
deforming  the  trachea  and  causing  obstruc- 
tion; or  (3)  cases  in  which  operation  has  to 
be  abandoned  after  resection  of  one  lobe  be- 
cause of  some  technical  complication,  such  as 
injury  to  the  nerves  or  hemorrhage  which  is 
accompanied  by  sudden  change  in  the  pa- 
tient’s condition,  with  lowering  of  the  surgi- 
cal threshold  of  safety.”  In  any  type  of 
goiter  it  may  be  necessary  to  consider  multi- 
ple-stage operation  in  the  face  of  any  techni- 
cal emergency.  Radium  has  been  used  by 
some  quite  effectively  in  the  treatment  of 
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goiter,  but  surgical  removal,  even  in  malig- 
nancy, has  proved  quite  efficacious  in  Pem- 
berton’s series.  I do  not  believe  that  x-day 
therapy  should  ever  be  used  in  these  cases, 
as  the  results  are  none  too  promising,  and 
the  scarring  produced  by  the  rays  interferes 
materially  with  the  ease  and  success  of  oper- 
ation, should  it  be  later  necessary. 

Most  goiters  that  become  surgical  require 
essentially  the  same  operative  treatment,  al- 
though in  adenomatous  goiters  excision  of 
the  adenomas  may  be  all  that  is  required.  As 
to  operative  technic,  in  our  cases  we  use  the 
collar  incision  made  about  a finger’s  breadth 
above  the  clavicle,  with  midline  division  of 
the  muscle  planes  and  lateral  division  of  the 
ribbon  muscles  when  needed  for  exposure. 
We  attempt  to  ligate  the  lateral  veins  in 
every  case.  Intracapsular  enucleation  of  the 
lateral  lobes  and  isthmus  is  carried  out,  with 
the  superior  thyroid  arteries  secured  by 
means  of  stick-ties,  and  the  remainder  of  the 
gland  closed  with  a running  mattress  suture 
after  ligating  all  bleeding  points  along  the 
line  of  excision.  We  attempt  to  leave  about 
one-third  to  one-half  of  the  size  of  a normal 
lobe  on  each  side.  The  isthmus  is  removed 
completely.  I agree  with  Pemberton  that  it 
is  wise  to  remove  the  pyramidal  lobe  in  each 
case.  The  medial  and  posterior  part  of  the 
capsule  of  the  gland  should  be  avoided  in 
order  to  omit  any  chance  of  injury  to  the 
nerves  and  parathyroid  bodies.  For  anesthe- 
sia we  use  a combination  of  local  infiltration 
with  1 per  cent  novocain,  supplemented  with 
morphine  sulphate  grains  one-sixth  and  sco- 
polamine grains  one-two-hundredth  given 
hypodermically  twenty  minutes  before  opera- 
tion, and  sodium  amytal  grains  three  the 
night  before  operation  with  six  to  nine  grains 
of  the  same  given  two  hours  before  surgery. 
By  this  method  we  are  able  to  produce  a 
very  satisfactory  hypnosis  and  anesthesia, 
and  still  allow  the  patient  to  be  roused  for 
questioning  at  any  time  during  the  operative 
procedure.  Complete  hemostasis  is  obtained 
in  every  case,  and  a small  Penrose  drain  in- 
serted into  the  cavities  from  which  the  gland 
has  been  removed.  The  wound  is  recon- 
structed anatomically  from  within  out,  using 
chromic  catgut  in  the  muscles  and  the  fascia 


and  continuous  locked  dermal  sutures  in  the 
skin. 

Postoperative  Treatment:  After  operation 
the  patient  is  returned  to  the  room  and  placed 
in  a semi-sitting  position  as  soon  as  it  can  be 
maintained.  This  affords  better  breathing, 
helps  to  avoid  pulmonary  complications,  and 
gives  the  patient  confidence  in  his  own  re- 
covery. The  drain  is  removed  on  the  third 
day  after  operation  and  skin  sutures  on  the 
fourth  postoperative  day.  Unless  complica- 
tions develop,  they  are  allowed  to  go  home 
on  the  fifth  postoperative  day.  Lugol’s  solu- 
tion is  given  in  amounts  of  50  minims  by 
proctoclysis  immediately  upon  returning  from 
the  operating  room,  and  continued  the  fol- 
lowing day,  as  before  operation,  in  10  minim 
doses  by  mouth,  in  patients  who  haxe  exo- 
phthalmic goiter.  Opiates  and  oxygen  are 
used  when  needed.  It  is  our  practice  to  keep 
in  close  touch  with  all  goiter  patients  for 
about  three  weeks  after  operation,  and  to 
have  them  report  at  intervals  of  two  months 
for  the  next  six  months,  depending  upon  the 
nature  of  their  trouble  and  the  rapidity  of 
their  convalescence. 


Outline  of  Preventive  Medicine 

It  is  no  longer  open  to  question  that  the 
relation  of  the  private  physician  to  the  com- 
munity has  undergone  a great  change  dur- 
ing the  past  quarter  century,  and  that  one 
of  the  main  features  of  this  change  is  the 
community’s  demand  for  service  in  the  field 
of  preventive  medicine.  Unfortunately  our 
medical  schools  have  not  made  sufficient 
change  in  their  curricula  to  give  their  stu- 
dents adequate  instruction  and  training  in 
this  important  branch  of  medicine,  so  that 
a large  proportion  of  our  present-day  physi- 
cians are  not  sufficiently  prepared  to  supply 
the  preventive  services  demanded  by  their 
clientele.  Moreover,  until  recently  there  was 
available  no  reference  handbook  to  help 
meet  this  need. 

Three  years  ago  the  Committee  on  Public 
Health  Relations,  New  York  Academy  of 
Medicine,  prepared  an  Outline  of  Preven- 
tive Medicine,  enlisting  for  this  purpose  a 
number  of  distinguished  physicians,  each  an 
acknowledged  specialist  in  his  particular 
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field.  This  outline,  published  in  book  form, 
was  so  well  received  that  a revised  and  en- 
larged edition  has  been  called  for.  This 
second  edition,  which  has  just  come  from 
the  press,  contains  three  new  chapters  and 
additional  material  in  many  of  the  other 
chapters.  Altogether  it  makes  a very  handy 
volume  of  nearly  500  pages,  covering  all 
phases  of  preventive  medicine  as  it  applies 
to  the  practicing  physician. 

Here  is  an  authoritative  volume  which 
deserves  to  be  carefully  studied  by  physi- 
cians generally,  but  especially  by  the  gen- 
eral practitioner.  The  relative  tardiness  of 
the  medical  profession  in  recognizing  the 
value  of  the  periodic  health  examination  has 
resulted  in  the  creation  of  corporations  un- 
dertaking this  work  on  a commercial  scale. 
Yet  it  is  a service  which  can  be  rendered 
far  better  by  the  family  physician  and  which 
should  constitute  an  important  part  of  his 
practice. 

The  book  is  well  printed,  handsomely 
bound  and  very  convenient  in  size.  It  is 
published  by  Paul  B.  Hoeber,  Inc.,  New 
York — From  Weekly  Bulletin  of  New  York 
City  Dept,  of  Health,  December  3,  1932. 


Facts  About  Gonorrhea 

Gonorrhea  has  been  fitly  called  the 
“Fourth  Great  Plague,”  for  according  to  re- 
liable figures  it  is  afflicting  at  any  given 
time  “more  persons  than  ever  have  been,  or 
will  be,  the  victims  of  cancer,  tuberculosis, 
and  syphilis  combined.”  This  is  a disease 
which  ranks  second  to  measles  in  prevalence 
and  is  reported  six  times  as  frequently  as 
typhoid  fever.  Dr.  Taliaferro  Clark  has 
given  as  the  attack  rate  for  gonorrhea  679,- 
000  new  cases  a year,  for  the  country  as  a 
whole. 

Although  there  are  five  times  as  many 
new  cases  among  the  male  population  as 
among  the  female,  the  real  social  signifi- 
cance of  the  disease  lies  in  its  prevalence 
among  women.  The  tremendous  toll  in  suf- 
fering and  even  death  from  various  compli- 
cations following  a primary  infection  can- 
not be  estimated.  At  least  40  per  cent  of 
the  cases  of  sterility  in  women  can  be  laid 
at  the  door  of  this  disease  and  50  per  cent 


of  all  gynecological  operations  are  a result 
of  gonococcal  infections.  The  disease  in 
male  patients  is  not,  generally  speaking,  as 
serious  as  in  the  female,  but  with  unskillful 
treatment  severe  complications  and  sterility 
may  occur. 
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On  December  17,  1932,  the  Society  had  a very 
pleasant  dinner  party  and  business  meeting  at 
the  home  of  Dr.  and  Mrs.  E.  L.  Jewell  in  Shoshoni. 
The  members  present  were  Doctors  Replogle, 
Jewell,  Tonkin,  Smith,  Holtz  and  Wilmoth.  Spe- 
cial guests  were  Dr.  and  Mrs.  H.  T.  Harris  of 
Basin,  Dr.  ,T.  B.  Nagle  of  Worland,  Dr.  G.  W. 
Taylor  of  Cross  Creek,  and  Dr.  V.  A.  Mokler  of 
Thermopolis.  The  program  consisted  of  a dis- 
cussion of  various  legislative  matters  of  interest 
to  our  profession  and  a presentation  of  two  inter- 
esting clinical  cases  by  Dr.  P.  R.  Holtz. 


NORTHWESTERN  WYOMING  MEDICAL 
SOCIETY 


The  regular  quarterly  meeting  of  the  North- 
western Wyoming  Medical  Society  was  held  in 
Basin  Feb.  3,  1933,  following  a banquet  at  the 
Lockhart  Cafe.  The  following  doctors  were  pres- 
ent: Dr.  F.  A.  Mills  of  Powell,  Dr.  S.  L.  Myre  of 
Greybull,  Dr.  C.  E.  Harris  and  Dr.  H.  T.  Harris  of 
Basin,  Dr.  Paul  S.  Read  of  Worland,  and  Dr. 
Carl  D.  Koehn  of  Thermopolis. 

Dr.  Carl  L.  Koehn  of  Thermopolis,  Dr.  O.  T. 
Nuttall  of  Gebo,  and  Dr.  Guy  W.  Taylor  of  Grass 
Creek  became  members  of  the  Society  upon  unan- 
imous consent  of  the  members. 

A resolution  was  sent  to  the  Governor  endorsing 
his  appointment  of  Dr.  Nagle  and  Dr.  Olsen  to 
the  State  Board  of  Health.  Also  another  resolu- 
tion was  sent  to  him  opposing  the  house  bill 
which  would  permit  the  sale  of  drugs  and  poisons 
by  any  merchandiser. 

The  remainder  of  the  meeting  was  given  over 
to  a discussion  of  the  economic  situation  and  its 
effect  on  the  medical  profession. 


LARAMIE  COUNTY  MEDICAL  SOCIETY 


At  a meeting  of  the  Laramie  County  Medical 
Society  February  13,  the  following  officers  were 
re-elected : Doctors  Galen  A.  Fox,  President;  W. 
K.  Mylar,  Secretary;  W.  R.  Day,  Treasurer.  Dr. 
R.  J.  Boesel  was  elected  Vice  President. 

The  Society  voted  to  hold  monthly  meetings 
with  luncheon  and  program. 

Bills  passed  by  the  Wyoming  legislature  thus 
far  in  which  the  medical  men  are  interested  are 
one  correcting  a defect  in  the  present  medical 
practice  act  and  one  which  makes  the  appoint- 
ment of  an  osteopath  to  the  Board  of  Medical 
Examiners — a custom  which  has  been  followed 
for  the  past  fifteen  years— a legal  requirement. 
A bill  for  sterilization  of  mental  defectives  under 
certain  conditions  was  defeated,  as  wras  also  a 
bill  requiring  physical  examination  of  females — 
examination  of  males  is  now  required — as  a con- 
dition for  granting  marriage  licenses. 


Tuberculosis  Abstract 


A Review  for  Physicians 

ISSUED  MONTHLY  BY  THE  NATIONAL  TUBERCULOSIS  ASSOCIATION 
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THE  value  of  procedures  for  putting  the  Jung  at  rest  in  the  treatment  of  tubercu- 
losis is  established.  The  several  methods  used  are  pneumothorax,  interruption  of 
the  innervation  of  the  diaphragm  or  the  muscles  of  respiration,  removal  of  portions  of 
the  ribs,  the  insertion  of  foreign  substances  or  structures  between  the  ribs  and  pleura, 
and  intrapleural  pneumolysis.  Recently,  a new  measure,  scaleniotomy,  has  been  sug- 
gested for  obtaining  surgical  rest  of  the  lung.  Abstracts  of  two  articles  on  this  subject 
follow. 


SCALENIOTOMY— A PRELIMINARY  REPORT 


Scaleniotomy  is  the  division  of  the  fibres  of  the 
scaleni  muscles  for  the  purpose  of  decreasing  the 
motility  of  the  upper  chest.  This  procedure  was 
advocated  by  Kochs,  Els  and  Junkersdorf  in 
October,  1930,  and  independently  by  Gale  and 
Middleton  in  July,  1931.  After  their  preliminary 
work  the  authors  felt  that  they  had  established 
apical  rest  satisfactorily  and  that  the  procedure 
may  be  a valuable  aid,  either  in  conjunction  with 
phrenic  exairesis,  or  when  phrenic  exairesis  has 
failed  and  some  measure  of  a relatively  conser- 
vative type  is  to  be  attempted  before  the  patient 
is  subjected  to  a more  radical  operation. 

Mechanism  of  Scaleniotomy 

The  scaleni  are  three  muscles  (sometimes  four) 
of  the  deep  cervical  group.  They  arise  from  the 
transverse  processes  of  the  third,  fourth,  fifth,  sixth 
and  seventh  cervical  vertebrae,  and  are  inserted 
by  tendinous  bands  into  the  first  and  second  ribs. 
1 he  scaleni  provide  anchorage  for  the  first  three 
ribs  so  that  the  intercostal  group  may  function  on 
them.  Paralysis  of  the  scaleni  results  in  a caudad 
(toward  the  posterior)  movement  of  the  upper 
three  ribs  and  exaggerated  outward  movement  of 
the  costal  margins  on  inspiration.  This  tends  to 
immobilize  the  pulmonary  apices. 

Under  local  anaesthesia  the  scaleni  are  carefully 
dissected  out  and  divided  as  near  their  insertions 
as  possible.  Injury  to  the  subclavian  artery  and 
the  lower  cervical  nerves  must  be  avoided.  (The 
surgical  technic  is  clearly  described  by  the  author.) 
When  the  wound  is  closed  there  is  a cavity  about 
the  size  of  a pigeon’s  egg,  the  severed  edges  of 


the  muscle  having  retracted  usually  1.5  inches. 
No  bridging  with  muscle  fibres  was  observed  as 
late  as  six  months  after  operation. 

“The  results  obtained  from  phrenic  exairesis 
depend  upon  the  changes  in  the  relationship  of 
one  part  of  the  diseased  lung  to  another;  and  the 
relaxation  and  rest.  The  amount  of  improvement 
is  not  dependent  entirely  upon  the  height  to  which 
the  paralyzed  diaphragm  rises  in  the  thorax, 
although  in  the  main  this  is  so.  Some  improve- 
ment may  usually  be  expected  from  phrenic  exaire- 
sis in  lesions  throughout  the  lung,  especially  in  the 
lower  three-fourths.  In  the  more  remote  apical 
lesions,  not  so  much  improvement  may  be  hoped 
for,  and  it  is  in  these  cases  that  scaleniotomy  may 
be  expected  to  change  the  anatomy,  and  the 
relationship  of  diseased  parts  to  each  other,  and 
rest  the  area  involved. 

“In  all  our  cases,  as  in  the  cases  reported  by 
Gale  and  Middleton,  a marked  reduction  in  the 
respiratory  excursion  of  the  upper  part  of  the 
chest  was  noted,  due  to  decreased  intercostal 
movement;  and,  when  the  combined  operation 
was  done,  there  was  no  increased  upper  intercostal 
movement,  so  often  seen  when  the  phrenic  nerve 
alone  is  blocked  or  evulsed. 

“When  scaleniotomy  is  combined  with  phrenic 
exairesis,  upper  as  well  as  lower  lung  lesions  may 
be  expected  to  improve. 

“When  scaleniotomy  alone  was  done,  very  little 
reaction  occurred;  three  of  the  cases  ran  fever  for 
one  week,  and  in  two  the  pulse-rate  was  increased 
for  two  weeks.  No  complication  has  occurred,  nor 
has  any  deformity  resulted.  The  results  in  these 


cases  are  based  on  their  clinical  records  and  clinical 
progress.” 

The  results  in  a series  of  52  cases  were  as 
follows: 

Of  20  cases  in  which  a phrenic  exairesis  had 
been  done  previously,  and  in  which  improve- 
ment had  stopped,  ten  were  improved  and 
ten  not  improved. 


Of  29  cases  in  which  scaleniotomy  was  com- 
bined with  phrenic  exairesis,  19  improved 
and  ten  did  not  improve. 

Of  3 cases  in  which  scaleniotomy  only  was 
done,  two  improved  definitely. 

Scaleniotomy  in  the  Treatment  of  Tuberculosis , 
Meade  Clync,  Am.  Rev.  of  Tuberc.,  Dec.,  1932. 


SCALENIOTOMY  AS  AN  ADJUNCT  TO  COLLAPSE  THERAPY 


Fisher  discusses  the 
merits  of  the  various 
methods  of  collapse 
therapy  and  com- 
ments on  the  results 
of  3 1 scaleniotomies 
done  at  Waverly  Hills 
Sanatorium.  Eighteen 
of  these  had  had 
phrenic  exairesis  from 
six  months  to  three 
years  previously  with- 
out obtaining  satisfac- 
tory contraction  of 
the  lesion.  The  re- 
maining 13  patients 
were  subjected  to 
combined  phrenicec- 
tomy  and  scaleniotomy.  In  every  case  the  inspira- 
tory elevation  of  the  ribs  in  the  upper  portion  of 
the  hemithorax  has  been  markedly  reduced  or  elimi- 
nated as  noted  on  inspection  and  fluoroscopic 
examination.  By  actual  measurements  in  compar- 
able X-ray  films,  the  caudad  drooping  on  inspira- 
tion showed  as  much  as  a 2-cm.  narrowing  in  the 
upper  hemithorax.  “A  downward  pull  on  that 
side,  accompanied  by  a sense  of  weight  over  the 
upper  half  of  the  chest,  was  voluntarily  noted  by 
practically  every  patient  in  the  series.  Cough  and 
expectoration  tended  to  show  a moderate  increase 
the  first  day  or  two,  later  subsiding  or  disappearing 
altogether.  Likewise,  moderate  dyspnoea  was  tem- 
porarily noticed  by  a number  of  patients,  as  in- 
dicative of  a transitory  reduction  of  vital  capacity. 
In  the  patients  who  had  had  a prior  phrenicectomy 
these  symptomatic  effects  could  definitely  he  at- 
tributed to  scaleniotomy  alone.” 

Other  favorable  results  noted  include  release 
of  tension  on  cavity  walls,  the  ability  to  sleep  with- 
out being  awakened  by  a strangling  cough,  ability 
to  control  cough,  no  recurrence  of  haemoptysis 
in  two  patients  in  whom  it  had  been  frequent 
before,  normal  temperature  in  one  patient  with 


fever  of  long  dura- 
tion. Reduction  with 
clearing  throughout 
the  lesion  was  noted 
in  several. 

Summary 

The  author  sum- 
marizes as  follows: 

“Scaleniotomy  af- 
fords a definite  ad- 
junct to  collapse  ther- 
apy and  deserves  con- 
sideration, along  with 
phrenicectomy,  in  a 
certain  proportion  of 
cases. 

“The  effect  is 
probably  more  nearly  that  of  relaxation  rather 
than  of  true  compression,  although  a negative  sort 
of  compression  is  obtained  by  eliminating  the  up- 
ward, inspiratory  pidl  exerted  by  the  first  and 
second  ribs'  upon  the  apex  of  an  adherent  lung. 
Slight  narrowing  of  the  upper  hemithorax  has 
heen  shown. 

“Striking  improvement  may  be  produced  by 
scaleniotomy  in  a relatively  short  time,  although 
progressive  gains  may  reasonably  be  expected  to 
continue  over  an  extended  period. 

“In  a series  of  31  cases,  some  persistent  cavities 
having  lung  tissue  around  them  have  been  closed 
or  markedly  reduced  in  size  within  a very  few 
weeks.  Others  which  were  subpleural  have  been 
definitely  flattened  by  costal  drooping. 

“Symptomatic  improvement  begins  immediately 
in  most  cases.  Relief  from  cough  and  decreased 
expectoration  have  been  consistent  effects.  Pre- 
vention of  recurrent  haemoptysis  and  rapid  re- 
duction of  temperature  to  normal  have  been 
noted.” 

Scaleniotomy  as  an  Adjunct  to  Collapse  Thera- 
py, Lincoln  Fisher,  Am.  Rev.  of  Tuberc.,  Dec., 
1932. 


A 6-cm.  Cavity  Present  for  Three  Years. 

Marked  Clearing  and  Contraction  in  4 Weeks;  Phrenicectomy 
2 Years  Ago  Resulted  in  No  Improvement. 


March,  1933 


Nine 


BUILDING  THE  DOCTOR’S  SURPLUS 


In  last  month’s  issue  of  “Colorado  Medi- 
cine’’ it  was  pointed  out  that  the  doctor 
must  build  for  himself  an  income  producing 
surplus.  He  devotes  his  working  years  to 
an  occupation  which  is  dependent  upon  him 
alone.  He  cannot  build  up  income  producing 
assets  within  his  profession. 

Haphazard  purchases  of  securities  do  not 
build  the  doctor’s  surplus.  A carefully  laid 
plan  is  essential.  Adherence  to  the  plan  is 
vital.  Its  creation  and  operation  must  con- 
tain certain  investment  principles  and  in  this 
and  subsequent  issues  brief  outlines  of  these 
principles  will  be  given. 

“Buying  income  is  one  of  the  primary 
principles — not  present  income,  but  more 
particularly  future  income.  Therefore,  all 
stocks  and  bonds  bought  for  the  doctor's 
surplus  must  have  long  unbroken  earnings 
records,  ample  margin  of  present  earnings 
over  interest  and  dividend  requirements  and 
an  assured  future  growth. 

High  grade  bonds  offer  a steady,  sure  in- 
come; while  high  grade  stocks  give  an  in- 


creasing return.  There  are  many  studies  on 
the  income  appreciation  of  "blue  chips’’  over 
a relatively  long  period  of  time.  One  of  these 
shows  that  ten  high  grade  stocks  bought  in 
1918  have  yielded  to  date  an  average  yearly 
income  of  18.2  per  cent  on  the  investment. 
Ten  second  grade  stocks  gave  an  average  re- 
turn of  6.7  per  cent,  and  ten  speculative 
stocks  practically  nothing.  On  the  other 
hand  interesting  results  are  shown  during 
the  worst  short  period  in  the  history  of  the 
stock  market.  Fifteen  high  grade  stocks 
show  a drop  in  market  price  from  their  high 
prices  of  1929  to  the  close  of  1932  of  76  per 
cent  but  these  same  stocks  have  reduced  their 
income  returns  only  21  per  cent. 

Thus,  the  investor  buying  income  in  1918 
has  had  an  excellent  record,  while  the  one 
who  bought  in  1929  has  not  suffered,  since 
the  increased  purchasing  power  of  the  dollar 
has  offset  the  decreased  income.  So  let  the 
doctor  view  his  surplus — not  as  how  many 
dollars  it  contains,  but  rather  how  must  fur- 
ture  income  it  will  return! 

WOODFORD  MATLOCK,  Jr. 


• YOUR  EARNINGS  • 

It  is  your  m ~>ney  ...  It  is  costing  you  an  important  part  of 
your  life.  . . . Are  you  keeping  a part  of  it  for  yourself?  . . . 

Is  this  part  safe  and  building  for  the  future?  ...  Is  it  invested 
in  securities  that  will  share  fully  in  the  economic  recovery? 

INVESTORS  MUTUAL  FUND 

InVESTORS  Mutual  Fund  offers  you  a safe,  convenient  and  prof- 
itable means  for  investing  a part  of  all  you  earn.  The  Colorado  Na- 
tional Bank,  Trustee,  receives  your  money — invests  it  in  high  grade 
securities — holds  the  securities  in  trust  for  you — compounds  your 
income. 

We  invite  you  to  send  for  complete  information  now. 

SIDLO,  SIMONS,  DAY  6-  COMPANY 

First  National  Bank  Building  DENVER  TAbor  6271 
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PROBLEMS  OF  THE  RECORD  ROOM* 

EDITH  SIMMONS 

Record  Librarian,  Saint  Luke’s  Hospital 
DENVER 

The  idea  of  recording  and  preserving  clin- 
ical records  may  be  thousands  of  years  old, 
but  notwithstanding  the  antiquity  of  the 
practice,  the  problems  pertaining  to  the  work 
of  the  record  librarian  have  seemed  to  mul- 
tiply, and  not  in  reasonable  proportion  to 
the  progress  that  record  systems  have  at- 
tained. 

This  can  be  explained,  partially  at  least, 
by  considering  that  with  the  progress  of  hos- 
pital standardization,  more  and  more  depart- 
ments of  the  hospital  have  become  to  some 
extent  connected  with  the  record  room.  For 
instance,  we  depend  upon  receiving  written 
reports  for  our  records  from  the  various  de- 
partments such  as  x-ray  and  laboratory.  We 
need  information  for  our  permanent  files 
which  must  be  accurately  obtained  by  the 
admitting  clerk — and  so  on  throughout  the 
hospital.  In  other  words,  the  efficiency  of 
the  record  room  depends  upon  the  coopera- 
tion received  from  the  entire  hospital  person- 
nel, beginning  with  the  superintendent.  The 
record  librarian  needs  dependable  support, 
the  backing  that  only  the  hospital  super- 
intendent can  give  to  her.  If  she  has  this 
she  will  possess  the  courage  to  fight  a bit, 
if  necessary  (and  I think  it  often  is),  for  her 
rights  where  other  people  are  concerned. 

Of  course,  it  is  obvious  that  without  a 
complete  sympathetic  understanding  of  the 
situation  from  the  nursing  department  our 
records  will  be  practically  worthless.  This 
includes  a number  of  individuals,  and  for  this 
reason  makes  the  problem  a complicated  one. 


*Read  before  the  Colorado  Hospital  Association, 
Annual  Meeting,  Colorado  Springs,  Nov.  10-11, 
1932. 


First  of  all,  the  directress  of  nurses  must 
realize  the  necessity  of  accurate,  complete 
records,  who  in  turn  will  naturally  influence 
the  instructress,  the  operating  room  super- 
visor and  the  supervisors  of  the  landings. 
The  instructress  is  responsible  for  teaching 
the  student  nurse  the  composition  of  a rec- 
ord and  how  to  chart  the  bedside  notes; 
without  her  realization  of  the  value  of  rec- 
ords the  student  nurse’s  share  in  the  forma- 
tion of  the  chart  would  be  of  little  value  as 
a permanent  record.  If  each  young  nurse 
were  to  know  just  how  often  her  hastily 
written  bedside  notes  were  used  as  posi- 
tive proof  in  various  questions  which  arise, 
sometimes  in  court,  I am  certain  the  writing 
would  be  done  a bit  more  thoughtfully. 

The  operating  room  supervisor  offers 
another  problem.  We  are  dependent  upon 
her  in  a number  of  things,  but  the  most  im- 
portant of  these  is  the  obtaining  of  the  pre- 
operative diagnosis.  No  one  else  is  as  con- 
veniently located  to  derive  this  essential  bit 
of  information  and  she  can  obtain  it  with  a 
minimum  loss  of  time  to  the  surgeon. 

Next,  the  supervisor  of  the  landing  can 
also  be  of  great  assistance  in  encouraging 
the  attending  physician  to  complete  his  rec- 
ord while  the  patient  is  still  in  the  hospital. 
Sometimes  simply  calling  his  attention  to  the 
fact  that  a signature  is  lacking  or  he  has 
neglected  to  write  his  final  diagnosis  is  all 
that  is  needed.  Whereas,  if  the  record  ar- 
rives in  the  record  room  incomplete,  it  is 
not  such  a simple,  off-hand  matter. 

Next  let  us  consider  the  interne  and  his 
relation  to  the  record  department.  Occa- 
sionally we  have  to  deal  with  an  interne  who 
comes  from  a school  where  history  taking 
is  not  part  of  his  training.  To  be  sure,  if 
there  is  a functioning  Interne  Committee  or 
other  internes  charitably  inclined,  this  short- 
coming is  soon  surmounted.  But  in  case  of 
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Announcement  toPhysicians,  Surgeons  and  Dentists 


WILLARD  B.  LAY — Dispensing  Optician, 
has  been  filling  prescriptions  for  glasses 
referred  to  him  by  the  leading  Oculists  of 
Denver  for  the  past  20  years  and  is  very 
appreciative  of  their  confidence. 

Before  coming  West,  Mr.  Lay  was  associated 
with  two  of  the  largest  Eastern  Dispensing 
Optical  Houses — Pinkham  and  Smith  of 
Boston  and  the  Buffalo  Optical  Co.  of 
Buffalo,  New  York. 


Mr.  Lay  is  ideally  located  at  Suite  312 
Republic  Building,  KEystone  7027. 
Here  he  has  established  an  exclusive 
Optical  office,  embodying  all  the  com- 
forts and  conveniences  as  found  only 
among  the  highest  class  of  Dispensing 
Opticians.  Thoroughly  equipped  with  in- 
struments of  precision  for  designing  and 
making  glasses  of  the  better  type. 


Bring  your  Oculist’s  prescription  for  glasses  to  Willard  B.  Lay,  where  ACCURACY  and 
SKILL  have  always  been  the  basic  principle  o:  this  firm  and  QUALITY  is  PARAMOUNT 


Reduce  Your  Overhead  By  Using 

M.  D.  STANDARD  STATIONERY 

250  Letterheads,  _ 

250  Envelopes,  6%"x3yz"  ipC.OO 

250  Statements,  5%x6%  j 

All  neatly  printed  in  black  ink  on  20-lb.  Hammermill  Bond.  Samples  on  request. 

THE  MILES  & DRYER  PRINTING  COMPANY 

1936-38  Lawrence  St.  DENVER  Telephone  KEystone  6348 


52,746  Physicians  Say  . . 

“Keep  Off  Your  Feet!” 

(1)  — Irons  everything  beautifully. 

(2) — Presses  Suits  and  Trousers. 

(3)  — Steams  Velvets  and  Velours. 

(4)  — Automatic  Knee  Control. 

(5)  — Full  open  ends. 

(6)  — Extra  heat  at  the  “busy”  end. 

(7)  — Simple,  efficient,  fool-proof. 

(8)  — Table  Top — useful  every  day. 


MILLERCONLON 

226  SO.  BROADWAY 
Phone  Spruce  C544.  Eng.  100  M. 


Doctors  Approve 


OUR  FINE  TOWELS 
UNIFORMS  and  LINENS 


A discriminating  patronage  enables  us  to  maintain  a uniform  high 
standard  in  service  and  equipment,  at  no  higher  cost  than  you  are 
paying  for  inferior  quality. 

HAMILTON  TOWEL  SUPPLY 

2726  ZUNI  GAllup  4691 


MENTION'  COLORADO  MEDICINE 


T ivelve 


Colorado  Medicine 


THE  TROWBRIDGE 
TRAINING  SCHOOL 

A HOME:  SCHOOL,  for  NERVOUS  and 
BACKWARD  CHILDREN 

The  Best  in  the  West 

Est.  1917 

Beautiful  Buildings  and  Spacious  Grounds, 
Equipment  Unexcelled,  Experienced  Teach- 
ers, Personal  Supervision  given  each  Pupil. 
Resident  Physician.  Enrollment  Limited. 
Endorsed  by  Physicians  and  Educators. 
Pamphlet  upon  Request.  Address 

EL  HAYDN  TROWBRIDGE,  M.  D. 

1850  Bryant  Bldg.,  Kansas  City,  Mo. 


COLORADO  COLLEGE 
of  PODIATRY 

1554  California  St.,  Denver 
Bertha  DeWolfe,  D.S.C.,  Dean 

Scientific  Chiropody.  Foot  health  and 
foot  correction  as  taught  here  are  far  in 
advance  of  formerly  accepted  ideas  of 
chiropody.  We  arrange  for  special  P.  G. 
work  for  physicians,  with  personal  instruc- 
tion in  technique  under  Bertha  DeWolfe. 


Printing 
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Hospitals,  Sanitariums 


Stationery  — engraved  or 
printed,  booklets,  profes- 
sional cards,  programs  or 
whatever  you  may  need. 


We  ask  the  privilege  of 
planning  your  designs 
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the  absence  of  these,  the  responsibility  fre- 
quently falls  on  the  record  librarian. 

As  for  the  staff  doctors,  our  problems 
because  of  them  are  many  and  various  in 
spite  of  the  fact  that  most  of  them  truly 
mean  to  cooperate  and  are  probably  doing  a 
little  back-patting  on  the  efficient  manner  in 
which  they  keep  up  their  records.  If  one 
thing  is  remembered,  something  else  is  for- 
gotten. If  the  librarian  is  sufficiently  in- 
genious to  get  the  operative  dictation  from 
the  surgeons,  then  he  will  probably  forget 
to  sign  the  record  sheet  on  the  landing — or 
perhaps  a patient  has  been  in  the  hospital 
for  weeks,  and  the  physician  has  not  written 
one  progress  note,  not  even  an  illegible  one. 

Another  problem  is  that  of  obtaining  the 
proper  term  of  disease  from  the  doctor,  who 
does  not  understand  why,  when  asked  for 
the  diagnosis,  it  is  not  sufficient  to  say,  “Oh, 
she  had  a little  thyroid  trouble,"  and  who 
still  thinks  that  “heart  disease"  is  an  ac- 
ceptable term  for  cause  of  death.  This  type 
of  M.D.  if  not  questioned  extremely  tactfully 
is  apt  to  misunderstand  and  is  likely  to  admit 
he  thinks  the  questioner's  curiosity  is  going 
a bit  too  far.  But  in  making  a complete  and 
accurate  case  record  a physicion  is  upholding 
the  high  ideals  and  standards  of  his  profes- 
sion. Charles  Lyman  Greene  in  Medical 
Diagnosis  says  of  the  scope  of  the  term 
“diagnosis,”  that  the  diagnosis  means  more 
than  merely  naming  a disease.  It  demands 
such  accurate  sub-classification  and  intelli- 
gent painstaking  individualization  as  neces- 
sitates a knowledge  of  etiological  factors,  the 
nature  and  sequence  of  pathological  changes, 
the  effect  of  age,  occupation,  residence,  hab- 
its, heredity,  past  ailments,  and  even  of  the 
constitutional  peculiarities  and  personal 
characteristics  of  the  individual.  Using  this 
definition  of  a diagnosis,  how  then,  can  the 
patient  get  a square  deal  and  our  records  be 
accurate  if  the  history  is  half-heartedly  taken, 
the  physical  examination  perhaps  made  post- 
operatively,  and  the  diagnosis  written  in  by 
an  indifferent  doctor — that  is,  indifferent  as 
afr  as  hospital  records  are  concerned?  In 
such  instances,  if  not  one  of  the  original, 
this  would  be  a very  good  reason  for  the  old 
saying,  “Statistics,  statistics,  and  other  lies. 
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NUTRITIONAL  THERAPY 
IN  ORAL  SURGERY 

Knox  Gelatine  serves  your  patients 
dually  before  and  after  operation 


Pre-operatively  when  Knox  Gelatine 
tered  as  a dietary  supplement  two  or 
daily  for  a week,  the  patient  is 
spared  unnecessary  loss  of  "life” 
blood.  Kugelmass  has  shown  that 
dietary  protein  accelerates  blood 
clotting. 

Post-operatively,  Knox  Gelatine 
takes  the  sting  off  foods.  It  may 
be  used  either  alone  or  with  other 
indicated  foods  _ 


is  adminis- 
three  times 


This  is  the  Real 
Gelatine 
A U S.  P.  Food 
Sold  only 
by  Grocers 


On  request,  the  Knox  Gelatine  Laboratories  418  Knox 
Ave.,  Johnstown,  N.  Y.,  will  send  you  diet  suggestions  for 
children  and  adults,  outlined  for  post-operative  feeding. 

Prescribe 


KNOX  GELATINE 

in  Nutritional  Therapy 


WHEEL  CHAIRS  FOR  SALE  OR  RENT 

WM.  JONES 

Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 
Phone  KEystone  2702 
Denver,  Colo. 


Nineteen  Years  Success 

with  HAY- FEVER 

Each  year  has  added  evidence  to  the  value  of 
Pollen  Antigens  Lederle  in  the  prevention  and 
relief  from  symptoms  of  Hay-Fever  and  each 
year  an  increasing  number  of  physicians  have 
familiarized  themselves  with  the  Hay-Fever 
problem  and  are  relieving  their  patients’  sea- 
sonal attacks. 

Pollen  Antigens 

J&ederle 

are  glycerolated  extracts.  They  are  uniformly 
stable  so  that  the  original  strength  of  the 
antigen  is  maintained  for  a long  period. 

The  Lederle  Laboratories  maintain  a Depart- 
ment of  Allergy  supervised  by  experts  and 
welcome  correspondence  oti  all  questions 
pertaining  to  hay -fever  in  any  locality. 

LEDERLE  LABORATORIES  INC. 

Distributed  by 

HEALY  & OWENS 

1400  Larimer  Denver,  Colorado 


METROPOLITAN 

Window  Cleaning  Co. 

929  17th  ST.  MAin  5637 


Cleaners  of 

Windows,  Wallpaper,  Kal- 
somine,  Painted  Walls, 
Woodwork,  Floors,  Terra 
Cotta,  Brick,  etc.  In  Homes, 
Hospitals,  Offices,  etc. 


BEST  WORK  AT  THE  LOWEST 
PRICES 
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BORAKSAL 

miiiiiiiiuiiiiiiiiiiiiiiimiiiimiiiiiiiiiiiiiiiiiiiiiiiiiiiimiiiiiiHMiiiiimiiiiiiiiiitm 

The  De  Luxe  washing  powder. 
Used  in  the  Physician’s  house- 
hold, the  hospitals,  and  wherever 
quality  and  sanitation  are  para- 
mount. For  laundry,  kitchen  and 
wherever  good  cleaner  is  re- 
quired. For  sale  by  grocers  gen- 
erally. 


S.  T.  DUNLOP  MFC.  CO. 

1420  E.  26th  Ave.  YOrk  7610-W 
DENVER 


BABY  LAND 

A Complete  Line  of  Infants  Wear 

Hygienic  undergarments  recommended  by 

the  medical  professon. 

Dainty  coats,  bonnets,  dresses,  bootees, 

blankets. 

Telephone  orders  invited.  We 
gladly  send  any  article  on  ap- 
proval to  your  hospital  or  resi- 
dence. 

Mohana’s  Baby  Land 

Only  One  Store 

612-14  Sixteenth  St.  Keystone  6000 
Denver 


The  patient  may  return  to  the  hospital  and 
the  original  record  be  referred  to;  of  what 
value  is  this  record  in  the  further  treatment 
of  a sick  patient  if  it  has  not  been  truthfully, 
conscientiously,  and  thoroughly  composed? 
There  is  another  purpose  of  these  charts. 
They  should  be  valuable  for  their  contribu- 
tion to  knowledge  by  scientific  research. 
The  analysis  of  clinical  records,  which  is 
really  the  scientific  proving  ground  for  clin- 
ical observation,  has  not  been  carried  out  in 
an  adequate  fashion  as  yet,  but  they  are 
being  put  to  use  in  this  capacity  more  and 
more  frequently. 

Then  there  are  the  problems  of  trying  to 
make  the  monthly  reports  interesting,  of 
making  minor  changes  in  the  record  system 
to  meet  the  ever  changing  demand  for  in- 
formation and  statistics  of  various  kinds. 
This  must  be  done  with  much  forethought, 
as  a seemingly  small  change  will  occasion- 
ally increase  the  routine  work  to  a surpris- 
ing extent. 

The  Record  Committee  used  to  be  a seri- 
ous problem  to  the  librarian,  but  I believe 
such  a committee  is  becoming  much  more 
of  an  asset  to  her  and  is  proving  to  be  of 
great  aid  in  procuring  complete  charts. 

Perhaps  all  hospitals  are  confronted  with 
the  question  of  loaning  records  to  doctors, 
which  of  course  is  in  itself  easy,  but  regain- 
ing possession  of  them  is  not  so  simply  done, 
and  in  some  instances  a trip  to  the  Doctor's 
office  must  be  resorted  to. 

Casualty  companies  offer  one  of  the  most 
disagreeable  problems  in  the  record  room 
and  probably  every  record  librarian  feels 
that  something  should  be  done  about  it.  The 
insurance  agent  often  takes  the  attitude  that 
he  has  a right  to  demand  information  con- 
tained in  the  chart  and  will  appear  at  the 
office  without  even  the  written  consent  of 
the  patient.  Then  written  requests  of  the 
various  companies  for  copies  of  records 
cause  much  work  for  which  the  hospital  is 
all  too  poorly  paid. 

Then  the  last  problem  touched  on  in  this 
paper  is  the  medico-legal  aspect.  The  value 
of  a clinical  record  of  a patient  is  in  propor- 
tion to  its  accuracy  and  completeness.  It  is 
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FLORAL  SHOP 


Whose  Birthday  or  Anniversary  Is  Today? 

Tear  out  this  coupon  and  mail  or  phone 
| Deliver  to — 

1 Name  1 


1064  South  Gaylord 
Phone  PEarl  0622 
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Address 
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Spray 

Corsage 


DOCTORS,  WE  SOLICIT  YOUR  PATRONAGE 


Quality  Candies 


Guaranteed 
100  per  Cent  Pure 


For  ten  years  we  have  made  chocolate  candies  and  bon  bons  for 
the  most  particular  patronage  in  Denver,  including  the  medical 
profession. 

In  boxes  of  one  pound  and  upwards  at  the  store,  seventy-five 
cents  the  pound.  By  mail,  properly  packed,  $1.00  per  pound. 


2822-24  E. 
Colfax 


FLORENCE  CANDIES 


YOrk  9519 
Denver 


importance  of  fresh,  clean, 
pasteurized  milk  in  the  diet  of 
children  is  recognized  by  the  medical 
profession.  We  believe  Frink’s  milk 
fills  every  requirement  of  the  dis- 
criminating physician. 


You  are  invited  to  visit  our  plant 
and  learn  more  of  our  testing  and 
inspection  methods.  The  sani- 
tary and  hygienic  precautions 
will  meet  with  your  approval. 


Carlson-Frink  Co. 

MAIN  0111  1230  13TH  ST. 
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COAL  or  GAS 
FURNACES 

REPAIRING 

INSTALLING 

CLEANING 

Friendly  service  always 
at  a price  you  are  glad 
to  pay. 


3"‘ 


W.  F.  HIND 

1130  LIPAN  ST..  DEN  VER  KEystone  2631 


HAGBERG’S 

Convalescent  Home 

Located  in  the  residential  section  of  the 
city,  adjacent  to  Cheesman  Park.  Special 
attention  to  diets — tray  service — nurses’ 
care. 

Reasonaable  Rates 

1212  Vine  Street  Denver,  Colorado 


JOSEPH  KATONA 

Nine  Years  Forman  at  Jonas  Bros. 

Artistic 
Taxidermist 

and  FURRIER 

First  Class  Work  at 
Moderate  Prices 

622  Santa  Fe  Drive 
Denver,  Colo. 

Mail  Orders  Personally  Attended  To 


“ €ngra\)m£(jo,  — 

Illustrators  Designers 
Photo  Retouchers^Engravers 
Tabor  6244 


22oo  Arapahoe  St. 
DENVER 


a valuable  document  to  establish  justice  in 
court. 

However,  the  hospital  chart  is  at  all  times 
held  confidential,  the  exclusive  property  of 
the  hospitals,  and  only  by  court  order  can  it 
be  legally  taken  from  its  place  in  the  record 
room. 

By  exerting  an  enormous  amount  of  per- 
sistence, courage,  good-nature,  and  most  of 
all  tactfulness,  the  record  librarian  is  en- 
abled to  conquer  these  problems  (all  of 
which  have  not  been  mentioned  here)  and 
is  allowed  to  keep  her  records  in  such  a man- 
ner that  they  are  truly  what  the  word  “rec- 
ord” means — authentic  evidence. 


PUBLIC  RELATIONS* 

HARVEY  T.  SETHMAN 

Executive  Secretary,  Colorado  State  Medical 
Society 
DENVER 

The  subject  of  Public  Relations,  even 
when  considered  solely  from  the  viewpoint 
of  hospital  management,  is  too  large  to  con- 
sider as  a whole,  even  in  outline,  in  a brief 
paper.  I shall  therefore  attempt  only  to 
consider  a few  points  that  the  writer  be- 
lieves are  too  frequently  overlooked,  a few 
points  of  especial  interest  under  present  con- 
ditions of  medical  practice  and  hospital  op- 
eration. They  relate  to  the  man  or  woman 
whom  I shall  call  the  “hospital  spokesman.” 

The  first  point  is  the  necessity  of  a public 
relations  program,  a goal.  It  is  not  enough 
for  the  hospital  to  maintain  friendly  rela- 
tions with  its  patients,  its  supporters,  and 
the  public  press.  This  is  essential,  of  course, 
but  if  it  is  considered  in  itself  the  final  goal 
of  a public  relations  program,  the  effort  will 
become  haphazard,  will  lack  coordination, 
and  likely  will  fail. 

The  goal  does  not  necessarily  have  to  be 
Utopian;  the  hospital  does  not  need  to 
“hitch  its  wagon”  to  a distant  star.  The 
goal  this  year,  or  for  the  next  two  or  three 
years,  may  be  that  of  persuading  the  patrons 
to  increase  the  endowment  to  some  given 
figure.  It  may  be  that  of  attaining  a stand- 


*Read  before  the  Colorado  Hospital  Association 
Annual  Meeting,  Colorado  Springs,  Nov.  10-11, 

1932. 
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THE  ABC/ CLEANLINESS 

Have  Your  Clothes  Cleaned 
the  Sanitary , Scientific  Way 

Send  us  your  housecleaning  worries.  Spring  is  here!  We  will  gladly 
send  an  expert  to  hang  your  curtains,  draperies  and  portieres  after  we 
have  cleaned  and  renewed  them  for  you. 

We  also  clean  and  moth-proof  upholstered  furniture,  davenports,  chairs, 
baby  buggies,  rugs,  carpets. 

A.  B.  C. 

CLEANERS  and  DYERS 

W.  A.  C'uli>ei>i>er,  Sole  Owner 

1219  E.  COLFAX,  AT  MARION 

Phones  YOrk  5600-YOrk  1886 




WALGREEN  COMPANY 

The  Doctors’  Druggists 

METROPOLITAN  BLDG. 

KEystone  2301 

DENVER 


Our  outstanding  prescription  department,  our  complete  stock 
of  pharmaceuticals  approved  by  the  A.M.A.,  and  our  prompt 
messenger  service  are  the  best  evidence  of  our  desire  to  co- 
operate with  the  ethical  medical  profession.  Suggestions  from 
physicians  are  always  welcome. 

We  can  always  promptly  supply  you  with  any  medical  or 
pharmaceutical  product  advertised  in  Colorado  Medicine. 
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— Walgreen  Dependability  Always  Maintained — 
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ATTENTION! 

To  the  Shrewd  Investors  of  Denver 
I say: 

If  the  stock  market  turns  against 
you,  the  life  insurance  company 
won’t.  Have  you  seen  our  An- 
nual Statement? 

To  the  Movie  Fans  l say: 

“The  Woman  Pays”  is  also  the 
name  of  a play.  Somebody  pays 
for  every  loss.  Who  will  pay 
for  yours? 


GEORGE  W.  MATTSON 

“Buy  Life  Insurance  and  Make  Busi- 
ness Better,  Now  and  Later, 
for  Everybody!” 

201  Republic  Bldg.  Keystone  6495 


Nature 
Made  It! 


ORIGINAL 

MANITOU 

Sparkling 

Water 

IN  ACIDOSIS 
It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  1.  e.,  cal- 
cium and  magnesium  bl- 
carbonates  and  bicarbo- 
nate and  potassium  sul- 
phate. 


The 

Manitou  Mineral  Water  Co. 

Manitou,  Colorado 


ardization  certificate  from  the  American 
College  of  Surgeons.  It  may  be  the  acquire- 
ment of  funds  for  a nurses'  home.  It  may 
be  that  of  building  up  the  obstetrical  depart- 
ment through  persuading  expectant  mothers 
to  be  confined  in  a hospital  rather  than  at 
home.  In  any  case,  let  there  be  a goal,  and 
around  it  build  a public  relations  program. 

The  second  point  concerns  centralization 
of  public  relations  activities,  particularly  in 
regard  to  relations  with  the  press.  No  mat- 
ter how  large  or  how  small  the  hospital,  one 
person  and  one  person  only  should  be  in 
charge  of  press  relations,  should  give  any 
necessary  interviews  in  the  name  of  the  hos- 
pital, should  answer  all  inquiries  from  news- 
paper reporter  or  editors,  should  be  the 
“hospital  spokesman.” 

Popular  belief  to  the  contrary  notwith- 
standing, every  newspaper  worthy  of  the 
name  is  constantly  striving  for  accuracy  in 
its  reports  of  news.  Its  frequent  errors  are 
principally  chargeable  to  three  factors:  (1) 
inaccuracy  on  the  part  of  the  source  of  in- 
formation, (2)  misinterpretation  (usually  un- 
intentional) because  of  the  newspapers' 
need  for  condensation  into  few  words,  and 
(3)  mistakes  made  as  the  result  of  the  tre- 
mendous speed  and  hurry — hurry  which 
pushes  every  worker  on  a daily  newspaper 
to  the  limit. 

Centralization  as  suggested,  taking  for 
granted  that  the  hospital  spokesman  makes 
sure  of  his  information  before  giving  it  out, 
will  eliminate  the  first  factor. 

The  second  factor  can  be  at  least  lessened 
in  importance  if  the  hospital  spokesman 
makes  it  a point  to  study  his  information 
from  the  lay  viewpoint,  to  ferret  out  the 
points  that,  when  the  newspaper  tries  to 
convey  those  points  into  non-technical  lan- 
guage that  will  be  understood  by  the  news- 
paperman who  never  heard  of  an  autoclave 
and  who  may  think  that  pediatrics  means  a 
disease  of  the  feet. 

The  third  factor  is  largely  out  of  our  con- 
trol, largely  out  of  the  newspaper's  control, 
but  if  we  recognize  the  fact  that  there  is  such 
a problem,  using  added  care  in  emphasizing 
points  that  the  hurried  reporter  might  other- 
wise misunderstand,  it  will  help.  It  will  also 
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Physicians  Who  Know,  Recommend 

POLAR  BEAR  ICE  CREAM 


Because  of  Its  Outstanding  Purity 


Mee  Bros, 
Proprietors 


PHONE 
YOrk  1313 


HOSPITAL 

SUPERINTENDENT  KILLED 

Theodore  Young,  superintendent  and 
manager  of  the  Greeley  Hospital,  Greeley, 

Colorado,  was  fatally  injured  in  an  auto- 
mobile accident  October  29th,  when  the 
car  in  which  he  was  riding  left  the  pave- 
ment and  crashed  into  a tree. 

Mr.  Young  was  insured  under  a policy 
issued  at  the  F.  E.  Fields  Agency,  in 
February  of  1932.  Proof  of  his  death 
was  submitted  to  the  company  on  No- 
vember 19th  and  a check  for  $5,000  was 
immediately  mailed  to  the  beneficiary. 

Insurance  companies  cannot  relieve  sorrow,  but  they  do  much,  by  checks  promptly 
forwarded  to  pay  death  claims,  to  relieve  the  financial  embarrassments  of  the  family 
which  follow  the  events  which  cause  sorrow. 

During  1931  this  company  sent  more  than  FIVE  MILLION  DOLLARS  into  the 
homes  of  its  policyholders  to  meet  the  losses  occasioned  by  disability  and  death,  $95,- 
117.24  of  which  was  sent  to  homes  in  Colorado. 

All  our  policies  are  non-cancellable.  We  write  first  day  coverage  or  with  an  elim- 
ination of  5,  10,  30,  60  or  90  days  as  desired. 

We  write  any  form  of  life  insurance  desired. 

219  Patterson  Bldg.,  F • F.  StcltC  Phone  KEystone  5813 

Denver,  Colo. 
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Would  You  Pay  $50.00  per 
Month  for  Approximately 
11  Years  in  Order  to  Re- 
ceive $50.00  per  Month  the 
Rest  of  Your  Life  and  Still 
Have  $10,000.00  Payable  to 
Your  Estate? 

Empire  Savings  have  a plan  that 
will  do  this.  It  can  be  adjusted 
to  any  amount.  Let  our  represent- 
ative help  you  select  the  plan 
you  want. 


EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A permanent  guarantee  capital  ass’n 
Under  State  Supervision 


Solving  an  old,  old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDS0R-MEAD0W  GOLD 

MAin  5131 


help  if  the  person  preparing  material  for 
publication  places  his  material  in  the  news- 
paper’s hands  amply  before  press  time.  For 
example,  it  is  well  to  remember  that  except 
in  the  case  of  important  news  occurring  sud- 
denly, the  time  to  give  material  to  the  after- 
noon paper  is  the  previous  afternoon;  the 
time  to  give  information  to  the  morning 
newspaper  is  in  the  previous  morning. 

It  is  not  my  purpose,  in  making  these  sug- 
gestions, to  indicate  that  any  hospital  should 
leap  into  a program  of  publicity.  Publicity, 
or  its  avoidance,  involves  hospital  ethics  and 
depends  on  just  what  the  public  relations 
program  may  consist  of  at  any  given  time. 
I am  speaking  of  the  “how”  of  publicity,  not 
the  “when.”  However,  I might  point  out 
that  the  hospital  which  adopts  a friendly 
and  cooperative  attitude  toward  the  press — 
so  far  as  is  within  the  bounds  of  professional 
etiquette — will  serve  the  public  better  and 
thus  further  its  own  ends. 

The  third  point  is  coordination,  to  be 
brought  about  through  cooperation  between 
the  doctor,  the  nurse,  and  the  hospital. 
Every  hospital  executive  realizes  that  his 
program  of  public  relations  cannot  succeed 
if  it  is  at  cross-purposes  with  the  policies  of 
the  medical  society  or  the  nurses’  associa- 
tion. Though  this  is  well  understood,  it 
may  not  be  amiss  to  re-emphasize  it.  The 
doctor,  the  hospital,  and  the  nurse  are  so 
interdependent  that  no  one  of  them  can  fail 
in  an  important  project  without  injuring  the 
other  two.  Thus  comes  the  suggestion  that 
the  hospital  spokesman  have  as  constant 
advisers  one  representative  of  his  medical 
staff  and  one  of  his  nursing  staff.  It  might 
be  well  to  picture  this  arrangement  as  a 
committee  of  three,  bearing  in  mind  always 
that  information  for  the  general  public 
should  issue  from  only  one  person. 

A final  point,  and  the  most  important,  is 
that  of  the  lay  viewpoint,  the  viewpoint  of 
him  who  is  layman  alike  to  doctor,  nurse, 
druggist  and  hospital  executive.  It  is  al- 
ways difficult,  and  sometimes  impossible, 
for  anyone  in  our  group  to  see  our  problems 
with  this  layman’s  eyes.  Yet  there  must  be 
a constant  striving  toward  this  end.  The 
(Continued  on  Page  Twenty-Six) 
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Let  Us  Run 

NEW  LOW  RATES 

Your  Errands 

TAbor  5345-5346 

We  deliver  packages,  candy,  flowers  and 

messages  to  all  parts  of  the  City 

WESTERN  MESSENGER  SERVICE 

424  18th  ST. 

DENVER 

® cTHATCHETT 

1064  GAYLORD  ST.  YOrk  5444 

A refined,  exclusive  home  for  old  people,  convalescents  and 
mental  cases.  Competent  nurses  day  and  night.  Beautiful 
rooms,  well  ventilated  and  comfortable.  Reasonable  rates 
in  accordance  with  service  and  care. 

NOT  AN  INSTITUTION  MRS.  CAROLINE  M.  MATCHETT 
Established  Over  30  Years  Formerly  Mrs.  Caroline  Gregerson 

E ...i0 


SAINT  LUKES  HOSPITAL 

Under  the  Supervision  of  the  Protestant  Episcopal  Church 

MEDICAL,  SURGICAL,  OBSTETRICAL 
ORTHOPEDIC  and  PEDIATRIC  SERVICES 

225  Beds — 32  Bassinets 

Fully  Equipped  for  Scientific  Diagnosis  and  Treatment 
Roentgenologist  and  Pathologist  Constantly  Available  for  Consultation 

Established  1881  Pearl  St.  at  Nineteenth 

Denver 
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Colorado  Medicine 


DIAMONDS 

WATCHES 

JEWELRY 

A complete  assortment  of  quality 
merchandise  at  very  moderate  prices. 

Phone  your  requirements  and  we  will 
gladly  send  anything  from  our  stock 
to  your  office  for  your  examination. 


Jog.  6oalstone 

W.  E.  LeFaivre,  Jr.,  Manager 

JEWELER 

Formerly  Charles  J.  Doersam  Jewelry  Co. 

TAbor  3782  405  16th  St.  Denver 


Trademark  Trademark 

Registered  IBTB  Registered 

Binder  and  Abdominal  Supporter 


Gives  perfect  up- 
lift. Is  worn  with 
comfort  and  satis- 
faction. Made  of 
Cotton,  Linen  or 
Silk.  Washable  as 
underwear.  Three 
distinct  types, 
many  variations 
of  each. 


The  Picture  Shows  “Type  N” 
Storm  belts  adaptable  to  all  conditions, 
Ptosis,  Hernia,  Pregnancy,  Obesity,  Sacro- 
iliac Relaxations,  High  and  Low  opera- 
tions, etc. 

Ask  for  Literature 

Katherine  L.  Storm,  M.D. 

Originator,  Owner  and  Maker 
1701  Diamond  St.  Philadelphia 


PUBLIC  RELATIONS 

(Continued  from  Page  Twenty) 
hospital  spokesman  must  think  of  this  prob- 
lem all  the  time.  He  must  seek  out  the  lay 
opinions  like  a detective,  asking  frank  ques- 
tions of  the  most  critical  as  well  as  the  most 
friendly. 

One  illustration  of  this  idea  may  be  of 
value,  to  show  why  the  campaigns  of  the 
American  Medical  Association  and  the  pub- 
lic policy  committees  of  state  medical  socie- 
ties against  further  expansion  of  free  medi- 
cal and  hospital  service  to  war  veterans  are 
now  being  conducted  on  an  entirely  differ- 
ent tack  than  were  those  of  a year  ago. 

We  are  laymen  to  the  legal  profession. 
We  occasionally  read  or  hear  that  the  law- 
yers are  raising  a great  cry  against  the 
banks,  complaining  that  the  banks  have 
ruined  legal  practice  by  taking  over  the 
writing  of  wills,  the  handling  of  trusts  and 
estates,  by  dipping  into  the  practice  of  law 
in  many  other  ways.  They  call  it  unfair. 
We  feel  mildly  sorry  for  some  of  our  at- 
torney friends,  but  that  is  as  far  as  we  go. 
That,  we  feel,  is  the  lawyer’s  lookout. 

We  ourselves  make  a great  hue  and  cry 
against  the  government  hospitals,  against 
varied  forms  of  “state  medicine.’’  We  com- 
plain that  such  is  ruining  the  practice  of 
medicine  and  the  maintenance  of  hospitals. 
We  call  it  unfair.  Our  attorney  friends — 
and  the  general  public — feel  mildly  sorry  for 
us,  but  that  is  as  far  as  they  go.  This,  they 
feel,  is  our  lookout. 

Here  is  the  need  of  the  lay  viewpoint. 
The  layman  cannot  get  himself  worked  up 
over  our  plight,  over  the  fact  that  medical 
incomes  are  cut  in  half  or  that  hospitals  are 
running  at  a loss.  He  can  get  himself  worked 
up  only  about  his  own  pocketbook.  If  the 
layman,  John  Jones,  can  be  taught  that  he  is 
paying  part  of  John  Smith’s  bill  every  time 
Smith  goes  to  a government  hospital,  in 
spite  of  the  fact  that  Smith  may  be  a 
wealthy  tax-dodger  and  Jones  a poor  tax- 
payer, you  will  soon  find  Jones  on  top  of  the 
nearest  soap-box  fighting  the  battles  of  the 
hospital  and  medical  professions  for  us. 

That  is  exactly  the  program  which  na- 
tional medical  leaders  are  now  following. 
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DOCTOR: 


PHOTOGRAPHIC  ART 

IS  THE  IDEAL  CHRISTMAS  GIFT 


It  is  personal — 
individual — 
sincere. 


The  cost  is  in  keeping  with  the  times.  The  work  is  what  you  would  expect  from  the  fore- 
most studio  of  the  Rocky  Mountain  section. 


MAin  5710  G.  ALLEN  LAINSCN  STUDIOS  DENVER 

BROWN  PALACE  HOTEL 


POSTGRADUATE  COURSE 


LABORATORY  COURSE 


For  Graudates  in  Medicine  For  Nurses  and  Graduates  of  High  School 

Eye,  Ear,  Nose  and  Throat  Classes  Limited  to  Six 

A House  Doctor  Is  Appointed  X-ray,  Basal  Metabolism,  Electrocardiography 

July  1st  and  January  1st  and  Physical  Therapy 

150  clinical  patients  daily  provide  material  for  classes.  Positions  with  attractive  salaries  in 
hospitals  and  with  group  doctors  await  qualified  Technicians. 

For  particulars  regarding  either  course  write 

CHICAGO  BYE,  EAR,  NOSE  AND  THROAT  HOSPITAL,  331  W.  Washington  St.,  Chicago,  Illinois 


TAbor  2838 


Your  Time  Is  Valuable 


Let  us  run  your  errands — Every  call  a special. 
Our  rates  will  please  you. 


MESSENGER  SERVICE,  Inc. 

Harvey  Pugh,  Prop.  619  19th  St. 


INVALIDS 
ELDERLY  PEOPLE 

Desirable  Environment 


Meeker  Sterne 

# # # 

A Home  and  School  for 
Sub-Normal  Children 
and  Cripples 

# # # 

Care  and  instruction  exchanged  for 
groceries,  dry  goods  or  coal. 


REAL  HOME  CARE 


GRAY  and  PALMER 

147  W.  Irvington  SPruce  5758 


LYDIA  G.  MEEKER,  Director 
5187  Lowell  Blvd.  GAllup  4849 

Denver 
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Colorado  Medicine 


TREMONT 

DRUG  COMPANY 

George  W.  Card,  Prop. 

Corner  Seventeenth  and  Tremont 
Opposite  Brown  Palace  Hotel 


OPEN  ALL  NIGHT 

Phone  KEystone  4770 
Night  and  Day  Delivery  Service 

Prescriptions 
Pharmaceuticals 
Proprietary  Articles 

DENVER’S  ONLY  ALL  NIGHT 
DRUG  STORE 

We  Never  Close 

Donald  Elliott,  Night  Pharmacist 


AT  LAST! 

A Quiet,  Dependable  Flush 
Valve  for  Homes. 


No  leaks,  odor 
eliminating 
water  saving,  eas- 
ily installed,  low 
cost.  Guaranteed 
for  five  years. 

Now  is  the  time  to 
replace  that 
troublesome  flush- 
ing box  with  a 
flushing  apparatus 
of  the  future. 

Ideal  for  high  tank 
i n s t allation,  no 
need  to  change 
bowl  and  seat. 
Estimates  given 
free.  Exception- 
ally low  prices  for 
orders  placed  in 
February  and 
March. 


The  White  Flushing  Valve 
Mfg.  Go. 

4023-4027  Walnut  St. 

KEystone  0946  Denver,  Colo. 


They  are  trying  to  educate  the  lay  public  in 
these  matters  of  medical  economics  from  the 
taxpayer  s viewpoint.  The  taxpayer  can  see 
the  whole  problem  clearly  in  five  minutes 
when  thus  explained,  while  per-bed  per- 
diem  cot  charts  and  U.  S.  Treasury  figures 
running  into  billions  are  to  him  just  so  many 
meaningless  marks  on  a piece  of  paper. 

In  conclusion,  then,  I will  mention  again 
these  four  points: 

1.  Choose  a goal,  be  it  near  or  distant, 
and  build  a public  relations  program  toward 
this  goal. 

2.  Centralize  all  public  relations  activi- 
ties, especially  contacts  with  the  press,  in 
one  person,  the  hospital  spokesman. 

3.  Give  the  hospital  spokesman  a com- 
petent advisor  each  from  the  medical  and 
nursing  professions. 

4.  Study  the  layman’s  viewpoint  and  en- 
deavor to  present  all  public  information  in 
his  viewpoint,  in  his  language. 


Scope  of  Social  Work  Constantly  Widens 

International  Association  Launched:  An 
international  association  of  social  workers  to 
be  known  as  the  International  Permanent 
Secretariat  of  Social  Workers  was  organ- 
ized at  the  time  of  the  international  confer- 
ence of  social  work  last  summer.  A meeting 
called  by  the  German  Association  of  Social 
workers  for  this  purpose  was  attended  by 
delegates  representing  eight  countries.  The 
following  aims  were  agreed  upon: 

Exchange  of  experience  concerning  all 
fields  of  welfare  work. 

Giving  information  regarding  social  work 
in  the  different  countries. 

Exchange  of  periodicals  or  other  publica- 
tions of  national  organizations  of  social 
workers. 

Assistance  to  social  workers  visiting  for- 
eign countries. 

Exchange  of  information  on  working  con- 
ditions of  social  workers. 

Action  on  the  proposal  that  the  American 
Association  of  Social  Workers  become  a 
member  of  the  International  Secretariat  will 
be  taken  by  the  Executive  Committee  of  the 
Association. 
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Manufacturing  in  quantity  orders  pharma- 
ceutical products  for  the  physician  only. 

i 

Tablets  and  pills  at  especially  moderate 
prices,  yet  sufficient  to  insure  correct  quality 
and  quantity  of  ingredients. 


2752  Champa  St.  Denver  KEystone  9305 


THE  SOLUTION  OF  A CENTURY  OLD  PROBLEM 


The  Prevention  anti  Cure  of  Riekets 


through 

IRRADIATED  MILK 


EDITORIAL:  ' 

Jour.  Amer.  Med.  Assoc.,  Nov.  26,  1932 
“Milk  is  of  particular  interest  because 
of  its  unrivaled  content  of  calcium  and 
phosphorus — the  adjuvants  of  a proper- 
ly planned  antirachitic  regimen.  It  is 
gratifying  to  learn  through  the  recent 
communication  of  A.  F.  Hess  and  his 


Irradiated  Milk” 

coworkers  that  fluid  milk  can  now  be 
successfully  activated  at  almost  insig- 
nificant cost,  that  it  retains  its  anti- 
rachitic potency  after  drying,  and  that 
both  the  fluid  and  the  dry  products 
have  been  extensively  tested  on  children 
with  satisfactory  outcome.” 


Dry co  is  the  Only  Irradiated  Dry  Milk  Product! 

The  same  Dryeo  which  has  been  successfully  prescribed  over 
a period  of  16  years  plus  an  increased  vitamin  I>  factor. 


PRESCRIBE 


DRYCO 


Made  from  superior  quality  milk  from  which  part  of  the 
butterfat  has  been  removed,  irradiated  by  the  ultraviolet 
ray,  under  license  by  the  Wisconsin  Alumni  Research 
Foundation,  (U.  S.  Patent  No.  1,680,818)  and  then  dried 
by  the  "Just"  Roller  Process. 

All  Dryeo  in  the  Hands  of  Druggists  is 
Irradiated 


THE  DRY  MILK  COMPANY,  Inc. 
Dept.  C,  205  East  42nd  Street, 
New  York,  N.  Y. 

iiiiiiiiMiiimiiiiiiiiiiiiiiiiiiii  QQUpQJ^  

| THE  DRY  MILK  CO.,  INC.,  Dept.  C, 

| 205  East  42nd  St.,  New  York,  N.  Y. 

| Please  send  special  literature:  Dryeo — The 
f Irradiated  Milk;  Irradiated  Milk  in  the 
| Treatment  of  Rickets;  Milk  Irradiated  by  the 
I Carbon  Arc  Lamp  (Abs.);  The  Prevention 
I and  Cure  of  Rickets  Through  Irradiated 
I Milk — A Public  Health  Measure. 
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Colorado  Medicine 


Seven  years’  use 

has  demonstrated  the 
value  of 

The  Surgical  Solution 

MERCUROCHROME,  H.  W.  & D. 

in 

PREOPERATIVE  SKIN  DISINFECTION 

This  preparation  contains  2%  Mer- 
curochrome  in  aqueous-alcohol-ace- 
tone solution  and  has  the  advantages 
that : 

Application  is  not  painful. 

It  dries  quickly. 

The  color  is  due  to  Mercurochrome 
and  shows  how  thoroughly  this  anti- 
septic agent  has  been  applied. 

Stock  solutions  do  not  deteriorate. 

Now  available  in  4,  8 and  16  oz.  bottles 
and  in  special  bulk  package  for  hospitals. 

Literature  on  request 

HYNSON,  WESTCOTT  & DUNNING,  INC 

BALTIMORE,  MARYLAND 


Planning  for  the  Transient:  Miss  Grace 
Abbott  of  the  Children’s  bureau  recommends 
a positive  program  to  care  for  the  transient, 
adult  as  well  as  juvenile,  to  prevent  further 
“passing  on”  and  its  demoralizing  effect  on 
the  individual.  This  program  would  include 
federal  assistance  to  enable  local  communi- 
ties to  care  for  an  excess  number  of  tran- 
sients upon  presentation  of  a logical  program 
by  the  local  community  and  adequate  proof 
that  the  local  community  had  already  con- 
tributed its  own  share  of  funds. 

Higher  standards  and  better  training  for 
the  social  worker:  Helen  I.  Clarke  of  the 
Department  of  Sociology,  University  of 
Wisconsin,  urges  private  agencies  and  re- 
cognized leaders  to  aid  in  the  promotion  of 
professional  standards  in  the  following  man- 
ner: 

Share  their  staffs  with  public  departments, 
especially  in  the  executive  and  supervisory 
positions. 

Urge  some  of  these  trained  workers  to 
stay  on  in  the  public  departments  after  the 
acute  crisis  is  over  in  order  to  develop  a 
permanent  organization  with  growing  stand- 
ards of  work. 

Promote  local  classes  conducted  by 
trained  social  workers  for  the  emergency 
workers. 

Cooperate  in  every  way  possible  with 
both  the  trained  and  untrained  members  of 
the  staffs  in  the  public  agencies  so  that 
standards  can  be  influenced. 

Through  various  publicity  devices  explain 
to  the  community  that  public  departments 
should  carry  on,  of  course  with  reduced 
staffs,  after  the  emergency,  and  that  the 
workers  who  are  retained  on  the  staff  should 
be  those  with  the  best  professional  equip- 
ment. 

Expect  the  schools  of  social  work  to  adapt 
their  training  to  the  immediate  needs  of  an 
economic  crisis,  but  also  to  preserve  the 
contributions  of  those  social  workers  who 
have  struggled  to  make  social  work  a profes- 
sion and  not  a job  or  a leisure  time  activity. 

Western  Reserve  University  reports  that 
a public  agency,  Cuyahoga  County  Board 
of  Child  Welfare,  is  among  the  agencies  par- 
ticipating in  a cooperative  training  course. 
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Had  Your  Photograph  Taken  Lately? 

OR  ARE  YOU  “LENS  SHY”? 

and  yet  you  know  your  friends  want  your  photograph! 

You’ll  feel  comfortable  in  our  studio  and  be  inter- 
ested in  our  way  of  doing  things — We’ll  chase 
away  that  lens  shyness. 


X(vonne  fldlandet  tftudic 

1452  TREMONT  ST. 

DENVER,  COLORADO 


Open  all  day  Saturday  and  on  Sunday  from  11:00  to  3:00 
CALL  KEystone  6307  FOR  APPOINTMENT 


Attention  of  Every  Doctor 

Is  Invited  to  the 

CENTRAL  COMMERCIAL  BUSINESS  SCHOOL 

Denver,  Colorado  1450  Tremont  TAbor  1081 

1.  We  are  now  prepared  to  supply  temporary  or  permanent  Secretaries 

who  are  trained  in  the  art  of  carefully  handling  your  patients. 

2.  Every  assistant  is  selected  with  the  view  of  doing  the  work  in  the 

Doctor’s  office. 

3.  Each  Secretary  is  especially  schooled  in  the  collection  of  accounts — 

they  are  able  to  satisfactorily  take  over  your  collections.  This  arrange- 
ment is  very  gratifying,  inasmuch  as  they  are  trained  to  retain  the 
friendship  of  your  patients,  and  at  the  same  time  get  the  money  when- 
ever possible. 

We  invite  enrollment  of  students  from  the  Doctor’s  family,  and  those  recommended 
by  him.  Character  references  required. 

We  are  pleased  to  take  a local  student  and  give  them  training  for  your  particular 
work.  Write  for  particulars. 

MRS.  MARION  LENCE,  President. 
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Colorado  Medicine 


MAin  7318  Rosella  Wiley 

We 

THERAPEUTIC 
BATH  INSTITUTE 


We  Cooperate  with  the  Medical 
Profession 


621  19th  ST.  DENVER 


WAYNE  OIL  BURNERS 

HEALTHFUL  — Automatic 
Economical  Oil  Heat 
With  SAFETY 

Provides  “New  Freedom”  From 
Furnace  Worries 

^ 

Refrigerating  & Oil  Heating 
Service 

Distributors 

251  Broadway  SPruce  3610 


Students  spend  a part  of  their  time  in  class 
at  the  university  and  a minimum  of  three 
full  days  a week  in  the  field  under  the  in- 
struction and  supervision  of  members  of 
the  staff  of  the  agency  who  have  been  des- 
ignated to  carry  this  responsibility.  Candi- 
dates for  admission  to  the  cooperative  course 
must  be  college  graduates  who  have  majored 
in  the  social  sciences  and  who  appear  to  be 
qualified  academically  and  personally  for 
professional  education  in  social  work.  At 
the  end  of  one  year,  students  may  qualify 
for  a promotional  examination  and  if  suc- 
cessful, will  be  admitted  to  full  staff  mem- 
bership.— From  ‘‘The  Compass,”  October. 
1932. 


Annual  Report  of  Public  Health  Service 

The  general  health  of  the  people  of  the 
United  States  has  been  maintained  at  a very 
high  level  during  the  last  two  and  one-half 
years  of  unfavorable  economic  conditions, 
according  to  the  sixty-first  annual  report  of 
the  U.  S.  Public  Health  Service,  for  the  fiscal 
year  ended  June  30,  1932.  The  report  covers 
the  one  hundred  and  thirty-fourth  year  of 
the  service.  A new  low  death  rate  for  tu- 
berculosis was  established  for  the  United 
States  in  1931,  reports  from  forty-five  states 
giving  an  aggregate  rate  of  66.3  per  hundred 
thousand  of  population  as  compared  with 
68.8  in  1930,  which  was  the  lowest  rate  re- 
corded up  to  that  year.  For  smallpox,  the 
rate  (24.4  cases  per  hundred  thousand)  re- 
corded by  the  public  health  service  was  the 
lowest  since  1916.  A serious  epidemic  of 
poliomyelitis  caused  the  highest  rate  for  this 
disease  since  1916,  the  aggregate  case  rate 
for  forty-two  states  in  1931  being  15  cases 
per  hundred  thousand.  The  diphtheria 
death  rate  in  1931  was  5 per  hundred  thous- 
and, the  second  lowest  ever  recorded;  the 
lowest  rate  was  reached  in  1930,  when  it 
was  4.9  per  hundred  thousand.  For  the 
calendar  year  1931,  the  death  rate  for 
typhoid  was  4.6  per  hundred  thousand. 
Thirty-seven  states  and  the  District  of 
Columbia  reported  a total  of  675  cases  of 
tularemia;  1,578  cases  of  undulant  fever 
were  reported  from  forty-five  states  and 
the  District  of  Columbia,  and  the  eastern 
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PAINTING  and  PAPERHANGING 

Interior  Decorating,  Interior  and  Exterior  Painting,  Varnish- 
ing of  all  kinds,  Paper  Cleaning  and  Wall  Washing — Wall 
Paper  removed  by  the  latest  steam  process.  Electric  system 
of  Floor  Cleaning,  Scrubbing,  Waxing,  Polishing.  Spray 
Painting. 

GEO.  C.  BERGMAN  DECORATING  CO. 

1953  Pennsylvania  Street  TAbor  2*909 


TAbor  1830 

1534  COURT  PL. 

STURGEON  ELECTRIC  CO. 

D.  D.  (DAVE)  STURGEON 

SILEX 

The  Coffee  Maker  Supreme 

REPAIRING  APPLIANCES 

LAMPS 

W.T.  ROCHE 

Ambulance  Service  Co. 


The  organization  which  gave  Denver  and 
vicinity  its  first  real  ambulance  service. 

For  eleven  years  we  have  maintained  serv- 
ice and  confidence  of  our  patrons. 

We  will  continue  to  do  our  utmost  to  earn 
your  approval  and  patronage. 


YOrk  0900  YOrk  0901 


18th  at  Gilpin 


SANITARY  SPECIALTIES  COMPANY 

2819-21  Larimer  St.  Manufacturers  and  Jobbers  DENVER,  COLORADO 

OBSTETRIC  NAPKINS 
CRESOLIS  COMPOSITUS 
DEODORANTS 
FLOOR  WAXES 

HOSPITAL  SOAP  EQUIPMENT 

“ Everything  for  the  Sanitation  and  Maintenance  of  Hospitals  and  Institutions" 


NEUTRAL  CLEANING  SOAPS 
INFANT’S  LIQUID  SOAP 
LIQUID  TOILET  SOAPS' 
GREEN  SOAP  U.  S.  P. 


MENTION  COLORADO  MEDICINE 


Thirty-Four 


Colorado  Medicine 


THE  BARBER 

Who  Makes  Your  Patient  Smile 

I will  go  to  the  home  or  the  hospital 
promptly.  Accommodating  your  invalid 
or  bed  ridden  patient.  Prices  very  rea- 
sonable. Complete  service. 

I . C.  L.  SCliHID 

SANITARY  BARBER  SHOP 
1205  E.  13th  AYE.  YOrk  2307-W 


24-HOUR  SERVICE 

AMBULANCE  and 

PULMOTOR  SERVICE 

DAY  AND  NIGHT  PHONE 

Main  830 

John  E.  Wylie,  Mgr. 

112  Exchange  Place,  Colo.  Springs,  Colo. 
Packard  Invalid  Sedan 
Regular  Equipped  Ambulance 


The  DOCTOR’S  CAR 

Is  Given  Special  Attention 

SHIRLEY  GARAGE,  Inc. 

1637  Lincoln  St.,  Denver  TAbor  5911 

DAY  STORAGE  $5  PER  MONTH 
Wash  Given  with  First  Month’s  Storage 

Close  to  All  Medical  Buildings 

Day  and  Night  Service 
Oiling  and  Greasing,  Tire  and  Battery 
Storage  and  Washing 


“Say  it  with  flowers” 

Park  Floral  Co. 


Phones  M.  1713-1714  1643  Broadway 


type  of  Rocky  Mountain  spotted  fever  was 
reported  from  fifteen  states  and  the  Dis- 
trict.— Journal  A.  M.  A. 


Dangers  to  Health  from  Food  Sold  on 
Streets 

With  the  multiplicity  of  ice-cream,  soft- 
drink  and  sandwich  vendors  crowding  street 
corners  and  lining  the  highways  in  unpre- 
cedented numbers,  all  unhygienic  food  and 
drink  dispensers,  whether  in  the  open  or 
behind  the  soda  fountain  counter,  are  a posi- 
tive and  active  menace  to  health.  The  chief 
danger  is  not  in  the  drink  or  food,  but  in 
the  personal  habits  of  the  one  who  sells  it 
for  immediate  consumption. 

This  warning  is  based  upon  the  typhoid- 
fever  situation.  When  a careless  typhoid 
carrier  handles  sandwiches,  ice-cream  cones, 
cracked  ice  for  drinking  glasses  and  the  like 
just  before  serving,  the  value  of  all  previ- 
ous sanitary  precautions  is  destroyed. 

Using  a drinking  straw  for  sanitary  rea- 
sons is  useless  if  the  clerk  who  passes  it 
with  soiled  fingers  is  a typhoid  carrier.  This 
appears  to  be  a typhoid  fever  year.  Cases 
are  coming  from  carriers.  A carrier  who  dis- 
penses food  and  drink  is  dangerous  to 
health. 

The  vendors  are  too  numerous  to  permit 
an  examination  of  each  by  the  health  au- 
thorities. People  must  exercise  reasonable 
precaution  on  their  own  initiative  if  they 
are  to  escape  danger. — Dr.  Andy  Hall,  Di- 
rector of  Public  Health,  State  of  Illinois. 
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Drunk  (entering  street  car)  : “Shay,  will  you 
put  me  off  thish  thing  when  we  get  where  I'm 
sposed  to  get  off?” 

Street  Car  Conductor:  “Yes,  sir,  you  get  off 
right  here!” 

Drunk:  “Gosh,  here  already;  how  time  dush 
fly!” 

* * * 

“A  man  usually  enters  a speakeasy  optimis- 
tically,” comments  a reformer,  “and  comes  out 
misty  optically.” 

* * * 

Doctor:  “Have  you  taken  every  precaution  to 
prevent  spread  of  contagion  in  the  family?” 

Rastus:  “Abs-lutely,  doctah;  we’ve  eben  bought 
a sanitary  cup  and  we  all  drink  from  it.” 
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Thirty-Five 


AURORA  SHEET  METAL  WORKS 

The  Recollection  of  Quality  Remains  Long  After  the  Price  Is  Forgotten 

WARM  AIR  SPECIALISTS 

Modern  Air  Conditioning  for  Homes  of  any  size , 
Your  present  Warm  Air  Plant  Modernized.  Gas , 
Coal  and  Oil  Furnaces , Air  Washers  and  Humidi- 
fiers for  Steam  and  Hot  Water  Plants.  Sheet  Metal 
Work  in  all  branches.  Repairing. 


Drop  us  a card  or  phone  for  inspec- 
tion and  survey  of  your  heating 
plant.  No  obligation  on  your  part. 


Phones 

Res.  YOrk  6677J 
Shop,  Aurora  92J 


GAS  HEAT 


For  uniform  temperature  and 
a valuable  aid  to 
robust  health 


Sig: — Take  Daily,  Fall  to  Spring 

This  prescription  can  be  filled  at 


Public  Service  Company  of  Colorado 
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Announcing  The  Introduction  of 

The  Stilphen 
Air  Conditioning  Unit 

Dependable — Simple — Economical 
Particularly  adapted  for  Hospitals — 
Institutions 

Write  for  circulars  illustrating  and 
describing  this  machine 

C.  A.  Stilphen  Engineering  and 
Manufacturing  Co. 

1129  Eighteenth  St.,  Denver,  Colo. 
KEysotne  0929 

Exhaust  Fans  for  Ventilation 


Fine  Uphol- 
stered Furniture 
Made  to  order 


Furniture  re- 
pairing of  all 
Kinds 


Jtenry  Meyer 
Upholsterer  and 
Furniture  Manufacturer 


DENVER 

538  East  17th  Ave.,  at  Pearl 
Phone  TAbor  4087 


St. 


SHIRTS  CUSTOM  MADE 
DCCTCCI! 

Do  you  always  feel  at  ease  in  your  shirt 
sleeves? 

Why  not  look  your  best  at  all  times  in 
shirts  made  to  your  measure  at 

BRAY  & COMPANY 

Prines  $2.50  and  Up 

MAin  2735  1752  CHAPMA 


L.  D.  DUTCHER 


Phone  2995-R 


DUTCHER  AMBULANCE  SERVICE 

BALLOON  EQUIPMENT 
INVALID  SEDANS 

315  West  4th  Street  Phone  390 

PUEBLO 


Charming  teacher : “Can  anyone  tell  me  the 
meaning  of  the  word  collision?  No  one  knows? 
Well,  it  is  when  two  things  come  together  unex- 
pectedly. Now,  can  anyone  give  me  an  example? 
All  right,  Johnny,  what  is  it?” 

Johnny:  “Twins.” 

* * * 

Mrs.  Gordon  came  into  the  house  in  a state 
of  great  alarm. 

“Tammas,  Tammas,  there’s  a cow  in  the  gar- 
den!” 

“Dinna  stand  there  wastin’  valuable  time,”  re- 
plied Tammas,  “get  back  and  milk  it  before  it 
gets  oot.” 

* * * 

Thoughtful  Friend:  “My  good  man,  you  had 
better  take  the  street  car  home.” 

Illuminated  One:  “Sh’  no  ushe.  Wife  wouldn’t 
let  me  hic-keep  it  in  the  houshe.” 

* * * 

Old  Lady : “Wasn’t  it  you  to  whom  I gave  the 
bottle  of  elderberry  wine  last  week?” 

Hobo:  “Yes’m.  I’ve  come  back  to  see  if  you’ll 
sell  me  a case.” 

* * * 

Cinema  Star  (introducing  latest  husband  to  her 
little  girl)  : “Now,  darling,  this  is  your  new 
daddy.” 

Darling:  “Oh,  will  you  put  something  in  my 
visitor’s  book,  please?” 

* * * 

A firm  of  ship  owners  wired  one  of  their  cap- 
tains : “Move  heaven  and  earth.  Get  here  on 
Friday.” 

Just  as  they  were  becoming  anxious,  they  got 
the  reply:  “Raised  hell  and  am  arriving  Thurs- 
day.” 

* * * 

A teacher  was  testing  the  knowledge  of  her 
pupils.  Slapping  a silver  dollar  on  her  desk, 
she  asked  sharply ; “What  is  that?” 

The  reply  came  promptly  from  little  Willie, 
“Tails." 

* * * 

Waiter : “There’s  most  everything  on  the 
menu  today,  sir.” 

Crabby  Patron:  “So  I see.  Bring  me  a clean 
one  so  that  I can  read  it.” 

* * • 

Son : “Dad,  I've  decided  to  settle  down  and  go 
into  the  chicken  business. 

Dad:  “Better  try  owls.  You’re  more  familiar 
with  their  hours.” 

* * * 

Movie  Attendant:  “Sorry,  lady,  you're  not  al- 
lowed to  take  your  dog  inside.” 

Patron  (haughtily):  “How  absurd!  What  harm 
can  the  pictures  do  to  little  Nero?” 

* * * 

The  bus  drew  to  a stop  and  fourteen  noisy 
children  piled  on  board,  followed  by  a large,  red- 
faced, perspiring  woman. 

“Er-are  all  these  your  children,  Madam?” 
asked  the  driver,  “ — or  is  this  a picnic?” 

“They’re  all  mine,”  puffed  the  woman,  “and 
let  me  tell  you,  young  man,  it’s  no  picnic.” 

* * * 

“What  became  of  that  portable  garage  of 
yours?” 

“I  tied  the  dog  to  it  the  other  day  and  a cat 
came  along.” 

* * * 

Friend : “For  a defeated  candidate,  it  seems  to 
me  you  are  looking  mighty  well  pleased.” 

Politician : “I  have  just  been  reading  over  my 
list  of  election  promises.” 
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EDITORIAL  NOTES  AND  COMMENT 


Enemies  of 
Society 

AN  ADDRESS  was  read  at  the  annual 
meeting  of  the  New  York  Academy  of 
Medicine,  last  November,  by  Professor  Wal- 
ter B.  Cannon  of  Harvard  Medical  School. 
The  paper  has  been  published  in  the  Scien- 
tific Monthly  for  February.  A scholarly 
treatise  upon  medical  progress,  the  en- 
croachments and  inhibitions  which  would  be 
placed  thereon  by  pseudo-scientists  and 
prejudiced  reformists,  it  should  be  broadly 
read  by  intelligent  laymen. 

Dr.  Cannon  interprets  the  history  of  our 
race  in  terms  of  a gradually  expanding  free- 
dom— freedom  from  slavery  and  tyranny, 
liberty  of  speech,  freedom  from  the  limita- 
tions of  the  elements,  time,  space,  and  com- 
munication. Our  profession  is  justified  in  a 
pride  with  the  role  it  has  played  in  this 
process.  The  author  reviews  at  length  the 
thraldom  of  plagues  and  pestilences  through- 
out history,  depicting  the  scourges  which 
took  millions  of  lives  in  great  epidemics.  He 
describes  our  victories  over  the  Black  Death, 
diphtheria,  yellow  fever,  typhoid,  hydro- 
phobia, diabetes,  pernicious  anemia,  small- 
pox, and  the  mitigation  of  meningitis,  tu- 
berculosis, puerperal  and  surgical  sepsis. 

As  uncertainties  have  been  removed  and 
through  knowledge  we  control  the  enemies 
of  mankind,  society  owes  medical  investi- 
gators an  incalculable  debt  for  relief  from 
pain,  terrible  disease,  and  early  death.  With 
this  understanding,  one  comprehends  the 
reason  for  medical  education  superseding  all 
other  professions  in  length  of  training.  What, 


then,  of  the  scorners  of  the  need  of  such  dis- 
cipline and  who  pose  as  experts  in  the  cure 
of  disease?  Dr.  Cannon  brands  them  as 
‘enemies  of  society,  these  faith  healers  who 
deny  the  existence  of  disease,  the  -paths 
and  the  -praetors.  They  have  never  been 
credited  with  any  discoveries  which  have 
brought  benefit  to  humanity. 

The  high  standards  of  medical  education 
and  practice  undoubtedly  account  for  many 
seeking  admission  through  the  back  door  to 
the  realm  of  healing  art.  One  reason  for 
their  patronage  is  the  overgrowth  of  special- 
ism in  medicine  and  the  attendant  transfer 
of  patients  from  one  office  to  another. 
Another  reason  is  the  inappreciation  by  phy- 
sicians of  the  psychic  element  in  illness.  The 
charlatans  are  trained  to  sell  their  wares,  ap- 
pealing chiefly  to  this  element.  An  enlight- 
ened society  would  not  tolerate  exploitation 
of  its  innocent  members  in  need  of  profes- 
sional service. 

Another  group  of  enemies  are  the  anti- 
vaccinationists. They  ignore  the  fact  that 
in  the  eighteenth  century  80  to  90  per  cent 
of  the  people  were  marked  as  survivors  of 
smallpox,  and  the  majority  of  victims  were 
under  ten  years  of  age.  They  overlook  the 
records  which  prove  that  two-thirds  of  the 
inmates  of  asylums  for  indigent  blind  had 
lost  their  sight  through  smallpox.  Other  dis- 
regarded facts  are  such  as  these:  smallpox 
mortality  in  well-vaccinated  countries  is  1 
per  1 ,000,000  population  per  year  as  com- 
pared with  20  to  176  times  that  many  in 
those  countries  where  vaccination  is  less  en- 
forced. 


120 


Colorado  Medicine 


The  antivivisectionists  constitute  another 
group  of  public  enemies.  They  comprise 
women,  clergymen,  lawyers,  writers,  actors, 
and  business  men — all  misinformed.  Their 
far-flung  testimonies  are  never  made  on  the 
basis  of  experience.  Never  do  they  bear  out 
their  charges  by  actual  inspection.  Poignant 
and  irrefutable  is  the  following  quotation: 

‘‘We  force  the  harnessed  horse  to  work,  and  in 
time  of  crisis,  we  drive  him  with  lash  and  spur. 
We  rob  the  mother  cow  of  her  calf,  and  then  ap- 
propriate her  milk.  We  permit  the  dehorning  of 
cattle  and  their  branding  with  hot  irons.  We  do 
not  object  to  the  most  shocking  barn-yard  oper- 
ations, performed  (without  the  sniff  of  an  anes- 
thetic) merely  to  make  more  palatable  the  flesh 
we  eat.  We  slaughter  ruthlessly,  for  sport, 
myriads  of  birds  and  beasts.  Myriads  more  we 
slaughter  for  their  furs  and  feathers.  We  kill 
for  food  every  year  in  this  country  more  than 
50,000,000  beeves,  sheep  and  hogs,  and  also  250,- 
000,000  chickens,  turkeys,  ducks  and  geese.  In 
nineteen  of  the  largest  cities  in  the  United  States 
more  than  350,000  dogs  and  cats  are  destroyed 
annually,  merely  to  clear  the  streets.  Vermin 
and  wild  animals  we  subject  to  death  in  uncer- 
tain traps  or  end  their  existence  with  distressing 
poisons.  If  all  injury  and  destruction  of  animal 
life  is  immoral,  why  do  the  antivivisectionists  se- 
lect as  an  object  for  attack  the  treatment  of  the 
relatively  few  animals  employed  in  the  labora- 
tories with  the  object  of  reducing  pain  and  suf- 
fering in  the  world?” 

Whenever  any  other  professional  group 
can  emulate  an  altruistic  record  such  as  ours, 
we  may  feel  our  traditional  reputation  is  im- 
paired. In  the  meantime,  may  we  not  point 
with  pride  to.  our  human  service  in  the  abol- 
ishment of  disease?  It  will  not  harm  our 
traditional  reticence  and  humility  to  direct 
the  attention  of  intelligent  and  unprejudiced 
individuals  and  organizations  to  such  an  ar- 
ticle as  this  of  Dr.  Cannon.  Perhaps  our 
legislators  would  find  it  worth  their  while — 
in  behalf  of  the  people  whom  they  repre- 
sent. 

* 4 4 

Increase  Medical 
Society  Membership 

IDEALIZING  that  sustained  memberships 
^ in  our  medical  societies  is  more  vital  at 
this  time  than  ever  before,  we  wonder 
whether  every  eligible  non-member  has 
been  properly  contacted.  Many  physicians, 
particularly  those  who  are  in  their  earliest 
years  of  practice,  are  unfamiliar  with  the 
mechanism  of  affiliation.  Some  are  un- 
doubtedly awaiting  invitation. 

May  we  suggest  that  members  knowing 


of  suitable  unaffiliated  candidates  inform  the 
local  society  secretary.  The  secretary  will 
invite  the  doctor  to  attend  meetings  and  will 
explain  the  manner  of  application  and  elec- 
tion to  membership. 

'•4  4 <4 

Alcohol  Content 
of  Beer 

TNTERESTING  comments  upon  the  ques- 
tion of  intoxication  are  now  seen  in  the 
lay  press.  When  is  a man  drunk,  and  how 
much  alcohol  did  it  require?  The  opinions 
of  experts  have  barraged  the  House  Ways 
and  Means  Committee.  Professor  Hender- 
son of  Yale  states  that  it  is  virtually  impos- 
sible for  a man  to  get  drunk  on  4 per  cent 
beer.  However,  Hyman,  pharmacologist  at 
Columbia,  is  unwilling  to  ignore  the  possibil- 
ities in  four  glasses  of  4 per  cent  brew.  Hol- 
lingsworth, psychologist  at  the  same  institu- 
tion, declares  that  2.75  per  cent  beer  in  large 
doses  may  impair  the  safety  of  person  and 
property.  Another  group  of  workers  would 
determine  drunkenness,  its  presence  or  ab- 
sence, by  a quantitative  study  of  blood-al- 
cohol. Howard  Kelly  brands  alcohol,  in  any 
quantity,  a proved  poison.  Professor  Abel, 
also  of  Baltimore,  attributes  alcoholic  eu- 
phoria to  a detrimental  paralysis  of  the  nerve 
centers. 

The  problem  involves  human  behavior. 
Who,  we  ask,  can  measure  that  with  scien- 
tific precision? 

'■4  <4  4 

Oxygen  in 
Pneumonia 

STATISTICS  now  available  indicate  a 
^ reduction  of  10  per  cent  in  the  mortality 
of  pneumonia  cases  treated  with  oxygen. 
LInfortunately  its  use  has  often  been  insti- 
tuted late  in  the  disease  with  the  patient 
desperately  toxic  or  the  circulation  badly 
damaged. 

Realizing  that  complications  may  arise 
suddenly  in  apparently  mild  cases,  we  might 
to  advantage  institute  oxygen  therapy  more 
early.  Such  procedure  will  obviate  many 
regrets  and  considerable  criticism.  The  use 
of  oxygen  is  rapidly  gaining  prominence, 
among  our  laymen,  as  a life-saving  method; 
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in  this  respect  it  compares  with  the  transfu- 
sion of  blood.  Such  therapeutic  measures 
have  not  ceased  to  be  spectacular,  and  such 
recognition  has  been  well  earned. 

Whenever  it  is  said,  “A  blood  transfusion 
might  have  saved  him,"  or  "Why  didn’t 
they  give  him  oxygen,”  our  profession  is 
being  criticized.  Their  early  and  judicious 
use  should  hold  a prominent  place  in  our 
therapeutic  armament. 

* <4  * 

Remove 
the  Label! 

A BOUT  two  weeks  ago  we  observed  the 
postman  in  our  doctors  buildings  sort- 
ing and  distributing  packages  from  a large 
pharmaceutical  house.  By  the  proprietary 
name,  anyone  is  instantly  informed  that  the 
preparation  is  a tonic.  That  is  one  of  the 
reasons  the  Council  on  Pharmacy  and  Chem- 
istry has  declined  to  recognize  it.  Another 
reason  is  that  its  makers  have  reverted  to  the 
time  of  shotgun  doses;  the  formula  is  so  in- 
volved that  we  are  amazed  thereby,  and  its 
literature  admits  it  is  good,  in  fact,  elegant. 
Still  another  reason  for  its  exclusion  is  the 
unwarranted  therapeutic  claim. 

Last  week  we  observed  a buxom  patient 
on  a down-going  elevator,  one  of  these  pack- 
ages securely  tucked  under  her  arm.  What 
she  wanted  with  a tonic  was  not  obvious; 
probably  it  was  for  the  frail  daughter  of  her 
sister’s  neighbor.  At  any  rate,  she  got  the 
medicine  from  the  nice  doctor  for  nothing. 
That  is  just  what  the  manufacturer  antici- 
pated. Indeed,  that  is  his  favorite  means  of 
marketing  the  product,  and  the  doctor’s  im- 
plicit endorsement  is  a valuable  by-product. 

It  must  be  all  right;  my  doctor  recom- 
mended it.  The  name  is  . You 

can  get  it  at  ’most  any  drug  store.” 

And  we  wonder  what  is  happening  to  our 
business!  Plenty,  of  course.  But  here  is  one 
definite  thing,  self-medication,  which  we  un- 
wittingly encourage  and  endorse.  If  the 
product  is  any  good,  no  need  to  discard 
it,  especially  when  we  all  have  patients  who 
can  use  food  to  better  advantage  than  drugs. 
But  why  not,  if  you  please,  remove  the  label? 


Status  of  the 
Coffey-Humber  Extract 
pOLLOWING  the  usual  maelstrom  cre- 
ated by  the  spread  of  distorted  and  ex- 
aggerated interpretation  of  scientific  en- 
deavor, we  frequently  wonder  what  is  the 
actual  status  of  the  work  which  was  the 
unfortunate  victim.  A clinical  and  patho- 
logic study  of  results  has  been  conducted  by 
the  physicians  of  the  W.  K.  Kellogg  Foun- 
dation. Subcutaneous  injections  of  supra- 
renal cortex  substance  were  given  to  415 
patients  with  carcinoma  or  sarcoma  by  rep- 
resentatives of  Drs.  Coffey  and  Humber. 

Most  of  the  patients  were  ambulatory  and 
the  majority  were  reported  as  incurable  by 
surgical  or  radium  therapy.  Diagnosis  was 
established  by  microscopic  section  in  326 
cases  and  by  x-ray  or  exploration  in  the  oth- 
ers. The  largest  groups  included  carcinoma 
of  the  breast,  uterus,  rectum,  and  stomach. 
The  extract  was  injected  twice  weekly  fol- 
lowing three  or  four  initial  doses. 

There  was  no  general  observation  of  les- 
sened pain  or  use  of  narcotics.  Of  the  pa- 
tients observed  in  this  series,  264  are  known 
to  have  died;  the  mortality  being  63.6  per 
cent  from  June,  1930,  to  July,  1931.  The 
mortality  among  those  who  had  had  opera- 
fion  and  no  radiation  was  59.4  per  cent;  of 
those  who  had  had  operation  and  radiation, 
65.6  per  cent;  of  those  who  had  neither 
operation  nor  radiation,  66.0  per  cent;  and 
of  those  who  had  had  radiation  and  no  op- 
eration, 66.6  per  cent.  Tissue  necrosis  could 
not  be  differentiated  from  that  naturally  oc- 
curring in  malignancies.  No  selective  influ- 
ence of  any  kind  was  observed  in  the  action 
of  the  treatments;  some  of  the  growths  in- 
creased in  size  and  new  metastases  occurred. 
No  tumor  disappeared  among  those  of  this 
group. 

Any  benefits  observed  from  the  use  of 
this  extract  seemed  to  lie  principally  in  im- 
proved muscle  tone,  appetite,  and  general 
well  being.  This  prevailed  among  some  of 
those  patients  who  were  ambulatory  and  not 
far  advanced  toward  the  inevitable  termina- 
tion. 
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DOCTOR,  PATIENT  AND  STATE* 

C.  E.  COOPER,  M.  D. 

DENVER 


This  paper,  because  the  subject  is  large, 
must  deal  in  generalities.  “The  health  of 
every  individual  is  a social  concern  and  re- 
sponsibility. Medical  care,  in  its  widest 
sense  for  every  individual,  is  an  essential  con- 
dition for  maximum  efficiency  and  happiness 
in  a civilized  community.'" 

We  seem  to  be  passing  through  an  eco- 
nomic period  which  will  change  many  of  our 
present  customs  and  ideas.  The  physician 
and  his  methods  of  practice  cannot  expect  to 
escape.  He  must  anticipate  events  and 
change  his  conduct  accordingly.  Good  health 
is  an  integral  part  of  human  activity,  and  as 
ideas  and  standards  of  human  relationships 
change  so  must  the  procedure  of  the 
physician  and  his  art.  Paternalism  for  some 
and  insurance  for  others  appear  to  be  in  the 
offing. 

Today  there  is  a flight  away  from  per- 
sonal or  class  responsibility.  No  sense  of 
disgrace  attaches  to  the  individual  who  can 
successfully  avoid  his  obligations.  Depressed 
industries  hand  their  troubles  to  the  govern- 
ment; growing  classes  hand  their  problems 
of  illness  to  the  doctor,  the  government,  or  a 
charitable  agency;  corporate  managements 
pass  theirs  to  security  holders;  and  the  gov-% 
ernment  in  turn  hands  the  mess  to  the  tax- 
able minority.  The  world  is  surely  cock- 
eyed. 

Some  sort  of  socialization  of  medicine  is 
inevitable,  and  the  physician  must  make  it 
his  business  not  to  bear  the  brunt  and  absorb 
the  expense  of  it.  The  time  has  come  to 
change  his  intense  individualism  to  an  equal- 
ly intense  cooperation. 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932.  On  account  of  limited 
space,  a list  of  references  has  been  omitted,  which 
may  be  obtained  by  any  interested  reader  from  Dr. 
Cooper  or  the  Colorado  Medicine  office.  Space 
also  precludes  the  publication  of  the  discussion 
which  this  paper  incited.  Acknowledgment  is 
hereby  made  to  Drs.  W.  B.  Yegge,  Thad  P.  Sears. 
F.  W.  Kenney,  R.  W.  Arndt,  Robert  Levy,  Edward 
Jackson,  J.  W.  Amesse,  Maurice  H.  Rees,  Thad  C. 
Brown,  C.  O.  Giese,  T.  R.  Love,  R.  H.  Finney,  Mr. 
H.  T.  Sethman,  and  the  author  for  their  discus- 
sions of  this  splendid  paper. 


The  rapid  advance  of  medical  science  and 
its  applied  art  is  a major  event,  but  not  the 
major  event  in  the  evolution  of  present  con- 
ditions. Naturally  it  must  be  paid  for.  Too 
frequently  it  is  a strain  on  two  classes  of 
pocketbooks;  one  which  possesses  only  the 
necessities  of  life,  the  other  in  which  very 
little  if  anything  is  left  after  purchasing  the 
luxuries  of  life. 

The  major  event  producing  our  present 
economic  stress  is  the  introduction  into  the 
public’s  standards  of  living  of  pleasant  luxu- 
rious non-essentials,  distributed  on  the  in- 
stallment purchase  plan,  which  absorb  most 
or  all  available  income,  leaving  neither  credit 
nor  assets  with  which  to  meet  unexpected 
and  unwelcome  obligations  of  illness.  There 
is  also  a wage  standard  for  lower  incomes 
inadequate  to  meet  the  costs  of  ordinary 
modern  medical  care. 

I aim  to  show  that  the  care  of  an  ordinary 
illness  is  readily  purchasable  by  most  people; 
that  physicians'  fees  are  not  outrageous,  but 
that  the  total  amount  of  a serious  illness 
where  consultative,  surgical,  hospital,  nurse, 
and  ancillary  diagnostic  facilities  are  neces- 
sary, is  often  a burdensome  debt  because  of 
its  unexpectedness  and  the  debter’s  unpre- 
paredness; that  such  cases  are  in  a minority 
and  furnish  the  material  for  attacks  on  the 
supposed  extravagance  of  medical  care. 

When,  as  now,  the  physician  finds  it  in- 
creasingly difficult  to  maintain  income,  he 
should  alter  his  attitude  toward  the  source 
of  his  compensation,  the  patient,  and 
consider  procedures  and  methods  designed 
to  transfer  the  cost  from  the  individual  to  the 
many.  These  include  payment  from  some 
division  of  government  or  from  indemnities 
under  insurance. 

The  environments  of  life  are  constantly 
changing.  The  phvsician  is  not  immune.  He 
does  not  wish  to  change,  but  the  altered  at- 
titude of  the  public  toward  him  and  his  fees 
is  the  starting  point  of  his  capitulation. 

Looking  at  present  conditions  and  review- 
ing events  of  several  past  years  leading  up 
to  them,  we  wonder  what  is  happening  to  us! 
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Less  business,  poor  collections,  more  charity, 
more  bargaining,  public  condemnation  in  lay 
magazines,  and  more  difficulty  in  meeting  our 
own  business  overhead  and  modest  family 
obligations!  For  several  years  we  have  had 
old  patients  with  new  cars,  new  homes,  new 
golf  clubs,  new  furniture,  new  travels,  new 
clothes,  new  complexions,  new  social  stand- 
ings, new  paper  profits,  new  egos,  new  and 
myriad  excuses,  but  old  unpaid  accounts  on 
our  ledgers — new  patients  with  new  promises 
but  no  new  money — new  patients  wanting 
indefinite  postponement  of  our  remuneration, 
or  our  influence  to  be  admitted  to  some  free 
institution.  These  and  many  other  situations, 
the  outcome  of  modern  standards  of  posses- 
sion, the  cost  of  high  living  and  the  neces- 
sary cash  payments  at  filling  stations,  as  well 
as  the  monthly  installments  on  the  purchase 
of  repossessables,  cause  us  to  pause  and  ask 
ourselves,  what  is  the  future  of  medicine 
going  to  be? 

Many  new  institutions  supported  by  gov- 
ernment or  large  private  fortunes  have  arisen 
designed  to  render  free  or  part-pay  medical 
service  to  a continuously  growing  class  of 
people.  Too  frequently  they  are  the  outcome 
of  disadvantageous  alliances  between  the 
profession  and  great  wealth.  Though  in- 
tended to  relieve  distress,  the  result  of  their 
gift  to  many  recipients  is  destruction  of  per- 
sonal integrity  and  self  respect,  making  per- 
manent moochers  out  of  temporarily  embar- 
rassed valuable  citizens.  The  physician 
views  with  alarm  the  growing  competition 
these  institutions  offer  him,  especially  among 
middle  class  incomes  which  are  the  bulk  of 
the  average  practice,  and  also  the  encroach- 
ments of  organized  minorities  of  his  own 
colleagues  and  other  organizations  considered 
to  be  his  allies. 

Quoting  W.  G.  Morgan,  J.  A.  M.  A., 
June  28,  1930,  "The  list  is  long  and  steadily 
growing  longer  of  agencies,  medical,  quasi- 
medical, and  plainly  non-medical,  which  have 
for  their  object  some  form  of  medical  over- 
sight, guidance,  education,  and  what  not,  and 
all  under  the  guise  of  physical  or  mental 
betterment.  Sir  Arthur  Newsholme  says, 
"To  a preponderant  extent  encroachments 
on  private  practice  have  been  initiated  by  and 


continue  to  be  due  more  and  more  to  the 
activities  of  social  workers  and  of  medical 
practitioners  themselves,  impelled  by  the  op- 
portunities for  exercise  of  special  skill  and  by 
the  benefits  which  accrue  from  this  treatment 
of  patients  in  hospitals.”  Perhaps  in  the 
viewpoint  of  twenty  years  hence  these  events 
will  be  regarded  not  as  encroachments,  but 
as  the  glories  of  pioneering,  of  what  will  then 
be  medical  practice. 

We  are  inclined  to  discuss  the  admission 
of  some  patients  into  our  free  institutions 
who,  to  all  appearances,  should  be  excluded. 
What  is  a charity  patient?  Recent  prosperity 
and  our  machine  age  have  greatly  changed 
life’s  environments  and  responsibilities.  It 
would  therefore  help  materially  if  some  pro- 
fessional organization,  this  Society  or  the 
A.  M.  A.,  would  define  a charity  patient  and 
list  the  essential  conditions  under  which  the 
physician  is  expected  to  render  free  service, 
as  well  as  list  those  ordinary  possessions 
which  would  disqualify  the  possessor  for 
such  attention.  Physicians  would  then  have 
a better  idea  of  what  is  expected  of  them 
and  there  would  result  a more  unified  opinion 
and  cooperation  toward  this  question  about 
which  there  is  so  much  discussion. 

In  former  years  natural  causes  made  the 
selection  of  our  charity  patients:  i.  e.,  ignor- 
ance, real  poverty,  alcohol,  syphilis,  tubercu- 
losis, pneumonia,  etc.,  wrought  havoc  among 
the  poor  and  forced  them  into  our  institu- 
tions. This  is  all  changed  now.  A new  in- 
dustry, Social  Service,  makes  the  selection. 
The  fact  that  Social  Service  exists  is  an 
evidence  of  an  awakened  society  to  its  re- 
sponsibilities of  a social  order. 

We  have  standardized  medical  procedure. 
The  glamor  of  the  great  physician  and  sur- 
geon is  disappearing.  The  patient  can  get 
first-class  attention  in  his  own  town  and  hos- 
pital. Better  trained  men  render  it.  This  is 
as  it  should  be  and  has  its  effect  in  reduc- 
ing fees  and  income.  The  paramount  ques- 
tion with  the  usual  patient  today  is  one  of 
price,  more  than  of  skill  or  reputation. 

The  public  is  staggering  under  the  load 
of  installment  contracts  and  struggling  to 
forestall  repossession  and  the  loss  of  what 
has  already  been  paid.  No  amount  of  ex- 
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perience  can  convince  some  that  thrift  is  a 
real  virtue.  Installment  buying  is  here  to 
stay  and  must  be  reckoned  with. 

The  problem  of  over-production  of  doc- 
tors contracts  the  field  of  medicine,  and  the 
problem  of  a living  is  a real  one  for  the 
young  physician.  To  contact  a demand  is 
difficult,  occasionally  a matter  of  good  luck. 
To  create  a demand  in  the  over-crowded 
areas  is  too  discouraging.  It  seems  that  ev- 
erywhere there  are  more  than  enough. 

The  death  rate  within  the  profession,  in 
1931,  2952,  is  approximately  one-half  the 
graduate  rate,  4735\  In  addition  the  group- 
volume  business  developing  among  the  low- 
er income  classes,  the  growth  of  industrial 
medicine,  the  decreasing  incidence  of  in- 
fectious disease,  the  automobile,  good  roads, 
telephone  and  hospital  have  made  it  pos- 
sible for  today’s  established  physician  to  do 
more  work  and  offer  far  greater  competi- 
tion to  the  young  man  than  formerly3.  I 
should  add  that  the  percentage  of  the  num- 
ber of  remunerative  patients  has  also  de- 
creased; this  is  a real  factor  for  the  prospec- 
tive doctor  or  his  advisors  to  consider.  We 
must  absorb  6500  new  physicians  annually. 
The  average  annual  income  of  the  physician 
is  about  $4,000;  net  income  about  $2,800. 
It  is  unreasonable  to  expect  a corrective 
voluntary  reduction  of  doctor  output  by  our 
medical  schools.  Such  would  increase  the 
cost  per  physician  produced  to  the  extent 
of  closing  the  school  in  some  instances  and 
obviously  to  a discontinuance  of  salary  of 
the  teaching  personnel.  More  can  be  ex- 
pected by  educating  the  prospective  medical 
student.  Let  him  be  told  what  the  conditions 
are  and  what  to  expect.  Correct  his  delu- 
sions as  to  the  opulence  of  the  profession 
and  advise  him  to  seek  larger  and  expand- 
ing fields  rather  than  the  small  and  remuner- 
atively contracting  field  of  medicine.  This 
should  properly  be  done  by  the  A.  M.  A.,  as 
it  is  a large  and  expensive  undertaking. 

Industrial  medicine  is  on  the  increase  and 
is  developing  efficiency.  The  Endicott- 
Johnson  Corp.\  manufacturers  of  shoes, 
conducts  a medical  service  for  its  employees 
and  their  dependents,  which  is  most  com- 
plete. It  cares  for  34,000  individuals,  costs 


$900,000  a year,  at  the  rate  of  $21.81  per 
person,  per  year.  The  personnel  includes 
twenty-eight  physicians,  four  dentists,  sixty- 
seven  trained  nurses,  and  thirty-two  techni- 
cians. Each  physician  averaged  1214  pa- 
tients, about  double  that  of  the  non-indus- 
trial doctor.  The  smallest  net  salary  paid 
the  physician  is  $3000  and  the  largest  $11,- 
000.  They  are  by  no  means  penurious  net 
salaries.  It  has  been  in  existence  ten  years, 
is  satisfactory  to  the  employees,  furnishes 
equal  quality  of  service  as  rendered  by  non- 
corporation physicians,  and  does  not  tres- 
pass upon  the  outside  individual  practitioner. 
If  Endicott-Johnson  can  do  this,  so  can  oth- 
er corporations  or  groups  of  small  corpora- 
tions. 

At  the  present  time  ‘‘four  hundred  differ- 
ent business  enterprises  have  established 
more  or  less  complete  medical  services  for 
their  employees”  and  ‘‘approximately  2 000,- 
000  workers  are  estimated  to  receive  more 
or  less  complete  industrial  medical  service6. 
In  Oregon  and  Washington  and  elsewhere, 
private  insurance  companies  insure  em- 
ployees against  the  costs  of  medical  care. 
They  contract  with  physicians  and  hospitals 
to  serve  policy  holders,  and  they  pay  the 
bills.  These  policies  are  usually  available 
only  to  groups  of  employees.  In  California 
insurance  companies  write  medical  care  in- 
surance for  individuals  and  groups  of  em- 
ployees. In  Roanoke  Rapids,  N.  D.,  em- 
ployers have  combined  to  furnish  employees 
and  families  with  medical  and  hospital  care, 
resulting  in  a community  medical  service. 
Medical  care  for  a small  fee  is  offered  to 
students,  and  in  some  instances  faculties, 
in  our  leading  universities.  Employees  of 
small  corporations,  not  large  enough  to 
maintain  a system  of  medical  service,  may 
and  do  group  together  and  contract  with  a 
physician  or  group  of  physicians  for  such 
service.  Even  large  employees’  mutual  as- 
sociations contract,  usually  with  a group  of 
physicians,  for  medical  care.  This  is  done 
in  Dallas,  Houston,  and  Fort  Worth.  In 
Los  Angeles,  an  employees’  association  with 
a membership  of  3000  families  has  contract- 
ed with  a clinic  for  medical  care,  including 
families  at  $2.00  per  month  per  wage  earn- 
er. This  clinic  has  also  contracts  with  other 
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employees’  associations.  In  Fort  Smith, 
Arkansas,  there  is  an  association  which  had 
5800  memberships  in  1931  and  furnished 
5000  hospital  days  of  care  to  members  and 
families.  In  Baton  Rouge,  La.,  2700  em- 
ployees of  a Standard  Oil  Co.  have  estab- 
lished their  own  clinic  owning  its  building 
and  a complete  equipment0.  The  provisions 
of  the  contracts  vary,  but  they  all  have  the 
fundamental  idea  of  obtaining  complete  med- 
ical care  for  a small  fee,  through  group 
dealing  on  a volume  basis.  In  effect  it  is  a 
successful  form  of  health  insurance.  If  the 
group-volume  plan  of  securing  medical  care 
becomes  popular,  and  why  shouldn’t  it,  we 
will  have  twice  as  many  doctors  as  we  can 
use.  Competing  groups  will  be  formed,  un- 
derbidding will  result,  ending  in  the  inevit- 
able effect  of  poor  medical  care.  Some  cor- 
porations, in  addition  to  a medical  service, 
maintain  social  and  financial  activities  for 
their  workers,  such  as  stock  purchase  plans, 
home  loans,  schools,  insurance,  etc.  I men- 
tion this  to  show  the  trend  of  corporate  man- 
agement thought  in  the  direction  of  accept- 
ing the  normal  personal  obligations  of  the 
individual. 

Corporations  want  low  cost  medical  serv- 
ice; it  increases  the  purchasing  power  and 
contentment  of  employees.  They  want  good 
health  for  the  nation,  because  illness  is  a 
sales  resistance  to  their  goods  and  inter- 
ference to  the  completion  of  contracts.  Con- 
trolling almost  everything,  it  is  quite  pos- 
sible that  corporations  will  eventually  con- 
trol medicine  through  industrial  medicine 
activities  and  insurance.  That  would  be  a 
catastrophe. 

It  has  been  suggested  that  the  profession 
collectively  has  potential  political  power.  I 
doubt  it.  Its  members  would  never  act  co- 
operatively. It  is  thought  that  this  influ- 
ence could  be  used  to  persuade  Congress, 
even  though  solicited  by  powerful  commer- 
cial interests  which  would  otherwise  bene- 
fit, to  stop  building  hospitals  for  veterans 
and  increasing  the  bed  capacity,  103,000  in 
addition  to  the  25,920  in  existence  in  193T, 
and  might  be  a formidable  adversary  to  the 
proponents  of  such  a scheme.  This  is  prob- 
ably a delusion.  However,  acting  together 
they  certainly  are  able  to  solve  their  internal 


problems. 

This  introduces  the  question  of  the  vet- 
erans. ’’The  problem  which  presented  itself 
immediately  after  the  war:  What  will  the 
nation  do  with  its  returning  soldiers?  has 
been  reversed.  The  question  now  is:  What 
will  the  returned  soldiers  do  with  the  na- 
tion"? This  veterans'  problem  is  essentially 
one  for  the  nation  at  large  and  especially 
the  taxpayer.  That  medicine  and  its  allies 
are  singularly  menaced  by  its  program  is 
true,  but  it  is  a problem  of  greater  magni- 
tude, national  in  scope,  and  thus  far  in  its 
major  aspect  a tax  issue. 

Taxation  is  the  most  important  question 
before  the  people  today.  Ordinarily  it  is 
an  exaction  from  the  few  for  the  benefit  of 
the  many.  In  this  instance  it  is  an  obliga- 
tion of  the  many  for  the  benefit  of  the  few. 
In  our  national  thought  we  are  accepting 
the  idea  that  more  and  more  of  the  fruits  of 
our  industry  are  to  be  distributed  through 
the  process  of  taxation.  “War  veterans  are 
at  present  costing  the  Government  $900,- 
000,000  a year.  The  figure  does  not  include 
the  $3,500,000,000  lump  sum  which  the 
bonus  is  likely  to  pile  on\"  A Republican 
Senator  and  an  officer  of  the  Administra- 
tion figured  out  that  by  1945  the  Govern- 
ment would  be  paying  $3,000,000,000  per 
year  to  ex-soldiers".  If  its  hospital  plan  is 
fulfilled  it  will  add  1 lj/^  per  cent  to  the  total 
number  of  892,934  beds,  and  31$^  per  cent 
to  the  total  non-government  beds,  of  which 
there  were  325,500  in  existence  in  1928.  If 
the  government  must  treat  and  hospitalize 
all  veterans,  it  would  be  in  the  interest  of 
economy  to  contract  with  hospitals  now  ex- 
isting and  operating  at  50  per  cent  to  60 
per  cent  of  capacity,  rather  than  build  new 
institutions  and  thus  cripple  the  $3,000,000,- 
000  industry  of  hospitalization. 

“In  1930,  approximately  70  per  cent  of 
the  admissions  to  veterans’  hospitals  were 
for  disabilities  that  were  not  of  service  or- 
igin.” The  effect  of  this  is  obvious.  Just 
that  many  cases  were  taken  out  of  the  field 
of  private  medical  practice  and  more  and 
more  will  follow.  The  precedence  to  be 
established  in  this  hospitalization  plan  is 
fraught  with  grave  consequences.  If  the 
federal  government  is  justified  as  a matter 
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of  political  expediency  in  creating  an  enor- 
mous number  of  hospital  beds  for  the  vet- 
erans and  federal  employees,  is  it  not  also 
reasonable,  as  a matter  of  political  expedi- 
ency, for  states  and  municipalities  to  do 
likewise  or  to  open  their  hospitals  already 
operating  to  political  employees  and  pen- 
sioners? That  there  will  be  a demand  for 
it  is  unquestionable. 

We  have  heard  much  about  the  cost  of 
medical  care.  What  is  it?  Quoting  from  a 
report  issued  by  The  Committee  on  the 
Costs  of  Medical  Care  showing  the  inclu- 
siveness of  the  investigation  as  follows0: 

THE  COSTS  OF  MEDICAL  CARE:  PRELIM- 
INARY REPORT 

“The  schedule  used  in  the  study  is  designed 
to  show  in  detail  the  history  of  each  illnesS  in 
a family  during  the  period  of  twelve  months,  the 
type  and  amount  of  medical  care  received,  and  all 
financial  obligations  incurred  during  that  time 
for  medical  care.  For  the  purposes  of  this  study, 
an  illness  is  defined  as  any  disorder  which  wholly 
or  partially  disables  an  individual  for  one  or 
more  days  or  for  which  medical  service  of  any 
kind  is  received.  Any  symptom  or  disorder  for 
which  drugs  costing  50  cents  or  more  are  pur- 
chased is  considered  an  illness.  Nursing,  dental 
and  eye  care,  treatments  by  osteopaths,  chiroprac- 
tors, and  Christian  Science  practitioners,  pro- 
fessionally or  self-prescribed  medication,  labora- 
tory work,  health  examinations  and  immuniza- 


tions, and  other  items  are  included.  Free  work 
by  practitioners,  hospitals,  and  clinics,  illnesses 
for  which  no  practitioners  are  called,  and  minor 
ailments  are  recorded  as  consistently  as  costly 
major  operations. 

“All  persons  who  live  at  home  and  whose  medi- 
cal expenses  are  paid  for  from  the  family  income 
are  considered  to  be  members  of  the  household. 
The  family  income  includes  the  total  annual  in- 
come of  all  members  of  the  family.  Two  fami- 
lies living  together,  pooling  their  incomes  and 
meeting  their  expenses  as  a unit,  are  considered 
one  family.  If  the  incomes  and  expenses  are 
entirely  separate,  each  family  is  studied  sepa- 
rately.” 

Table  1.  It  is  here  shown  that  in  income 
group  under  $2000,  the  average  charge  per 
family  per  year  is  $71.48;  per  individual, 
$15.28.  As  the  income  grows  the  cost  also 
grows.  That  is  to  be  expected.  For  incomes 
of  $5,000  and  over,  the  average  cost  per 
family  is  $31 1.06,  and  per  individual,  $76.86. 
Comment:  You  cannot  run  an  automobile, 
not  even  a cheap  one  for  $71.48,  nor  a good 
one  which  you  expect  an  income  of  $5000 
and  over  would  operate,  for  $311.06  per 
year.  Apparently  the  outrageous  cost  of 
medical  care  is  not  so  appalling  as  some 
authors  would  make  us  believe. 

Table  2.  It  is  here  shown  that  in  the  in- 
come group  under  $2000  consisting  of  1,788 


TABLE  2 

PERCENTAGE  DISTRIBUTION  OF  FAMILIES  IN  DIFFERENT  INCOME  GROUPS  ACCORDING  TO 
CHARGES  FOR  MEDICAL  CARE  PER  FAMILY  FOR  A TWELVE  MONTHS’  PERIOD 

4,560  Families,  During  1928-30' 


| Per  Lent  of  Families  Whose  Charges  Were  in  the 

Specified  Ranges 

Income  Group  I Un-  I $25-1  $50-  |$100—  |$250-  |$500-  |$1,000|$2,500|  \ Number 

der  j $49  | $99  | $249  | $499  | $999  |$2,499j  and  ; j of 


Under  $2,000_  ...  | 40.2  | 19.8  | 20.9  | 13.8  | 4.1  | 1.0  | 0.2  | 0 j"  100.0  | l.TSS 

$2,000  to  $3,000.. : -|  26.7  | 18.9  | 23.1  | 22.2  | 6.2  j 2.7  | 0.2  | 0 ] 100.0  j 1,372 

$3,000  to  $5?000_7— T ....... | 22.1  | 13.3  | 20.5  | 28.4  | 10.5  j 4.4  j 0.8  j 0 | lOu.O  j 723 

$5,000  and  over | 11.1  | 10.6  [ 14.6  | 28.0  | 17.3  | 11.4  | 6.4  | 0.6  | lOu.O  j 67 1 
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families,  that  40.2  per  cent  spent  under  $25 
per  year  and  that  80.9  per  cent  spent  under 
$100.  In  the  income  group  $5000  and  over, 
11.1  per  cent  spent  under  $25  and  64.3  per 
cent  spent  under  $250.  Apparently  the 
claim  that  the  cost  of  medical  care  is  out- 
rageous is  not  verified.  You  cannot  run  a 
car  nor  buy  a first  class  fur  coat  for  an  equal 
amount. 

These  tables  show  that  it  is  from  the  small 
percentages  that  ammunition  is  gathered  to 
justify  the  fanciful  claims  of  the  extrava- 
gance of  medical  care.  It  would  be  interest- 
ing to  know  what  these  same  families  paid 
for  autos,  fur  coats,  and  interest  and  on  prin- 
cipal, over  and  above  a reasonable  rent  on 
homes  during  the  same  period.  It  would 
also  be  interesting  to  know,  in  the  higher 
amounts,  $250  to  $999,  how  much  remained 
unpaid  one  year  after  it  was  due.  In  the 
instance:  income  group  $5000  and  over, 
where  0.6  per  cent  paid  $2500  or  more,  four 
families  were  unfortunate  enough  to  have 
a most  serious  illness,  maybe  an  auto  acci- 
dent, but  that  is  no  reason  for  including  the 
profession  among  the  pirates  when  64.3  per 
cent  paid  less  than  $250. 

Table  3 is  especially  illuminating.  It  shows  the 
percentage  of  families  in  the  four  groups  paying 
definite  sums  or  under  for  annual  care.  Thus: 

Income  Group  Under  $2000 

Eighty-one  per  cent  of  families  paid  under  $100, 
5 per  cent  of  gross  income;  5 per  cent  paid  over 
$250,  12%  per  cent  of  gross  income. 

Income  Group  $2000  to  $3000 

Sixty-nine  per  cent  of  families  paid  under  $100, 
3%  per  cent  of  income;  9 per  cent  paid  over  $250, 
8 per  cent  of  income. 


Income  Group  $3000  to  $5000 

Fifty-six  per  cent  of  families  paid  under  $100, 
2 per  cent  of  income;  16  per  cent  paid  over  $250, 
5 per  cent  of  income. 

Income  Group  $5000  and  Over 

Thirty-six  per  cent  of  families  paid  under  $100, 
2 per  cent  of  income;  36  per  cent  paid  over  $250, 
5 per  cent  of  income. 

It  would  be  interesting  to  know  for  what 
definite  illness  these  sums  were  spent.  We 
should  distinguish  between  an  illness  in 
which  life  is  threatened  or  might  be  and 
those  wherein  it  is  not,  yet  may  need  treat- 
ment, such  as  anatomical  asymmetries  need- 
ing correction  for  cosmetic  reasons  which 
are  usually  expensive. 

In  view  of  the  inclusion  in  the  report  of 
free  treatment  by  practitioners,  hospitals 
and  clinics,  it  would  be  interesting  to  know 
by  how  much,  if  these  were  deducted,  the 
final  sums  in  the  various  groups  would  be 
reduced.  It  should  be  noted  that  these  sta- 
tistics were  gathered  during  the  peak  boom 
years,  1928-'29~’30.  If  gathered  during  1931- 
'32  much  lower  amounts  would  be  shown 
more  nearly  approximating  several  normal 
years'  averages. 

From  this  statistical  study  we  must  con- 
clude that  the  claims  that  the  costs  of  medi- 
cal care  are  extravagant  and  outrageous  are 
not  true.  And  we  must  also  conclude  from 
personal  experiences  and  observation  that 
it  is  the  costs  of  pleasant  luxuries  in  com- 
petition with  medical  care  for  pocket  book 
preference  that  are  the  real  extravagances. 

We  hear  a great  deal  about  the  cost  of 
getting  well  and  but  very  little  about  the 


TABLE  3 

PERCENTAGES  OF  TOTAL  CHARGES  COMPARED  WITH  PERCENTAGES  OF  FAMILIES  IN 
SPECIFIED  GROUPS  ACCORDING  TO  YEARLY  CHARGES  FOR  MEDICAL  CARE 

4,560  Families,  During  1928-30 


Charges  per 
Family  per 
Annum 

II 

Percentage  of 

Total  for  Specified  Income  Groups* 

Income 

Under  $2,000 

Income 

||  $2,000  to  $3,000 

Income 

| $3,000  to  $5,000 

Income 

$5,000  and  over 

Per  cent 
of 

||  Families 

Per  cent  Per  cent 
of  of 

| Charges  | Families 

Per  cent  Per  cent 
of  of 

Charges  ||  Families 

Per  cent 
of 

Charges 

Per  cent 
of 

Families 

Per  cent 
of 

Charges 

Under  $100  

81 

36 

69 

25 

56 

| 15 

| 36 

1 5 

$100  to  $250 

14 

31 

22 

34 

| 28 

32 

28 

14 

$250  and  Over... 

5 

33 

9 

41 

16 

53 

36 

81 

All  Charges  

100 

100 

II  ioo 

100 

| 100 

100 

100 

100 

*The  percentages  of  charges  are  not  calculated  from  actual  totals,  but  are  computed  on  the  basis 
of  figures  presented  in  Table  2.  The  midpoints  of  the  classes  of  charges  were  multiplied  by  the 
number  of  families  in  the  respective  classes.  However,  where  there  were  less  than  ten  families  in 
a class,  actual  figures  were  used. 
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cost  of  a funeral.  Funerals  are  expensive. 
“The  burial  industry  is  unique.  It  is  prob- 
ably the  only  industry  in  which  the  demand 
is  fixed  by  natural  causes.  No  amount  of 
advertising  or  sales  effort  can  increase  the 
demand10.”  From  1900  to  1920  there  was 
an  increase  of  51  per  cent  in  the  number  of 
undertakers  and  2.3  per  cent  in  the  number 
of  deaths.  This  naturally  increased  the  fu- 
neral costs.  If  you  are  buried  from  a busy 
shop,  the  average  cost  is  $219.00,  but  if 
from  one  less  busy  it  will  cost  $31 1.0010.  The 
inconsistency  of  complaint  about  the  cost 
of  getting  well  and  the  complacency  about 
the  cost  of  final  distribution  is  probably  due 
to  the  fact  that  there  is  no  satisfaction  quar- 
reling with  conditions  and  death. 

“The  annual  bill  for  medicines  in  the 
United  States  is  approximately  $715,000,-. 
000.  This  is  nearly  as  large  as  the  amount 
spent  annually  for  physicians  or  for  hos- 
pitals1’. It  is  divided  as  follows:  $525,000,- 
000  for  self-medication,  of  which  $165,000,- 
000  is  for  home  remedies  which  at  large  are 
approved  by  the  physician  and  $360,000,000 
for  patent  medicines.  $190,000,000  is  for 
prescriptions.  Some  of  this  is  our  fault.  We 
have  introduced  numerous  remedies  to  the 
public,  for  the  benefit  of  manufacturers, 
which  they  now  prescribe  for  themselves — 
aspirin  for  instance.  The  public  is  apparent- 
ly content  and  satisfied  with  their  own 
knowledge  and  medical  skill,  and  that  is 
why  we  hear  no  protests.  That  they  don  t 
get  their  money’s  worth  is  not  even  debat- 
able. 

We  are  all  familiar  with  the  items  of  hos- 
pital costs  which  together  with  those  inci- 
dent to  convalescence,  are  frequently  a ma- 
jor lien  on  medium  incomes.  They  are  usu- 
ally unexpected,  always  unwelcome,  and 
seldom  budgeted.  We  cannot  expect  people 
to  budget  a cost  that  may  never  happen. 
When  they  do  occur  they  create  a disturb- 
ance in  the  already  allocated  income  neces- 
sitating personal  sacrifices.  If  it  were  pos- 
sible to  confine  the  costs  to  the  necessities 
warranted  by  the  illness,  there  would  be 
less  complaint.  Patients  under  the  stress  of 
illness  or  the  necessity  to  maintain  appear- 
ances frequently  insist  upon  unnecessary 


and  expensive  service  or  environments,  thus 
increasing  the  cost.  Efforts  of  the  physician 
to  keep  costs  within  the  income  are  some- 
times resented. 

A large  hospital  bill  commonly  means  a 
reduction  or  indefinite  postponement  of  the 
physician's  remuneration.  As  yet  no  one 
has  found  a way  to  reduce  the  cost  except 
by  reducing  the  accommodations,  increasing 
the  per  cent  of  occupancy,  or  resorting  to 
the  various  forms  of  hospital  insurance.  In 
Dallas",  the  Baylor  and  the  Methodist  Hos- 
pitals have  contracted  with  groups  of  per- 
sons, but  not  with  individuals,  to  furnish 
hospital  care  for  21  days  once  in  any  year, 
for  fifty  cents  per  month  per  person.  The 
service  includes  all  of  the  usual  care  except 
x-rays,  special  prescriptions,  serums,  doc- 
tors, and  nurses'  fees.  Contagious,  mental 
and  tuberculosis  cases  are  not  included.  The 
groups  consist  of  teachers,  city,  bank,  de- 
partment store,  insurance,  newspaper, 
wholesale  house  employees,  and  others.  The 
Methodist  Hospital  works  with  an  organiza- 
tion known  as  the  National  Hospitalization 
System,  which  accepts  individuals,  profes- 
sional and  business  men  as  well  as  groups. 
Four  thousand  members  were  enrolled  be- 
tween January,  1931,  and  March,  1932.  Fi- 
nancially it  is  a benefit  to  the  hospitals;  the 
average  receipts  per  patient  day  were  $6.60 
in  one  and  $7.60  in  the  other.  Ten  per  cent 
of  the  members  used  the  service  for  an  aver- 
age of  nine  days  each.  Obviously  it  was  a 
benefit  to  the  patient". 

Most  hospitals  have  fixed  charges,  inter- 
est for  instance,  and  an  average  would  be 
$1.46  per  day  per  bed11.  These  do  not  vary 
much  and  form  an  appreciable  portion  of 
hospital  charges.  Increased  occupancy  is 
recommended  to  reduce  costs  , but  until 
such  a time  as  demand  and  capacity  are 
more  evenly  adjusted,  hospital  costs  for  the 
uninsured  cannot  decline. 

In  1928,  in  the  United  States  the  various 
divisions  of  government  operated  567,434 
hospital  beds;  non-profit  associations  a total 
of  247,970  beds,  and  proprietory  associa- 
tions, 77,530  beds.  The  total  is  892,932 
beds.  The  capital  investment  was:  govern- 
ment, $1,416,540,000;  non-profit,  $1,404,- 
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415,000;  proprietory,  $269,168,000;  total, 
$3,090, 123,000". 

CAPITAL  INVESTMENT  IN  HOSPITALS, 
PUBLICATION  NO.  7 

The  Committee  on  the  Costs  of  Medical  Care 
SUMMARY  AND  CONCLUSION 

Capital  investment  in  the  7,000  hospitals  in  the 
United  States  exceeds  three  billion  dollars,  a 
greater  investment  than  that  in  many  important 
manufacturing  industries. 

The  average  investment-per-hospital  is  $425,000, 
an  amount  usually  too  great  to  be  provided  by 
individuals  or  small  groups. 

Hospitalization  requires  a capital  investment 
of  approximately  $5,000  for  every  patient  under 
treatment  for  acute  disease  or  conditions. 

Most  hospitals,  4,538,  are  for  “general”  medical 
and  surgical  care.  They  represent  41  per  cent 
of  the  bed  capacity,  60  per  cent  of  the  capital 
investment,  and  an  average  investment-per-bed 
of  $5,000. 

Governmental  hospitals  represent  95  per  cent  of 
the  capital  devoted  to  the  care  of  persons  afflicted 
with  mental  disease  and  75  per  cent  of  that  in- 
vested in  tuberculosis  hospitals. 

Investment-per-capita  in  “general  and  special” 
hospitals  (other  than  Federal)  is  highest,  $25,  in 
the  North  and  Middle  Atlantic  states,  and  lowest, 
$6,  in  the  South  and  South  Atlantic  states. 

Existing  endowment  capital,  437  millions  (main- 
ly concentrate^  in  the  few  older  hospitals  in  met- 
ropolitan areas),  if  redistributed  among  all  hos- 
pitals in  the  United  States  would  provide  but 
$0.08  per  patient-day  toward  operating  costs. 

The  annual  capital  expenditures  approximate 
$200,000,000.  Much  of  this  total  is  directed  to- 
wards replacing  and  improving  hospital  facilities 
rather  than  expanding  bed  capacity. 

Increased  utilization  of  facilities  is  one  of  the 
major  demands  of  hospital  economy  and  effi- 
ciency. 

We  are  all  familiar  with  the  conditions  of 
the  nursing  profession.  Over-production, 
diminishing  demand,  cost  of  service  and  un- 
employment prevail.  Fortunately  matrimony 
still  favors  them.  To  me  the  answer  appears 
to  be  in  reducing  the  fee  to  an  amount  where 
more  people  can  afford  to  employ  a nurse; 
lengthen  the  hours  to  the  former  20,  thus 
permitting  more  days  of  employment,  and 
await  a return  of  prosperity  to  resume  pres- 
ent charges.  Most  other  salaries  have  been 
cut  and  most  other  industries  have  reduced 
prices. 

Group  Medicine1"  pays.  "The  average  net 
income  of  301  doctors  in  27  private  group 
clinics  was  $9,747  in  1929.  No  doubt  much 
of  this  was  due  to  better  business  methods 
of  the  managers  of  the  clinics  such  as  credit 
ratings  and  collection  methods  which  re- 
semble those  of  other  business  enterprises. 
In  addition  the  manager  need  not  be  at  all 
impressed  by  the  close  personal  relationship 


of  the  physician  and  patient.  In  a corpora- 
tion composed  of  many  physicians,  I imagine 
this  personal  relationship  develops  with  dif- 
ficulty. Possibly  this  is  a good  thing.  After 
all,  close  friendship  and  the  acceptance  of 
confidence  has  its  obligations. 

The  report  further  states  “that  at  least  some 
of  the  relatively  high  average  net  incomes  of 
clinic  practitioners  result  directly  from  savings 
in  operating  expenses.”  Again,  “Clinic  managers, 
almost  without  exception,  say  that  the  medical 
practice  of  their  respective  clinics  is  increasing 
in  terms  both  of  numbers  of  patients  and  of 
amount  of  cash  income.”  Again,  “It  appears, 
therefore,  that  private  group  clinics  tend  to  reduce 
independent  practice  more  than  would  an  equal 
number  of  independent  specialists.” 

“Clinics  have  in  general  provided  net  incomes 
and  working  conditions  for  physicians  which 
make  possible  the  continued  development  of 
group  practice.  The  removal  of  financial  and  ad- 
ministrative responsibilities  from  the  individual 
clinic  practitioner  has  made  him  more  completely 
available  for  professional  service,  and  has,  in 
some  clinics,  increased  his  opportunities  for  scien- 
tific research  and  development. 

The  employment  of  business  managers  has  usu- 
ally resulted  in  increased  administrative  economy 
and  efficiency.  The  establishment  both  of  fees 
and  of  collection  policies  is  based  upon  financial 
data  obtained  through  conventional  business 
methods.  Inasmuch  as  the  financial  status  of  a 
clinic  patient  is  usually  investigated,  group  clin- 
ics probably  perform  less  'free  service'  than  would 
an  equal  number  of  independent  practitioners  do- 
ing the  same  volume  of  work. 

“Private  group  clinics,  through  their  available 
equipment  and  their  coordination  of  medical  spe- 
cialists, are  in  a position  to  fulfill  the  basic  re- 
quirements of  good  medical  care  with  economies 
from  which  either  or  both  the  clinic  members 
and  the  public  may  benefit.” 

The  figures  quoted  were  for  1929,  a 
very  prosperous  year.  There  must  be  many 
groups  and  clinics  owning  small  equities  in 
hospitals,  clinic  buildings,  and  equipment 
that  are  finding  it  most  difficult  to  meet 
their  obligations  today.  They  cannot  main- 
tain their  organization  and  reduce  their 
overhead  compatible  with  their  diminished 
income  as  easily  and  effectively  as  the  indi- 
vidual practitioner. 

For  those  interested  in  the  relationship  of 
illness  and  dependency,  I would  refer  them 
to  Illness  and  Dependency,  contribution 
No.  9,  issued  by  The  Committee  on  the 
Costs  of  Medical  Care.  It  is  stated  (1929- 
30  statistics)  that  in  80.7  per  cent  of  de- 
pendent families,  one  or  more  members  were 
suffering  from  illness. 

“From  the  findings  it  may  be  stated  that  not 
less  than  three-quarters  of  the  families  under 
the  care  of  family  agencies  present  one  or  more 
health  problems,  and  that  they  are  probably  not 
less  than  two  persons  in  each  family  suffering 
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from  some  physical  disability  serious  enough 
to  require  medical  service. 

“Few,  if  any,  social  workers  consider  that  the 
money  actually  paid  for  medical  care  is  a sig- 
nificant factor  in  creating  the  economic  condi- 
tions found  among  dependent  families.  The  seri- 
ous economic  costs  of  illness  are  the  stoppage  of 
income  of  the  wage  earners  and  the  incapacity 
of  the  home  maker  to  perform  her  tasks.’’ 

I will  attempt  to  evaluate  the  patient.  The 
deserving  poor,  as  always,  are  entitled  to 
complete  medical  care  to  be  paid  for  by 
society.  The  rich  can  take  care  of  them- 
selves. The  great  mass  of  the  public  con- 
stituting the  bulk  of  practice,  living  in  a 
difficult  modern  environment,  seduced  by 
installment  buying  and  harmful  easy  credit 
which  only  the  thrifty  can  resist  and  for 
which  the  rest  are  blameless,  discontented 
over  the  unequal  distribution  of  wealth, 
willing  to  delegate  their  responsibility  to 
some  one  or  some  agency  who  will  accept 
it,  are  seeking  a modification  of  the  cost  of 
medical  care. 

A great  deal  of  uncertainty  surrounds  ill- 
ness. It  is  unreasonable  to  expect  the  pa- 
tient to  voluntarily  budget  it.  Human  nature 
does  not  work  that  way.  This  attitude, 
whether  reasonable  or  not,  makes  no  dif- 
ference. It  exists.  If  the  profession  can- 
not adapt  itself  to  it  nor  produce  some  pro- 
cedure that  will  solve  the  problem,  evolution 
of  the  idea  that  medical  care  is  too  expen- 
sive and  must  be  reduced  will  reach  general 
fruition  and  some  popular  form  of  State 
Medicine  will  develop. 

What  is  State  Medicine?  Everybody 
has  a different  idea.  There  is  but  one  true 
State  Medicine.  That  is  in  Russia.  The 
term  applies  to  all  forms  of  Group  Medi- 
cine1. Sir  Arthur  Newsholme  includes  in  it 
industrial  and  lodge  medicine,  service  pro- 
vided by  insurance  companies,  by  govern- 
ment to  employees,  by  public  health  authori- 
ties, trade  unions,  and  similar  organizations. 
He  says,  "Group  medicine  (meaning  a 
group  of  the  public,  not  of  doctors)  and 
State  Medicine  embrace  all  medical  activi- 
ties which  are  not  the  exclusive  result  of  a 
direct  contact  between  an  individual  doctor 
and  an  individual  patient."  So  it  is  evident 
we  have  had  State  Medicine  for  a long 
time.  It  is  not  coming;  it  is  here.  Our  prob- 


lem is  its  control  and  direction.  It  cannot  be 
annihilated. 

In  the  evaluation  of  the  patient,  I tried 
to  show  that  some  people  cannot,  others 
will  not,  pay  for  modern  medicine,  and  that 
our  socialization  is  impending  if  we  do  not 
solve  this  problem.  This  introduces  the 
question  of  how  can  the  cost  be  taken  from 
the  individual  and  distributed  in  small 
amounts  to  the  many.  The  answer  is  by 
taxation,  insurance,  or  both. 

Secretary  of  the  Interior,  Dr.  Ray  Lyman  Wil- 
bur, also  chairman  of  The  Committee  on  the 
Costs  of  Medical  Care  (time,  March  28,  1932), 
says,  “The  major  recommendation  (of  the  Com- 
mittee on  the  Costs  of  Medical  Care)  will  be: 
Communities,  cities,  counties,  or  states,  but  not 
the  nation,  should  help  pay  the  medical  bills  of 
all  the  citizens  by  means  of  taxes.” 

“If  we  organize  our  talent  for  producing  medi- 
cal services  economically  and  efficiently,  we  shall 
undoubtedly  find  the  cost  is  not  too  great  for  our 
present  society.  For  inadequate  medical  services, 
produced  with  ali  the  wastes  inherent  in  the  in- 
dividualized practice,  we  now  pay  about  $30  per 
capita  annually.  With  organized  coordinated  ef- 
fort we  should  be  able  to  provide  ample  medical 
service  of  good  quality  to  all  the  people  and  with 
proper  remuneration  to  the  professional  person- 
nel, for  costs  of  somewhere  between  $20  and  $50 
per  capita  per  year.” 

Continuing,  his  interviewer  says,  “If  this  pro- 
gram does  not  go,  then  Dr.  Wilbur’s  investigators 
believe  insurance  companies  will  be  obliged  to 
provide  health  insurance.” 

Dr.  Wilbur  s plan  of  taxation  medicine 
is  already  operating  in  an  incomplete  way 
and  only  for  our  poorer  classes.  That  it 
should  be  increased  to  a complete  service 
for  them  is  discussed  later  on  in  this  paper. 
The  intricacies  of  administration  even  for  a 
limited  number  of  people  will  be  difficult 
enough,  to  say  nothing  about  the  stupen- 
dous task  of  such  a service  for  the  whole 
nation. 

In  my  most  fanciful  thinking,  I cannot 
conceive  the  American  public  delegating  to 
an  extravagant  government,  which  most  of 
us  regretfully  acknowledge  we  have,  the 
health  of  the  whole  nation.  I cannot  imag- 
ine the  people  being  willing  to  pay  the  bill 
including  the  politicians'  perquisites,  and  I 
cannot  visualize  an  economically  efficient 
medical  service,  referred  to  by  Dr.  Wilbur, 
directed  by  our  political  incumbents  at  the 
present  time  or  the  near  future. 

His  second  alternative,  insurance,  as  the 
most  logical  method  of  eventually  correct- 
ing present  unsatisfactory  conditions,  pre- 
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sents  a question  requiring  investigation, 
thought,  and  much  consideration  by  the  pro- 
fession before  formulating  an  opinion.  I will 
not  advocate  it  nor  reject  it,  but  emanating 
from  such  an  important  source,  it  must  be 
considered. 

Two  plans  will  be  presented:  (a)  Compul- 
sory, required  by  law  for  those  individuals 
of  small  earnings.  (b)  Voluntary.  This 
latter  type  is  now  offered  the  public  by  in- 
surance companies,  mutual  aid  societies, 
lodges,  industrial  groups,  etc.  Of  compul- 
sory insurance,  two  methods,  the  German 
and  the  English,  are  outstanding. 

One  reads  about  a great  deal  of  dissatis- 
faction among  German  physicians  with  the 
administration  of  their  plan,  but  not  with 
the  idea  of  insurance.  There  appears  to 
be  a continuous  conflict  over  the  allocation 
of  insurance  funds  and  the  German  physi- 
cian seems  to  be  getting  the  worst  of  it. 
The  operation  of  the  English  method  is 
more  satisfactory.  The  British  Medical  As- 
sociation has  devised  a plan  of  insurance 
adaptable  to  the  whole  nation14.  Evidently 
they  are  satisfied  with  both  the  method  and 
administration.  To  many  American  physi- 
cians the  idea  of  compulsory  insurance  is 
anathema,  but  we  must  consider  affairs  as 
they  are  and  anticipate  the  future. 

“The  idea  of  sharing  together  common 
risks  is  as  old  as  mankind1'.”  Insurance  re- 
duces these  risks  to  an  exact  science.  Al- 
most every  nation  in  the  world  has  some 
plan.  They  vary  greatly  with  national  ne- 
cessity. It  seems  to  be  the  answer  for  un- 
satisfactory conditions  in  private  practice 
among  the  poorer  classes.  Whether  it  will 
ever  become  an  issue  in  the  United  States 
remains  to  be  seen.  If  our  poor  continue  to 
increase,  some  plan  of  national  relief  will 
have  to  be  devised  and  insurance  will  be 
considered.  In  view  of  its  adoption  by  most 
nations  it  is  reasonable  to  conclude  that 
sooner  or  later  we  also  will  accept  it.  I am 
impressed  with  the  fact  that  nowhere  have 
I read  of  any  considerable  group  of  physi- 
cians voicing  the  desire  to  return  to  the 
practice  as  it  was  before  the  advent  of 
health  insurance.  This  is  a potent  argument 
that  insurance  has  been  a benefit  and  not 
a harm.  If  there  is  a better  method  than 


insurance,  or  insurance  and  taxation,  to  dis- 
tribute the  costs  of  illness,  it  will  be  most 
welcome.  I have  had  occasion  to  confer 
with  several  doctors  who  do  a good  deal  of 
compensation  insurance  work  and  find  they 
are  satisfied  with  it.  If  insurance  practice 
works  satisfactorily  for  accidents,  it  may 
be  equally  so  for  illness. 

The  English  method,  with  additions  to 
make  the  service  complete  for  those  people 
who  cannot  provide  medical  care  for  them- 
selves, seems  best  adapted  for  our  problem. 
The  English  National  Health  Insurance  Act 
was  designed  for  the  doctor,  “to  give  such 
service  as  can  properly  be  undertaken  by 
general  practitioners  of  ordinary  competence 
and  skill"  .”  A synopsis  of  the  essential  pro- 
visions of  the  Act  pertaining  to  the  physi- 
cian was  prepared  for  Dean  Rees  of  the 
University  of  Colorado  by  an  English  in- 
surance physician  and  is  as  follows:  (The 
term  specialist  refers  to  service  rendered  by 
others  than  the  general  practitioner.) 

INSURANCE  ACT  OF  GREAT  BRITAIN 

First.  All  persons  working  for  wages  whose 
income  does  not  exceed  $1250  per  annum  must 
be  insured. 

Second.  The  insurance  given  them  when  ill. 

(a)  Sickness  benefit  varying  from  $3  to  $5 
per  week. 

(b)  Maternity  benefit  of  $10.  This  being  pay- 
able to  the  wife  of  a male  insured  person,  or  the 
female  insured  herself. 

(c)  Medical  attendants  for  all  conditions  ex- 
cept the  services  of  a specialist  and  midwifery. 

Third.  Medical  practitioners  on  the  register 
of  the  General  Medical  Council  are  entitled  to  act 
as  insurance  doctors  under  the  Act.  The  doctor 
and  the  patient  have  each  the  right  of  selection 
or  of  refusal,  and  the  doctor  who  accepts  an  in- 
sured person  as  his  patient  receives  $2.50  per 
annum  in  respect  of  his  responsibility  for  attend- 
ance on  that  patient  whether  he  attends  him  or 
not.  He  is  entitled  to  receive  on  his  panel  2,000 
patients.  The  doctors  in  partnership  may  receive 
2,000  patients  each.  The  doctor  or  patient  may 
respectfully  sever  his  connections  with  each  other 
on  three  months’  notice.  While  the  doctor’s  re- 
sponsibility is  to  his  patient,  he  also  is  answer- 
able  to  the  “Insurance  Committee.”  These  com- 
mittees are  made  up  in  each  city  or  county  for 
the  purpose  of  administering  medical  benefit. 
Complaints  against  the  doctor  are  dealt  with  by 
a committee  composed  jointly  of  medical  and  lay 
persons  from  the  “Insurance  Committee.”  The 
Act  was  started  with  great  opposition  in  1912, 
but  despite  the  interruption  of  the  war  during 
the  period  of  1914-1918,  the  Act  has  proved  a 
great  success  both  financially  to  the  doctor  and 
to  the  insured  person. 

The  insured  population  receives  skilled  medical 
attention  and  receives  also  all  medicines  without 
further  expense.  The  insurance  doctor  is  entitled 
to  engage  in  such  private  practice  and  midwifery 
practices  as  comes  his  way,  so  that  a doctor  in 
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general  practice  may  readily  make  a substantial 
income,  and  in  the  case  of  insurance  work  he  has 
no  bad  debts,  as  he  receives  his  salary  by  quar- 
terly check.  There  is  great  security  for  a doctor 
retaining  his  practice,  but  at  the  same  time  it  is 
a little  more  difficult  for  a young  doctor  to  build 
up  a practice  de  novo  quickly.  If  he  buys  the 
practice  of  a doctor  who  is  retiring  he  will  gen- 
erally manage  to  retain  it  almost  in  its  entirety. 
The  usual  selling  of  a practice  is  from  one  to  one 
and  one-half  of  his  two  years  purchase,  that  is 
to  say,  a practice  of  $5,000  per  annum  would 
sell  from  a sum  of  $5,000  to  $10,000. 

Dr.  Alfred  Cox,  Medical  Secretary,  Brit- 
ish Medical  Association,  expresses  the  opin- 
ion that  national  health  insurance  has  in- 
creased the  physician  s income,  has  bene- 
fited his  morale  because  of  certainty  of  pay- 
ment and  necessity  of  professional  coopera- 
tion; that  its  effect  on  public  health  has  been 
good  because  the  physician  sees  his  patient 
early;  that  the  insurance  physician  would 
not  change  back  to  the  type  of  practice  in 
vogue  before  insurance  was  introduced. 

He  says,  “If  you  have  a considerable  section 
of  your  population  that  cannot  get  the  medical 
attention  they  need  without  resort  to  medical 
charity  (either  the  organized  kind  known  as 
medical  charity  or  the  unorganized  kind  known 
as  not  paying  the  doctor)  the  State  ought  to  or- 
ganize some  provision  for  them  and  the  medical 
profession  should  help10. 

“In  1921,  14,000,000  persons  were  insured  in 
England,  averaging  less  than  1000  to  each  insur- 
ance physician.  In  1930,  52  per  cent  of  all  total 
registered  doctors  in  England  and  Wales  were 
engaged  in  insurance  practice.  The  average  pay- 
ments to  each  were  about  $2300*. ” 

This  amount  secured  from  one  source 
alone,  namely,  insurance  practice,  lacks  only 
$500  per  year  of  the  average  net  income  of 
$2800  secured  from  all  sources  in  this  coun- 
try. 

Health  is  not  only  a matter  of  concern  to 
the  individual  but  also  to  his  neighbor  and 
the  State,  e.  g.  in  infectious  and  contagious 
disease;  to  employers,  in  obtaining  less  in- 
terrupted service;  to  his  country  in  the  in- 
terest of  government  income,  i.  e.,  taxation; 
and  government  economy,  i.  e.,  expenditure 
for  dependency,  the  mentally  afflicted,  and 
tuberculous.  This  essential  interest  of  oth- 
ers is  justification  for  compulsory  insurance. 

A plan  of  compulsory  insurance  which  is 
not  advocated  for  adoption,  but  is  presented 
with  the  idea  of  exciting  thought  and  consid- 
eration, embodying  the  essentials  of  the 
English  method  which  seems  to  be  the  best, 
could  be  set  up  about  as  follows: 

All  single  persons  whose  income  from  all 


sources  does  not  exceed  $520  a year,  mar- 
ried persons  without  children  whose  com- 
bined income  does  not  exceed  $780  per  year, 
to  which  income  limit  shall  be  added  $50 
per  year  for  each  child  or  non-producing 
dependent,  should  be  insured  by  the  State. 
Funds  to  provide  the  benefits  of  such  in- 
surance to  be  obtained  jointly  from  the  in- 
sured, the  employer,  and  the  State  in  the 
amount  of  $5.00  per  year  per  insured  person. 
The  head  of  a family  and  the  State,  each 
to  contribute  one-half  the  full  amount  for 
each  child  or  totally  dependent  in  the  fam- 
ily. 

In  instances  of  total  unemployment  or  de- 
pendency with  no  recourse  to  a head  of  a 
family,  the  state  to  furnish  the  full  amount. 

Funds  thus  collected  to  be  distributed  to 
physicians  willing  to  render  the  usual  medi- 
cal service  for  ordinary  illness  exclusive  of 
surgery,  consultations  or  specialties,  at  the 
rate  of  $5.00  per  year  per  insured  person. 
In  addition,  monies  collected  by  general 
taxation  for  the  purchase  of  drugs,  hospital- 
ization, consultations,  operations,  home 
nursing,  etc.,  from  institutions,  physicians, 
and  nurses  willing  to  render  service  for  the 
fees  prescribed  in  the  Legislative  Act  creat- 
ing such  benefits. 

Adequate  medical  care  for  a sizable  por- 
tion of  illnesses  requires  measures  and  in- 
stitutions which  the  individual  physician 
cannot  provide. 

“It  is  more  essential  to  provide  hospital  care, 
consultants,  specialists  and  ancillary  diagnostic 
facilities  than  the  ordinary  services  of  a physi- 
cian, because  herein  lie  the  maximum  costs  of 
illness  for  the  individual1.” 

I have  no  way  of  estimating  the  cost.  The 
income  and  indemnity  figures  may  be  too 
low  or  too  high.  "Health  is  worth  whatever 
expenditure  is  efficiently  incurred  in  its 
maintenance  or  to  secure  its  return1.”  Cost 
must  be  based  on  a complete  and  efficient 
service  and  therefore  will  not  be  small.  The 
lack  of  continuous  employment,  migration, 
our  foreign  population,  depressed  industries, 
etc.,  may  cause  complications  in  adminis- 
tration. I gather  it  would  apply  to  twenty 
million  persons11. 

There  are  seven  or  eight  million  people 
in  the  United  States  living  in  poverty. 
"Their  incomes  do  not  supply  the  necessary 
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food,  clothing  and  other  requisites  and  they 
must  have  help  from  charity  to  exist1'.” 
There  are  twelve  million  who  have  a bare 
subsistence.  “Any  emergency  such  as  unem- 
ployment, sickness,  accident,  death  of  wage 
earner  will  drive  them  down  to  poverty 
level17.”  These  two  groups  make  twenty 
million  who  must  depend  on  charity  part  of 
the  time.  It  is  for  this  population  that  com- 
pulsory insurance  is  devised.  The  next 
group,  twenty  million  people:  “Their  in- 
come with  wise  spending  will  provide  every- 
thing essential  for  independent  living.  They 
can  pay  for  medical  and  dental  service  if 
illnesses  are  not  too  long1'.”  They  cannot 
own  and  operate  a car  unless  they  cut  on 
other  things.  A large  portion  of  semi-  and 
unskilled  wage  earners  and  farmers  are  in 
this  group. 

Then  comes  a group  of  thirty  million. 
They  are  skilled  earners,  successful  farm- 
ers, foremen,  clerks,  small  business  men. 
They  have  radios,  vacuum  cleaners,  cars, 
telephones,  and  their  children  are  high 
school  educated.  Many  possess  savings. 

Next  group  consists  of  twenty  million  liv- 
ing in  comfort.  They  are  skilled  earners, 
small  business  men,  teachers,  less  successful 
lawyers  and  doctors.  Next  group  includes 
fifteen  million  moderately  well-to-do:  then 
ten  million  well-to-do;  finally  two  million 
rich. 

The  major  advantages  are:  (a)  It  will 
give  a complete  medical  service  to  a class 
of  people  unable  to  furnish  it  for  themselves: 
(b)  it  will  be  a good  public  health  measure 
favoring  an  early  consultation  with  the  phy- 
sician: (c)  the  preventive  values  of  curative 
medicine  would  be  more  certainly  assured; 
(d)  the  physician  would  receive  compensa- 
tion for  service  to  a class  of  patients  he  now 
serves  largely  for  nothing. 

It  is  not  a civic  duty  of  the  physician  to 
care  for  this  increasing  class  gratuitously 
and  at  his  own  expense.  That  he  does  so  is 
greatly  to  his  credit  and  which  because  it 
is  expected  of  him,  but  little  appreciation  is 
given  by  his  community.  Because  society 
has  not  met  its  obligation  in  this  situation, 
the  physician  has  carried  society’s  responsi- 
bility as  a humane  and  moral  obligation  of 


his  own,  it  is  his  voluntary  self-imposed  con- 
tribution to  our  social  structure,  and  not  a 
duty  enjoined  by  moral  law,  except,  when 
society,  to  which  it  is  a previous  obligation, 
fails.  The  responsibility  of  providing  med- 
ical service  for  those  people  who  cannot  do 
so  for  themselves  is  a civic  and  social  but 
not  a professional  one. 

Voluntary  Insurance:  What  should  be 
done  for  the  individual  of  medium  income 
who  finds  the  cost  of  a serious  illness  most 
difficult  to  pay?  This  cost  should  be  dis- 
tributed among  many  others  like  him,  and 
voluntary  insurance  is  a method  of  distri- 
bution. Paternalism  has  not  yet  developed 
to  the  stage  where  society  will  assume  his 
obligation  and  pay  it. 

Our  per  capita  cost  for  medical  care  is  $25 
to  $30  per  year6.  These  costs  are  not  equal- 
ly distributed  nor  restricted  to  those  able  to 
pay  them.  “Only  a fraction  of  any  group  of 
the  population  is  afflicted  with  severe  illness 
during  the  year.  But  on  some  persons  the 
financial  burden  falls  heavily.  The  total 
costs  of  medical  care  may  be  predicted  and 
estimated  in  advance  for  a group  of  people, 
but  not  for  an  individual6.” 

Group  payment  of  small  assessments  will 
assure  group  members  medical  care  at  a 
cost  which  they  individually  can  pay.  In- 
surance is  the  instrument  through  which 
groups  may  operate  and  receive  the  benefits 
of  group  action.  We  are  familiar  with  in- 
surance policies  and  agreements  of  sick 
benefit  clubs,  lodges,  etc.,  now  procurable. 
They  are,  however,  incomplete  and  not  well 
distributed. 

The  plans  discussed  under  industrial  med- 
icine are  far  more  efficient  and  inclusive, 
but  restricted.  What  is  needed  is  a plan  of 
insurance  more  universal  in  its  adaptation 
and  availability.  “Sickness  insurance  is  a 
device  by  which  people  pay  for  their  own 
medical  care,  is  a plan  by  which  self-sup- 
porting people  continue  to  remain  self-sup- 
porting. It  is  not  a means  of  dispensing 
charity.  It  is  a means  of  avoiding  charity16.” 

In  talking  with  an  insurance  company  ex- 
ecutive he  disfavored  such  a plan  because 
of  the  difficulty  of  selling  any  kind  of  vol- 
untary insurance.  He  claims  the  public  will 
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not  buy  it.  Even  life  insurance  is  difficult 
to  sell,  though  all  realize  that  death  is  in- 
evitable. This  experience  has  great  force 
but  is  not  unsurmountable. 

Any  person  having  had  to  meet  illness 
costs  under  discussion,  would  be  a likely 
purchaser.  Others  who  have  enjoyed  in- 
demnities from  an  insurance  policy  would 
continue  to  purchase.  If  voluntary  insurance 
offers  a real  relief,  especially  if  it  releases  a 
fair  portion  of  income  for  pleasant  spend- 
ing, it  can  be  sold.  The  growth  of  medical 
care  by  group  purchase  among  employees 
in  industry,  is  certainly  an  indicator  of  the 
demand  which  exists  for  voluntary  insur- 
ance. A practical  efficient  satisfaction  of 
this  demand  is  what  is  needed. 

Many  industries  finance  the  sale  of  their 
own  goods — General  Motors,  for  instance. 
It  would  be  to  the  great  advantage  of  the 
industry  of  medicine  to  finance  the  purchase 
of  its  service.  Therefore,  the  industry  col- 
lectively, through  the  A.M.A.,  might  under- 
write health  insurance. 

If  insurance  will  answer  the  problem  of 
medium  incomes,  some  company  will  write 
it.  Why  not  the  A.  M.  A.?  If  the  A.  M.  A. 
does  not,  it  will  be  written  by  companies 
whose  interest  will  be  corporate  profit.  If 
a corporation  can  purchase  the  brains  and 
experience  necessary  to  conduct  such  busi- 
ness, why  not  the  A.  M.  A.?  If  original  sell- 
ing costs  form  a good  portion  of  its  over- 
head, like  they  do  in  life  insurance,  the  A. 
M.  A.,  because  of  its  organization  could 
minimize  them  considerably  and  thus  reduce 
the  premium  to  the  purchaser.  One  hundred 
thousand  physicians  to  whom  it  would  be 
an  advantage  could  popularize  it.  If  a cor- 
poration wrote  the  insurance,  the  indemnity 
would  probably  be  paid  to  the  insured  as 
it  is  now  done  and  the  physician  in  many 
instances  never  receive  compensation,  as 
now  happens.  But  if  the  A.  M.  A.  wrote 
the  insurance,  the  indemnity  could  be  paid, 
not  to  the  insured,  but  to  the  doctor,  hos- 
pital, nurse,  etc.,  directly.  Which,  after  all, 
is  a matter  of  vital  importance.  If  the  A.  M. 
A.  should  fear  that  such  an  undertaking  is 
too  foreign  to  fit  into  the  purpose  of  its  or- 
ganization and  failure  would  attend  its  ef- 


forts, it  might  experiment  with  it  a few  years 
and  write  health  insurance  for  its  own  mem- 
bers. Then,  if  successful,  it  could  offer  in- 
surance to  the  public.  By  means  of  insur- 
ance written  by  the  A.  M.  A.,  the  personnel 
of  those  engaged  in  the  healing  art  could  be 
greatly  controlled.  That  the  A.  M.  A.  might 
become  a carrier  of  voluntary  health  insur- 
ance is  predicated  on  the  success  of  corpora- 
tions experienced  in  financing  the  sale  of 
their  own  goods. 

The  plan  would  work  out  about  as  fol- 
lows: Mr.  A.  would  purchase  annually  a 
contract,  providing  that  the  company  would 
pay  the  balance  of  cost  of  an  illness  in  his 
family,  over  and  above  the  stated  amount 
which  Mr.  A would  first  personally  assume. 
Or  Mr.  A would  purchase  an  amount  of 
indemnity,  stated  in  dollars,  to  be  applied 
on  the  cost  of  illness  after  Mr.  A had  first 
personally  assumed  a stated  amount.  Or 
Mr.  A would  purchase  a contract  in  which 
the  company  would  assume  all  expense  of 
an  illness  in  his  family. 

The  remedial  measures  discussed  have  in 
mind  an  organized  society  paying  the  phy- 
sician, as  its  instrument,  through  which  it 
meets  its  social  obligations  of  a medical  na- 
ture, and  through  voluntary  insurance,  mak- 
ing more  sure  the  physician’s  payment  by 
the  individual.  They  avoid  his  standardiza- 
tion and  permit  as  much  initiation  as  he  now 
enjoys.  He  need  not  become  a "robot,  a 
"tonsil  mechanic  or  "inspector  of  gonor- 
rhea1' ”,  as  has  been  credited  to  be  an  out- 
come of  a type  of  State  Medicine. 

Any  method  of  medical  care  for  the  low 
income  classes,  engaging  the  profession  as  a 
whole,  must  have  the  profession  s endorse- 
ment and  cooperation  to  succeed.  Because 
of  this,  the  profession,  if  it  so  desires,  can 
direct  its  choice  and  development. 

It  is  realized  that  the  practical  consumma- 
tion of  an  insurance  plan  or  any  other  that 
might  be  devised  will  take  years.  However, 
the  profession  is  being  challenged  now  to 
produce  a cure  for  its  economic  ills.  If,  be- 
cause of  indifference,  self-adjustment  is  re- 
lied upon,  a great  risk  will  be  assumed,  that 
the  public  will  attempt  a plan  of  relief  of 
its  own,  . . . contrary  to  medical  interests. 
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ECONOMIC  DO’S  AND  DON’T’SI  OR  THE  MEDICAL  SOCIETY  ! 

HARVEY  T.  SETHMAN 
DENVER 


At  the  outset  may  I emphasize  that  state- 
ments in  this  paper  do  not  represent  policies 
of  your  Executive  Secretary  as  an  officer  or 
employee  of  the  Medical  Society,  but  rather 
his  personal  observations  as  an  individual, 
obtained  through  the  opportunities  afforded 
by  his  position  to  gather  the  opinions  and  ex- 
periences of  real  students  of  medical  eco- 
nomics. The  paper  is  supplemental  to  that 
by  Dr.  C.  E.  Cooper;  I fear  it  will  be  an  anti- 
climax, for  he  has  presented  a scholarly  sum- 
mary of  the  whole  situation.  I shall  attempt 
to  suggest  a few  ideas  for  state,  county,  and 
individual  application  to  immediate  present 
conditions.  Few  of  them  are  original;  some 
may  be  impolitic  or  Utopian;  most  have  been 
tried  with  more  or  less  success  in  other  states. 
They  are  presented  in  outline  only  because 
of  limited  time. 

The  marshalling  of  facts  is  the  first  logical 
step  in  attack  on  any  major  problem.  Our 
Society  needs  exact  information  about  exist- 
ing conditions  in  our  own  peculiar  state  be- 
fore going  on  record  for  or  against  any  pro- 
posal for  a new  system  of  medical  practice 
designed  as  a general  cure  for  the  profes- 
sion’s economic  ills  or  the  high  cost  of  sick- 
ness. 

Our  state  Committee  on  Medical  Eco- 
nomics might  well  direct  an  accurate  eco- 
nomic survey  of  medical  practice  in  Colorado, 
along  lines  of  one  recently  completed  by  the 
State  Medical  Society  of  Wisconsin.  It  could 
learn  the  real  economic  situation  of  our  doc- 
tors, the  real  situation  in  regard  to  charity 
work  and  its  monetary  value.  Broad  studies 
by  the  national  Committee  on  the  Costs  of 
Medical  Care  do  not  necessarily  apply  to  our 
own  state;  they  teach  us  little  about  purely 
local  problems.  The  suggested  study  will 
take  work,  but  will  be  worth  the  effort.  In 
the  words  of  Dr.  Olin  West,  “Leadership 
can  hardly  develop  and  be  effective  unless 
the  intelligent  units  of  the  rank  and  file  are 
properly  informed,  and  they  will  be  informed 

♦Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932. 


only  as  they  seek  information  and  expend 
some  effort  of  their  own  to  get  it.” 

With  complete  information  about  our  own 
peculiarly  local  conditions,  we  will  be  not 
only  in  a better  position  to  advocate  that 
which  seems  proper,  but  in  a splendid  posi- 
tion to  oppose  ill-conceived  or  untimely  sug- 
gestions. 

If  the  day  of  health  insurance  is  coming 
or  is  here,  why  should  the  profession  not 
control  it,  and  with  insurance-trained  em- 
ployees, operate  it?  I suggest  that  a strong 
county  society  be  first  made  the  proving 
ground.  In  Denver  now  there  is  a “mutual 
benefit  association,”  open  to  the  general  pub- 
lic, operated  as  a going  concern  by  laymen, 
for  lay  profit.  If  the  low-income  stratum  of 
society  demands  a medical  service  at  a dollar 
or  two  a month  per  person  or  per  family,  the 
medical  profession  must  provide  it,  or  some- 
one else  will. 

If  such  plans  must  come,  it  would  appear 
feasible  to  organize  what  might  be  called  a 
“Medical  Society  Health  Association,”  with 
membership  open  only  to  those  of  limited  in- 
come, with  dues  payable  monthly  in  advance, 
with  a small  office  and  twenty-four-hour 
telephone  service — all  directed  by  a part-time 
doctor.  Calls  for  physicians  by  association 
members  would  have  to  go  through  the  of- 
fice. Members  could  have  the  physician  of 
their  choice  so  long  as  he  is  a member  of  the 
Medical  Society,  thus  retaining  the  family 
doctor  relationship  lost  in  many  insurance 
plans.  Those  without  choice  could  be  sup- 
plied from  a rotation  list,  made  up  upon  ap- 
plication from  physicians  willing  to  accept 
calls  at  less  than  standard  fees.  With  dues 
paid  in  advance,  there  would  be  no  collec- 
tion problem,  and  a class  now  being  pauper- 
ized by  charity  might  regain  self-respect. 
Special  medical  and  surgical  services  would 
require  extra  pay  above  the  monthly  dues, 
also  payable  in  advance  or  by  definite  finan- 
cial arrangement  with  the  doctor  rendering 
the  service. 

If  this  were  done,  similar  lay-controlled 
plans  would  go  out  of  business  because  they 
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would  have  to  charge  higher  fees,  if  for  no 
other  reason.  Similar  plans  to  provide  hos- 
pital care  exclusive  of  medical  fees  are 
operating  successfully  in  several  cities  and 
are  already  under  way  in  Denver. 

It  has  been  proved  that  group  medicine 
pays.  I believe  one  of  Dr.  C.  E.  Cooper’s 
plans  is  applicable  to  some  of  our  cities.  Form 
a group  of  physicians,  financially  independ- 
ent of  each  other,  but  grouped  for  consulta- 
tion work  and  for  dealing  collectively.  As 
a group,  contract  for  hospitalization,  on  terms 
similar  to  those  for  corporation  business,  bills 
to  be  guaranteed  by  the  physician  entering 
the  patient.  Arrange  a fee  schedule  be- 
tween group  members  for  consultation  and 
special  services  which  can  be  low  because  of 
certainty  of  payment.  Charges  would  be 
guaranteed  by  the  referring  physician.  Em- 
ploy a business  manager  and  exact  payment 
in  advance  for  these  special  services.  Mem- 
bers of  such  a group  would  not  be  limited  to 
practice  within  the  group. 

Each  county  society  should  draw  its  defi- 
nition of  what  constitutes  a charity  patient. 
From  these,  draw  a state  definition  if  pos- 
sible, and  let  every  doctor  know  about  it. 
Well  considered  general  publicity  of  the  re- 
sults might  shame  many  non-charity  individ- 
uals from  seeking  medical  charity. 

I suggest  that  the  Society  enunciate  as 
principles: 

First:  That  the  care  of  the  indigent  is  a 
community  obligation: 

Second:  That  the  physician  is  entitled  to 
the  same  consideration  as  the  grocer  or  the 
Public  Service  Company  in  compensation  for 
materials  and  services  supplied  to  the  in- 
digent: 

Third:  That  the  charitable  work  of  the 
medical  profession  will  be  continued  by  phy- 
sicians as  individuals  to  those  patients  who 
as  individuals  are  laboring,  under  handicaps, 
to  maintain  themselves  above  the  pauper 
class; 

Fourth:  That  the  Society  disapproves 
any  system  which  provides  a single  practi- 
tioner or  group  to  care  for  the  indigents  of  a 
commiinity,  with  the  few  necessary  excep- 
tions granted  in  the  cases  of  certain  institu- 
tions. 


The  city,  county,  state,  and  all  philan- 
thropic bodies  can  and  will  pay  for  what  they 
want,  just  so  soon  as  they  learn  they  can  no 
longer  get  it  for  nothing.  The  Hippocratic 
Oath  was  written  long  before  anyone 
dreamed  of  the  modern  county  hospital  or 
the  Community  Chest.  It  is  not  unethical 
for  a doctor  to  turn  away  a suspected  dead- 
beat.' Let  the  patient  pay  cash,  let  him  prove 
his  credit  is  good,  or  let  him  clearly  show 
his  right  to  beg  medical  alms.  The  public 
respects  sound  business  methods  and  will 
respect  the  doctor  the  more  if  he  adopts 
them.  Our  State  Economics  Committee 
might  work  out  for  our  individual  physicians 
a simple  system  of  cash  discounts,  easy  to 
use  and  offensive  to  no  patient. 

Individually  and  collectively,  avoid  like 
the  plague  unknown  or  newly-formed  collec- 
tion agencies  and  finance  companies.  Use 
trained  collection  men  for  collection  service. 
Doctors  are  not  trained  collectors,  neither 
are  county  medical  societies.  They  usually 
fail  as  such.  As  you  expect  a fair  fee  for 
your  medical  service,  expect  to  pay  a fair 
fee  for  collection  service.  I suggest  that 
each  county  society  contract  with  a long- 
established  collection  firm  in  its  community, 
giving  that  firm  the  right  within  limitations 
to  use  the  name  of  the  medical  society.  Con- 
sider having  the  firm  work  on  a cost-plus 
basis  instead  of  straight  commission.  Urge, 
and,  if  necessary,  find  means  to  demand  co- 
operation from  the  members.  I believe  it 
unwise  to  attempt  this  on  a state-wide  scale, 
and  unwise  to  incorporate  the  state  society 
into  a huge  collection  and  credit  concern  as 
has  been  recently  suggested.  I believe  it 
impractical  on  the  one  hand,  impolitic  on  the 
other.  We  have  to  fight  the  false  accusa- 
tion of  “medical  trust"  often  enough  with- 
out tempting  ourselves  to  become  one. 

We  decry  the  use  of  free  medical  serv- 
ices by  those  who  can  pay,  and  many  are 
the  complaints  heard  against  such  free  serv- 
ices as  those  offered  by  the  State  Board  of 
Health  Laboratory  and  by  municipal  and 
other  agencies.  Yet,  for  instance,  some  phy- 
sicians send  all  their  Wassermann’s  to  the 
state  laboratory.  County  societies  might 
consider  this  officially,  for  encouragement  of 
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the  use  of  free  services  by  the  non-indigent 
is  opposed  to  the  best  interests  alike  of  the 
profession,  the  taxpayer,  and  the  general 
public. 

The  words  "public  health"  are  too  indis- 
criminately used,  so  that  the  layman  consid- 
ers as  public  health  work  many  things  which 
are  not.  Activities  that  started  in  public 
health  agencies  have  gone  wide  of  their 
mark  and  now  we  have  public  health,  medi- 
cal relief,  and  police  work  intermixed. 

The  Society  should  insist  that  public 
health  be  divorced  from  medical  relief,  be 
separated  from  police  work.  Emergency 
care  of  accident  victims  is  a police  duty;  it 
is  not  public  health.  General  medical  and 
surgical  care  of  the  indigent  is  medical  re- 
lief; it  is  not  public  health.  I believe  the  di- 
vorce and  separation  can  be  obtained.  A 
line  can  be  drawn  between  true  public  health 
activities  and  those  outgrowths  which  are  in 
reality  paternalism  under  a public  health  la- 
bel. Our  Society  should  lead  the  way. 

The  Society  should  insist,  and  go  before 
the  newspapers  and  the  laity  with  its  insis- 
tence, that  state  and  local  health  departments 
recognize  public  education  as  their  first  and 
greatest  duty.  Doctors  need  not  fear  the 
works  of  true  public  health.  Health  educa- 
tion creates  work  and  income  for  the  doctor. 
Most  preventive  activities,  even  including  the 
work  of  school  physicians,  do  likewise.  They 
are  case  finders.  If  a few  cases  are  misdi- 
rected through  faulty  administration,  the 
answer  to  that  problem  is  in  better  control 
of  these  activities  by  county  medical  societies. 

The  hospital  and  the  nurse  are  invaluable 
aids  to  the  doctor,  but  both  are  supplemen- 
tary. Our  Society  should  guide  both  the 
hospital  and  nursing  associations. 

If  hospitals  expect  our  support,  they  should 
admit  only  members  of  the  medical  society 
and  those  declared  by  the  society's  censors 
to  be  eligible  to  membership.  Standardized 
hospitals  should  not  be  open  to  the  man  who 
is  not  sufficiently  interested  in  keeping 
abreast  of  medical  progress  to  belong  to  his 
county  medical  society.  He  should  not  bene- 
fit by  the  facilities  erected  for  the  use  of 
competent  physicians  and  whose  use  in  the 
hands  of  the  unskilled  will  serve  only  to  give 


the  patient  a false  sense  of  security  and  give 
the  profession  a bad  name.  This  principle 
can  be  applied  without  depriving  the  occa- 
sional worthy  non-member  of  proper  hos- 
pital connections. 

If  nurses  expect  our  support,  they  should 
aid  physicians,  not  ape  them.  The  medical 
profession’s  former  neglect  of  personal  serv- 
ice in  its  striving  for  scientific  perfection  was 
responsible  for  the  creation  of  the  medical 
cults.  Many  believe  the  nursing  profession 
is  headed  the  same  way,  attempting  to  be- 
come little  short  of  a new  medical  profes- 
sion, to  the  exclusion  of  personal  service. 
Our  Society  should  guide  the  nursing  pro- 
fession away  from  this  danger. 

In  my  opinion,  no  one  of  our  twenty-five 
local  societies  is  properly  interesting  itself  in 
the  economic  problems  of  the  individual  doc- 
tor. It  should  devote  part  of  each  meeting, 
or  perhaps  one  entire  meeting  out  of  each 
three,  to  frank  economic  discussion;  if  noth- 
ing else,  to  the  exchange  of  the  names  of  the 
community’s  dead-beats.  Each  county  soci- 
ety should  study  the  hospital  bed  capacity 
and  bed  occupancy  in  its  district  and  oppose 
the  construction  of  any  more  hospital  beds, 
public  or  private,  except  where  clear  neces- 
sity is  obvious. 

Each  county  society  should  study  its  own 
automobile  accident  situation  and  then,  with 
facts  in  our  possession,  we  should  all  go  be- 
fore the  legislature  with  an  automobile  acci- 
dent lien  bill.  Should  politics  block  such  a 
bill,  may  I point  out  that  the  Indiana  Soci- 
ety worked  out  an  agreement  with  a ma- 
jority of  the  leading  insurance  companies  in 
that  state  whereby  the  physician  is  assured 
of  at  least  part  of  his  fee  at  the  time  the  in- 
surance company  settles  with  the  patient. 
Our  own  state  Economics  Committee;  armed 
with  facts,  could  do  likewise.  Our  Commit- 
tee might  also  set  up  a friendly  arbitration 
body  to  study  and  advise  in  every  dispute 
that  arises  between  a doctor  and  an  industrial 
insurance  carrier.  This  also  has  worked  in 
other  states. 

Each  county  society  should  frequently  sur- 
vey its  district  and  learn  where  doctors  are 
needed,  ascertaining  the  approximate  in- 
come available.  Through  their  own  and  the 
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state  society  officers  accurate  advice  could 
then  be  given  the  physician  who  needs  to 
change  his  location. 

Hospitals  in  the  larger  centers  should  be 
urged  to  admit  to  their  accredited  lists  those 
rural  physicians  living  within  a reasonable 
radius,  upon  association  with  a local  physi- 
cian to  be  responsible  for  emergency  calls. 
This  can  be  worked  out  without  departure 
from  the  established  procedure  of  hospitals 
and  their  staffs  designed  to  limit  their  lists 
to  those  well  qualified  in  the  services  in 
which  they  desire  to  enter  patients.  Many 
a rural  physician  thus  would  have  facilities 
for  giving  proper  hospital  care  to  his  patients 
without  depriving  himself  of  the  revenue 
that  alone  may  make  it  possible  for  the  rural 
area  to  enjoy  his  services. 

Many  doctors  have  never  seen  a simple, 
business-like  bookkeeping  system.  Our  state 
Committee  could  work  out  several  sample 
business  systems,  bookkeeping  plans,  credit 
files;  suitable  to  the  various  types  of  individ- 
ual practice.  These  could  be  mimeographed 
and  kept  on  file  in  each  county  secretary’s 
office,  or  supplied  individually  to  members 
on  request.  It  is  my  firm  conviction  that  this 
comparatively  small  item  would  help  many  a 
doctor. 

Finally,  I urge  a correlation  of  the  work 
of  certain  of  our  committees,  all  of  which 
have  economic  features  in  their  duties.  I 
would  suggest  a monthly  conference  of  the 
chairmen  of  the  committees  on  Medical  Eco- 
nomics, Public  Policy,  Advice  to  the  School 
of  Medicine,  Medical  Defense,  and  Cooper- 
ation with  Allied  Professions,  presided  over 
by  our  State  President. 

I trust  the  suggestions  presented  have  not 
appeared  pedantic.  Such  is  not  my  inten- 
tion; they  are  purely  personal  opinions,  large- 
ly gleaned  from  other  state  secretaries  whose 
societies  are  doing  these  things.  After  all, 
the  improvement  of  medical  economics  is  a 
matter  of  mutual  protection.  Here,  as  else- 
where, if  united,  we  will  stand  or  fall  to- 
gether, probably  stand.  Divided  we  can  only 
fall.  We  must  improve  our  unity  and  grow. 
The  biggest  “do”  in  medical  economics  is  to 
maintain  the  strongest  possible  organization. 


united  and  ready  to  meet  any  emergency.  It 
is  frequently  difficult  to  hold  the  interest  of 
members  in  strenuous  economic  times  like  the 
present,  and  those  who  waver  in  their  loy- 
alty to  the  Society  might  well  read  a para- 
graph from  the  pen  of  Julius  Klein,  Assist- 
ant Secretary  of  Commerce  of  the  United 
States,  which  I quote  in  closing: 

“I  hear  some  members  of  business  bodies 
talking  these  days  about  the  possibility  of 
resigning  from  their  organizations  with  the 
object  mainly  of  supposedly  saving  money. 
I can  think  of  nothing  more  dangerously  ex- 
travagant than  that,  a wasteful  squandering 
of  that  invaluable  asset  of  good  team  work 
at  the  very  time  when  collaboration  is  abso- 
lutely vital.  When  you  are  out  in  mid-At- 
lantic in  a storm,  do  you  see  anybody  shov- 
ing off  from  the  big  liner  in  a rowboat  by 
himself  to  save  passage  money?  Well, 
hardly!  Mass  action  is  imperative  and  mass 
assaults  can  move  mountains.” 


NOTICE! 


Special  Meeting  on  Medical  Economics 

The  Medical  Society  of  the  City  and 
County  of  Denver  will  conduct  a special  all- 
day Congress  on  Medical  Economics,  Sun- 
day, April  30,  with  exhaustive  discussion  of 
the  final  report  of  the  Committee  on  the 
Costs  o’f  Medical  Care.  All  interested 
members  of  the  State  Society  are  invited. 


The  American  Medical  Association  has 
consistently  and  persistently  done  every- 
thing in  its  power  to  prevent  the  extension 
of  Federal  aid  for  the  medical  and  surgical 
relief  of  diseases  and  injuries  of  civil  life 
without  regard  to  the  ability  of  the  recipient 
to  pay  for  such  services.  Why  have  all  of 
its  efforts  met  with  such  absolute  and  com- 
plete failure?  Because  its  constituent  state 
associations  and  component  county  societies 
have  failed  miserably  to  cooperate  with  the 
American  Medical  Association.  Not  until 
every  county  society  realizes  and  accepts  its 
responsibility  can  anything  be  accomplished 
in  any  legislative  program. — Journal  of  the 
Medical  Association  of  Georgia. 


April,  1933 


139 


SHALL  WE  LEGISLATE  THE  MEDICAL  SCHOOL  AND  ITS 
HOSPITALS  INTO  OBLIVION? 

LEO  V.  TEPLEY,  M.D. 

DENVER 


Of  late  all  sorts  of  rumblings  and  rumors 
are  current  about  the  medical  school  and 
its  hospitals.  These  rumors  have  reached 
the  ears  of  politicians.  Bills  aimed  at  the 
very  existence  or  at  the  usefulness  of  the 
medical  institutions  have  been  introduced 
in  the  legislature.  A few  physicians  in  good 
standing  are  rumored  as  being  active  in  this 
movement.  Ostensibly  this  is  done  for  the 
purpose  of  saving  the  taxpayer  the  sum  of 
three-quarters  of  a million  dollars.  In  real- 
ity there  are  factors  other  than  the  interest 
of  the  taxpayer  to  be  considered,  even  if 
such  a saving  could  be  effected,  which  is  in 
itself  debatable.  As  these  institutions  have 
become  an  integral  part,  not  only  of  the 
educational  system  of  the  state,  but  of  its 
health  program,  a few  remarks,  which  might 
to  some  extent  elucidate  the  problem,  are  in 
place. 

A few  words  of  the  history  of  the  medi- 
cal school  are  imperative  in  order  to  un- 
derstand its  functions  and  relation  to  the 
profession  and  state.  It  became  a member 
of  the  association  of  Medical  Colleges  in 
1924.  An  $800,000  donation  from  the  Car- 
negie fund,  a $200,000  donation  from  the 
Rockefeller  fund,  plus  a yearly  addition  of 
$50,000  for  three  consecutive  years,  and  a 
liberal  contribution  from  Mrs.  Verner  Z. 
Reed,  placed  the  school  on  a firm  basis.  It 
began  to  spread  its  usefulness  to  the  medical 
profession  and  throughout  the  state.  Space 
does  not  permit  more  than  the  mere  mention 
of  the  benefits  accruing  to  the  Colorado  phy- 
sician and  his  communities.  Since  1925 
many  members  of  our  fraternity  have  had 
the  privilege  of  listening  to  the  words  of 
wisdom  and  experience  of  such  men  as 
Evans  of  California,  Ivy  and  Carlson  of 
Chicago,  Weisenberg  of  Paris,  Keith  of  the 
Mayo  Clinic.  The  Bloodgood  clinic  will  be 
remembered  for  years  to  come  by  all  those 
who  attended  it.  The  Peek  clinic  was  also 
very  valuable  to  those  who  attended  it.  The 
National  Goiter  Society  carried  out  its  main 
work  in  the  operating  rooms  of  the  Colorado 


General  Hospital.  The  Interstate  Post 
Graduate  Clinic  has  been  established.  The 
school  is  carrying  on  extensive  research  in 
allergy,  non-union  of  bone  and  in  the  vari- 
ous fields  of  hormones. 

The  Psychopathic  Hospital  has  achieved 
a most  enviable  record.  It  ranks  among  the 
first  six  of  America’s  recognized  hospitals 
of  its  kind.  Here,  too,  only  a mere  mention 
of  its  achievement  and  contribution  will  be 
made.  The  Colorado  doctor  has  been  made 
"psychiatry  minded"  since  its  establishment. 
This  was  brought  about  by  educational  pro- 
grams carried  out  at  the  various  county  med- 
ical centers  by  the  director  and  staff  of 
Colorado  Psychopathic  Hospital.  Mental 
hygiene  clinics,  child  welfare  clinics,  child 
guidance  clinics  were  established  throughout 
the  state.  Physicians,  teachers  and  the  more 
advanced  type  of  jurists  began  to  realize 
the  importance  of  prevention  in  the  field  of 
abnormal  conduct.  Malaria,  probably  our 
best  therapeutic  agent  in  the  treatment  of 
tertiary  syphilis,  was  known  to  but  few  by 
reading  only,  and  was  not  in  use  in  the  pre- 
Psychopathic  Hospital  days.  The  same  ap- 
plied to  encephalography.  Somatic  factors, 
various  intoxications,  and  their  relation  to 
the  psychoses  are  being  thoroughly  studied 
at  the  Psychopathic  Hospital.  The  combined 
lumbar  and  cisternal  puncture  is  being  used 
with  greater  frequency  in  meningitic  infec- 
tions since  the  establishment  of  the  hospital, 
although  the  method  was  not  originated 
within  its  walls. 

The  educational  program  which  is  carried 
on  cannot  be  fully  estimated,  indeed  not  in 
dollars  and  cents.  The  battle  of  experts  in 
certain  trials  which  gave  psychiatry  a black 
eye,  and  by  the  mechanism  of  the  condi- 
tioned reflexes,  the  whole  medical  profes- 
sion has  been  greatly  eliminated.  Last,  but 
not  least,  the  Colorado  Psychopathic  Hos- 
pital, more  than  any  other  single  agency,  has 
justly  brought  Colorado  and  its  physicians 
within  the  visual  field  of  the  nation’s  medi- 
cal centers.  The  average  physician  of  Colo- 
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rado  compares  well  indeed  with  any  in  the 
country,  and  for  this  no  small  amount  of 
credit  is  due  the  medical  school.  An  ac- 
credited medical  school  acts  as  a stimulus 
to  the  local  physician.  It  maintains  his  med- 
ical "tone,’’  so  to  speak.  It  keeps  him  alert, 
informed,  and  up  to  date.  He  is  constantly 
adding  to  his  medical  armamentarium,  and 
is  thus  increasing  his  efficiency  in  combating 
disease.  Why,  then,  bills  at  the  legislature, 
aiming  at  the  usefulness  of  the  medical 
school  and  hospitals?  Why  are  the  sponsors 
of  this  prospective  legislation  incognito 
about  it?  Why  all  the  agitation?  While 
not  attempting  to  invade  the  field  of  mind 
reading,  the  reason  for  the  medical  unrest 
can  best  be  explained  as  being  principally 
due  to  the  following  three  causes: 

1 . Economic  interference  on  the  part  of 
the  Colorado  General  Hospital  with  private 
physicians. 

2.  Misunderstanding  and  exaggeration 
on  the  part  of  the  private  physician  of  this 
competitive  element. 

3.  Lack  of  cooperation  between  the 
medical  school  and  the  medical  profession 
at  large. 

On  Cause  No.  1,  the  issue  is  clear  cut. 
Section  3 of  S.  B.  33d  by  Senators  Girard 
and  W.  W.  King  reads:  "Said  hospital  shall 
be  primarily  and  principally  conducted  for 
the  care  of  legal  residents  of  Colorado,  who 
are  unable  financially  to  secure  such  care 
(italics  mine)  ...  It  shall  be  the  duty  of 
the  said  county  commissioners  to  cause  a 
thorough  investigation  to  be  made  into  the  fi- 
nancial condition  of  said  persons  sought  to  be 
treated.  . . . then  said  county  commissioners 
shall  enter  an  order  finding  such  the 
facts  and  certifying  their  approval  of  said 
applications."  The  wording  is  clear.  Under 
these  terms  the  admission  of  patients  who 
are  financially  able  to  pay  is  a violation  of 
the  law.  On  this  score  there  is  a great  deal 
of  dissatisfaction  and  criticism  of  the  man- 
agement of  the  Colorado  General  Hospital. 
On  the  face  of  these  facts  Dean  M.  H.  Rees, 
who  is  the  superintendent  of  the  hospital,  is 
plainly  at  fault.  But — and  here  comes  the 
rub:  Chapter  186,  Acts  of  the  24th  General 
Assembly  of  the  State  of  Colorado,  reads: 


"It  shall  further  be  the  duty  of  said  county 
commissioners  to  appoint  a physician  of  said 
county  . . . who  shall  make  personally  an 
examination  of  the  person  on  whose  behalf 
application  for  treatment  has  been  filed 
. . .”  It  is  this  further  addendum,  which 
makes  it  possible  for  non-indigent  patients 
to  enter  the  hospital,  and  which  renders  the 
Dean  practically  helpless.  The  county  physi- 
cian and  county  commissioners  say  that  this 
patient  has  been  examined  financially  and 
physically,  and  he  must  go  to  the  Colorado 
General  Hospital.  The  Board  of  Regents 
are  authorized  to  charge  him  per  diem  cost, 
but  after  he  has  been  admitted,  and  at  times 
after  he  has  left  the  hospital,  a neighbor  or 
someone  else  cries,  "Dean  Rees,  halt — this 
patient  is  not  as  poor  as  he  says  he  is.  Throw 
him  out,  he  is  able  to  employ  a private  phy- 
sician and  pay  for  a private  hospital."  In 
whatever  words  we  couch  the  situation,  the 
fact  remains  that  in  our  indignation  that 
some  people  are  abusing  medical  charity, 
we  flay  the  superintendent  and  command 
him  to  close  the  hospital  doors  to  a sick 
human  being  simply  because  we  think  he  is 
not  as  poor  as  he  ought  to  be. 

The  general  feeling  that  the  superintend- 
ent could  keep  out  a good  many  more  unde- 
serving patients  from  the  Colorado  General 
Hospital  is  perhaps  justifiable  to  a certain 
extent.  On  the  other  hand,  one  must  also 
admit  that  if  any  private  physicians  should 
be  forced  to  indulge  in  any  personal  contro- 
versies with  county  commissioners  and  coun- 
ty physicians  who  are  in  many  instances 
hundreds  of  miles  away  from  the  hospital, 
they,  too,  might  be  inclined  to  slip  occasion- 
ally and  admit  an  undeserving  patient. 

Cause  No.  2.  Recently  one  of  our  con- 
freres claimed  in  a public  letter  that  the 
cost  per  day  at  the  Colorado  General  Hos- 
pital is  from  $8.00  to  $10.00:  that  the  closing 
of  the  hospital  would  save  the  state  approxi- 
mately $500,000  a year;  that  over  50  per 
cent  of  the  patients  in  the  Colorado  General 
Hospital  are  capable  of  affording  private 
services.  But  Dean  Rees  states  that  the  ac- 
tual cost  per  patient  is  only  $4.80  per  day; 
that  the  money  asked  of  the  taxpayer  toward 
the  maintenance  of  the  institution  is  approxi- 
mately $225,000,  and  that  in  1932  only  ten 
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patients  paid  more  than  $3.00  per  day. 
Parenthetically  it  should  be  added,  however, 
that  even  though  the  number  is  only  ten,  it 
is  still  too  high.  These,  however,  are  faults 
which  are  not  only  amenable  to  treatment, 
but  to  complete  eradication.  To  close  the 
institutions  because  they  have  admitted  un- 
deserving patients  is  as  unjust  and  illogical 
as  if  one  were  to  demand  the  closing  of  a 
bank  because  one  of  its  tellers  was  found 
guilty  of  embezzlement.  In  justice  to  Dean 
Rees  it  must  be  stated  that  he  pledges  his 
utmost  cooperation  in  reducing  these  evils 
to  the  minimum  consistent  with  common 
humanity  and  conditions  arising  when  one 
is  faced  with  a sick  human  being  in  imme- 
diate need  of  medical  assistance. 

Cause  No.  3.  If  the  rank  and  file  of  the 
profession  benefits  from  the  existence  of  the 
medical  school,  the  latter,  in  turn,  it  must 
be  remembered,  owes  something  to  the  phy- 
sician. A large  number  of  physicians  in  good 
standing  are  resentful  that  they  are  unjustly 
eliminated  from  participation  in  things  which 
might  be  mutually  beneficial  to  them  and  the 
medical  school.  The  school  is  frankly  ac- 
cused of  being  in  politics  and  playing  poli- 
tics. A considerable  number  in  the  profes- 
sion feel  that  it  maintains  a wholly  uncalled- 
for  spirit  of  aloofness.  They  entertain  a 
taciturn  resentment  because  of  lack  of  a 
more  friendly  relation  between  them  and  the 
school. 

It  must  be  admitted  that  we  cannot  all  be 
generals  or  departmental  heads,  or  members 
of  a teaching  staff;  nevertheless  a more  cor- 
dial attitude  between  the  school  and  the 
medical  profession  is  possible  and  would 
result  in  the  disappearance  of  all  rumblings, 
not  only  at  this  time  but  in  time  to  come. 

The  relation  of  the  school  and  the  profes- 
sion ought  to  be  one  of  symbiosis  instead  of 
anabiosis.  All  things  medical  and  those  per- 
taining to  public  health  ought  to  be  settled 
first,  last  and  always  by  medical  men  them- 
selves, for  it  is  they  who  know  what  is  best 
for  public  welfare.  The  medical  profession 
need  not  fear  that  it  might  be  accused  of 
jeopardizing  the  interest  of  public  welfare, 
because  of  personal  aggrandizement.  Wood- 
row  Wilson's  words,  "too  proud  to  fight,’ 
might  justly  be  paraphrased,  “too  proud  to 


argue  such  nonsense."  It  is  to  the  credit  of 
the  rank  and  file  of  medical  men  that  when- 
ever there  is  a conflict  between  personal 
gain  and  the  welfare  of  society,  the  question 
of  money  always  takes  the  second  place. 
Preventive  medicine,  the  robber  of  a goodly 
portion  of  the  doctor's  income,  is  the  crea- 
tion of  the  doctor  himself. 

Harmony  within  the  medical  profession 
itself  is  more  important  at  this  time  than 
ever  before.  The  cults  in  association  with 
the  selfish,  the  ill-balanced,  the  malcontent 
and  the  unscrupulous  might  give  organized 
medicine  a blow,  the  ill  effects  of  which 
might  last  for  a long  time  to  come. 

In  the  field  of  zoology  and  anthropology 
the  survivor  in  the  struggle  for  existence  is 
not  always  the  fittest,  but  the  one  who  prac- 
tices mutual  aid  and  cooperation.  Why  not 
apply  this  principle  to  the  medical  school 
and  profession? 

If  it  should  be  found  that  the  hospital  ad- 
ministration indulges  in  irregular  practices, 
that  it  is  inefficient  and  a detriment  to  the 
state  and  profession,  it  should  be  replaced 
by  a competent  and  reliable  one;  but  if  these 
charges  and  accusations  are  unwarranted, 
if  nothing  but  a few  flaws  can  be  found  in 
its  services  to  the  institution,  the  administra- 
tion ought  to  be  given  due  credit  for  the 
good  it  has  accomplished  and  be  encour- 
aged in  continuing  the  work.  The  French 
saying,  “Beware  of  changing  a good  thing 
for  a better  one,  might  well  apply  to  the 
situation. 

We  need  a constructive  program  which 
would  accomplish  the  maximum  of  good  for 
state,  profession  and  school,  and  not  bills 
filled  with  cumbersome  legal  terminology 
prepared  by  authors  of  unknown  identity. 
The  organized  medical  profession,  in  whose 
hands  is  entrusted  the  responsibility  of  the 
welfare  of  the  public,  is  the  one  to  formulate 
bills  pertaining  to  public  welfare.  This  ought 
to  be  done  in  the  wide  open  by  men  most 
competent  along  these  lines,  and  under  the 
guidance  of  the  medical  society.  Such  an 
attitude  would  command  the  approval  of  our 
legislators  instead  of  dragging  them  into 
factional  strife  and  personal  differences. 
Above  all  it  should  be  remembered:  A house 
divided  against  itself  cannot  stand. 
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THE  PRESENCE  OF  FLUORINE  IN  THE  WATER  SUPPLY  OF 
COLORADO  AND  ITS  RELATION  TO  THE  OCCURRENCE 
OF  MOTTLED  ENAMEL* 

C.  H.  BOISSEVAIN,  M.  D. 

COLORADO  SPRINGS 


Mottled  enamel  is  found  in  many  sections 
of  Colorado.  In  this  condition  the  enamel 
is  paper  white  and  opaque,  in  contrast  with 
its  normal  yellowish  and  translucent  appear- 
ance. Only  a few  spots  may  be  present,  or 
the  entire  tooth  may  be  affected.  It  is  rarely 
found  in  the  temporary  teeth;  in  the  perma- 
nent teeth  it  is  present  at  eruption,  never  ac- 
quired afterwards.  As  a secondary  compli- 
cation, the  mottled  teeth  may  acquire  a brown 
stain,  sometimes  called  the  “Colorado  brown 
stain.  This  is  due  to  an  accumulation  of 
pigment,  “brownin,”  between  the  columns 
of  the  deficient  enamel.  If,  as  is  usually  the 
case,  the  incisors  are  affected,  this  stain 
causes  considerable  disfigurement. 

It  was  first  mentioned  in  American  litera- 
ture by  Captain  }.  M.  Eager  of  the  U.  S.  Ma- 
rine Hospital  Service,1  who  in  1902  re- 
ported the  occurrence  near  Naples  of  ab- 
normal teeth,  called  Denti  di  Chiaie,  after 
Professor  Stefano  Chiaie,  who  first  described 
them,  or  denti  neri  (black  teeth),  or  denti 
scritti  (inscribed  teeth).  In  1910  H.  A.  Fynn 
from  Denver  published  a paper  describing 
the  defective  enamel  of  children  born  in  Col- 
orado Springs.'  The  sytematic  investi- 
gation of  the  cause  of  mottled  enamel  begins 
in  1915  with  the  work  of  Frederick  S.  Mc- 
Kay of  Colorado  Springs.  In  a series  of 
publications,"  he  showed  the  widespread 
geographical  distribution  of  mottled  enamel. 
In  the  United  States  it  is  found  in  Arizona, 
Arkansas,  California,  Colorado,  Idaho,  Illi- 
nois, Kansas,  Minnesota,  New  Mexico,  North 
Dakota,  South  Dakota,  Texas,  and  Virginia. 
Outside  the  United  States  it  has  been  found 
in  Holland,  Italy,  Spain,  Northern  Africa, 
China,  Cape  Verde  Islands,  Bahama  Islands, 
Mexico,  and  Argentine.  It  is  mostly  found 
in  rural  regions  and  small  villages;  Colorado 


*From  the  laboratory  of  the  Colorado  Founda- 
tion for  Research  in  Tuberculosis  at  Colorado  Col- 
lege, Colorado  Springs.  Read  before  the  Novem- 
ber meeting  of  the  Colorado-Wyoming  Academy 
of  Science. 


Springs  is  the  only  town  of  any  size  affected. 

McKay  further  showed  the  connection  be- 
tween mottled  enamel  and  water  supply.  One 
of  the  most  striking  proofs  given  by  him  was 
the  experience  of  the  town  of  Oakley 
(Idaho).  A pipeline  was  built  there  in  1908 
to  supply  the  town  with  drinking  water  from 
a warm  spring.  All  children  who  were  less 
than  five  years  old  at  that  time  developed 
mottled  enamel;  those  who  were  between  five 
and  nine  years  old  have  normal  incisors  but 
mottled  bicuspids,  while  children  who  were 
over  nine  years  old  when  they  first  drank 
the  water  have  normal  teeth,  except  some- 
times the  third  molars.  A similar  situation 
was  found  in  Bauxite,  Arkansas.  Both  towns 
changed  the  source  of  their  water  supplv 
and  mottled  enamel  disappeared.  It  was 
thus  proved  that  the  water  supply  was  the 
cause  of  mottled  enamel.  At  the  same  time 
it  was  shown  that  the  teeth  are  affected  in 
their  formative  period  only,  before  eruption; 
the  teeth  of  adults  or  of  children  over  nine 
years  old  were  not  affected  by  the  change  in 
water. 

It  remained  to  be  found  which  constituent 
of  the  water  was  responsible  for  the  condi- 
tion. In  February,  1931,  McClure  and  Mit- 
chell' published  an  article  showing  that  the 
teeth  of  fluorine  fed  animals  had  a dull  white 
color  instead  of  the  normal  yellow.  The  fact 
that  small  quantities  of  fluorine  in  the  food 
affect  the  teeth  had  previously  been  found 
in  1925  by  McCollum,  Simmonds,  Becker 
and  Bunting.'  In  June,  1931,  Smith,  Lanz, 
and  Smith"  reported  the  production  of  lesions 
resembling  mottled  enamel  by  feeding  fluor- 
ine to  albino  rats.  H.  V.  Churchill  in  the 
same  year  reported  finding  from  2 to  13.7 
parts  per  million  fluorine  in  water  from  a 
number  of  towns  where  mottled  enamel  was 
endemic.  In  addition  he  found  small  amounts 
of  fluorine  (less  than  one  part  per  million)  in 
the  water  of  several  other  towns  where  no 
mottled  enamel  has  been  reported.  Curious- 
ly enough,  no  fluorine  was  found  in  the  wa- 
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ter  supply  of  any  city  east  of  the  Appala- 
chian mountains.  The  present  author  had 
independently  found  fluorine  in  the  water 
supply  of  several  towns  in  the  Pikes  Peak 
region  in  the  spring  of  1931.  As  it  seemed 
that  no  direct  proof  was  possible  that  the 
lesion  of  the  teeth  of  experimental  animals 
was  the  same  as  mottled  enamel  in  human 
beings,  a survey  of  the  amount  of  fluorine 
present  in  the  water  supply  of  Colorado  was 
undertaken.  If  a close  correlation  could  be 
shown  to  exist  between  the  quantity  of  fluor- 
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ine  in  the  water  and  the  occurrence  of  mot- 
tled enamel,  this  would  give  considerable 
support  to  the  theory  that  fluorine  is  the 
cause  of  mottled  enamel. 

Methods 

Containers  holding  500  c.c.  were  sent  to 
the  water  superintendents  of  233  incorpor- 
ated towns  in  Colorado.  My  thanks  are  due 
to  the  169  who  returned  them  with  a sample 
of  water.  Steiger’s  titanium  sulphate  method4 
was  used  to  determine  the  amount  of  fluor- 
ine present.  Four  hundred  c.c.  are  boiled 
down  to  50  in  the  presence  of  ammonium 
carbonate  to  precipitate  aluminum  and  silicon 
which  interferes  with  the  determination.  The 
solution  is  then  filtered  into  a 100  c.c.  grad- 
uate, 20  c.c.  of  a solution  of  titanium  sul- 
phate in  3 per  cent  sulphuric  acid,  containing 
0.1  mg.  titanium  per  c.c.,  and  2 c.c.  of  3 per 
cent  hydrogen  peroxide  are  added,  and  the 
mixture  made  up  to  100  c.c.  The  yellow  so- 
lution is  then  compared  with  a set  of  stand- 
ards containing  known  amounts  of  fluorine. 
The  remaining  100  c.c.  are  used  to  determine 
the  amount  of  sulphates  and  phosphates  pres- 
ent. In  no  cases  were  sufficient  phosphates 
found  to  interfere  with  the  determination, 
but  in  a few  cases  a correction  had  to  be 
made  on  account  of  the  presence  of  sulphates. 
One  gram  of  sodium  sulphate  per  liter  causes 
the  same  amount  of  bleaching  of  the  yellow 
solution  as  0.1  part  per  million  fluorine. 


TABLE  1 

Fluorine  in  Water  Supply  of  Towns  in  Colorado 

(Parts  per  Million) 


Aguilar 

none 

Cedaredge 

none 

Akron 

none 

Central  City 

none 

Alamosa 

0.4 

Cheraw 

0.4 

Antonito 

none 

Cheyenne  Wells 

0.3 

Arvada 

0.4 

Collbran 

0.3 

Aspen 

none 

Colorado  Springs: 

Ault 

none 

Municipal 

2.0 

Aurora 

0.5 

Northfield 

1.2 

Basalt 

none 

Broadmoor 

1.4 

Bayfield 

none 

Stratton  Home 

4.0 

Berthoud 

none 

Cortez 

none 

Bethuue 

0.5 

Craig 

none 

Blackhawk 

none 

Crawford 

none 

Boulder 

none 

Crested  Butte 

none 

Branson 

none 

Cripple  Creek 

2.0 

Breckenridge 

none 

Crook 

0.3 

Brush 

none 

a Dacona 

2.5— 2.4 

Buena  Vista 

0.3 

DeBeque 

none 

a Burlington 

1.3— 1.2 

Deertrail 

0.5 

Canon  City 

none 

Delagua 

none 

Carbondale 

none 

Del  Norte 

none 

Cascade 

2.0 

Delta 

none 

Castle  Rock 

1.2 

Denver 

0.5 
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b Divide 

none 

Dolores 

none 

Durango 

none 

a Eads 

2.5 — 1 

Eagle 

none 

c Eastonville 

none 

Eaton 

0.1 

Eckley 

0.2 

Edgewater 

0.5 

Empire 

none 

Erie 

none 

Estes  Park 

none 

Eureka 

0.2 

Fairplay 

none 

a Firestone 

1.2—] 

Flagler 

0.3 

Flemming 

0.4 

Florence 

0.2 

Fountain 

2.0 

Fort  Collins 

none 

Fort  Lupton 

0.5 

Fort  Morgan 

0.4 

Fruita 

none 

Georgetown 

none 

Glenwood  Springs 

none 

Golden 

none 

Goldfield 

1.2 

a Granada 

1.2— ( 

Grand  Junction 

none 

Giand  Valley 

none 

Greeley 

none 

Green  Mt.  Falls 

2.0 

Grover 

0.5 

Gunnison 

none 

Gypsum 

none 

a Hartman 

1.9—: 

Hastings 

none 

Hayden 

none 

Holly 

0.5 

Holyoke 

0.2 

Hotchkiss 

none 

Hudson 

0.2 

Hugo 

0.3 

Idaho  Springs 

none 

Ignacio 

none 

Johnstown 

0.1 

Keenesburg 

4.0— 4.0 

Kersey 

0.6 

Kremmling 

none 

Lafayette 

none 

La  Junta 

0.2 

Lamar 

0.3 

La  Salle 

0.5 

Las  Animas 

0.4 

La  Veta 

none 

Leadville 

none 

Limon 

0.2 

Littleton 

0.5 

Longmont 

none 

Louisville 

none 

Mancos 

none 

Manitou 

2.4 

Manzanola 

0.5 

Marble 

none 

Mead 

none 

Meeker 

none 

Milliken 

0.8 

Minturn 

none 

Moffat 

1.5— 2.0 

Montrose 

none 

Monument 

0.5 

Nederland 

none 

Newcastle 

none 

Norwood 

none 

O Fluorine  absent.  □ Fluorine  present. 

X More  than  1.0  part  per  million  present 
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Nucla 

none 

Nunn 

none 

Oak  Creek 

none 

Olathe 

none 

a Olney  Springs 

2.0— 1.8 

Otis 

0.2 

Ouray 

none 

Ovid 

0.2 

Palisade 

none 

Palmer  Lake 

1.0 

Peetz 

0.4 

a Penrose 

1.2— 2.0 

Pictou 

5.0 

Pierce 

none 

Pinon 

* d 0.8—2 

Platteville 

0.5 

Portland 

2.2— 0.4 

Pritchett 

0.4 

Pueblo 

0.2 

Ramah 

0.4 

Redcliffe 

none 

Ridgway 

none 

Rifle 

none 

Rockvale 

0.3 

Rocky  Ford 

0.4 

Salida 

0.6 

Sedgwick 

0.2 

Seibert 

none 

Silver  Plume 

none 

Correlation  of  Fluorine  and  Mottled 
Enamel 

Of  the  169  water  supplies  analyzed,  80 
contained  varying  amounts  of  fluorine,  and 
25  more  than  one  part  per  million.  Fluorine 
in  amounts  larger  than  one  part  per  million 
occurs  in  the  water  supply  of  all  the  towns 
that  receive  water  from  the  Pikes  Peak  wa- 
tershed, namely  Colorado  Springs,  Manitou, 
Cascade,  Green  Mountain  Falls,  Woodland 
Park.  Cripple  Creek,  Victor,  Goldfield,  Pen- 
rose, Portland,  Pinon,  and  Fountain.  The 
towns  Palmer  Lake  and  Castle  Rock  also  be- 
long in  this  group  although  their  water  sup- 
ply, strictly  speaking,  is  not  derived  from 
Pikes  Peak  but  from  adjoining  parts  of  the 
Front  Range  of  the  Rocky  Mountains.  I 
visited  all  these  towns  and  found  mottled 
enamel  very  common  in  all  of  them  except 
Portland,  where  I was  not  able  to  find  a sin- 
gle case.  The  water  supply  in  Portland  is 
derived  from  two  different  sources;  water 
from  the  Arkansas  river,  containing  0.4 
p.p.m.  fluorine,  is  piped  into  the  houses.  As 
this  water  is  suspected  of  having  caused  in- 
testinal infections,  drinking  water  is  deliv- 
ered to  the  inhabitants  twice  a week  by 
truck.  This  special  supply  of  drinking  wa- 
ter contains  2.0  p.p.m.  fluorine,  but  appar- 
ently not  enough  of  it  is  used  by  the  popula- 
tion to  affect  the  teeth. 


Silverton 

none 

Simla 

0.4 

Springfield 

0.6 

Sterling 

none 

Stratton 

0.3 

Sugar  City 

0.5 

Swink 

1.4— 1.0 

Timnath 

0.1 

Tinidad 

none 

Victor 

1.1 

Vona 

none 

Walden 

none 

Walsenburg 

none 

Walsh 

0.5 

Westcliffe 

none 

Westminster 

0.4 

Wiley 

0.4 

Windsor 

none 

Woodland  Park 

1.5 

Yampa 

none 

Yuma 

0.5 

Key; 

a Two  months  interval  between  two  samples. 

b Well. 

c Pump  near  schoolhouse. 

d.  Well. 

e Spring. 

f Two  water  systems. 

Another  group  of  communities,  where  the 
water  contains  more  than  1 p.p.m.  fluorine, 
is  formed  by  three  small  towns  in  the  coal 
field  north  of  Denver:  Keenesburg.  Dacona, 
and  Firestone.  I visited  these  towns  and 
found  typical  cases  of  mottled  enamel  and 
brown  stain  in  Keenesburg  and  Dacona,  but 
none  in  Firestone.  Inquiries  brought  out  the 
fact  that  the  water  supply  of  Firestone  had 
been  changed  only  the  previous  year.  It 
will  take  five  years  before  the  effect  of  the 
new,  fluorine-containing  water  becomes  evi- 
dent there. 

The  third  group  of  towns  is  found  in  the 
lower  Arkansas  valley.  The  water  from  Ol- 
ney  Springs,  Eads,  Hartman,  Swink,  and 
Granada  contains  more  than  one  part  per 
million  fluorine.  In  the  first  four  I observed 
typical  cases  of  mottled  enamel;  in  Granada 
I did  not  have  the  opportunity  to  examine 
any  child,  as  most  of  the  members  of  the 
younger  set  were  attending  some  celebration 
at  a neighboring  ranch  on  the  day  I was 
there.  It  is  often  very  difficult  to  find  chil- 
dren who  have  lived  in  one  community  all 
their  lives  and  who  have  principally  used 
water  from  the  municipal  water  supply.  In 
several  cases  it  was  necessary  for  me  to  ask 
the  help  of  the  local  physician  or  school- 
master, which  was  always  generously  given. 

Finally,  fluorine  is  found  in  the  water  sup- 
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ply  of  Burlington,  near  the  Kansas  line,  in 
Pictou,  a small  coal  mining  town  near  Wal- 
senburg,  and  in  Moffat  in  the  San  Luis  val- 
ley. Mottled  enamel  occurs  in  all  three  towns 
but  it  is  specially  bad  in  Pictou,  where  the 
fluorine  content  is  the  highest  that  has  been 
recorded  for  this  state. 

We  have  seen  that  wherever  fluorine-con- 
taining water  is  drunk,  mottled  enamel  ap- 
pears. The  opposite  is  also  true.  No  fluor- 
ine is  found  on  the  Western  slope,  and,  as 
far  as  I know,  no  case  of  mottled  enamel  has 
ever  been  observed  there.  The  fluorine  con- 
tent of  the  water  in  Denver  and  Pueblo  is 
respectively  0.5  p.p.m.  and  0.2  p.p.m.  and 
very  little  mottled  enamel  is  found  in  these 
towns,  although  they  are  otherwise  in  every 
way  similarly  situated  as  Colorado  Springs. 

Sixteen  years  ago,  Dr.  F.  S.  McKay  vis- 
ited numerous  towns  in  Colorado  to  estab- 
lish the  percentage  of  school  children  that 
had  mottled  enamel.  In  his  report3  the  towns 
were  represented  by  key  letters.  I repro- 
duce this  table,  and  with  Dr.  McKay’s  per- 
mission the  real  names  of  the  towns  in  ques- 
tion are  published  here  for  the  first  time,  to 
compare  the  percentages  found  by  McKay 
with  the  amount  of  fluorine  occurring  in  the 
water. 

In  seventeen  out  of  nineteen  cases  the 
agreement  is  excellent.  In  Arvada,  Lafayette. 
Eastonville,  Walsenburg,  Louisville,  Monu- 


ment, La  Junta,  Pueblo  and  Trinidad,  with 
fluorine  percentages  between  0.0  and  0.5  p. 
p.m.  the  incidence  of  mottled  enamel  was 
from  0 to  17  per  cent.  In  Woodland  Park, 
Colorado  Springs,  Green  Mountain  Falls, 
Palmer  Lake,  Pinon,  Pictou,  Manitou.  and 
Fountain,  with  fluorine  from  1.05  to  5.00  p. 
p.m.  the  incidence  of  mottled  enamel  ranges 
from  87.5  to  100  per  cent. 

It  is  easily  understood  that  even  in 
towns  without  any  fluorine  in  the  water 
supply  a small  percentage  of  mottled 
enamel  occurs.  In  the  first  place  it  is  diffi- 
cult to  discover  where  a child  has  lived  dur- 
ing the  first  few  years  of  his  life.  Holidays 
are  often  spent  away  from  home,  and  it  is 
not  necessary  to  go  far  to  find  fluorine.  We 
sometimes  find  that  of  two  adjoining  ranches 
one  has  water  containing  fluorine,  while  the 
other  has  not.  An  example  of  this  kind  oc- 
curs near  Colorado  Springs,  where  the 
children  raised  on  the  fluorine-containing 
water  have  mottled  enamel,  while  the 
children  raised  on  the  next  ranch  have  per- 
fect teeth.  In  Walsenburg  the  water  does 
not  contain  any  fluorine,  but  the  water  of 
Pictou,  a few  miles  distant,  contains  large 
amounts.  It  is  no  wonder  that  a small 
amount  of  mottling  (12  per  cent)  occurs  in 
Walsenburg,  although  the  water  is  free  from 
fluorine.  It  is  not  possible  to  explain  80  per 
cent  mottling  in  Divide  and  the  50  per  cent 


TABLE  2 

Correlation  Between  Mottled  Teeth  and  Fluorine  In  the  Water  in  Localities  Surveyed  by  McKay. 


Key 

Letter 

Percentage  of 

Parts  Per  Million 

Name  of  Town 

Mottled  Teeth  Among 

of  fluorine  in 

B 

Divide  

School  Children 

80 

Water 

(a) 

Supply 

0 

D 

Alamosa  ....  

50  (mild) 

0.4 

F 

Arvada  

7 

0.4 

H 

Lafayette  

(b)  0 

0 

I 

Eastonville  

0 

(c) 

0 

J 

Woodland  Park,  nearly  

- 100 

1.5 

L 

Colorado  Springs  

87.5 

1.2— 4.0 

M 

Green  Mountain  Falls 

100 

2.0 

N 

Walsenburg  

12 

0 

Q 

Louisville  

17 

• 0 

R 

Monument 

16 

0.5 

S 

Palmer  Lake  

100 

1.0 

T 

Pinon  

100 

0.8— 2.2 

U 

La  Junta  

17 

0.2 

V 

Pictou  

100  (very  severe) 

5.0 

w 

Pueblo  ....  

18 

0.2 

X 

Manitou  

94.6 

2.4 

Y 

Fountain  .... ...  ....  

90.6 

2.0 

Z 

Trinidad  

0 

0 

(a)  Water  from  well,  (b)  Mottled  enamel  among  older  inhabitants,  (c)  Water  from  school 
pump.  The  key  letters  in  the  first  column  and  the  figures  from  column  3,  giving  the  percentage 
of  mottled  teeth,  are  from  Mottled  Teeth  by  F.  S.  McKay,  Dental  Cosmos,  1916. 
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mottling  in  Alamosa  as  simply.  The  water 
I analyzed  in  Divide  comes  from  a well  in 
the  village  and  contains  no  fluorine.  The 
village  has  twenty  inhabitants,  and  most  of 
the  school  children  that  McKay  examined 
came  from  outlying  ranches.  Many  of  them 
probably  used  fluorine-containing  water,  as 
Divide  is  situated  on  the  north  slope  of  Pikes 
Peak,  where  most  of  the  water  contains  flu- 
orine. In  Alamosa,  where  McKay  found  50 
per  cent  mottled  enamel  amongst  the  school 
population,  mostly  mild  cases,  the  municipal 
water  contains  only  0.4  p.p.m.  fluorine.  How- 
ever, in  Alamosa,  as  in  most  parts  of  the  San 
Luis  Valley,  a large  part  of  the  population 
does  not  use  the  municipal  water  supply  but 
private  artesian  wells,  situated  in  the  back- 
yard, from  where  the  water  is  directly  piped 
into  the  house. 

In  general  the  correspondence  between  the 
amount  of  fluorine  in  the  water  and  the  oc- 
currence of  mottled  enamel  among  the  pop- 
ulation is  remarkable  and  the  exceptions 
(Firestone  and  Portland)  are  such  as  rather 
to  strengthen  our  conviction  that  a fluorine 
content  of  more  than  one  part  per  million 
will  cause  mottled  enamel  in  at  least  90  per 
cent  of  the  native  children.  Recently  H.  V. 
Smith  and  Margaret  C.  Smith'  have  pub- 
lished the  result  of  a survey  of  Arizona  for 
the  occurrence  of  mottled  enamel,  and  they 
come  to  the  conclusion  that  a fluorine  con- 
tent of  at  least  3.7  p.p.m.  is  necessary  for  the 
production  of  mottled  enamel.  They  used 
the  same  method  for  determining  fluorine 
that  Churchill'  used.  Churchill  found  2.0 
p.p.m.  fluorine  in  the  municipal  water  from 
Colorado  Springs,  and  I found  the  same 
amount  by  a different  method.  Since  Colo- 
rado Springs  is,  so  to  say,  the  type  locality 
for  mottled  enamel,  it  seems  certain  that  the 
values  found  by  Smith  and  Smith  are  too 
high. 

Origin  of  Fluorine  in  the  Water 

The  occurrence  of  mottled  enamel  has  usu- 
ally been  associated  with  the  use  of  water 
from  deep  wells,  artesian  wells,  or  springs. 
The  frequent  occurrence  of  fluorine  in  min- 
eral springs  had  already  been  reported  by 
Carles.1"  The  occurrence  of  fluorine  in  the 
surface  water  from  Pikes  Peak  is  more  sur- 


prising. The  U.  S.  Geological  Survey"  re- 
ports that  of  fourteen  samples  of  granite  from 
the  Pikes  Peak  region  that  were  anlyzed  for 
fluorine,  only  one  did  not  show  any,  while 
the  others  contained  from  0.04  per  cent  to 
1 .0  per  cent  fluorine.  This  fluorine  appar- 
ently existst  in  the  granite  in  the  form  of 
small  crystals  of  fluorite  (calcium  fluoride). 
In  the  addition  to  this,  veins  of  fluorite  have 
been  found  in  several  places  on  the  Pikes 
Peak  watershed  and  are  extensive  enough  to 
have  been  worked  commercially.  Several 
other  rare  fluorine  minerals  have  been  noted 
on  Pikes  Peak:  cryolite,  pachnolite,  elpaso- 
lite,  gearksutite,  prosopite,  and  tysonite.  In 
fact  Pikes  Peak  is  as  rich  in  fluorine  min- 
erals as  the  Vesuvius,  on  whose  slopes  are 
found  Pozzuoli  and  Resina,  where  mottled 
enamel  was  first  observed.  Calcium  fluor- 
ide is  a good  deal  more  soluble  than  is  usu- 
ally believed.  Using  the  titanium  sulphate 
method  for  determining  fluorine,  I found 
that  24  parts  per  million  fluorine  (49.2  p.p.m. 
calcium  fluoride)  dissolve  into  distilled  water 
when  it  is  shaken  with  calcium  fluoride.  If 
great  pains  are  taken  to  free  the  distilled 
water  from  carbon  dioxide  only  10  p.p.m. 
fluorine  dissolves.  Rain  water  always  con- 
tains carbon  dioxide  dissolved  from  the  air 
and  calcium  fluoride  must  be  fairly  soluble 
in  it. 

Relation  of  Mottled  Enamel  to  Decay 

McKay,1'  after  inspecting  many  thousands 
of  mottled  teeth,  thinks  that  they  are  not 
more  prone  to  decay  that  normal  teeth.  This 
is  also  Ackeroyd’s13  opinion,  and  my  own  im- 
pression. Once  a mottled  tooth  starts  to  de- 
cay, however,  it  deteriorates  rapidly,  as  they 
are  difficult  to  repair  because  of  the  brittle 
enamel  and  hard  dentin. 

Mode  of  Action  of  Fluorine  on  Teeth 

Small  amounts  of  fluorine  seem  to  be  a 
normal  constituent  of  the  tooth.  The  amount 
normally  present  is  variously  given  from  63 
to  13,600  parts  per  million.'  As  feeding  flu- 
orine apparently  increases  the  amount  of 
fluorine  in  the  teeth,  it  is  possible  that  the 
discrepancy  between  the  figures  for  the  flu- 
orine content  of  the  teeth  given  by  different 
authors  is  due  to  the  analysis  of  teeth  from 
regions  with  fluorine  in  the  water  and  with- 
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out  it.  This  is  at  present  being  investigated 
in  our  laboratory. 

Phosphatase,  the  enzyme  which  liberates 
phosphoric  acid  from  organic  phosphates 
and  thus  aids  in  the  deposition  of  calcium 
phosphate  in  growing  bone  or  teeth,  is  known 
to  be  extremely  sensitive  to  the  toxic  effects 
of  fluorine  which  is  harmless  to  most  other 
enzymes.  I would  like  to  suggest  as  a possi- 
ble explanation  for  the  harmful  effect  of  flu- 
orine in  the  formative  period  of  the  teeth  an 
interference  with  the  proper  action  of  the 
phosphatase. 

Other  Effects  of  Fluorine 

A gallon  of  tapwater  in  Colorado  Springs 
contains  fluorine  corresponding  to  12  to  24 
mg.  sodium  fluoride.  Solis-Cohen14  states 
that  repeated  doses  of  30  mg.  sodium  fluor- 
ide may  prevent  digestion  and  destroy  ap- 
petite. McClure  and  Mitchell1  find  that  a 
percentage  of  0.03  per  cent  fluorine  in  the 
food  produces  abnormal  teeth  while  0.06  per 
cent  fluorine  inhibits  growth.  If  the  lesion 
of  the  rat  teeth  is  comparable  with  mottled 
enamel  in  the  human,  a dose  twice  as  large 
as  that  which  will  produce  mottled  enamel, 
or  2 p.p.m.,  must  be  considered  harmful  for 
the  general  health. 

Prevention  of  Mottled  Enamel 

The  experience  of  Oakley  has  shown  that 
mottled  enamel  may  be  prevented  if  water 
without  fluorine  is  used  until  the  ninth  year. 
In  towns  obtaining  their  water  from  wells  it 
may  be  possible  to  find  water  without  fluor- 
ine in  an  adjoining  well  or  at  a different  level. 
Wells  a few  miles  apart  or  at  different  levels 
show  great  differences  in  their  fluorine  con- 
tent. The  problem  for  Colorado  Springs  and 
the  other  towns  around  the  Pikes  Peak  wa- 
tershed is  more  difficult.  A survey  by  F. 
Martin  Brown  showed  that  practically  all 
streams  contributing  to  the  water  supply  of 
Colorado  Springs  contain  fluorine,  although 
some  contain  ten  times  more  than  others.  The 
nearest  available  source  of  supply  of  water 
free  from  fluorine  ( except  some  shallow 
wells  in  the  Black  Forest  region)  is  the  Ar- 
kansas near  Buena  Vista,  which  contains 
only  0.1  p.p.m.  fluorine. 

No  method  has  been  found  to  remove  flu- 
orine from  a municipal  water  supply.  On  a 


small  scale,  fluorine  may  be  removed  from 
water  by  absorption  on  animal  charcoal  or 
bonemeal.  Two  grams  charcoal  are  suffi- 
cient to  remove  the  fluorine  from  one  liter  of 
water.  It  is,  however,  simpler  and  cheaper 
to  buy  distilled  water  from  one  of  the  artifi- 
cial ice  companies.  The  above  mentioned 
example  of  Portland,  Colorado,  shows  that 
we  should  not  expect  too  much  from  the  pro- 
vision of  specially  purified,  fluorine-free 
drinking  water. 

Conclusions 

The  water  supply  of  169  towns  in  Colo- 
rado has  been  analyzed;  80  contained  vary- 
ing amounts  of  fluorine;  25  contained  more 
than  one  part  per  million. 

The  presence  of  more  than  one  part  per 
million  fluorine  in  the  water  is  associated 
with  the  presence  of  mottled  enamel  in  the 
teeth  of  90  to  100  per  cent  of  the  native  born 
children.  On  the  other  hand,  no  mottled 
enamel  has  been  found  in  the  absence  of  flu- 
orine. 

The  principal  endemic  area  is  the  Pikes 
Peak  region;  other  towns  with  fluorine  in  the 
water  supply  and  mottled  enamel  among  the 
population  are  found  on  the  plains  and  in 
the  San  Luis  valley.  No  fluorine  has  been 
found  west  of  the  continental  divide. 

Children  less  than  five  years  old  should 
drink  water  free  from  fluorine. 
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PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 

- 

Influenza  Epidemic  Spreads 

Influenza  first  appeared  in  epidemic  form 
in  the  Territory  of  Hawaii  in  June,  when 
914  cases  were  reported.  In  July,  4,996 
were  reported,  and  in  August,  1,070.  In 
addition  to  this,  there  was  some  evidence  of 
increased  prevalence  of  the  disease  in  South 
Carolina  and  Georgia,  for  the  week  ending 
June  25.  The  increase  in  California  was 
first  noticed  in  the  week  ending  July  9,  when 
Southern  California  reported  thirty-four 
cases  as  compared  with  nine  for  the  corre- 
sponding week  of  1931.  For  the  week  end- 
ing August  6,  they  reported  1 19  cases.  About 
the  same  time,  an  increase  was  reported  in 
Central  California,  notable  Santa  Clara 
County.  It  has  been  epidemic  in  California 
since,  although  it  is  believed  that  the  peak 
for  the  state  as  a whole  was  reached  in  the 
week  ending  November  12.  In  the  week 
ending  October  8,  there  was  a definite  in- 
crease in  Oregon,  and  increases  in  Texas, 
South  Carolina,  and  Oklahoma.  For  the 
week  ending  October  15,  there  were  addi- 
tional increases  in  Washington  State,  Ten- 
nessee, Arkansas,  Ohio,  and  Michigan.  In 
the  following  week,  there  were  general  in- 
creases in  th  west-south-central  group  of 
states  and  in  the  east-north-central  group. 
In  the  week  ending  October  29,  increases 
were  reported  in  Arizona,  New  Mexico,  and 
Montana.  It  is  probable  that  the  wave 
reached  British  Columbia  about  this  time. 
For  the  month  of  November,  British  Co- 
lumbia reports  3,800  cases,  and  Dr.  Young 
estimates  there  have  now  been  over  30,000 
cases:  for  the  week  ending  November  12, 
Utah  reported  a marked  increase;  for  the 
month  of  November,  Denver,  Colorado,  had 
over  800  reported  cases.  Although  report- 
ing of  isolated  groups  would  indicate  that 
an  attack  rate  of  30  per  cent  is  not  unusual. 
There  has  been  a slight  increase  in  death 
rates  in  California  in  the  last  few  weeks. 


Winter  and  Health 

There  are  many  reasons  why  so  many 
deaths  occur  during  the  cold,  damp,  winter 
months.  The  underlying  cause,  no  doubt, 
is  low  resistance  against  disease.  This  low 
resistance  is  due  to  chilling  of  the  body,  in- 
sufficient sunlight,  lack  of  fresh  air,  lack  of 
exercise,  rest  and  sleep. 

The  ultraviolet  rays  of  the  sun,  which  are 
so  essential  to  good  health,  lose  a great  deal 
of  their  health-giving  properties  normally 
during  the  winter  months  on  account  of  the 
greater  distance  of  the  sun  from  the  earth. 
In  addition  to  this  normal  decrease  we  have 
a further  decrease  due  to  cloudiness.  It  is 
also  believed  more  and  more  by  scientists 
that  the  smoke  produced  by  the  burning  of 
soft  coal  in  cities  obstructs  the  passage  of 
the  ultraviolet  rays. 

There  is  no  time  of  the  year  in  which  ex- 
ercise is  so  essential  as  in  the  winter  because 
it  is  then  that  disease  is  most  prevalent  and 
when  there  is  the  greatest  need  of  strong 
body  resistance.  There  is  no  doubt  that  if 
everyone  did  take  regular  exercise  during  the 
winter  months,  a great  many  colds  and  pneu- 
monia cases  and  many  deaths  would  be 
avoided. 

During  the  winter  months,  when  the  hu- 
man body  is  weakened  by  lack  of  sunshine 
and  outdoor  air  and  exercise,  it  is  in  need 
of  more  sleep  than  during  the  summer 
months.  Nature,  before  the  discovery  of 
artifical  light,  compelled  people  to  take  more 
sleep  during  the  winter  by  making  the  nights 
longer  and  the  days  shorter.  The  tendency 
of  modern  civilization  has  been  to  lay  too 
much  emphasis  upon  efficiency  and  not 
enough  on  the  health  needs. 

Many  individuals  even  get  less  sleep  dur- 
ing the  winter  than  in  the  summer  because 
most  of  the  club  and  social  activities  are 
scheduled  for  winter  evenings.  We  believe 
that  a great  many  cases  of  pneumonia,  tu- 
berculosis, and  nervous  exhaustion  arc 
caused  by  late  hours.  No  individual  can 
very  often  work  all  day,  stay  up  until  twelve 
or  one  o’clock  at  night,  and  be  at  work  by 
eight  in  the  morning  without  making  himself 
an  easy  victim  of  disease. — From  Bulletin 
of  the  Milwaukee  Health  Department. 
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Man  and  Medicine.  An  Introduction  to  Medical 
Knowledge.  By  Dr.  Henry  E.  Sigerist,  Professor 
at  the  University  of  Leipzig.  Introduction  by 
Dr.  William  H.  Welch,  Professor  of  the  History 
of  Medicine,  The  Johns  Hopkins  University. 
Translated  by  Margaret  Galt  Boise.  New  York: 
W.  W.  Norton  & Company.  Inc. 

This  is  an  excellent  book  for  the  layman  who 
desires  authentic  information  as  to  the  present 
status  of  medicine,  how  it  was  developed,  how 
far  and  in  what  direction  it  has  progressed  toward 
an  exact  sciepce  and  in  what  degree  it  yet  re- 
mains an  art.  Its  direct  appeal,  however,  is  to 
the  student  of  medicine  who  will  find  in  it  both 
profit  and  interest. 

The  presentation  is  historical,  tracing  man’s 
changing  conceptions  of  the  nature  of  disease 
from  his  primitive  ideas  of  possession  by  devils 
to  our  modern  knowledge  of  cellular  injury  by 
definite  agencies.  Consistently  with  man’s  primi- 
tive ideas  of  the  nature  of  disease,  he  endeavored 
to  free  himself  from  it  by  incantation,  prayer,  and 
irrational  empiricism,  and  it  was  not  until  he 
gained  some  exact  knowledge  of  its  cause  and 
nature  that  its  treatment  became  effective. 

In  proper  chronological  order,  we  find  the  great 
medical  achievements  and  discoveries  with  an 
estimate  of  their  influence  on  its  subsequent  de- 
velopment, particularly  how  advances  in  the 
means  and  methods  of  diagnosis  became  the  foun- 
dation of  modern  medicine  and  its  gradual  prog- 
ress toward  an  exact  science. 

A.  J.  MARKLEY. 


Anatomy  of  the  Brain  and  Spinal  Cord.  By  Wil- 
liam W.  Looney,  A.B.,  M.D.  Professor  of 
Anatomy,  Baylor  University  College  of  Medi- 
cine, Dallas,  Texas.  With  153  illustrations. 
Second  Edition,  Revised.  Philadelphia:  F.  A. 
Davis  Company,  Publishers.  1932.  370  pages. 

Price  $4-50. 

Detailed  anatomical  knowledge  should  be  the 
first  essential  to  the  scientific  study  of  medicine. 
Usually  this  is  attained  only  through  dry,  hard 
years  of  study  in  the  dissecting  room.  The  au- 
thor in  this  volume  has  fairly  well  presented  his 
subject  in  an  interesting  way,  attempting  at  every 
opportunity  to  link  anatomical  fact  with  psysio- 
logical  function.  It  is  largely  a rearrangement 
and  condensation  of  already  published  anatomical 
facts;  but  this  he  has  done  to  a good  advantage. 

The  last  twenty-five  pages  are  given  over  to 
Dr.  Thomas  H.  Cheavens  for  a report  of  clinical 
neurological  cases  that  illustrate  a loss  of  ab- 
normality of  function  due  to  disease  of  some  defi- 
nite anatomical  part. 

This  volume  will  be  a valuable  addition  to  the 
library  of  the  anatomical  student  and  those  par- 
ticularly interested  in  diseases  of  the  nervous  sys- 
tem. J.  R.  JAEGER. 


Neurology-Psychiatry,  1931,  (Practical  Medicine 
Series),  edited  by  Peter  Bassoe,  Clinical  Pro- 
fessor of  Neurology,  Rush  Medical  College  or 
the  University  of  Chicago  and  by  Franklin  G. 
Ebaugh,  Professor  of  Psychiatry,  University  of 
Colorado  Medical  School.  Chicago:  The  Year 
Book  Publishers,  Inc.  471  pages.  Price  $2.25. 
Each  year  The  Practical  Medicine  Series  pre- 


sents in  eight  volumes  an  epitome  on  progress 
in  medicine  and  surgery  during  the  twelve  months 
preceding.  For  the  past  twenty-two  years  the 
volume  on  nervous  and  mental  diseases  has  been 
edited  by  Dr.  Peter  Bassoe  of  Chicago.  In  the 
1931  volume  (published  in  1932)  Dr.  Franklin  G. 
Ebaugh,  of  Denver,  appears  as  collaborator.  Dr. 
Bassoe  writes  his  review  of  the  year's  neurolo- 
gical publications  in  the  first  310  pages  of  the 
book.  Dr.  Ebaugh  then  continues  with  psychiatry, 
carrying  the  volume  to  the  tidy  sum  of  446  pages. 

Dr.  Bassoe  writes  under  the  captions:  Symp- 
tomatology, The  Neuroses,  The  Meninges  and 
Cerebrospinal  Fluid,  Diseases  of  the  Brain,  Syph- 
ilitic Diseases,  Brain  Tumors,  The  Basal  Ganglia, 
Diseases  of  the  Spinal  Cord,  The  Peripheral 
Nerves,  The  Vegetative  Nervous  System,  The 
Endocrines.  He  prefaces  these  sections  with 
the  remark  that  “the  year’s  neurological  litera- 
ture, rich  as  it  is.  has  not  given  us  the  solution 
to  any  major  problems.” 

Dr.  Ebaugh  handles  his  material  under  the  head- 
ings : General  Considerations,  Minor  Psychoses, 
Major  Psychoses,  Social  Psychiatry,  and  Mental 
Hygiene.  Ebaugh's  prefatory  remarks  are  inter- 
esting: “More  papers  are  appearing  which  empha- 
size a closer  relationship  between  psychiatry  and 
the  other  divisions  of  medicine  . . . There  is 

no  doubt  but  that  the  past  tendency  of  the  isola- 
tion of  psychiatry  from  other  medical  fields  in 
clinical  and  teaching  schedules  has  interfered  with 
the  efficiency  and  productivity  which  can  be  ex- 
pected from  this  fundamental  branch  of  general 
medicine.” 

Both  sections  of  this  book  represent  much  stu- 
dious labor,  and  with  it  there  has  been  combined 
good  judgment  in  selecting  suitable  material  to 
furnish  a cross  section  of  contemporaneous  neu- 
rologic and  psychiatric  writings. 

C.  S.  BLUEMEL. 


Behavior  Aspects  of  Child  Conduct.  By  Esther 
Loring  Richards,  B.A.,  M.D.,  D.  Sc.,  Associate 
Professor  of  Psychiatry,  Johns  Hopkins  School 
of  Medicine.  New  York:  Macmillan,  1932.  299 
pages.  Price  $2.50. 

One  of  the  confusing  things  about  mental  hy- 
giene is  that  it  deals  at  times  with  the  ordinary 
problems  of  child  training  and  that  at  other  times, 
without  changing  its  captions,  it  treats  of  juvenile 
delinquency.  This  particular  book  by  Dr.  Esther 
Richards  deals  with  “badness”  and  “nerves.”  To 
many  people  the  title  of  the  book  would  not  be 
clear  inasmuch  as  there  is  an  implied  differentia- 
tion between  behavior  and  conduct.  The  author 
therefore  explains:  “Behavior  is  a word  that 
implies  a genetic  interest  in  a person's  actions; 
conduct  is  a word  which  implies  a moral  and  a 
philosophic  interest  in  a person’s  actions.” 

The  book  comprises  a series  of  lectures  given 
in  the  fall  of  1929  at  the  request  of  the  Baltimore 
branch  of  the  Child  Study  Association  of  America. 
In  Chapter  I,  the  author  gives  a fair  appraisal 
of  mental  hygiene  in  its  present  status  of  partial 
deflation:  “Fxom  the  behavioristic  side  of  science 
one  must  frankly  admit  that  we  are  confronted 
with  a confusing  amount  of  words  and  theories 
tending  to  proclaim  some  particular  field  of  psy- 
chology and  psychiatry  as  the  one  and  only  meth- 
od of  human  salvation.  A great  deal  of  it  is  im- 
practical and  perfectionistic,  smacking  more  of 
techniques  and  revelations  than  of  an  apprecia- 
tion of  the  working  .components  of  real  life.  Is 
it  ownership  of  the  mental  health  of  childhood 
or  leadership  that  we  are  aiming  at  in  our  com- 
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petitive  strivings?  If  it  is  leadership  we  must 
establish  a basis  for  it  by  virtue  of  better  pro- 
duction and  less  salesmanship.” 

The  book  is  largely  a recital  of  individual  case 
histories.  The  author  gives  her  viewpoint  con- 
cerning the  genesis  of  individual  problems  and 
presents  the  method  by  which  she  attempts  to 
solve  them.  And  here,  of  course,  lies  the  weak- 
ness of  the  book — which  is  also  the  weakness  of 
mental  hygiene.  Tom.  the  piper’s  son.  steals  a 
pig.  The  mental  hygienist  explains  that  Tom 
intended  to  sell  the  pig  and  to  buy  candy  with 
the  money.  But  Tom's  motives  were  social  and 
not  mercenary.  Tom  was  unpopular  because  he 
was  red-headed  and  cross-eyed,  and  it  was  Tom's 
intent  to  purchase  popularity  by  sharing  his 
candy  with  his  playmates. 

The  interpretation  is  ingenious,  but  it  can 
rarely  be  verified.  Interpreting  motives  and  reac- 
tions is  like  interpreting  dreams.  One  takes  long 
shots  and  scores  many  misses.  Often  one  merely 
draws  a bow  at  a venture.  Says  Dr.  Richards : 
“Now  if  a school  child  finds  himself  in  the  shoe 
of  a grade  that  is  too  small  or  too  big  for  him, 
he  may  react  in  a number  of  different  ways  ac- 
cording to  his  temperament.  He  may  sink  into 
laziness  and  carelessness  and  don't-care  reactions, 
or  he  may  play  truant  (in  one  year  the  school 
commissioners  of  a certain  city  reported  twenty 
thousand  instances  of  ‘unlawful  absences’)  ; or  he 
may  become  aggressively  antagonistic,  expressing 
his  discontent  or  uncomfortableness  in  stealing,  in 
wandering  away  from  home,  in  gang  prankishness, 
or  in  sex  overtures  which  we  designate  delin- 
quency.”—The  reader  may  be  amazed  to  find 
such  diversity  of  reactions  to  identical  situations, 
and  he  may  suspect  that  the  author  is  often  wide 
of  the  mark. 

Treatment  in  problem  cases  seems  to  be  nar- 
row in  its  scope.  Of  enuresis  the  writer  says:  “I 
know  of  nothing  that  can  be  done  to  help  this 
distressing  condition  except  to  wait  for  its  disap- 
pearance in  time.”  Nothing  can  be  done  about 
nail  biting.  “It  is  far  better  to  pay  attention  to 
bringing  up  the  general  hygienic  standards  sur- 
rounding the  life  of  these  neuropathic  children.” 
And  there  is  difficulty  in  meeting  major  problems. 
“Many  a child  health  situation  must  be  consigned 
to  hopelessness  not  because  of  the  complexity  of 
its  mechanism,  but  because  of  the  unmodifiability 
of  the  parental  material  behind  it.” 

The  treatment  frequently  consists  in  changing 
the  environment,  and  among  the  case  histories 
there  is  the  oft  repeated  recommendation  that 
the  child  be  sent  to  a boarding  home,  a foster 
home,  a summer  camp,  or  a neutral  environment. 
There  is  surprising  lack  of  versatility  in  treat- 
ment, and  even  environmental  change  is  made  to 
sound  a little  dubious  when  the  writer  later  re- 
marks : “One  would  not  think  of  transplanting 
cabbages  on  the  eve  of  their  maturity,  and  yet 
the  process  is  far  more  harmful  to  human  organ- 
isms.” 

On  the  whole  it  can  be  said  of  Dr.  Richards’ 
book  that  it  presents  much  interesting  material, 
but  that  the  material  is  not  correlated  by  general- 
ization or  by  exposition  of  principles.  However, 
this  loose  material  is  handled  with  common  sense. 
Throughout  the  book  there  is  a pleasant  freedom 
from  the  conventional  jargon  of  mental  hygiene, 
and  it  is  only  in  the  final  chapter  that  the  author 
alludes  to  integration  and  psychobiology.  The  in- 
dependent and  personal  viewpoint  of  the  writer 
is  refreshing.  The  obvious  weakness  of  the  book 
is  the  caustic  and  scolding  manner  which  the 
writer  affects  in  emphasizing  her  point  of  view. 


This  disagreeable  feature  of  the  book  suggests 
the  thought  that  there  must  be  principles  of 
mental  hygiene  applicable  to  writing  and  lectur- 
ing as  well  as  to  child  training. 

C.  S.  BLUE  MEL. 


Children’s  Tonsils  In  or  Out,  by  Albert  D.  Kaiser, 
M.D.,  Associate  Professor  of  Pediatrics,  Univer- 
sity of  Rochester  Medical  School;  Chief  Pedia- 
trician, Rochester  General  Hospital;  Pediatri- 
cian, Rochester  Dental  Dispensary.  Illustrated. 
Philadelphia,  London,  Montreal : J.  B.  Lippin- 
cott  Company.  307  pages.  Price  $5.00. 

The  early  part  of  the  book  is  devoted  to  his- 
torical facts  pertaining  to  tonsillectomy.  Also  its 
anatomy  and  bacteriology  are  fully  reviewed.  The 
symptomatology  of  tonsillar  adenoid  enlargement 
and  its  effect  on  the  anatomical  and  mental  de- 
velopment of  the  child  is  discussed  in  detail.  Dr. 
Kaiser  has  selected  4400  school  children  for  his 
statistical  study ; 2200  of  these  have  had  their 
tonsils  removed,  and  2200  have  not.  Many  inter- 
esting facts  are  disclosed  by  this  careful  analysis 
over  a period  of  three  and  ten  years.  Some  of 
the  more  important  ones  are  as  follows : 

1.  Recurrent  tonsillitis,  tonsils  in,  36  per  cent; 
tonsils  out,  3 per  cent. 

2.  Recurrent  headcolds  (over  10  year  period), 
tonsils  in,  no  change;  tonsils  out,  no  change. 

3.  Recurrent  bronchitis  (1000  cases),  tonsils 
in,  fever  attacks;  tonsils  out,  more  attacks. 

4.  Recurrent  pneumonia,  mortality  in  pneumo- 
nia, tonsils  in,  not  influenced ; tonsils  out,  not 
influenced. 

5.  Cervical  adenitis,  tonsils  in,  12  per  cent; 
tonsils  out,  3 per  cent. 

6.  Acute  otitis  media,  before  5 years  of  age, 
tonsils  in,  more  attacks;  tonsils  out,  fewer  attacks. 
After  5 years  of  age,  tonsils  in,  more  attacks ; 
tonsils  out,  fewer  attacks. 

7.  Incidence  of  scarlet  fever,  tonsils  in,  more 
attacks;  tonsils  out,  less  attacks.  Complications 
of  scarlet  fever,  tonsils  in,  more  attacks;  tonsils 
out,  less  attacks.  Bacteriology  of  scarlet  fever 
throats,  tonsils  in,  no  change;  tonsils  our,  no 
change.  Bacteriology  of  diphtheria  throats,  ton- 
sils in,  many  carriers ; tonsils  out,  no  carriers. 

8.  Primary  attacks  of  rheumatic  fever,  tonsils 
in,  14  per  cent  more  cases  (3  year  period) ; tonsils 
in,  30  per  cent  more  cases  (10-year  period).  Recur- 
rent attacks  of  rheumatic  fever,  tonsils  in,  no 
difference;  tonsils  out,  no  difference.  Cardiac 
complications  of  rheumatic  fever,  tonsils  in,  no 
difference ; tonsils  out,  no  difference. 

9.  Dental  caries  and  stomatitis,  tonsils  in, 
twice  as  common;  tonsils  out,  uncommon. 

10.  Cyclic  vomiting,  tonsils  in,  common;  ton- 
sils out,  45  per  cent  cases  relieved. 

Such  things  as  nephritis,  pyelitis,  eneuresis, 
pulmonary  tuberculosis,  allergy,  asthma,  and  men- 
tal development  are  not  influenced  by  the  pres- 
ence or  absence  of  tonsils.  The  last  few  chapters 
are  devoted  to  the  complications  following  tonsil- 
lectomy ; lung  abscess  and  pneumonia  in  children 
occur  about  one  in  one  thousand  cases.  The  value 
of  radiation  to  lymphoid  tissue  is  discussed  and 
the  indications  and  contra-indications  for  tonsil- 
lectomy are  briefly  tabulated. 

KEMP  G.  COOPER. 
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California’s  Medical  Story.  By  Henry  Harris, 
M.D.  (Johns  Hopkins  University,  Medical  De- 
partment, 1899.)  Associate  Clinical  Professor 
of  Medicine,  University  of  California;  Chief  of 
Medical  Department,  San  Francisco  Polyclinic. 
With  an  introduction  by  Charles  Singer,  M.D., 
D.  Litt.  University  of  London,  London,  England. 
Printed  by  the  Grabborn  Press  for  J.  W.  Sta- 
cey. Incorporated.  San  Francisco,  California. 
1932.  421  pages.  $7.00. 

California's  Medical  History  is  so  intimately 
involved  in  its  civil,  military,  and  political  history, 
and  the  progress  and  development  of  the  coun- 
try, that  telling  the  story  of  the  first  necessarily 
involves  the  inclusion  of  many  of  the  fascinating 
and  thrilling  events  of  the  second.  All  of  the 
first  white  physicians  during  the  Spanish  regime 
were  either  naval  or  military  officers  appointed 
by  the  home  government  and  were  of  course 
closely  tied  in  with  the  making  of  the  civil  his- 
tory of  the  time. 

This  delightful  book  does  not,  however,  begin 
its  story  of  California  Medicine  with  this  period 
but  with  the  older  medicine  of  the  California  In- 
dians. Dr.  Harris  tells  of  “The  Making  of  the 
Shaman,’’  their  principles  and  practice,  their 
therapeutics  and  prophylaxis,  their  specializations 
and  contributions  to  therapy;  then  of  the  Spanish 
period,  the  Mexican  period,  the  American  period 
in  acquisition,  in  organization,  in  progress,  and 
in  modern  practice. 

The  volume  contains  an  invaluable  bibliography 
of  830  references  pertaining  to  the  history  of  the 
times  and  the  medical  events  incident  thereto. 
“With  almost  uncanny  skill  he  has  taken  this 
vast  amount  of  unassimilated  material  and  com- 
bined it  into  a fascinating  narrative  of  medicine 
in  California  from  the  time  of  the  Indian  Shaman 
up  to  about  the  year  1900.  From  the  sweat  house 
to  the  modern  college,  he  passes  through  the  Span- 
ish period,  the  Mexican  period,  the  Gold  Rush, 
the  Plague  and  all  the  dramatic  events  of  Cali- 
fornia History.  “He  has  prepared  a model  local 
history.  When  more  such  work  becomes  avail- 
able a true  inductive  history  of  modern  medicine 
will  become  possible." 

One  cannot  read  this  charming  and  delightful 
history  of  the  state  of  California  without  wishing 
that  some  one  in  Colorado  with  the  skill  and  abil- 
ity and  industry  to  carry  it  to  completion  might 
undertake  to  record  the  almost  equally  interest- 
ing tale  of  the  men  and  the  times  and  the  events 
of  its  pioneer  days;  for  the  filtration  of  invasion 
which  found  its  way  into  California  from  the  en- 
try of  Fernando  Alercon,  who  in  1540  entered  the 
Colorado  River  region  from  the  Gulf  of  California, 
found  its  way  also  into  what  is  now  New  Mexico 
and  southwestern  Colorado.  Colorado's  gold  rush, 
the  Greeley  and  other  colonies  and  the  early  days 
of  tuberculosis  treatment  and  the  vast  field  of 
highly  interesting  events  of  the  period  present  a 
wealth  of  material  for  such  work. 

This  volume  is  a fine  bit  of  book  work,  a credit 
to  the  Grabhorn  Press.  The  binding  is  substan- 
tial and  attractive,  the  paper  is  good  and  the  mar- 
gins wide.  Indeed,  the  margins  might  have  been 
narrower  and  the  print  somewhat  larger  with 
advantage.  The  reader  has  been  given  the  pleas- 
ure of  cutting  the  pages  as  he  goes  along,  which 
some  readers  enjoy.  The  deckle  edges  add  to 
the  appearance  of  the  volume.  Even  the  jacket 
is  in  good  taste.  This  book  will  be  read  with 
great  interest  and  pleasure  by  many  doctors  and 
some  laymen  everywhere,  but  to  Californians  it 
should  have  a particular  appeal. 

Living,  as  he  does,  in  Old  Monterey,  the  writer 
of  this  brief  review  finds  an  unusual  delight  in 


this  “story.”  Many  of  the  names  and  incidents 
mentioned  in  the  first  chapters  of  the  book  are 
intimately  associated  with  the  early  history  of 
Monterey,  which  was  the  first  Capitol  of  the 
State  of  California.  The  Old  Customs  house,  the 
first  theatre  in  California,  the  San  Carlos  and 
Carmel  Missions,  the  Thomas  Larkin  House,  Col- 
ton Hall  and  many  fine  old  adobe  houses  remain 
here  as  monuments  of  the  earlier  Spanish  and 
Mexican  occupation. 

The  price  of  the  book  may  prevent  some  per- 
sons from  buying  it  who  might  like  to  possess  it. 
However,  it  offers  the  shopper  of  the  “grateful 
patient”  type  an  easy  opportunity  to  find  for  a 
doctor  friend  a worthwhile  gift  that  will  not  wend 
its  way  into  the  junk  corner  of  the  store  room 
before  the  year  is  out.  One  sometimes  buys  for 
another,  to  satisfy  a sense  of  obligation,  an  article 
he  feels  he  should  not  afford  for  himself. 

There  is  at  the  end  of  this  volume  a full  index 
of  the  names  of  those  who  have  helped  to  make 
the  medical  history  of  California,  260  in  all,  and 
an  exhaustive  index  of  subjects. 

HORACE  G.  WETHERILL. 

Monterey,  California. 


Fertility  and  Sterility  in  Marriage,  Their  Volun- 
tary Promotion  and  Limitation.  By  Th.  H. 

Van  De  Velde,  M.D.,  Formerly  Director  of  the 

Gynecological  Clinic  at  Haarlem,  Holland. 

Translated  by  F.  W.  Stella  Browne.  New  York  : 

Covici  Friede,  Medical  Books.  448  pages. 

Contraceptive  advice  at  this  time  is  being  freely 
given;  the  statement  of  the  patient  that  she  does 
not  desire  to  have  any  more  children  or  “none 
now"  seems  to  be  sufficient.  As  physicians,  we 
realize  that  at  times,  from  the  standpoint  of 
health  or  other  definite  reasons,  that  proper 
methods  of  prevention  are  justifiable  and  right. 

Wholesale  prevention  is  wrong  and  it  is  well 
for  the  physician  who  gives  that  advice  to  read 
just  such  a book  as  this  excellent,  exhaustive,  and 
carefully  considered  work  of  Van  de  Velde.  Not 
all  men  are  suited  to  give  this  advice.  The  phy- 
sician who  undertakes  it  should  realize  that  each 
case  is  one  of  individual  consideration  requiring 
special  knowledge  of  the  problem,  he  must  have 
psychological  insight.  The  busy  practitioner  must 
find  sufficient  time  to  study  the  patient  and  ap- 
preciate the  difficulties. 

The  book  contains  a collection  of  historical 
data.  There  is  a practical  religious  consideration 
of  abstinence  and  of  contraception.  The  psycho- 
logical effects  of  these  subjects  are  carefully  con- 
sidered and  scientifically  presented. 

Sterility  in  men  and  women,  their  causes  and 
treatment  are  exhaustively  Heated.  The  different 
contraceptive  methods  are  described  as  thwarting 
at  coitus,  appliances,  temporary  and  permanent 
surgical  sterilization.  The  psychic  effects  with 
each  method,  the  efficacy  and  technic  are  thor- 
oughly discussed. 

There  is  a discussion  of  abortion,  of  its  indica- 
tions. The  patient  is  apt  to  treat  this  subject 
least  seriously;  the  physician  has  more  conscience 
in  the  matter;  the  gynecologist  and  obstetrician 
are  most  careful  of. the  responsibility. 

The  volume  contains  a very  complete  bibliog- 
raphy and  an  excellent  set  of  illustrations.  Much 
information  on  this  subject  may  be  gathered  from 
the  different  texts  on  gynecology,  but,  excepting 
in  a book  of  this  nature,  it  will  not  be  so  com- 
pletely covered  in  its  various  phases.  The  scien- 
tific reader  will  be  enlightened,  the  sensuous  dis- 
appointed. 


CLARENCE  B.  INGRAHAM. 


April,  1933 
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Practical  Surgery  of  the  Joseph  Price  Hospital. 

By  James  William  Kennedy,  M.D.,  F.A.C.S., 
Surgeon  of  the  Joseph  Price  Hospital,  Philadel- 
phia; Consulting  Surgeon  to  the  Norristown, 
Coatesville  and  Chambersburg  Hospitals ; Form- 
erly in  charge  of  the  Gynecological  and  Ob- 
stetrical Department  of  the  Philadelphia  Dis- 
pensary; Member  of  the  American  Association 
of  Obstetricians,  Gynecologists  and  Abdominal 
Surgeons,  etc.  Illustrated  with  129  original 
half-tone  plates.  Some  in  colors.  Philadelphia: 
F.  A.  Davis  Company,  Publishers,  1928.  861 

pages. 

If  the  reader  picks  up  Practical  Surgery  of  the 
Joseph  Price  Hospital,  by  Kennedy,  with  the  idea 
of  refreshing  his  mind  with  a lot  of  orthodox  sur- 
gery, he  will  be  greatly  disappointed.  The  writer 
has  carefully  avoided  the  well  trodden  paths  of 
orthodox  teaching  and  writes  only  of  those  sub- 
jects in  which  he  is  not  in  accord  with  general 
teachings.  Naturally,  he  will  receive  plenty  of 
criticism.  How  many  surgeons  will  agree  that 
a greater  number  of  patients  will  be  alive  from 
whom  a malignant  uterus  has  been  removed  by 
vaginal  hysterectomy,  at  the  end  of  any  number 
of  years,  than  from  hysterectomy  from  above? 
To  picture  vaginal  hysterectomy  from  the  writer, 
it  is  the  surgeons  panacea — mortality  one-fifth  of 
1 per  cent,  operative  time  two  to  three  minutes 
— statistics  from  several  thousand  hysterectomies 
over  a period  of  thirty  years.  The  discussion  on 
appendicitis  is  well  worth  any  one’s  time  to  read. 
It  gives  the  author  a splendid  opportunity  to  air 
his  opinion  of  the  physiological  surgeon,  and  he 
may  be  right.  How  many  will  agree  with  the 
author  in  the  use  of  the  Price  Coffer  dam — even 
when  properly  used?  His  ideas  on  drainage? 
Not  many.  Read  Kennedy’s  reasons.  They  are 
worth  while. 

The  discussion  on  ectopic  pregnancy,  repair  of 
the  cervix,  perineum  and  cystocele,  are  well  worth 
reading.  You  will  probably  disagree  with  him 
about  the  needles  used  in  repair  work,  but  the 
author  will  be  satisfied  if  you  just  read  the  chap- 
ters. Tubal  and  ovarian  infections,  puerperal  or 
wound  infection,  the  Murphy  Button,  hemorrhage 
and  shock,  Caesarian  section,  acute  and  urgent 
abdominal  lesions,  are  all  ably  discussed  accord- 
ing to  the  teachings  at  the  Joseph  Price  Hospital, 
but  remember  these  are  not  the  teachings  ac- 
cepted by  the  profession  in  general.  These  are 
teachings  of  a pathological  surgeon  who  believes 
in  radical  surgery  and  does  it,  and  accepting  his 
statistics  over  a thirty  year  period,  his  results 
justify  the  book.  It  seems  strange  that  a man 
so  radical  in  practically  all  his  surgery  is  so  con- 
servative in  gall  bladder  surgery,  drainage,  and 
follows  fairly  well  the  accepted  ideas  in  the  treat- 
ment of  breast  malignancies.  With  these  two  ex- 
ceptions, you  read  the  results  of  surgery  on  all 
types  of  abdominal  and  pelvic  lesions,  treated  you 
may  believe  in  an  unorthodox  manner  and  will 
be  surprised  at  the  results.  Frequent  repetition 
is  made  to  force  home  ideas.  Nursing  the  surgi- 
cal patient,  ligature  and  suture  material,  ether, 
toilet  of  the  hands  and  rubber  gloves  are  elabor- 
ated upon  in  chapters  by  themselves.  These  chap- 
ters show  the  sincerity  with  which  he  deals  with 
his  subject.  The  radicalness  of  the  writer  is 
proved  by  his  attitude  towards  rubber  gloves — 
absolutely  condemned.  His  attitude  toward  our 
physiological  surgeon  will  cause  some  men  to 
wonde  r about  their  work.  The  question  will  arise, 
are  these  teachings  in  advance  of  the  present 
day  thoughts? 

It  is  a well  written  book,  his  own  ideas  are 


earnestly  driven  home.  Each  subject  is  careful- 
ly illustrated.  This  book  is  a eulogy  from  a stu- 
dent to  his  teacher,  dead  these  twenty  years,  and 
when  you  read  the  epigrammatic  sayings  of 
Joseph  Price,  you  appreciate  he  was  a great 
teacher.  Read  the  book;  it  is  worth  your  while, 
and  if  this  statement  of  the  writer  is  remem- 
bered, ‘'Surgery  will  never  dictate  to  pathology, 
but  pathological  lesions  will  always  dictate  the 
limits  of  surgery",  it  may  be  the  answer  to  his 
iadical  surgery,  and  his  condemnation  of  the 
physiological  surgery. 

.T.  E.  STRUTHERS. 


Pioneer  Medicine  in  the  Western  Reserve.  Com- 
piled by  Howard  Dittrick,  M.D.  Illustrations  by 
Louis  J.  Karnosh,  M.D.  Cleveland : The  Acad- 
emy of  Medicine  of  Cleveland.  1932.  110  pages. 

This  book  is  profusely  illustrated  by  Louis  J. 
Karnosh,  M.D.,  8 vo.,  heavy  board  binding.  It 
gives  a brief  account  of  some  of  the  medical  pio- 
neers in  Cleveland.  The  text  consists  of  short 
biographies  of  such  men  as  David  Long,  who  was 
Cleveland's  first  physician,  and  Moses  Thompson, 
the  first  physician  on  the  "Western  Reserve.” 

The  treatise  has  an  appeal  to  the  historian  and 
to  the  individual  interested  in  early  Cleveland. 

NOLIE  MUMEY. 


The  Expectant  Mother’s  Handbook.  By  Frederick 
C.  Irving,  A.B.,  M.D.,  Professor  of  Obstetrics, 
Harvard  Medical  School.  Visiting  Obstetrician, 
Boston  Lying-in  Hospital.  With  illustrations. 
Boston  and  New  York  ; Houghton  Mifflin  Com- 
pany. The  Riverside  Press,  Cambridge.  1932. 
More  and  mere  it  is  found  that  expectant  moth- 
ers require  and  expect  definite  instruction  con- 
cerning pregnancy  and  labor.  Any  simple  hand- 
book containing  facts  easily  understood  by  the 
scientifically  uneducated  layman,  is  of  real  value. 

Dr.  Irving's  book  is  a distinct  contribution.  It 
is  well  written,  covers  the  subject  thoroughly, 
possibly  too  thoroughly  for  the  layman. 

It  is  an  excellent  book  for  the  obstetrician's  li- 
brary. The  chapter  on  evolution,  heredity,  and 
determination  of  sex  is  a little  too  scientific  for 
the  average  layman's  understanding.  Possibly 
future  editions,  and  it  is  deserving  of  future  edi- 
lions,  may  be  simplified  and  shortened  to  an  ex- 
tent making  it  even  more  valuable  for  the  aver- 
age expectant  mother. 

CUTHBERT  POWELL. 


The  Differential  Diagnosis  of  Endocrine  Disorders. 

By  Allan  Winter  Rowe.  Director  of  Research, 
Evans  Memorial,  Massachusetts  Memorial  Hos- 
pitals, Boston,  Massachusetts.  Baltimore:  The 
Williams  and  Wilkins  Company.  1932.  220 

pages.  Price  $4.00. 

This  book  (reals  differential  diagnosis  in  an  un- 
usual way.  Statistical  evaluation  of  the  various 
symptoms  and  laboratory  tests  are  made  and  their 
occurrence  noted  respectively  in  diseases  of  the 
thyroid,  pituitary,  gonads,  adrenals,  and  pancreas. 
In  other  words,  a diagnosis  is  arrived  at  entirely 
from  (he  frequency  of  the  objective  findings  which 
fit.  each  particlular  endocrinopathy.  From  this 
standpoint,  it  represents  a distinct  contribution 
and  is  authoritative  because  of  the  large  number 
of  cases  studied,  this  number  reaching  five  thou- 
sand. 


ARNOLD  MINNIG. 
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Genetic  Principles  in  Medicine  and  Social  Sci- 
ence. By  Lancelot  Hogben,  Professor  of  Social 

Biology  in  the  University  of  London.  New 

York:  AJfred  A.  Knopf.  1932.  230  pages. 

This  is  a very  interesting  book,  especially  to 
those  who  are  more  or  less  familiar  with  the  re- 
cent work  on  human  genetics.  It  is,  essentially, 
an  analysis  and  criticism  of  modern  writings  and 
speculations,  with  particular  emphasis  on  mathe- 
matical and  statistical  methods.  The  author  at- 
tempts to  “separate  the  wheat  from  the  tares,” 
and  indicate  what  solid  progress  has  been  made 
and  is  likely  to  be  made  in  the  near  future.  From 
all  this  we  may  estimate  the  ultimate  probable 
services  of  genetic  studies  to  medicine  and  so- 
ciology. Some  of  the  current  fallacies  and  mis- 
understandings are  exposed  or  subjected  to  de- 
structive criticism.  For  example,  to  illustrate  a 
common  statistical  error,  suppose  we  want  to 
determine  the  frequency  in  a population  of  some 
recessive  character.  It  seems  perfectly  simple  to 
take  all  the  families  in  which  it  occurs,  and  count 
the  number  of  individuals  showing  the  character. 
This  would  do  very  well  for  families  of  spiders, 
but  owing  to  the  small  size  of  human  families, 
there  would  be  a good  many  failing  to  show  the 
recessive  chaiacter  at  all,  yet  having  the  same 
inheritance  as  the  rest.  Such  families  would  not 
be  detected  or  counted,  and  consequently  the  sta- 
tistical result,  as  given,  would  be  wrong.  This  is, 
of  course,  a very  elementary  example,  but  it 
serves  to  show  how  easy  it  is  to  fall  into  error, 
while  apparently  following  rigorously  accurate 
methods. 

The  first  chapter  deals  with  the  Problem  of 
Twin  Resemblance.  From  the  consideration  of 
this  subject  the  author  is  led  to  various  reflec- 
tions on  social  arrangements  and  criticisms  of 
those  who,  in  his  opinion,  deduce  more  than  is 
reasonable  from  the  known  facts.  For  instance : 
“Quite  recently  a disciple  of  Galton  put  forward 
a series  of  painstaking  proposals  for  what  he 
was  pleased  to  call  the  eugenic  reform  of  the 
House  of  Lords.  He  might  with  equal  propriety 
have  worked  out  a plan  for  the  dietetic  reform 
of  the  London  Mathematical  Society.”  Perhaps 
this  citation  may  be  used,  not  only  to  show  the 
lively  character  of  the  discussion,  but  also  a cer- 
tain intellectual  arrogance,  amounting  at  times 
to  a fault.  One  recognizes  the  mind  of  a rea- 
soner  rather  than  an  experimenter.  The  second 
chapter  is  on  “Single  Gene  Substitutions  in  Hu- 
man Pathology,”  and  is  filled  with  interesting  in- 
formation of  particular  value  to  medical  men.  It 
is  urged  that  more  attention  should  be  given  to 
the  prenatal  environment  of  the  individual. 

The  third  chapter  discusses  “The  Serological 
Data  for  the  Study  of  Gene  Localization,”  and  is 
highly  mathematical.  It  is  concluded  that  this 
promising  line  of  inquiry  needs  extensive  cooper- 
ation. “If  the  science  of  human  genetics  is  to 
progress  rapidly,  it  is  urgent  that  the  machinery 
for  organizing  research  of  this  type  should  be 
created  with  as  little  delay  as  possible.  Little 
further  advance  will  be  made  on  the  study  of 
hereditary  transmission  in  the  human  species 
through  the  work  of  isolated  investigators.” 

We  next  come'  to  “The  Genetic  Basis  of  Social 
Behavior.”  In  summing  up,  the  author  strongly 
protests  against  a too  simple-minded  attitude. 
Thus,  “The  habit  of  referring  to  feeble-minded- 
ness as  if  it  were  a single  clinical  entity  is  super- 
ficial and  profoundly  misleading.”  But,  in  par- 
ticular, the  disposition  to  underrate  the  impor- 
tance of  environmental  factors  stultifies  many 
discussions,  even  those  on  current  text-books  used 
all  over  the  country.  Chapter  five  is  on  “The 


Concept  of  Race,”  showing  the  difficulties  in- 
volved in  trying  to  determine  the  relation  of  race 
tin  a biological  sense)  to  social  behavior,  and 
the  danger  of  making  assumptions  which  have  no 
scientific  basis.  The  sixth  chapter  is  on  “The 
Nature  of  Genetic  Selection  in  the  Social  Group,” 
the  seventh  on  “The  Growth  of  Human  Popula- 
tions,” the  eighth  and  last  on  “The  Social  Appli- 
cation of  Genetic  Principles.” 

There  is  every  temptation  to  write  at  length 
on  the  stimulating  contents  of  these  chapters,  but 
it  must  suffice  to  say  that  they  are  well  worth 
reading,  though  they  should  be  read  critically, 
as  the  author  has  read  the  work  of  his  predeces- 
sors. 

T.  D.  A.  COCKERELL. 


Infants  and  Children.  Their  Feeding  and  Growth. 

By  Frederic  H.  Bartlett,  M.D.  Director  of  the 
Department  of  Pediatrics  Fifth  Avenue  Hos- 
pital, New  York  City.  New  York:  Farrar  and 
Rinehart,  Inc.  On  Murray  Hill.  409  pages. 
This  book  of  424  pages  includes  not  only  a very 
clear  exposition  of  orthodox  feeding  but  concise 
directions  for  clothing,  for  the  care  of  contagious 
disease  and  other  affections  of  the  young,  for  the 
management  of  household  emergencies  and  train- 
ing for  regular  habits.  For  mothers  and  nurses 
it  should  prove  an  invaluable  compendium  of 
knowledge  in  the  rearing  of  healthy  children. 

J.  W.  AMESSE. 


Treatment  of  Syphilis.  By  Jay  F.  Schamberg, 
A.B.,  M.D.  Professor  of  Dermatology  and 
Syphilology  in  the  Graduate  School  of  Medicine 
of  the  University  of  Pennsylvania;  Former 
President  of  the  American  Dermatological  As- 
sociation, etc.,  and  Carroll  S.  Wright,  B.Sc., 
M.D.,  Professor  of  Dermatology  and  Syphilology 
in  the  Temple  University  School  of  Medicine; 
Associate  Professor  of  Dermatology  and  Syphil- 
ology in  the  Graduate  School  of  Medicine  of 
the  University  of  Pennsylvania;  former  Presi- 
dent of  the  Philadelphia  Dermatological  Soci- 
ety, etc.  New  York,  London:  D.  Appleton  and 
Company.  658  pages.  Price  $8.00. 

This  is  a fine  book;  the  authors  are  exceptional- 
ly well  qualified  to  write  it.  They  first  discuss 
the  many  agents  used  in  the  treatment  of  syphilis, 
giving  the  history  of  their  use,  method  or  meth- 
ods of  administration,  pharmacology  and  chemo- 
therapy, proved  histological  changes,  and  toxic 
reactions.  They  also  evaluate  the  efficiency  of 
each  of  the  anti-leutic  agents,  not  only  by  the  re- 
ported experimental  and  clinical  evidence,  but 
also  as  evidenced  in  their  own  clinic  and  private 
practice. 

Next  they  discuss  in  detail  the  many  methods 
of  treating  the  different  stages  of  syphilis  and 
outline  the  advantages  and  disadvantages  of  each 
method  of  therapy  and  give  their  impressions  as 
to  the  most  efficient  method  of  treating  each 
stage  of  syphilis. 

This  volume  of  658  pages,  with  62  illustrations, 
is  a valuable  addition  to  the  reference  books  deal- 
ing with  the  treatment  of  syphilis. 

JACK  G.  HUTTON. 


The  Society’s  Executive  Office  is 
YOURS — USE  IT.  The  new  address  is 
53 7 Republic  Building,  Denver. 


Take  this  Journal  home  to  your  wife. 


April,  1933 
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SILAS  WEIR  MITCHELL 

(Continued  from  March) 

Dr.  Mitchell  was  more  than  a master  in 
medicine — he  was  a scientific  searcher,  a 
good  stimulator  for  others,  having  unerring 
instincts  combined  with  sound  judgment  and 
good  common  sense.  His  active  mind  was 
always  alert  to  the  investigation  of  a pa- 
tient’s symptoms  regardless  of  how  trivial  the 
complaint.  Although  his  methods  were 
simple,  yet  they  were  successful,  which  is 
well  illustrated  in  the  instances  here  related. 

A very  wealthy  man  had  consulted  many 
of  the  prominent  physicians  of  Europe  for 
vertigo  without  obtaining  relief.  He  came  to 
Dr.  Mitchell  as  a last  resort;  on  examining 
his  ears  found  a small  fibrous  body  which 
was  removed,  giving  the  patient  almost  in- 
stant relief. 

Another  man  who  claimed  he  could  not 
use  his  legs  was  suspected  of  malingering. 
The  nurse  was  instructed  to  dust  lamp  black 
over  the  floor  and  leave  the  room.  It  was 
soon  seen  that  both  of  his  feet  were  covered 
with  soot,  which  demonstrated  that  he  could 
and  did  walk  when  not  under  observation. 

Charles  L.  Dana  said  of  him,  “Weir  Mit- 
chell, without  ever  losing  his  laboratory  hab- 
its, or  scientific  methods  of  thought,  could 
not  only  acquire,  but  also  contribute  cultural 
interests  to  all  those  with  whom  he  came  in 
contact.” 

Dr.  Mitchell’s  interest  manifests  itself  not 
only  in  his  strictly  scientific  writings,  but  also 
in  many  of  his  stories  and  novels.  For  ex- 


ample, “'Hugh  Wynne”  and  “Circumstance” 
both  describe  senile  changes;  “Roland  Blake” 
deals  with  hysteria;  “Far  into  the  Forest” 
gives  some  description  of  paranoia;  “In  War 
Time”  and  “Constance  Trescot”  both  des- 
cribe moral  deterioration  of  character.  “A 
Case  of  George  Dedlow”  illustrates  the  loss 
of  individuality  as  a result  of  amputations. 
The  writing  of  “George  Dedlow”  grew  out 
of  an  argument  with  a friend.  To  prove  his 
idea,  Mitchell  sat  up  most  of  the  night  and 
wrote  the  story  of  a man  who  lost  all  four 
limbs.  He  left  the  manuscript  with  the  sis- 
ter of  Howard  Horace  Furness.  Her  father. 
Dr.  Furness,  sent  it  to  Mr.  Hall,  editor  of 
the  Atlantic  Monthly.  Three  months  later 
a proof  and  check  for  eighty-five  dollars 
were  sent  to  the  author.  Dr.  Mitchell  wrote 
this  in  such  a convincing  manner  that  the 
account  of  it  in  newspapers  was  believed  by 
numerous  readers  to  be  true,  and  money  was 
raised  for  the  unfortunate  man,  also  many 
visits  were  made  at  the  Stump  Hospital  to 
see  him. 

William  H.  Welch  said  of  Dr.  Mitchell, 
“He  was  a great  physician;  our  leader,  en- 
deared and  admired;  our  friend  and  coun- 
sellor, generous,  wise,  inspiring;  a man  of 
singular  graces  and  accomplishments,  active 
in  advancing  knowledge  and  in  good  work; 
a poet  and  a man  of  letters,  a sweetener  of 
life  to  both  sick  and  well.  As  he  said  of 
Harvey,  we  may  say  of  him— Weir  Mitchell 
represented  all  that  is  best  in  the  physician 
and  the  gentlemen.” 

(To  be  Continued.) 
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Secretarial  Notes  and  Comment 

Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


SPECIAL  MEETING,  HOUSE  OF  DELEGATES  OF  THE  COLORADO  STATE 

MEDICAL  SOCIETY 

Denver,  Colorado,  March  11,  1933 


MINUTES  IN  DETAIL 

The  meeting  was  called  to  order  at  3:00  p.  m. 
by  the  President,  Dr.  F.  B.  Stephenson. 

President  Stephenson:  ‘'Gentlemen,  the  House 
of  Delegates  will  please  come  to  order. 

“As  the  first  order  of  business,  I will  ask 
the  Executive  Secretary,  Mr.  Sethman,  to  read 
the  official  call  cf  this  meeting." 

The  official  call  was  read  by  the  Executive 
Secretary,  as  follows: 

OFFICIAL  CALL 

To  the  Officers,  Delegates,  Committeemen  and 
Members  of  the  Colorado  State  Medical  So- 
ciety, Greeting: 

A special  meeting  of  the  House  of  Delegates  of 
the  Colorado  State  Medical'  Society  is  hereby 
called  for  the  following  specific  purpose: 

To  receive  and  pass  upon  recommendations 
of  the  Committee  on  Public  Policy  in  regard 
to  legislation  pending  before  the  Twenty- 
ninth  General  Assembly  of  the  State  of  Colo- 
rado, and  to  make  final  determination  of  the 
policies  of  the  Society  in  regard  to  such  leg- 
islation. 

Under  the  Constitution  and  By-Laws  of  the  So- 
ciety no  other  business  except  that  outlined  in 
the  Official  Call  may  be  transacted. 

The  House  of  Delegates  shall  convene  at  3 :00 
p.  m.,  Saturday,  March  the  Eleventh,  Nineteen 
Hundred  Thirty-three,  in  the  Auditorium  of  the 
Capitol  Life.  Insurance  Company,  East  Sixteenth 
Avenue  at  Sherman,  Street,  Denver,  Colorado. 

FRANK  B.  STEPHENSON,  M.D., 

President. 

Dated  at  Denver,  Colorado,  February  23,  1933. 
By  order  of  the  President. 

Attest: 

HARVEY  T.  SETHMAN, 

Executive  Secretary. 

President  Stephenson:  “I  will  now  ask  for  the 

report  of  the  Credentials  Committee." 

The  report  of  the  Credentials  Committee  was 
read  by  the  < 'hairman,  as  follows : 

REPORT  OF  THE  COMMITTEE  ON 
CREDENTIALS 

Your  Committee  on  Credentials  presents  the 
attached  list  of  properly  accredited  delegates  and 
alternates  as  the  list  from  which  this  Special 
Meeting  of  the  House  should  draw  its  roll  call. 

At  the  time  of  preparing  this  report,  five  of  the 
constituent  societies  had  not  yet  submitted  their 
1933  reports  of  officers  to  the  Executive  Secre- 
tary. Your  Committee,  assumes  that  these  soci- 
eties have  not  yet  held  their  1933  elections.  We 
therefore  certify  the  hold-over  delegates  of  thes° 
societies,  subject  to  amendment  of  our  report  by 
the  House  in  case  other  delegates  are  properly 
certified  by  the  time  the  House  convenes.  The 
aforementioned  societies  are:  Garfield  County, 


Kit  Carson  County,  Morgan  County,  Prowers 
County,  and  San  Juan  District. 

Respectfully, 

LORENZ  W.  FRANK,  Chairman. 
W.  A.  CAMPBELL,  JR., 

HAROLD  T.  LOW. 

The  list  follows: 

Society  Delegates  Alternates 

Arapahoe  W.  C.  Crysler  H.  B.  Catron 

Boulder  H.  H.  Houston  C.  H.  Graf 

” John  Andrew  W.  P.  Woods 

Chaffee  .T.  P.  McDonough  C.  R.  Fuller 

Crowley.  W.  M.  Desmond  J.  E.  Jeffery 

Delta  A.  C.  McClanahan  Lee  Bast 

Denver..  H.  I.  Barnard  G.  B.  Kent 

K.  D.  A.  Allen  G.  M.  Blickensderfer 
J.  E.  Connell 
H.  I.  Laff 

E.  R.  Mugrage 
H.  ,T.  Corper 
Arnold  Minnig 
H.  J.  Freeland 
L.  V.  Teplev 
R.  M.  Shea 
Maurice  Katzman 
J.  M.  Foster,  Jr. 
W.  M.  Bane 
C.  E.  Cooper 

E.  J.  Perkins 
W.  A.  Sedwick 

J.  R.  Jaeger 
R.  G.  Packa”d 
H.  W.  Snyder 
L.  V.  Sams 
V.  E.  Sells 
J.  G.  Ryan 
L.  R.  Allen 
L.  A.  Miller 
\ O.  Kettlekamp 
J.  T.  Williams 
R.  C.  Adkinson 
W.  R.  Tubb ; 
W.  S.  Chapman 

A.  .T.  Bender 
John  ,T.  Gasser 
T.  C.  Taylor 

B.  B.  Beslioar 
E.  H.  Peterson 

F.  G.  Didrickson 

C.  F.  Eakins 
.T.  W.  Kinzie 
A.  C.  Sudan 
B.  F.  Blotz 
R.  M.  Fulwider 

F.  E.  Casburn 
,T.  D.  Geissinger 

J.  S.  Norman 

G.  E.  Rice 


H.  R.  McKeen 

F.  E.  Rogers 
. W.  H.  Halley 

G.  E.  Cheley 
Duval  Prey 

T.  P.  Sears 

R.  W.  Danielson 

G.  Heusinkveld 
W.  C.  Finnoff 
J.  A.  Philpott 

H.  S.  Finney 

C.  F.  Kemper 

J.  M.  Shields 

H.  G.  Garwood 

J.  S.  Bouslog 

E.  G.  Faber 

.....  C.  H.  Darrow 

W.  B.  Yegge 
....  W.  R.  Waggoner 

O.  S.  Fowler 

El  Paso  D.  A.  Vanderhoof 

M.  O.  Shivers 

J.  A.  Sevier 

E.  B.  Liddle 

Fremont  ...  R.  E.  Holmes 

Gat  field  R.  B.  Porter 

Huerfano  J.  M.  Lamme 

Kit  Carson  W.  L.  McBride 

Lake F.  N.  Ccchems 

Larimer  C.  H.  Platz 

” ....  W.  B.  Hardesty 

Las  Animas  D.  D.  Costigan 
Mesa  G.  C.  Cary 

Montrose  Isaiah  Knott 

Morgan  I.  J.  Clark 

Northeast  J.  E.  Naugle 

Northwestern  Duane  Turner 

Otero R.  S.  Johnston 

” B.  B.  Blotz 

Prowers C.  T.  Knuckey 

Pueblo  H.  T.  Low 

” R.  C.  Robe 

G.  M.  Myers 

San  Juan  A.  L.  Burnett 

San  Luis  Vallejo.  P.  Shippey 
Wcld  W.  P.  Allen 

” O.  E.  Bennell 


Burgett  Woodcock 
W.  A.  Schoe.B 
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President  Stephenson:  “The  Executive  Secre- 
tary will  please  call  the  ldl  from  the  official 
list.” 

The  roll  was  called  by  the  Executive  Secretary, 
who  announced  that  thirty-six  delegates  were 
present. 

President  Stephenson:  “Is  there  any  amend- 
ment to  the  report  of  the  Committee  on  Creden- 
tials, or  anyone  to  be  seated  whose  name  has 
not  been  called?  If  not,  I will  entertain  a mo- 
tion to  adopt  the  report  of  the  Committee  on 
Credentials.” 

The  motion  was  made,  seconded,  and  unani- 
mously carried. 

Treasurer  L.  W.  Bortree:  “Mr.  President,  I am 
rather  interested  in  the  finances  of  the  State 
Society.  At  the  present  time  we  are  not  ex- 
tremely wealthy.  The  cost  of  this  special  session 
will  be  largely  determined  by  the  discussions. 
If  it  is  the  ruling  of  the  House  of  Delegates  that 
the  reporter  take  down  all  discussions  and  re- 
marks made  at  this  meeting,  the  reporter’s  fee 
for  this  special  session  will  be  very  high.  I 
should  like  to  see  the  expense  held  down  as  much 
as  possible,  and  I therefore  move  that  the  re- 
porter be  instructed  not  to  take  down  in  detail 
all  the  discussion,  but  merely  the  motions  made, 
the  names  of  the  men  speaking  in  favor  of  the 
subject  and  those  speaking  against  the  subject, 
and  the  votes,  in  order  to  reduce  our  expenses 
to  the  minimum.” 

The  motion  was  seconded. 

President  Stephenson:  “You  have  heard  the 
motion.  Is  there  any  discussion?” 

Dr.  L.  V.  Tepley:  “Much  as  we  suffer  from  the 
depression,  I am  against  this  motion.  As  I un- 
derstand it,  we  have  some  very  serious  matters 
to  discuss  at  this  meeting,  and  some  of  us  may 
want  to  refer  later  to  some  of  the  things  that 
are  said.  I hope  that  our  expressions  will  be  in 
a feeling  of  good  fellowship  and  that  the  actions 
will  be  for  the  benefit  of  the  Society  and  everyone 
concerned;  but,  at  the  same  time,  in  case  it 
should  not  turn  cut  that  way,  we  may  want  to 
go  over  these  things  and  want  to  know  what  is 
said.  For  that  reason,  I doubt  very  much  wheth- 
er this  motion  is  a wise  or  economical  proced- 
ure and  whether  it  would  net  be  money  well 
spent  to  have  everyone  cited  verbatim,  to  have 
his  opinion  and  expressions  recorded.” 

There  being  no  further  discussion,  the  motion 
was  put  to  a vote,  and  announced  by  the  chair- 
man as  carried,  23  to  6. 

Dr.  G.  M.  Blickensderfer  moved  that  on  the  mo- 
tions made  on  the  bills  to  be  reported,  the  voting 
be  conducted  by  secret  ballot.  Discussion  by  Dr. 
Low  and  the  President.  Motion  put  to  a viva-voce 
vote  and  lost. 

It  was  moved  by  Dr.  Garwood,  seconded  and 
unanimously  carried,  that  Dr.  W.  S.  Fleming 
be  seated  as  the  delegate  of  the  Northwestern 
Colorado  Society.  Additional  delegates  seated 
since  the  calling  of  the  roll  brought  the  total  to 
forty-one. 

The  Executive  Secretary  gave  a short  resume 
of  the  bills  in  the  legislature  in  which  the  medi- 
cal profession  is  interested. 

Dr.  W.  W.  King,  chairman,  presented  the  re- 
port of  the  Committee  on  Public  Policy,  as  fol- 
lows : 


REPORT  OF  THE  COMMITTEE  ON  PUBLIC 
POLICY 

Your  Committee  on  Public  Policy  offers  a gen 
eral  report  of  its  activities  in  regard  to  legisla- 
tion, followed  by  supplements  containing  its  find- 
ings and  recommendations  with  regard  to  pro- 
posed laws  pending  in  the  Twenty-ninth  General 
Assembly. 

Since  the  Society's  Annual  Session  in  Estes 
Park  last  September  your  Committee  has  held 
sixteen  regular  meetings  in  the  Society’s  Execu- 
tive Office  in  Denver.  In  addition  to  these  a 
considerable  number  of  informal  conferences  of 
three  or  more  members  of  the  Committee  have 
been  held.  A quorum  attended  every  regularly 
called  meeting.  At  this  time  the  Chairman  and 
the  Denver  members  of  the  Committee  wish  to 
express  their  deep  appreciation  of  the  attendance 
of  those  members  of  the  Committee  from  other 
cities  who  have  given  freely  of  their  time  and 
valued  judgment  to  the  Committee’s  work.  The 
Committee  also  wishes  to  express  its  appreciation 
to  the  twenty-two  subcommittee  members  in  vari- 
ous cities  and  towns  of  the  state,  and  to  the  offi- 
cers of  our  county  societies,  who  have  responded 
willingly  to  requests  for  assistance.  Meetings  of 
the  committee  held  in  early  autumn  were  devoted 
primarily  to  investigation  of  the  medical  attitude 
of  candidates  for  the  Legislature;  the  remaining 
meetings  since  that  time  being  devoted  almost 
wholly  to  investigation  of  proposed  legislation. 

A large  number  of  bills  affecting  medicine  and 
public  health  are  pending  in  the  Legislature. 
Your  Committee  will  not  attempt  to  report  upon 
each  separate  bill,  but  will  rather  discuss  them 
by  groups,  since  many  bills  are  duplicates  of 
each  other,  and  some  are  supplementary  to  each 
other.  At  the  same  time  the  Committee  reminds 
the  House  that  there  are  many  medical  bills  in- 
troduced in  the  Legislature  by  title  only,  it  being 
obviously  impossible  to  determine  the  exact  pur- 
pose of  some  of  these  bills. 

Your  Committee  has  tried  to  study  each  legis- 
lative problem  with  consideration  of  its  effect  on 
the  general  public  as  well  as  on  the  medical  pro- 
fession, from  a viewpoint  wholly  divorced  from 
prejudice.  Recognizing  that  there  are  some  doc- 
tors not  in  agreement  with  the  policies  which 
the  Committee  has  favored,  and  some  who  have 
questioned  the  good  faith  of  the  Committee,  we 
earnestly  seek  the  advices  of  the  House  of  Dele- 
gates and  assure  the  House  that  your  Committee 
will  actively  support  your  prevailing  instructions. 
The  Committee  hopes  that  the  members  of  the 
House  will  discuss  all  these  legislative  questions 
fully  and  completely,  so  that  your  conclusions 
will  reflect  the  mature  judgment  of  the  organized 
profession. 

There  are  in  these  legislative  proposals  several 
highly  controversial  matters,  wherein  the  Commit- 
tee recognizes  that  sharp  differences  of  opinion 
exist  within  the  profession.  In  order  that  these 
differences  of  opinion  may  have  free  expression 
before  the  House,  your  Committee  most  respect- 
fully requests  that  certain  doctors,  not  members 
of  the  House,  may  be  accorded  the  privilege  of 
the  floor  that  they  may  present  their  views  for 
your  consideration.  This  request  particularly  in- 
cludes representatives  of  the  Advisory  Committee 
to  the  School  of  Medicine,  the  Committee  on  the 
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State  Registration  Law,  and  the  Committee  on 
Workmen's  Compensation  Affairs. 

Respectfully, 

COMMITTEE  ON  PUBLIC  POLICY. 

W.  W.  KING,  Chairman; 

H.  R.  McKEEN,  Vice  Chairman; 
EDWARD  DELEHANTY, 

GERRIT  HEUSINKVELD, 

A.  L.  BEAGPILER, 

W.  W.  HARMER, 

O.  D.  GROSHART, 

L.  L.  WARD, 

A.  C.  HOLLAND, 

F.  B.  STEPHENSON,  Ex-Officio; 
LORENZ  W.  FRANK,  Ex-Officio; 
MR.  H.  T.  SETHMAN,  Ex-Officio. 

It  was  moved,  seconded  and  unanimously  car- 
ried that  the  report  be  accepted  and  approved. 

Dr.  King  presented  the  following  supplemental 
report: 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
COMMITTEE  ON  PUBLIC  POLICY 

The  Basic  Science  Law 

Your  Committee  has  studied  the  operation  of 
the  Basic  Science  Law  in  those  states  which  have 
enacted  it,  and  has  proposed  such  a law  for  Colo- 
rado. 

We  recommend  that  the  Basic  Science  Law  be 
advocated  as  the  heart  of  our  Society’s  legislative 
program,  as  representing  a sound  policy,  opposi- 
tion to  the  main  tenets  of  which  cannot  be  logic- 
ally sustained. 

Respectfully, 

W.  W.  KING,  Chairman. 

It  was  moved,  seconded  and  unanimously  car- 
ried, that  the  supplemental  report  be  accepted 
and  approved. 

Dr.  King  presented  the  following  further  sup- 
plement: 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
COMMITTEE  ON  PUBLIC  POLICY 
Public  Health  Reorganization 

Your  Committee  gave  careful  consideration  to 
the  Ireland  Commission's  Health  Code,  and  gave 
it  unqualified  approval,  as  representing  the  same 
character  of  progressive  legislation  as  does  the 
Basic  Science  Law.  The  present  status  of  this 
bill  is  uncertain,  since  the  Governor's  general 
reorganization  bill  presents  some  conflicting  de- 
tails. 

We  recommend  whole-hearted  support  of  the 
Ireland  Health  Code,  but  we  recognize  that  we 
may  have  to  accept  the  Governor’s  plan  with  such 
modifications  as  we  are  able  to  obtain  toward 
conformity  with  the  Ireland  bill. 

Respectfully, 

W.  W.  KING,  Chairman. 

It  was  moved  and  seconded  that  the  supple- 
mental report  be  accepted  and  approved. 

The  motion  was  discussed  by  the  President, 
and  by  Drs.  Tepley,  Heusinkveld,  Barnard,  Elder, 
and  Garwood. 

The  motion  was  put  to  a viva-voce  vote  and 
carried. 

Dr.  King  presented  the  following  supplement : 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
COMMITTEE  ON  PUBLIC  POLICY 

Liquor  Legislation 

Your  Committee  has  been  assured  by  those  in 
charge  of  rewriting  Colorado's  liquor  control  laws 
that  the  bothersome  license  fees  and  red  tape  of 


existing  medicinal  liquor  regulations  will  be  elim- 
inated, all  restraints  upon  physicians  conforming 
to  existing  or  future  federal  regulations.  As  far 
as  we  have  been  able  to  learn,  this  is  the  tenor 
of  all  pending  bills  on  the  subject  which  are 
likely  to  receive  serious  consideration. 

Believing  this  to  represent  the  desire  of  our 
profession,  we  recommend  support  of  such  legis- 
lation. 

Respectfully, 

W.  W.  KING,  Chairman. 

It  was  moved,  seconded  and  unanimously  car- 
ried that  the  supplemental  report  be  accepted 
and  approved. 

Dr.  King  presented  the  following  supplemental 
report: 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
COMMITTEE  ON  PUBLIC  POLICY 

Legislation  Affecting  the  School  of  Medicine  and 
Its  Teaching  Hospitals 

As  is  generally  known,  a series  of  bills  pending 
in  the  House  of  Representatives  have  as  their 
purposes : to  close  Colorado  General  Hospital, 
Colorado  Psychopathic  Hospital,  and  the  Univer- 
sity of  Colorado  School  of  Nursing  for  a period 
of  four  years ; to  turn  the  physical  properties  of 
these  institutions  into  an  auxiliary  insane  hospital 
under  control  of  the  Colorado  State  Hospital  for 
the  Insane  at  Pueblo;  and  to  require  that  the 
University  of  Colorado  School  of  Medicine  make 
arrangements  for  teaching  hospital  purposes  with 
other  public  or  private  hospitals  in  Denver. 

Your  Committee  made  a thorough  study  of  the 
problems  involved,  presented  to  it  at  two  hearings 
representing  both  those  favorable  and  those  un- 
favorable to  these  measures.  The  Committee 
voted  unanimously  against  the  measures. 

The  Society’s  Advisory  Committee  to  the  School 
of  Medicine  has  worked  assiduously  toward  bet- 
tering the  relations  between  the  practicing  pro- 
fession and  these  hospitals.  As  that  Committee's 
published  reports  show,  it  has  already  brought 
about  certain  administrative  changes  on  the  part 
of  the  hospitals  toward  this  end.  The  Advisory 
Committee  has  further  proposals  which  may  in- 
volve legislation  now  pending,  and  which  have 
already  been  presented  to  your  Public  Policy  Com- 
mittee. Therefore  we  have  asked  that  the  Chair- 
man of  the  Advisory  Committee  present  a report 
direct  to  this  House,  supplemental  to  our  own 
recommendation  concerning  the  bills  above  noted. 

Respectfully, 

W.  W.  KING,  Chairman. 

President  Stephenson:  “Before  going  further, 
I will  call  on  the  Chairman  of  the  Advisory  Com- 
mittee to  read  his  report.” 

Dr.  J.  S.  Bouslog  presented  the  following  re- 
port : 

REPORT  OF  THE  ADVISORY  COMMITTEE  TO 
THE  SCHOOL  OF  MEDICINE 

To  the  Public  Policy  Committee  of  the  Colorado 

State  Medical  Society  : 

The  Advisory  Committee  to  the  School  of  Med- 
icine wishes  to  refer  the  following  recommenda- 
tions to  you  for  your  consideration  : 

1.  The  Committee  advises  that  the  Colorado 
General  Hospital  should  be  for  indigent  patients 
only.  To  accomplish  this  would  require  a change 
in  our  present  laws.  The  Committee  feels  that 
it  may  be  inadvisable  to  ask  for  such  a change 
of  law  at  the  present  legislative  session,  but  the 
Public  Policy  Committee  can  decide  the  advisa- 
bility of  this  act. 
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2.  The  Committee  advises  that  the  Colorado 
General  Hospital  and  Medical  School  be  not 
closed,  providing  the  Board  of  Regents  will  rec- 
ognize and  consult  the  Colorado  State  Medical 
Society  regarding  the  medical  and  hospital  poli- 
cies of  these  institutions. 

Regarding  the  Psychopathic  Hospital: 

Authorities  of  the  University  of  Colorado  have 
taken  it  upon  themselves  to  appoint  their  own 
special  Advisory  Committee  for  the  Colorado  Psy- 
chopathic Hospital;  therefore,  your  State  Medical 
Society  Advisory  Committee  withholds  further 
recommendations  concerning  the  Colorado  Psy- 
chopathic Hospital  pending  dissolution  of  the  Uni- 
versity’s special  committee. 

3.  The  Committee  advises  that  all  patients  ad- 
mitted to  the  Out-patient  Department  and  Colo- 
rado General  Hospital  be  required  to  sign  an  ap- 
plication similar  to  the  enclosed  form*,  with  a 
penalty  clause ; the  penalty  clause  to  be  decided 
upon  by  your  Committee  as  to  the  proper  wording 
and  proper  changing  of  our  present  law,  but  we 
advise  that  one-half  of  any  fine  shall  go  to  the 
State  Treasury  and  the  other  half  shall  go  to 
the  Colorado  State  Medical  Society. 

4.  We  advise  that,  should  the  present  law  re- 
garding admissions  to  the  Hospital  not  be 
changed,  the  following  law  be  repealed : Para- 
graph 2 of  Section  6 of  Chapter  186  of  the  Session 
Laws  of  Colorado,  1923,  which  reads  as  follows: 

“What  other  cases  may  be  admitted  to  the 
Hospital : — Students  of  the  University  and  such 
other  patients  as  to  the  Board  of  Regents,  to  an 
extent  that  will  not  interfere  with  the  primary 
purpose  of  said  hospital  as  set  forth  in  Section 
3 may  direct,  may  be  received  in  said  hospital 
whenever  there  is  room.  The  Board  of  Regents 
may  always  admit  to  the  hospital  such  cases  as 
they  deem  are  emergency.” 

5.  The  Advisory  Committee  has  accomplished 
certain  results,  and  has  obtained  recognition  by 
the  Board  of  Regents,  through  the  Dean  of  the 
Medical  School,  as  reported  in  the  January,  1933, 
issue  of  Colorado  Medicine.  There  are  several 
problems  now  under  consideration,  solution  of 
which  will,  we  hope,  further  correct  the  misunder- 
standings between  the  Colorado  General  Hospital 
and  the  physicians  of  the  State. 

Respectfully  submitted, 

J.  S.  BOUSLOG,  Denver,  Chairman; 

T.  D.  CUNNINGHAM,  Denver; 

C.  O.  GIESE,  Colorado  Springs; 

N.  A.  MADLER,  Greeley; 

C.  E.  SIDWELL,  Longmont; 

F.  B.  STEPHENSON,  Denver,  Ex-Officio. 

Discussion  by  the  President  and  Dr.  Garwood. 

Motion  by  Dr.  Tepley  that  the  discussion  be 
limited  to  not  to  exceed  fifty  minutes,  twenty- 
five  minutes  to  each  side,  in  the  discussion  of 
this  particular  section  of  the  Public  Policy  Com- 
mittee’s report.  Motion  ruled  out  of  order  by 
the  President,  Dr.  Tepley  not  being  a member  of 
the  House  of  Delegates. 

It  was  moved,  seconded  and  carried  that  this 
session  adjourn  at  or  before  6:00  p.  m. 

It  was  moved  by  Dr.  R.  S.  Johnston  that  the 
supplemental  report  of  the  Committee  on  Public 
Policy  be  accepted  and  approved.  The  motion 
was  seconded.  The  chair  called  for  discussion. 
None  being  offered,  the  motion  was  put  to  a viva- 
voce  vote  and  carried. 


♦Copies  of  the  proposed  application  form  are 
on  file  in  the  Executive  Office  of  the  Society. 


Dr.  King  thereupon  presented  the  following 
supplemental  report: 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
COMMITTEE  ON  PUBLIC  POLICY 

The  Annual  Registration  Law 

In  1931  this  House  created  a special  committee 
to  study  and  report  on  the  Annual  Registration 
Law,  and  in  1932  the  House  continued  the  com- 
mittee. 

That  special  committee  has  reported  its  find- 
ings to  us  and  is  now  ready  to  report  to  the 
House.  Since  legislation  is  pending  which  would 
cover  the  special  committee’s  recommendations, 
we  have  asked  its  Chairman  to  report  direct  to 
the  House  at  this  session. 

Respectfully, 

W.  W.  KING,  Chairman. 

It  was  moved  by  Dr.  Carey,  seconded  and  car- 
ried, that  the  supplemental  report  be  accepted 
and  approved. 

Dr.  R.  W.  Arndt  then  presented  the  following 
report : 

REPORT  OF  THE  COMMITTEE  ON  STATE 
REGISTRATION  LAW 

Gentlemen: 

At  the  1926  Annual  Session  of  the  Society  in 
Colorado  Springs,  the  House  of  Delegates  adopted 
a report  of  the  Committee  on  Public  Policy  rec- 
ommending that  an  annual  registration  law  be 
proposed  to  the  1927  Legislature.  Such  was  done, 
but  the  legislature  did  not  pass  the  bill  because 
doctors  generally  opposed  the  action  of  the  or- 
ganized Society. 

At  the  1927  Annual  Session  in  Glenwood 
Springs,  the  House  again  adopted  a Public  Pol- 
icy report  approving  the  registration  law  and 
recommending  that  a program  of  education  of 
the  physicians  be  undertaken  to  acquaint  them 
with  the  need  for  a registration  law. 

At  the  1928  Annual  Session  at  Colorado 
Springs,  action  was  again  taken,  virtually  dupli- 
cating the  1927  action. 

The  1929  legislature  passed  the  law,  making  it 
effective  January  1,  1930. 

At  the  1929  Annual  Session  in  Greeley,  the  Pub- 
lic Policy  Committee  reported  the  passage  of  the 
bill,  stating  that  the  Committee  had  remained 
neutral  on  the  law,  since  the  Committee  was 
about  evenly  divided  and  since  the  profession 
generally  also  seemed  about  equally  divided. 

There  was  no  action  on  the  matter  at  the  1930 
Annual  Session  in  Pueblo. 

At  a Special  Session  of  the  House  of  Delegates 
in  January,  1931,  there  was  vigorous  discussion 
pro  and  con  concerning  the  registration  law,  and 
the  House  finally  adopted  the  recommendation  of 
the  Public  Policy  Committee  that  the  law  be 
retained  for  two  more  years,  to  give  it  a three- 
year  trial  as  had  been  requested  by  the  Board 
of  Medical  Examiners. 

At  the  1931  Annual  Session  in  Colorado  Springs, 
Western  Slope  delegates  formally  requested  the 
House  of  Delegates  to  oppose  the  continuance  of 
the  law.  There  was  a long  discussion  of  it,  both 
pro  and  con,  and  Dr.  W.  W.  Williams,  Secretary 
of  the  Board  of  Medical  Examiners,  presented  a 
defense  of  the  law.  The  House  finally  adopted 
a motion  creating  a special  Committee  to  study 
the  law. 

Your  Special  Committee  has  given  the  matter 
a good  deal  of  thought  and  consideration.  This 
has  included  not  only  a perusal  of  the  records, 
but  interviews  with  Dr.  Williams  and  Mr.  Charles 
Haines,  the  attorney  for  the  Board. 
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It  is  our  judgment  that  the  registration  law 
has  been  given  a fair  trial ; that  the  Society’s 
Executive  Office  and  the  Society’s  Committees 
have  given  every  possible  aid  to  the  Board  in 
its  administration  of  the  law.  We  believe  that 
the  act  has  failed  to  accomplish  the  purposes  for 
which  it  was  supported  by  the  Society;  even 
granting  that  these  purposes  are  constitutional 
and  that  they  are  within  the  proper  scope  of  the 
Board’s  activities.  The  law  has  not  resulted  in 
a larger  number  of  prosecutions  of  illegal  healers, 
nor  in  a larger  number  of  trials  before  the  Board, 
of  practitioners  charged  with  violation  of  the 
medical  practice  act.  About  the  only  accomplish- 
ment among  those  which  its  proponents  promised 
is  the  publication  of  an  annual  directory  of  li- 
centiates. 

The  Committee  has  the  opinion  of  an  able  at- 
torney that  the  provision  making  it  mandatory  to 
revoke  a license  summarily  and  without  notice 
or  hearing,  for  failure  to  pay  for  three  consecu- 
tive years,  may  be  successfully  challenged  as  in- 
valid, as  being  unreasonable  and  perhaps  uncon- 
stitutional, as  taking  a valuable  property  right 
without  due  process  of  law. 

It  is  unnecessary  to  stress  that  the  trend  of 
the  times  is  toward  reduction  in  governmental 
expenditures.  In  1926  there  were  275  applicants 
for  licenses  to  practice  in  Colorado;  last  year 
there  were  125.  At  some  sessions  of  the  Board, 
which  are  held  quarterly,  the  number  of  appli- 
cants to  be  examined  is  down  as  low  as  two  or 
three. 

The  Medical  Practice  Act  provides  for  nine 
members  of  the  Board.  It  seems  to  us  that  five 
could  now  easily  do  the  work  demanded  of  the 
Board. 

Your  Committee  feels  that  the  law  encourages 
the  Board  to  greater  expenditures  than  are  neces- 
sary, and  to  extension  of  their  work  into  fields 
not  contemplated  within  the  spirit  of  the  Medical 
Practice  Act.  Too  much  money  is  expended  for 
routine  secretarial  work,  most  of  which  is  done 
by  the  assistant  secretary  anyway.  Too  much 
money  is  spent  for  legal  help ; for  instance,  there 
was  expended  last  year  for  legal  purposes,  includ- 
ing salaries,  attorney’s  fees,  travel  costs,  investi- 
gation, etc.,  the  sum  of  $4,394.38. 

The  Board  has  two  functions,  that  of  granting 
and  that  of  revoking  licenses;  beyond  this  it  can- 
not go  legally.  The  violation  of  the  medical  prac- 
tice act  by  a person  not  licensed  to  practice,  is 
no  concern  of  the  Board.  This  must  be  dealt 
with  by  the  prosecuting  attorney,  whose  duty  it 
is  to  see  that  those  charged  with  such  violations 
are  brought  to  justice. 

Our  recommendations  are  as  follows;  (1)  That 
the  Annual  Registration  Law  be  repealed;-  (2) 
that  to  compensate  for  the  reduction  in  income 
of  the  Board  thus  effected,  that  the  Medical 
Practice  Act  be  amended  so  as  to  provide  for  a 
Board  of  five  members  instead  of  nine,  and  that 
a further  amendment  make  provision  for  the  At- 
torney General  to  be  the  legal  adviser  of  the 
Board. 

Respectfully, 

R.  W.  ARNDT,  Chairman; 

T.  E.  BEYER, 

F.  E.  ROGERS. 

It  was  moved  and  seconded  that  the  report  be 
accepted  and  approved. 

Discussion  by  Dr.  H.  \Y.  Snyder,  Dr.  Webb,  Dr. 
Garwood,  Dr.  Barnard,  Mr.  Sethman,  Dr.  Beyer, 
Dr.  Rogers,  Dr.  Arndt,  Dr.  Knuckey,  Dr.  Shivers. 

The  motion  was  put  to  a viva-voce  vote  and 
carried. 


Dr.  King  thereupon  presented  the  following 
further  supplemental  report: 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
COMMITTEE  ON  PUBLIC  POLICY 

Workmen’s  Compensation  Legislation 

The  Society’s  Special  Committee  on  Workmen's 
Compensation  Affairs  has  made  a study  of  pro- 
posed legislation  in  that  particular  field,  and  has 
reported  its  findings  to  us. 

We  are  asking  this  Special  Committee  to  carry 
its  report  direct  to  the  House  at  this  session,  and 
we  therefore  make.no  recommendation  upon  it. 

Respectfully, 

W.  W.  KING,  Chairman. 

It  was  moved,  seconded  and  unanimously  car- 
ried that  the  report  be  adopted. 

Dr.  A.  S.  Cecchini  thereupon  presented  the  fol- 
lowing report: 

REPORT  OF  THE  COMMITTEE  ON  WORK- 
MEN’S COMPENSATION  AFFAIRS 

The  Colorado  State  Medical  Society’s  Special 
Committee  on  Workmen’s  Compensation  Affairs 
has  held  several  meetings  in  regard  to  existing 
conditions  of  compensation  laws  and  regulations 
as  they  affect  physicians,  and  wishes  respectful- 
ly to  make  the  following  recommendations  con- 
cerning compensation  legislation  : 

1.  A Senate  Bill  which  would  force  the  State 
Industrial  Commission  to  send  most  of  its  x-ray 
work  in  compensation  cases  to  Colorado  General 
Hospital  has  apparently  been  defeated.  We 
recommend  opposition  to  this  measure  against 
the  possibility  of  its  being  revived. 

2.  We  recommend  that  legislation  be  advocated 
to  allow  every  member  of  the  State  Medical  So- 
ciety who  is  properly  qualified  in  industrial  sur- 
gery, to  serve  injured  workmen  under  the  compen- 
sation laws,  in  contradistinction  to  existing  regu- 
lations whereby  such  work  is  limited  by  the  In- 
dustrial Commission  to  a small  list  of  chosen 
surgeons. 

3.  Should  it  be  impossible  to  secure  legisla- 
tion effecting  our  proposal  No.  2,  we  recommend 
that  the  House  of  Delegates  direct  the  Board  of 
Councillors  of  the  Society  to  investigate  the  ethi- 
cal questions  which  we  believe  are  involved.  The 
Industrial  Commission  causes  the  publication  and 
distribution  of  placards  displaying  a small  list  of 
favored  physicians,  whom  we  believe  are,  by  such 
action,  being  unwittingly  advertised  by  the  Indus- 
trial Commission  in  an  unethical  manner. 

4.  A measure  is  under  consideration  in  the 
House  of  Representatives  which  would  allow'  the 
injured  w'orkman  to  call  the  healer  of  his  choice, 
even  though  such  healer  be  a cultist  with  a 
limited  license,  or  a faith  healer.  We  recommend 
that  this  and  similar  measures  be  opposed,  and 
that  treatment  of  injuries  under  the  compensa- 
tion law’s  be  limited  to  treatment  by  persons  reg- 
ularly licensed  to  practice  medicine  and  surgery. 

We  wish  to  point  out  that,  in  addition  to  the 
above  noted  proposals,  many  measures  are  pend- 
ing in  both  houses  of  the  legislature  concerning 
workmen's  compensation.  Many  of  these  bills 
would  not  affect  the  medical  features  of  the  laws, 
but  many  others  are  introduced  by  title  only,  and 
their  real  intent  is  therefore  unknown.  We 
recommend  that  policies  in  regard  to  these  un- 
identified measures  be  left  to  the  discretion  of 
the  Committee  on  Public  Policy;  and  in  this  con- 
nection we  wish  to  offer  the  Public  Policy  Com- 
mittee our  whole-hearted  cooperation  and  our 
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willing  service  in  whatever  work  the  Public 
Policy  Committee  may  assign  to  us. 

Respectfully, 

COMMITTEE  ON  WORKMEN’S  COMPENSA- 
TION AFFAIRS, 

By  A.  S.  CECCHINI,  Chairman. 

The  chair  obtained  unanimous  consent  to  con- 
sider the  report  by  paragraphs. 

On  motion,  duly  seconded  and  carried,  the  first 
recommendation  of  the  report  was  adopted  and 
approved. 

It  was  moved  and  seconded  that  the  second 
recommendation  be  accepted  and  approved. 

Discussion  by  Drs.  Knuckey,  Bonham,  Cecchini, 
H.  W.  Snyder,  Platz,  Holmes,  T.  F.  Howell,  Wag- 
gener.  Low,  Halley,  Knuckey,  Fowler,  Norman, 
B.  B.  Blotz,  Johnston,  Barnard,  and  Heusinkveld. 

The  motion  was  put  to  a viva-voce  vote  and 
carried. 

Paragraph  No.  3 was  ruled  by  the  Chairman  to 
be  out  of  order  for  consideration  at  this  meeting, 
to  which  there  was  no  objection. 

It  was  moved,  seconded  and  carried  that  para- 
graph No.  4 be  accepted  and  approved. 

The  final  section  of  the  report,  on  motion  sec- 
onded and  unanimously  carried,  was  accepted  and 
approved. 

It  was  moved  by  Dr.  Yegge,  seconded  and  car- 
ried unanimously,  that  the  report  of  the  Public 
Policy  Committee  as  a whole  be  adopted. 

Dr.  Halley:  “At  this  time,  if  we  are  through 
with  the  reports,  I should  like  to  move  a resolu- 
tion of  entire  confidence,  and  pledge  to  the  Public 
Policy  Committee  our  unanimous  support  in 
carrying  out  its  program;  and  also  our  appreci- 
ation. 

Dr.  Sears:  “I  have  prepared  such  a resolution, 
which  I will  read." 

Dr.  Halley  withdrew  his  motion. 

Dr.  Sears  thereupon  presented  the  following 
resolution: 

RESOLUTION 

Whereas,  Up  to  the  present  time  the  medical 
profession  of  Colorado  has  failed  to  present  an 
united  front  before  the  Twenty-ninth  General  As- 
sembly in  regard  to  public  health  and  medical 
legislation,  and 

Whereas,  Developments  within  the  General  As- 
sembly have  shown  that  the  collective  and  in- 
dividual interests  of  the  members  of  the  medical 
profession  have  greatly  suffered  from  the  wide- 
spread discussion  of  the  profession's  internal  dif- 
ferences; now,  therefore, 

Be  It  Resolved,  by  the  House  of  Delegates  of 
the  Colorado  State  Medical  Society,  in  Special 
Session  assembled : That  personal  opinions,  per- 
sonal preferences  and  minority  differences  must 
yield  and  defer  to  the  judgment  of  the  majority 
for  the  common  good,  and 

Be  It  Further  Resolved,  That  this  House  de- 
clares it  to  be  the  duty  of  each  and  every  member 
of  the  Society  loyally  to  support  to  the  best  of 
his  ability  and  talents  the  program  and  policies 
adopted  by  this  House,  and 

Be  it  Further  Resolved,  That  this  House  does 
publicly  express  its  confidence  in  the  Officers  and 
Committees  of  this  Society  and  does  pledge  to  said 
Officers  and  Committees  its  unqualified  support 
and  cooperation. 

Dr.  Sears  moved  the  adoption  of  the  resolution. 
The  motion  was  seconded  by  several,  put  to  a 
viva-voce  vote  and  carried. 


General  discussion  of  political  problems  in  the 
Legislature  by  Dr.  Low,  Mr.  Sethman,  Dr.  Tepley, 
Dr.  Barnard,  Dr.  King,  Dr.  Blotz  and  President 
Stephenson. 

Motion  by  Dr.  Carey,  that  the  session  adjourn. 
Adjournment  at  5:45  p.  m. 


Registration  Statistics 

Delegates  and  alternates  seated,  41  ; other  mem- 
bers registered,  36 ; total,  77.  An  unofficial  count 
indicated  that  approximately  thirty  additional 
members  attended  without  signing  the  register. 

The  foregoing  minutes  of  the  Special  Meeting 
of  the  House  of  Delegates  are  hereby  respectfully 
submitted  to  the  Society. 

HARVEY  T.  SETHMAN, 

Executive  Secretary. 


Time  Limit  Extended 
For  Dues  Payments 

AMONG  the  many  embarrassments  created  by 
the  declaration  of  the  bank  holiday  early 
last  month  was  that  occasioned  by  the  holiday 
falling  just  at  the  time  many  doctors  would  have 
paid  their  county  and  state  medical  society  dues. 
Under  the  State  Society  By-Laws,  dues  become 
delinquent  if  not  received  by  the  state  office  on 
or  before  March  5,  and  members  still  unpaid  on 
April  1 must  be  suspended. 

The  Board  of  Trustees  of  the  State  Society 
took  immediate  cognizance  of  the  situation,  and 
by  long-distance  conference  entered  an  order  ex- 
tending the  time  until  May  1.  Therefore  every 
member  has  until  May  1 this  year  to  pay  his 
annual  dues  through  his  county  society  secretary, 
without  penalty.  The  Board  of  Trustees  addressed 
a letter  to  the  secretaries  of  all  county  and  dis- 
trict societies  notifying  them  of  this  action. 

The  official  order  of  the  Trustees  is  quoted 
from  that  letter ; 

“By  authority  of  emergency  powers  granted 
•to  the  Board  of  Trustees  by  the  By-Laws  of 
the  Society : 

“The  last  day  for  payment  of  1933  State 
Medical  Society  dues  without  penalty  is  here- 
by extended  to  May  1,  1933; 

“All  constituent  societies  are  hereby  ur- 
gently requested  to  take  similar  action,  with- 
in their  respective  powers,  in  regard  to  their 
local  society  assessments.” 


(§  b 1 1 u a r g 


Carl  IS.  Urmia 

Col.  Earl  H.  Bruns,  Colonel,  Medical  Corps, 
U.  S.  A.,  died  in  El  Paso,  Texas,  March  16,  1933. 
Colonel  Bruns  was  born  June  12,  1879,  in  Indiana. 
He  received  the  degree  of  Doctor  of  Medicine 
from  Miami  Medical  College,  Ohio,  in  1903. 

He  entered  the  army  as  a contract  surgeon  in 
1904.  He  was  an  honor  graduate  of  the  Army 
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Medical  School  in  1905  and  was  appointed  acting 
surgeon  May  1,  1905.  From  this  time  on  he  stead- 
ily advanced  both  professionally  and  in  his  mili- 
tary rank.  He  had  a vast  experience  in  tropical 
medicine  and  in  tuberculosis,  and  during  the 
World  War  had  charge  of  all  tuberculosis  work 
in  the  army,  with  headquarters  in  Washington, 
directing  the  establishment  of  all  tuberculosis 
hospitals  for  the  army.  He  sailed  for  overseas 
duty  in  September,  remaining  on  duty  in  France 
until  the  signing  of  the  armistice,  when  he  was 
sent  to  investigate  tuberculosis  among  the  civil 
population  in  Germany,  with  a special  reference 
to  its  bearing  on  feeding  and  its  problems.  He 
was  then  made  chief  surgeon  of  the  American 
forces  in  Germany,  which  position  he  held  for 
about  a year. 

He  joined  the  Fitzsimons  General  Hospital  for 
duty  in  September,  1921,  and  was  assigned  as 
chief  of  the  medical  service,  which  assignment 
he  held  until  his  departure  on  June  5,  1926,  for 
duty  in  the  Philippines.  Upon  completion  of  his 
tour  in  that  department,  he  was  reassigned  to 
Fitzsimons  and  returned  in  December,  1928,  re- 
suming his  former  duty  as  chief  of  the  medical 
service,  continuing  in  that  capacity  until  the 
onset  of  the  illness  which  brought  about  his 
death.  He  was  regarded  as  one  of  the  foremost 
tuberculosis  experts  in  the  country. 

Colonel  Bruns  was  an  honorary  member  of  the 
Medical  Society  of  the  City  and  County  of  Denver, 
a Fellow  of  the  American  Medical  Association, 
Fellow  of  the  American  College  of  Surgeons,  and 
a member  of  the  American  Climatological  and 
Clinical  Association,  and  held  membership  in  sev- 
eral military  medical  organizations.  His  remains 
were  buried  with  military  honors  in  Arlington 
Cemetery,  Washington,  D.  C. 

G.  M.  B. 


Willarb  W. 

Dr.  W.  W.  Hills  of  Colorado  Springs  died  at 
his  home  March  15.  He  was  71  years  old,  and 
had  practiced  medicine  for  forty-eight  years. 

Dr.  Hills  was  born  Feb.  22,  1862,  in  Illinois.  As 
a young  man  he  moved  to  Colorado  and  began 
the  study  of  medicine  at  the  Denver  College  of 
Medicine,  where  he  was  graduated  in  1884.  He 
first  practiced  at  Aspen,  Colorado,  as  a surgeon 
for  the  Denver  and  Rio  Grande  railroad.  Later 
he  practiced  in  Colorado  Springs,  in  Denver,  and 
in  Fort  Collins,  and  for  one  period  of  ten  years 
he  was  surgeon  for  the  Doheny  Oil  Company  in 
Mexico.  He  resumed  practice  in  Colorado  Springs 
in  1925.  He  was  active  in  the  affairs  of  the  El 
Paso  County  Medical  Society  until  his  retirement 
from  practice  a year  ago,  at  which  time  he  was 
elected  an  honorary  member  of  his  County  So- 
ciety. 

Surviving  him  are  his  wife,  three  daughters, 
one  son,  Dr.  W.  K.  Hills,  and  seven  grandchildren, 
to  whom  the  sympathy  of  his  colleagues  is  ex- 
tended. 


William  ffl.  I^pitzrr 

Dr.  William  M.  Spitzer  was  born  in  Prince 
George  County,  Virginia,  in  1875.  He  was  gradu- 
ated from  the  New  York  University  Medical  Col- 
lege in  1897.  Urology  became  his  specialty.  Since 
being  elected  a member  of  the  Medical  Society 
of  the  City  and  County  of  Denver  in  1911,  he  had 
been  active  in  the  affairs  of  the  County  and  State 
Societies  continually.  Dr.  Spitzer  was  a Fellow 
of  the  American  Medical  Association  and  a 


member  of  the  American  Urological  Association 
and  the  American  College  of  Surgeons. 

Dr.  Spitzer  had  been  in  ill  health  for  about  a 
year,  following  a serious  infection  of  the  hand. 
Noted  as  a student,  he  was  recognized  in  medical 
circles  as  one  of  the  leading  urologists  of  the 
West. 

Death  occurred  March  17,  1933,  in  Colorado 
Springs,  while  the  doctor  was  on  a vacation  at- 
tempting to  regain  his  health.  G.  M.  B. 


Jfrank  Imry  HI  is  hup 

Dr.  F.  Dewey  Bishop  of  Denver  died  March  19 
at  Mercy  Hospital  of  myocarditis  following  a 
very  severe  exophthalmic  goiter.  He  was  36  years 
of  age. 

Dr.  Bishop  was  born  in  Sterling,  111.,  and  came 
to  Colorado  when  a youth.  He  was  graduated 
from  the  University  of  Colorado  School  of  Medi- 
cine in  June,  1924.  Prior  to  his  study  of  medicine 
he  had  served  with  the  American  Expeditionary 
forces  in  the  World  War.  He  had  been  active  in 
recent  years  in  the  Medical  Reserve  Corps.  He 
was  elected  to  membership  in  the  Medical  Society 
of  the  City  and  County  of  Denver  in  1925,  and 
was  a Fellow  of  the  American  Medical  Associa- 
tion. Since  his  graduation  he  had  specialized  in 
anesthetics,  and  had  always  practiced  in  Denver. 
He  is  survived  by  his  wife,  Elizabeth  Bishop. 

A.  M. 


liarry  IGamrrttrr  Williams 

Dr.  Harry  L.  Williams  died  at  Presbyterian 
Hospital,  Denver,  February  22,  1933.  He  was 
born  in  Bushnell,  Illinois,  November  10,  1870,  and 
received  his  elementary  education  in  Bushnell. 
In  1906  he  was  graduated  in  medicine  from  the 
Denver  and  Gross  College  of  Medicine,  and  in 
December  of  the  same  year  he  opened  an  office 
in  Flagler,  where  he  practiced  until  his  death. 

He  became  a member  of  the  Kit  Carson  Medical 
Society  in  1919  and  had  been  active  in  medical 
society  affairs.  He  was  also  a member  of  the 
Colorado  State  Medical  Society  and  the  American 
Medical  Association.  Doctor  Williams  is  sur- 
vived by  his  widow,  two  sons,  four  brothers,  and 
a sister,  to  whom  the  Colorado  State  Medical 
Society  extends  its  sincere  sympathy. 


-* *-Hy  . >4+ 

MEDICAL  SOCIETIES 

This  department  of  Colorado  Medicine  is  set  aside 
for  reports  of  recent  meetings,  announcements  of  future 
meetings  and  accounts  of  other  important  activities  of 
the  county  and  district  societies,  composing  the  Colorado 
State  Medical  Society.  Every  meeting  of  every  local 
society  should  be  reported.  If  your  society  is  not 
represented,  see  that  your  secretary  reports  the  next  one, 
or  that  some  other  member  is  appointed  to  the  task. 
Other  societies  want  to  know  what  \our  society  is  doing. 

* * * 

COLORADO  OPHTHALMOLOGICAL  SOCIETY 
January  21,  1933 

Dr.  W.  T.  Brinton,  Presiding 


Dr.  B.  L.  Adams  presented  an  old  man  with  a 
corneal  leucoma  and  anterior  synechia  from  per- 
foration of  an  ulcer.  Drs.  Wm.  M.  Bane,  John 
Long,  and  Edna  Reynolds  presented  a case,  from 
the  Medical  School  Outpatient  Department,  of  a 


April,  1933 
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marked  ectropion  in  which  the  differential  etiol- 
ogy was  between  exposure  or  pemphigus. 

Drs.  \Ym.  C.  and  Wm.  M.  Bane  presented  a 
case  of  glaucoma  accompanying  herpes  zoster 
ophthalmicus  and  a case  of  melanosarcoma  of 
the  ciliary  body. 

Dr.  Maurice  Marcove  presented  a girl  that  had 
been  successfully  operated  upon  for  an  astrocy- 
toma of  the  third  ventricle  by  Dr.  Harvey  Cushing, 
seme  intracranial  abnormality  having  been  first 
diagnosed  by  Dr.  Marcove  by  finding  a bilateral 
choked  disc  in  the  course  of  a refraction. 

Dr.  C.  E.  Sidwell  presented  a case  of  macular 
retinochoroiditis.  Dr.  G.  L.  Strader  presented  a 
case  of  vitreous  opacities  of  unknown  origin  in 
a young  man.  Dr.  R.  \V.  Danielson  presented  a 
case  of  uneventful  absorption  of  a traumatic 
cataract  without  resort  to  surgery. 

Dr.  Edward  Jackson  reported  a case  of  melano- 
sarcoma of  the  iris  in  which  safety  demanded  the 
sacrifice  of  the  eyeball  even  though  normal  vision 
was  still  present.  Dr.  John  Long  reported  that 
the  conjunctival  cyst  shown  at  the  last  meeting 
proved  on  section  to  be  myxofibromatous. 


February  18,  1933 

Dr.  E.  B.  Swerdfeger,  Presiding 

Dr.  Wm.  M.  Bane  again  presented  the  case  of 
ectropion  shown  at  the  last  meeting,  the  condi- 
tion in  the  meantime  having  been  successfully 
corrected  by  surgery.  Drs.  Wm.  C.  and  Wm.  M. 
Dane  presented  the  case  of  a young  man  in  whose 
eye  free  particles  of  pigment  had  been  found  in 
the  anterior  chamber  secondary  to  an  attack  of 
uveitis.  Drs.  Bane  also  showed  the  enucleated 
eye  and  photographs  of  sections  of  the  melano- 
sarcoma of  the  ciliary  body  presented  at  the  last 
meeting. 

Drs.  E.  B.  Swerdfeger  and  R.  W.  Danielson 
presented  a case  of  traumatic  enophthalmos  in 
a young  man,  the  injured  otherwise  normal  eye 
being  3 mm.  farther  back  than  the  other  eye. 

Dr.  R.  W.  Danielson  also  presented  a young 
man  who  had  had  good  results  from  iridectomies 
performed  for  optical  and  glaucoma  prevention 
reasons  in  cases  of  occlusio  and  seclusio  pupillae 
secondary  to  bilateral  fulminating  iritis. 

Dr.  Edward  Jackson  exhibited  the  sketch  of  a 
scintillating  scotoma  in  ophthalmic  migraine  that 
had  been  drawn  by  the  patient  himself. 

R.  W.  DANIELSON, 

Secretary. 


CROWLEY  COUNTY 

Drs.  G.  M.  Baker  and  F.  O.  McCleary  spoke  at 
the  regular  meeting  of  the  Crowley  County  Medi- 
cal Society  held  in  Ordway,  March  8.  Dr.  Baker 
spoke  on  “Benefits  of  a Medical  Society,”  and  Dr. 
McCleary  on  “Care  of  the  Indigent  Sick.”  “Ty- 
phoid Fever  and  Its  Treatment”  was  discussed 
by  the  members. 

J.  A.  HIPP, 
Secretary. 

* * * 

DENVER  COUNTY 

The  regular  meeting  of  the  Medical  Society  of 
the  City  and  County  of  Denver  was  held  March 
7,  at  the  Brown  Palace  Hotel.  The  Clinical  and 
Pathological  Society  was  host,  and  presented  the 
scientific  program. 

Dr.  R.  W.  Arndt  presented  a case  of  “Chronic 
Adhesive  Pericarditis”  with  x-ray  pictures.  Dr. 
Herman  I.  Laff  demonstrated  on  this  patient  a 
paralysis  of  the  left  vocal  cord.  Discussion  fol- 


lowed by  Drs.  J.  N.  Hall,  Herman  I.  Laff,  Henry 
Sewall,  T.  E.  Carmody,  and  C.  H.  Darrow. 

Dr.  James  J.  Waring  presented  a case  of 
“Ayerza’s  Disease,”  illustrated  with  lantern  slides. 
Drs.  E.  R.  Mugrage,  Henry  Sewall  and  J.  G.  Ryan 
discussed  this  paper. 

Dr.  C.  F.  Hegner  presented  a case  of  “Metas- 
tatic Carcinoma,”  with  x-ray  of  pelvis.  This  case 
was  discussed  by  Dr.  W.  W.  Wasson. 

Dr.  .T.  R.  Arneill  presented  a case  for  diagnosis, 
with  history,  physical  signs,  and  x-ray  pictures. 
Mrs.  S.  B.  Childs,  C.  F.  Hegner,  O.  M.  Gilbert,  T. 
E.  Carmody,  James  J.  Waring,  and  R.  W.  Arndt 
discussed  the  case. 

Dr.  John  Foster,  Jr.,  reported  on  two  cases  of 
“Massive  Hemothorax,”  resulting  from  gun  shot 
wound,  illustrated  with  x-ray  pictures. 

Dr.  Charles  E.  Sevier  presented  a report  of 
cases  of  “Carcinoma  of  Breast,”  resulting  in  bony 
metastasis,  illustrated  with  x-ray. 

Following  the  scientific  meeting  refreshments 
were  served. 

One  hundred  and  twelve  members  attended  the 
meeting.  The  papers  were  of  a high  quality  and 
the  discussions  spirited  and  enjoyed  by  all  the 
members. 

O.  S.  PHII.POTT, 

Secretary. 

* ^ * 

EL  PASO  COUNTY 

Dr.  George  W.  Bancroft  was  the  principal 
speaker  at  the  regular  meeting  of  the  El  Paso 
County  Medical  Society,  held  March  7,  1933,  at 
the  Day  Nursery.  Dr.  Bancroft  spoke  on  “Obser- 
vations on  the  Treatment  of  General  Peritonitis.” 

CARL  S.  GYDESEN, 

Secretary. 

* * * 

FREMONT  COUNTY 

The  Fremont  County  Medical  Society  held  its 
regular  meeting  February  27,  1933,  at  the  Munici- 
pal Building,  Canon  City.  The  Society  discussed 
pending  legislation  and  reported  to  Dr.  R.  E. 
Holmes,  delegate  to  the  Special  Meeting  of  the 
House  of  Delegates,  their  opinions.  A committee 
of  three  was  appointed  to  investigate  the  Iowa 
plan  and  report  at  the  next  meeting. 

A.  BEE, 
Secretary. 

* * * 

LARIMER  COUNTY 

On  February  23,  a special  meeting  of  the  Lari- 
mer County  Medical  Society  was  held  at  the 
Lovelander  Hotel  in  Loveland.  Dr.  Maurice  H. 
Rees  of  Denver  was  the  guest  speaker  and  dis- 
cussed “Proposed  Legislation  Affecting  the  Colo- 
rado General  Hospital.” 

The  regular  meeting  of  the  Larimer  County 
Medical  Society  was  held  March  1,  1933,  at  the 
Northern  Hotel  in  Fort  Collins.  “The  Iowa  Plan 
for  care  of  the  Indigent  Sick”  was  presented  by 
Dr.  C.  E.  Cooper,  guest  speaker. 

DUANE  F.  HARTSHORN, 

Secretary. 

* * * 

MESA  COUNTY 

Dr.  A.  G.  Taylor  of  Grand  Junction  was  the 
principal  speaker  at  the  regular  meeting  of  the 
Mesa  County  Medical  Society,  held  February  21, 
1933,  at  the  La  Court  Hotel.  Dr.  Taylor  spoke  on 
“Thoughts  on  Medical  Organization.” 

V.  T.  DEWAR. 

Reporter. 
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PUEBLO  COUNTY 

The  first  March  meeting  of  the  Pueblo  County 
Medical  Society  was  held  Tuesday,  March  7,  at 
the  Hotel  Congress.  Dr.  William  Senger  deliv- 
ered a paper  on  “Carcinoma  of  the  Colon.’’ 

Dr.  George  Curfman  of  Salida  was  guest  speaker 
at  the  second  meeting,  held  Tuesday,  March  21, 
at  the  Hotel  Congress.  Dr.  Curfman  spoke  on 
“Osteomyelitis." 

J.  L.  ROSENBLOOM, 

Secretary. 


WESTERN  BRANCH  MEETING,  AMERICAN 
PUBLIC  HEALTH  ASSOCIATION 

Pasadena,  May  29-31,  1933 


Dr.  J.  L.  Pomeroy,  president-elect  and  chairman 
of  the  Committee  on  Meetings  and  Publications, 
announces  that  the  next  Western  Branch  meeting 
will  be  held  in  Pasadena,  May  29,  30,  31.  These 
dates  will  not  conflict  with  the  annual  series  of 
Canadian  public  health  meetings  in  Ottawa,  which 
will  probably  be  the  middle  of  .Tune.  While  the 
dates  for  the  Surgeon  General's  annual  confer- 
ence with  state  and  territorial  health  officers, 
held  jointly  with  the  annual  meeting  of  the  State 
and  Provincial  Health  Authorities  of  North  Amer- 
ica, have  not  been  definitely  set,  there  is  a like- 
lihood that  they  will  be  around  June  5.  This  will 
enable  health  officers  from  the  territories  and 
possessions  on  the  Pacific  to  come  directly  to  the 
Western  Branch  meeting,  go  thence  to  Washing- 
ton, from  there  to  the  American  Medical  Associa- 
tion meeting  in  Milwaukee,  June  12  to  17,  and 
thence  to  the  National  Tuberculosis  Association 
meeting  in  Toronto,  June  26  to  30. 


AMERICAN  ASSOCIATION  FOR  THE  STUDY 
OF  GOITER 


A preliminary  program  for  the  meeting  of  this 
society  in  Memphis,  Tenn.,  May  15,  16,  and  17,  has 
been  received.  The  names  of  many  of  the  ablest 
men  in  the  United  States  and  Canada  appear  on 
the  program. 

Members  of  the  profession  in  good  standing  are 
cordially  invited  to  attend  this  meeting.  They 
are  also  urged  to  join  a special  group  sailing  from 
New  York  City,  July  26,  to  attend  the  Interna- 
tional Goiter  Conference  to  be  held  in  Berne, 
Switzerland,  August  10,  11,  and  12.  Special  rates 
have  been  provided  and  daily  programs  arranged 
while  en  route  to  Le  Havre.  Those  who  are  in- 
terested should  communicate  with  J.  R.  Yung, 
M.D.,  Corresponding  Secretary,  Terre  Haute,  Ind., 
or  S.  D.  Van  Meter,  M.D.,  Chairman,  Denver, 
Colorado. 


WOMAN’S  AUXILIARY 

+K — >*» 

DENVER 

The  annual  dinner  dance  and  card  party  of  the 
Auxiliary  to  the  Denver  County  Medical  Society 
will  be  held  on  Saturday,  April  29.  at  the  I^ake- 
wood  Country  Club.  The  committee,  of  which 
Mrs.  Arnold  Minnig  is  chairman,  has  been  fortu- 
nate in  setting  the  price  at  $3.25  per  couple,  which 
is  the  lowest  it  has  ever  been.  All  members  of 
the  County  Medical  Society  and  guests  are  cordial- 
ly invited  and  urged  to  attend. 


PUEBLO 

The  Pueblo  County  Auxiliary  held  a meeting 
Monday,  February  20,  at  the  home  of  Mrs.  J.  J. 
Pattee.  Mrs.  B.  Franklin  Blotz,  State  President, 
discussed  state  work.  Mrs.  Maynard,  chairman 
of  Philanthropy,  told  of  the  work  her  committee 
has  done  and  the  request  of  the  School  of  Defec- 
tives at  Ridge  for  a quilting  frame,  lining,  and 
batting.  The  Auxiliary  voted  to  send  the  money 
for  these  to  them.  The  rest  of  the  afternoon  was 
spent  in  sewing  on  layettes. 

* * * 

WELD 

The  Woman’s  Auxiliary  of  the  Weld  County 
Medical  Society  held  its  meeting  at  the  home  of 
Mrs.  W.  F.  Spaulding,  February  6,  at  Greeley, 
Colorado,  with  the  temperature  hovering  at  20 
degrees  below  zero.  They  were  entertained  by 
music  given  by  five  of  the  high  school  girls.  After 
a short  business  meeting,  Mrs.  Spaulding  served 
refreshments. 

* * * 

Mrs.  Arthur  B.  McGlothlin,  chairman  of  Pro- 
gram and  Health  Education  sends  the  following 
message  through  the  monthly  news  letter:  “It 
is  now  time  to  begin  preparations  for  celebrating 
May  Day  National  Child  Health  Day.  Since  this 
is  an  approved  activity  for  Auxiliaries,  the  Na- 
tional Health  Chairman  suggests  that  local  Aux- 
iliaries be  stimulated  to  initiate,  or  participate 
in,  community  celebrations  of  this  day  wherever 
such  participation  is  practicable.  Plans  for  the 
celebration  may  be  secured  from  the  American 
Child  Health  Association,  450  Seventh  Avenue, 
New  York.” 


ELEVENTH  ANNUAL  MEETING 

Milwaukee,  June  12-16,  1933 

Headquarters : Hotel  Pfister,  Milwaukee,  Wis. 

Preliminary  Program 

MONDAY,  JUNE  12,  1933 
12:30  p.m. — Luncheon  at  College  Woman's  Club 
in  honor  of  Past  Presidents,  followed 
by  National  Board  Meeting  and  visit 
to  American  Medical  Association  ex- 
hibits at  Auditorium. 

Tickets  $1.00 

7:00  p.m. — Dinner  for  National  Board,  Delegates 
and  wives  of  Officers  and  Delegates 
of  the  American  Medical  Association 
at  Woman’s  Club  of  Wisconsin. 
Musical  program  furnished  by  artist 
members  of  Auxiliary  to  Medical  So- 
ciety of  Milwaukee  County. 

Tickets  $1.25 

TUESDAY,  JUNE  13,  1933 

9:00  a.m. — General  Meeting,  Roof  Room,  Hotel 
Pfister,  Mrs.  James  F.  Percy  presid- 
ing. 

12  :30  p.  m. — Luncheon  and  Bridge  at  the  Wiscon- 
sin Club. 

Tickets  $1.25 

2:00  p.m. — * Attractions  available  for  those  not 
wishing  to  play  bridge  are  Layton 
Art  Gallery,  Milwaukee  Art  Institute, 
Milwaukee  Museum,  Curative  Work 
Shop  and  Vocational  School, 
or 

*Bus  trip  to  County  Institutions,  Mil- 
waukee Children's  Hospital  Convales- 
cent Home  and  Washington  Park  Zoo. 
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8:00  p.m. — General  meeting  of  American  Medi- 
cal Association. 

10 :00  p.  m. — Informal  dance  at  Wisconsin  Club. 

Courtesy  of  State  Medical  Society  of 
Wisconsin.  Hostess:  Woman's  Auxil- 
iary to.  the  State  Medical  Society  of 
Wisconsin. 

WEDNESDAY,  JUNE  14,  1933 

9 :00  a.  m. — General  Meeting,  Roof  Room,  Hotel 
Pfister,  Mrs.  James  F.  Percy  presid- 
ing. 

12  :30  p.  m. — Auxiliary  luncheon,  Fern  Room,  Ho- 
tel Pfister.  Toastmistress, 

Guests  and  Speakers  from  the  Amer- 
ican Medical  Association. 

Musical  Program. 

Tickets  $1.00 

4 :00  p.  m. — *Teas  in  private  residences. 

8 :30  p.  m. — Light  opera, 

Tickets  $1.00 

THURSDAY,  JUNE  15,  1933 

9:00  a.m. — General  Meeting,  Roof  Room,  Hotel 
Pfister,  Mrs.  James  Blake  presiding. 
12 :00  neon — Trip  to  Oconomowoc  Lake  District. 

Luncheon  12:30  p.  m.,  Carnation  Milk 
Plant,  Oconomowoc,  Wisconsin,  trans- 
portation and  luncheon  courtesy  of 
Carnation  Milk  Company, 
or 

12:30  p.m. — Buffet  Luncheon,  Crystal  Room,  Ho- 
tel Pfister. 

Tickets  75c 

2:00  p.m. — *Sightseeing  tour  of  Milwaukee. 

6:30  p.m. — “Bring  your  husband"  dinner.  Fern 
Room,  Hotel  Pfister.  International- 
House-Cabaret. 

Tickets  $1.50 

9 :00  p.  m. — President's  Reception  and  Ball, 

Schroeder  Hotel.  Hosts:  The  Ameri- 
can Medical  Association.  • 

FRIDAY,  JUNE  16,  1933 

10  :00  a.  m. — Golf  Tournament. 

All  trips  start  from  Hotel  Pfister. 


*Bus  transportation  to  be  paid  by  individuals. 

MRS.  ROCK  SLEYSTER, 

General  Chairman. 

Wauwatosa,  Wisconsin. 


We  have  a number  of  times  reminded  our 
readers  that  the  short,  snappy  paper  is  the 
one  that  is  read.  The  lengthy  paper  is  the 
one  that  tires  the  reader.  Medical  journals 
are  picked  up  by  physicians  at  odd  moments 
and  the  short,  crisp  items  are  read  while  the 
lengthy  article  gets  little  but  a glimpse  at 
the  title.  No  independent  medical  journalist 
would  accept  and  publish  the  long  drawn 
out  papers  a state  journal  must  perforce 
publish.  If  you  wish  to  reach  the  reader, 
“make  it  short  and  snappy.” — Nebraska 
State  Medical  Journal. 


Purple  Derby  Receives  Baptism  of  Fire 

“Knowing  that  the  purple  derby  (offered 
by  the  Knocks  Hat  Company  to  the  state 
health  officer  who  reports  the  greatest  num- 
ber of  health  officers  enlisted  as  members 
of  the  A.  P.  H.  A.  at  the  next  Western 
Branch  meeting)  was  in  the  possession  of 
Dr.  A.  L.  Beaghler,  President  of  the  West- 
ern Branch,  Dr.  Kendall  Emerson  conducted 
an  interesting  experiment  last  month.  It 
will  be  recalled  that  this  hat  is  lined  with 
celotex  and  guaranteed  to  absorb  shocks. 
With  the  hat  firmly  fixed  on  Dr.  Beaghler’s 
brow,  a gentle  blow  was  administered  by 
Dr.  Emerson.  He  announced  that  due  to 
budget  curtailments  in  the  parent  body, 
funds  available  for  Western  Branch  pur- 
poses would  be  reduced  to  $300  for  the  fis- 
cal year.  This  means  the  News  Letter  can 
only  be  issued  bi-monthly  instead  of  month- 
ly. President  Beaghler  is  delighted  with  the 
hat  and  states  that  he  hardly  felt  the  shock 
at  all" — Western  Branch,  A.  P.  H.  A.  News 
Letter. 


Organized  medicine  should  supply  a 
workable  plan,  safeguarding  the  best  tra- 
ditions of  the  profession  and  the  funda- 
mental practices  and  responsibilities  of  indi- 
vidualism in  the  care  of  the  sick.  If  wisely 
considerate,  such  a plan  will  continue  to 
promote  the  highest  type  of  medical  service 
in  this  country.  To  be  successful,  a plan 
should  take  into  consideration  the  frailties 
of  human  nature  existing  among  the  dev- 
otees of  our  profession.  It  should  conserve 
their  abilities  and  opportunities,  rewarding 
them  according  to  their  energy,  talents,  and 
personalities. 

When  the  county  society  as  a unit  be- 
comes the  chief  factor  in  organizing  such 
a plan,  then  medicine  will  be  able  to  sur- 
mount what  can  be  considered  the  catas- 
trophic cost  to  individuals  and  families  who 
are  unfortunately  sick.— E.  H.  Carey,  M.D., 
President  of  the  American  Medical  Associa- 
tion, before  the  State  Secretaries  Confer- 
ence, November  18-19,  1932. 


Take  this  Journal  home  to  your  wife. 
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EDITORIAL  NOTES  AND  COMMENT 


Confidence — 

That’s  the  Stuff! 

nrHE  recent  action  of  the  President  and 
A Congress  in  passing  an  economy  measure 
has  restored  confidence  in  the  justice  of 
our  form  of  government.  For  several  years 
certain  powerful  lobbies  have  had  more  in- 
fluence with  legislation  than  that  exercised 
by  those  who  really  represent  the  whole 
American  people.  In  other  words — fear  of 
certain  groups  has  been  the  guiding  hand 
in  our  lawmaking. 

We  all  know  that  no  man  can  get  ahead 
in  a business  whose  outgo  for  expenses  ex- 
ceeds the  amount  taken  in;  yet  in  the  case 
of  our  government  this  overexpenditure  has 
been  going  on  for  years  at  a great  rate.  The 
time  has  arrived  for  a halt.  This  cleaning  up 
process  is  like  washing  a boy’s  dirty  ears, 
a painful  process — let’s  do  it  and  have  it  all 
over  soon. 

The  recent  action  of  our  President  in 
the  bank  situation  restored  confidence.  The 
reopening  of  our  banks  was  attended  by 
complete  faith  on  the  part  of  the  American 
people.  The  American  people  will  applaud 
the  President  and  Congress  again  when  they 
fully  understand  the  unfair,  dishonest,  and 
unlawful  manner  in  which  millions  of  dol- 
lars have  been  taken  from  the  taxpayers’ 
pockets  to  use  in  paying  unjust  and  unfair 
claims  and  hospital  expenses  for  veterans’ 
cases  which  had  no  connection  with  the 
recent  war.  Fear  of  the  power  of  ex-service 
organizations  has  had  a great  deal  to  do 
in  the  past  with  the  votes  of  Congressmen 
and  Senators.  But  the  tide  has  turned. 

If  we  as  members  of  the  Medical  Profes- 
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sion  have  not  the  intestinal  fortitude  to  with- 
stand the  unfair  demands  on  the  part  of  the 
friends  of  those  whom  we  examine  for  com- 
pensation or  hospital  treatment,  then  we  are 
a bunch  of  unpatriotic  cowards.  If  we  have 
men  among  us  who  are  being  paid  unjustly 
for  so-called  disabilities,  we  should  clean 
our  own  house.  Any  man  who  is  able  to 
make  a good  living  has  no  real  right  to  ask 
or  accept  help  from  all  the  people  for  his 
own  private  gain.  Help  only  should  be  given 
to  those  who  are  entitled  to  it  and  are  down 
and  out.  No  doctor  who  is  able  to  go  ahead 
with  his  regular  practice  is  entitled  to  draw 
the  taxpayers’  dollars. 

The  recently  passed  bill  will  cut  out  thou- 
sands of  cases  of  non-service  connected 
claims.  We  applaud  the  President  and  Con- 
gress for  the  passing  of  this  economy  bill. 

4 4 4 

Out  Where  the 
Ticks  Begin 

T^R  ADOLPH  S.  RUMREICH,  past  As- 
sistant Surgeon,  United  States  Public 
Health  Service,  Washington,  D.  C.,  in  the 
November  5,  1933,  Volume  100.  number  5, 
of  the  Journal  of  the  American  Medical 
Association,  contributes  an  interesting  ar- 
ticle entitled  “The  Typhus  and  Rocky 
Mountain  Spotted  Fever  Group.  This  ar- 
ticle is  worth  reading  and  re-reading.  The 
interesting  discussion  of  the  types  known 
as  Brill's  Fever  and  other  modifications  of 
Endemic  Typhus  as  seen  along  the  Atlantic 
coast  and  the  comparison  of  symptoms  of 
other  forms  with  what  is  now  termed  by 
McCoy  as  the  Eastern  Type  of  Rocky 
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Mountain  Spotted  Fever  is  interesting  and 
instructive. 

But  the  one  thing  which  strikes  us  is  that 
too  little  credit  is  given  to  the  value  of  the 
Spencer  and  Parker  vaccine  as  a prophy- 
lactic. The  author  only  has  one  short  sen- 
tence on  the  use  of  this  vaccine — “The  tick 
vaccine  developed  by  Spencer  and  Parker 
confers  a substantial  measure  of  protection.’’ 
Wyoming  physicians  who  have  had  consid- 
erable experience  during  the  past  four  or 
five  years  certainly  are  great  believers  in 
the  value  of  this  vaccine.  Ye  Editor,  who 
has  personally  vaccinated  about  1500  people 
exposed  to  a virulent  type,  so  far  has  only 
seen  one  case  following  the  use  of  this  vac- 
cine. This  person  only  had  one  2 c.c.  vac- 
cination and  because  his  arm  was  swollen 
he  refused  to  take  the  required  second  vac- 
cination. About  three  weeks  after  the  first 
vaccination  he  changed  his  work  to  an  ad- 
joining ranch  and  there  came  down  with 
a very  mild  form  of  Rocky  Mountain  Spot- 
ted Fever.  He  was  in  the  hospital  for  only 
a few  days,  and  we  believe  that  the  one 
2 c.c.  dose  so  modified  the  disease  that  it 
saved  his  life.  That  there  is  real  value  in 
the  Spencer  and  Parker  vaccine  we  firmly 
believe,  and  this  is  the  honest  opinion  of 
all  Wyoming,  Montana,  Idaho,  Utah,  and 
Colorado  physicians  with  whom  we  have 
discussed  the  matter.  Every  doctor  in  Wyo- 
ming should  learn  all  he  can  about  Rocky 
Mountain  Spotted  Fever,  its  prevention  and 
treatment.  There  is  no  use  for  us,  like  the 
ostrich,  to  hide  our  heads  in  the  sands  of 
indifference.  We  must  face  the  music  and 
meet  conditions  as  they  exist.  Some  advo- 
cate a “soft  pedaling”  because  they  fear 
loss  of  tourist  business  if  the  real  truths 
about  Spotted  Fever  are  told — better  by  far 
that  we  lose  some  tourist  business  rather 
than  the  lives  of  our  own  citizens.  One  real 
citizen  is  worth  a dozen  “tin-lizzie”  tourists. 

It  is  hoped  that  the  State  Board  of  Health 
of  Wyoming  will  be  able  to  aid  the  people 
of  Wyoming  to  understand  and  use  this  life- 
saving vaccine.  We  also  hope  to  see  the 
day  when  Wyoming  people  will  use  to  the 
last  drop  their  quota  of  the  vaccine  pro- 
duced by  the  United  States  Public  Health 
Service. 


The  Recent 
Legislature 

TiyfEDICAL  affairs  in  the  past  session  of 
the  Wyoming  legislature  were  looked 
after  in  the  Senate  by  Dr.  R.  H.  Sanders  of 
Rock  Springs.  Dr.  }.  L.  Wicks  of  Evanston 
and  Dr.  J.  F.  Replogle  of  Lander  worked 
faithfully  in  the  House  of  Representatives. 
To  this  list  ought  to  be  added  the  name 
of  Dr.  }.  L.  Hunt  of  Lander,  a dentist,  who 
also  aided  in  securing  laws  that  improve 
the  health  condition  of  Wyoming. 

Senate  File  Number  Six  corrected  an 
error  in  our  medical  practice  act.  This  law 
had  been  on  the  statute  books  for  over  thirty 
years — yet  in  no  place  did  it  say  "a  doctor 
must  have  a license  to  practice  medicine  in 
the  State  of  Wyoming.”  It  only  required 
that  any  one  wishing  to  practice  medicine 
in  Wyoming  “should  apply  for  a license.” 
Senate  File  Number  Six  corrects  this  error 
and  puts  teeth  in  the  old  law.  It  was  passed 
and  signed  by  Governor  Miller.  The  pas- 
sage of  this  law  will  now  enable  the  State 
Board  of  Medical  Examiners  to  see  that  the 
law  is  enforced,  and  it  marks  the  completion 
of  a program  to  correct  the  weak  part  of 
our  medical  law. 

It  called  for  a real  sacrifice  on  the  part 
of  Doctor  Sanders,  Wicks,  and  Replogle  to 
give  up  forty  days  and  forty  nights  of  their 
busy  lives  to  accomplish  what  they  did.  The 
people  of  Wyoming  and  the  members  of 
the  medical  profession  acknowledge  their 
gratitude  to  these  men. 

Senate  File  101  by  H.  H.  Schwartz 
amended  and  re-enacted  Sec.  29-1003  cre- 
ating a Board  of  Trustees  of  County  Memo- 
rial Hospitals  and  prescribing  the  duties 
and  powers  of  said  Board.  The  chief  point 
in  the  bill  is  to  provide  protection  to  the 
members  of  the  Board.  It  reads  “no  indi- 
vidual member  of  the  Board  of  Trustees 
shall  be  personally  liable  for  any  action  or 
procedure  of  the  Board  as  a corporate  body 
if  such  member  acted  in  good  faith  and 
without  negligence.”  This  bill  extends  to 
the  Board  of  Trustees  of  a hospital  the  same 
protection  that  is  given  to  trustees  of  cor- 
porations. 

A law  was  also  passed  making  it  a legal 
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requirement  that  the  state  Board  of  Medical 
Examiners  shall  have  one  osteopath  as  a 
member.  For  years  there  has  been  a gen- 
tlemen’s agreement  to  this  effect  and  one 
member  has  been  an  osteopath.  This  law 
was  supported  by  the  doctors  to  show  good 
faith,  and  the  Governor  has  appointed  an 
osteopath.  Dr.  Tarrant  of  Laramie,  as  a 
member. 

A bill  was  introduced  to  amend  the  pres- 
ent law  on  marriage  to  require  the  female 
also  to  be  examined  and  have  a doctor's 
certificate  of  freedom  from  venereal  disease, 
as  is  now  required  of  the  male  before  a li- 
cense to  marry  could  be  issued.  The  Com- 
mittee on  Public  Policy  and  Legislation  rec- 
ommend that  such  a law  be  passed  or  the 
old  law  repealed.  The  legislature  killed  the 
new  bill,  so  we  are  still  operating  under  the 
clean  male  and  unclean  female  law  as  of 
old.  We  fail  to  see  the  justice  of  such  a one- 
sided law.  The  fine  sentiment  of  chivalry 
must  have  been  the  real  reason  why  this 
law  was  killed.  However,  had  the  law- 
makers all  been  doctors  the  law  would  have 
been  passed,  because  doctors  have  seen 
some  unclean  things  in  life. 

Next  month  we  hope  to  continue  the  re- 
view of  the  acts  of  the  past  legislature  and 
refer  to  some  other  bills  that  were  intro- 
duced and  killed.  Taken  as  a whole  the 
past  session  was  one  of  the  best  sessions 
we  have  seen  for  several  years  so  far  as 
good  honest  work  and  honest  effort  to  cut 
down  the  expenses  of  State  Government. 
The  day  is  here  when  we  as  individuals 
must  live  within  our  income  and  the  state 
of  Wyoming  must  do  the  same.  We  as 
members  of  the  medical  profession  feel  proud 
of  the  men  who  represented  our  profession 
in  the  past  session  of  the  legislature — Doc- 
tors R.  H.  Sanders,  J.  L.  Wicks,  and  J.  F. 
Replogle. 


Doctors  in  the  front  line  trenches  need 
every  support  that  can  be  mustered  to  help 
them  in  deciding  against  giving  up  their 
private  practices  and  becoming  employees 
of  non-medical  profit  seeking  groups. — 
Bulletin  of  the  Wayne  County  Medical  So- 
ciety, Detroit. 


Ultraviolet  as  an  Antiseptic 

That  short  wave  ultraviolet  radiation  in 
the  vicinity  of  2500  Angstrom  units  has  a 
potential  use  as  an  antiseptic  is  demonstrated 
clearly  and  simply  in  a microscopic  moving 
picture  of  paramaecium  cells  subjected  to  ir- 
radiations from  a “thin  window"  ultraviolet 
lamp,  the  film  being  produced  under  the 
supervision  of  Dr.  Harvey  C.  Rentschler, 
Director  of  Research  of  the  Westinghouse 
Lamp  Company,  Bloomfield,  New  Jersey. 

To  make  this  unique  picture,  a drop  of 
water,  containing  paramaecium  cells  was 
placed  under  a microscope  to  provide  the 
“location.  In  the  picture  the  paramaecium, 
which  is  one  of  the  highest  forms  of  single 
cell  organisms,  moves  about  with  great 
rapidity  before  irradiated  with  utraviolet. 

When  first  subjected  to  the  ultraviolet 
rays,  the  cells  move  even  faster.  Then  they 
begin  to  slow  up  gradually  and  soon  become 
paralyzed  and  motionless.  At  this  state  of 
their  reaction,  blisters  begin  to  form  on  the 
outside  surfaces  of  the  cells  which  at  the 
same  time  become  shorter  and  fatter.  Soon 
they  burst  open  and  disintegrate  into  the 
water. 

Although  about  five  minutes  are  neces- 
sary to  destroy  paramaecium  cells,  typhoid 
and  scarlet  fever  germs,  for  example,  die  in 
a few  seconds  when  subjected  to  these  short 
ultraviolet  rays.  Paramaecium  cells,  instead 
of  germs,  were  selected  as  subjects  for  the 
moving  picture  because  their  reactions  and 
physical  changes  under  the  influence  of  the 
short  ultraviolet  are  more  readily  visible. 

Already  ultraviolet  rays  are  being  used 
in  the  medical  field  today  for  the  germicidial 
treatment  of  skin  diseases,  many  of  which 
are  caused  by  germs.  Regular  irradiation 
of  the  diseased  area  soon  destroys  the  germs 
and  accelerates  the  cure. 


Only  an  occasional  physician  has  under- 
gone the  voluntary  discipline  needed  to 
make  an  acceptable  writer,  as  judged  by  the 
standards  of  those  who  live  by  writing. — 
Medical  Annals  of  District  of  Columbia. 
Washington,  D.  C. 

Take  this  Journal  home  to  your  wife. 


Tuberculosis  Abstracts 

A Review  for  Physicians 

ISSUED  MONTHLY  BY  THE  NATIONAL  TUBERCULOSIS  ASSOCIATION 

Vol.VI  April,  1933  No.  4 


FROM  WHOM  DID  HP  CRT  IT? 
TO  WHOM  HAS  HE  GIVEN  IT? 


THE  modern  physician  appreciates  that  whenever  a case 
of  tuberculosis  is  discovered  every  contact  should  be 
examined.  To  support  him  in  this  practice  tuberculosis 
associations  throughout  the  country  are  this  year  striving 
to  focus  public  attention,  through  the  medium  of  an  edu- 
cational campaign,  on  the  communicability  of  tuberculosis. 
The  slogan  is,  “Tuberculosis — From  whom  did  he  get  it 
— To  whom  has  he  given  it — Examine  and  protect  every 
contact.”  Incorporated  with  these  words  is  an  illustration 
showing  a doctor  examining  an  X-ray  plate  to  suggest  also 
the  necessity  of  relying  on  this  instrument  of  precision  for 
making  the  diagnosis.  One  of  the  active  crusaders  of  this 
educational  movement  is  J.  Arthur  Myers  of  the  Depart- 
ment of  Preventive  Medicine  and  Internal  Medicine,  Uni- 
versity of  Minnesota.  Space  permits  only  a few  quotations 
from  his  William  Snow  Miller  lecture,  bearing  on  the  com- 
municability of  tuberculosis. 


EXAMINING  TUBERCULOSIS  CONTACTS 


The  slogan  of  last  year’s  tuberculosis  educa- 
tional campaign,  “Tuberculosis  causes  tuberculosis 
— every  case  comes  from  another,”  tells  the  whole 
story,  namely,  that  tuberculosis  is  a communicable 
disease.  (The  1933  slogan  is  a repetition,  with 
slight  modification,  of  the  same  idea.)  The  recog- 
nition of  this  fact  has  done  more  to  change  con- 
ditions with  respect  to  the  incidence  of  tuberculosis 
than  all  of  the  steps  that  have  been  taken  toward 
the  control  of  this  disease.  The  unfortunate  fact 
remains  that,  although  we  have  known  the  dis- 
ease to  be  communicable,  we  have  not  always  used 
this  knowledge  in  the  expenditure  of  funds  and  in 
the  dissemination  of  publicity  intended  for  tuber- 
culosis control. 

Now  that  we  have  been  compelled  to  learn  a 
good  part  of  our  tuberculosis  over  again,  we  are 
visualizing  its  control  as  never  before.  Optimism 
is  being  expressed  everywhere  by  those  who  have 
carefully  followed  the  recent  developments  in  our 
knowledge  of  tuberculosis.  The  following  prac- 


tical applications  of  the  recent  developments  give 
us  an  idea  of  what  is  possible  and  justify  much 
optimism : 

Dr.  Hilleboe  became  curious  about  the  tubercu- 
losis status  of  60  children  four  years  old  and  under 
who  were  enrolled  in  a nursery  school.  He  applied 
the  intracutaneous  tuberculin  test  and  found  that 
four  of  them  were  positive  reactors.  Since  every 
case  comes  from  another,  he  began  searching 
among  their  associates.  An  early  revelation  was 
that  two  of  the  teachers  had  tuberculosis,  one 
definitely  of  the  adult  type.  Members  of  the  fam- 
ilies of  these  children  are  now  being  studied  for 
tuberculosis.  Finding  the  source  and  ending  the 
exposure  is  the  best  treatment  for  the  children. 
Treatment  of  the  patients  who  infected  the  chil- 
dren may  begin  much  earlier  than  it  would  have 
without  such  an  investigation,  and  such  treatment 
should  be  the  means  of  saving  large  numbers  of 
other  persons  from  unsuspected  exposure. 

Simons  and  Hilleboe  applied  tuberculin  tests  and 
X-ray  examinations  in  a case-finding  endeavor  in 


a small  rural  community  with  the  result  that  19 
new  cases  of  tuberculosis  were  discovered.  When 
they  enlisted  the  support  of  the  veterinarians  18 
cows  supplying  milk  to  the  community  were  found 
to  be  infected.  Gibbons  has  done  similar  work  in 
another  rural  community.  If  their  work  is  con- 
tinued, and  tuberculin-testing  is  more  generally 
applied  to  the  children  of  the  community  at  six-  to 
twelve-month  intervals,  the  time  will  be  near  at 
hand  when  the  advanced  case  of  tuberculosis  will 
no  longer  be  found  in  the  community  and  when 
tuberculosis  in  any  stage  will  be  a rare  disease. 

Overcoming  Diagnostic  Difficulties 

There  have  been  two  stumbling  blocks  in  our 
present  program  of  tuberculin-testing  and  X-ray 
examinations  of  positive  reactors  as  a case-finding 
measure.  The  first  is  the  objection  presented  by 
parents  and  others  to  instrumentation  in  the  ad- 
ministration of  tuberculin.  In  the  hands  of  most 
workers  the  Moro  test  has  not  proved  as  accurate 
as  the  Pirquet  test.  However,  Lovett  has  called 
attention  to  the  percutaneous  test,  which  consists 
of  rubbing  the  skin  with  ether  until  hyperemia 
appears,  in  an  attempt  to  remove  the  oil  from  the 
pores.  Then  a preparation  containing  tuberculin 
is  rubbed  into  this  area  of  skin.  She  finds  this  test 
fully  as  accurate  as  the  Pirquet  test  but  not  as 
accurate  as  the  Mantoux  (intracutaneous)  test. 

The  second  stumbling  block  has  been  the  cost 
of  X-ray  films.  If  one  wished  to  make  a tuber- 
culosis inventory  of  25,000  school  children  or 
10,000  university  students,  the  cost  of  the  X-ray 
films  alone  was  stupendous.  As  an  example  of  the 
attempt  to  solve  this  difficulty  may  be  cited  the 
experiment  of  the  Queensboro  Tuberculosis  and 
Health  Association  which  stimulated  a manufac- 
turer to  develop  a paper  X-ray  film  on  rolls.  With 
the  special  equipment  devised  it  is  possible  to  make 
a thousand  chest  exposures  in  a single  day  with 
one  machine. 

In  applying  this  case-finding  method  to  univer- 
sity students,  Diehl  calls  attention  to  examinations 
of  2,500  entering  students  in  the  fall  of  1931. 
Among  approximately  800  reacting  positively  to 
tuberculin  ani  having  X-ray-film  examinations  of 
the  chest  were  found  15  cases  of  adult  type  of 
pulmonary  tuberculosis  in  addition  to  many  cases 
of  pleurisy  and  childhood  type  of  tuberculosis. 
One  of  the  cases  with  adult  type  of  pulmonary 
had  advanced  disease,  five  were  moderately  ad- 
vanced, and  nine  were  minimal.  The  control  of 
these  cases  with  reference  to  dissemination  of  tu- 


bercle bacilli  on  the  campus,  as  well  as  individual 
treatment  of  the  cases,  is  a service  worth  much 
more  than  it  costs  the  institution  and  the  student 
body.  The  fact  that  more  than  a half-dozen 
great  American  universities  instituted  similar  tu- 
berculosis-finding procedures  in  the  fall  of  1931 
is  of  great  significance. 

Sanatoria  are  beginning  to  employ  full-time 
epidemiologists,  whose  duty  it  is  to  work  with 
family  physicians  of  patients  admitted  to  their 
institutions  in  finding  the  source  of  their  patient’s 
disease.  Moreover,  they  place  under  examination 
and  observation  those  persons  who  have  been  in 
contact  with  their  patient.  This  procedure  at  the 
Minnesota  State  Sanatorium  is  proving  very  effec- 
tive. 

Collapse  Therapy  a Preventive  Measure 

Recent  advances  in  collapse  therapy  are  doing 
great  good  for  individual  patients,  but  a greater 
good  by  closing  off  lesions  which  otherwise  would 
be  sources  of  exposure  to  vast  numbers  of  people. 
The  discovery  of  the  fact  that  many  patients  may 
remain  ambulatory  while  artificial  pneumothorax 
is  being  induced,  or  soon  afterward,  promises  to 
do  much  to  relieve  congestion  in  rooms,  wards, 
and  hospitals  for  tuberculosis  patients,  to  relieve 
the  patient  of  economic  strain,  to  relieve  the  tax- 
payer of  a considerable  burden  and  to  prevent  the 
spread  of  tuberculosis.  The  chief  problem  is  one 
of  finding  cases  suitable  for  such  treatment,  that 
is,  before  the  disease  has  become  extensive  and 
there  is  much  breaking  down  of  tissues.  Past  ex- 
perience has  taught  us  that  unless  such  case-finding 
methods  are  used  in  order  to  detect  the  disease 
in  the  earliest  possible  state,  many  are  too  advanced 
to  respond  well  to  any  form  of  treatment.  There- 
fore, we  must  not  wait  for  patients  to  come  to 
us  with  complaints,  but  must  go  out  and  find 
them  months  and  even  years  before  they  would 
develop  symptoms. 

A summation  of  the  facts  of  tuberculosis  now 
at  hand  points  to  prevention  of  the  initial  and  all 
subsequent  infections  as  the  goal  for  which  we 
must  strive.  This  means  that  pressure  must  be 
brought  to  bear  on  all  the  modes  of  attack  on 
tuberculosis  now  in  existence,  so  that  each  will 
function  at  the  highest  possible  efficiency.  The 
principal  methods  are  all  based  on  case-finding,  so 
that  the  source  of  exposure  may  be  stopped. 

Recent  Develofments  in  Our  Knowledge  of 
Tuberculosis , /.  Arthur  Myers,  Am.  Rev.  of 
Tuberc .,  Feb.,  1933. 
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BUILDING  THE  DOCTOR’S  SURPLUS 


As  has  been  previously  stated  the  Doctor 
must  build  for  himself  a reserve  fund  which 
will  produce  an  income  in  the  future.  As  a 
rule  he  can  build  this  fund  out  of  earnings 
only.  To  build  an  adequate  fund  he  must 
have  a well  defined  plan  and  he  must  not 
deviate  from  this  plan. 

In  last  month  s issue  it  was  pointed  out 
that  the  first  principle  to  be  incorporated 
into  this  plan  is  that  of  "buying  income" — 
not  present  income  but  more  particularly  fu- 
ture income. 

The  second  principle  to  be  employed  in 
this  plan  is  the  "use  of  time.”  Time  is  es- 
sential in  the  building  of  anything,  a sky- 
scraper, a ship,  a home,  an  income. 

Possibly  it  is  due  to  the  fast  tempo  of  our 
present  mode  of  living  that  most  of  us  de- 
sire to  accomplish  everything  in  a short 
period  of  time.  Few  really  worthwhile  and 
sound  accomplishments  can  be  done  quickly, 
and  this  is  true  in  the  building  of  an  invest- 


ment fund  which  will  produce  an  income 
adequate  for  future  needs.  This  desire  for 
rapid  achievement  of  our  purpose  often  leads 
to  disastrous  speculation.  There  are  few 
doctors  who  are  justified  in  resorting  to 
speculation.  If  the  doctor  speculates  at  all, 
it  should  be  only  with  that  portion  of  his 
money  he  can  afford  to  lose.  Surely  he 
cannot  afford  to  lose  any  part  of  his  future 
income. 

Therefore,  since  the  doctor’s  future  in- 
come is  built  out  of  earned  income,  it  must 
be  done  by  a step-by-step,  year-by-year 
accumulation  of  high  grade  securities.  Time 
allows  the  full  advantage  of  compound  in- 
terest, and  the  sane  capital  appreciation  of 
wise  investing  which  will  usually  contrib- 
ute more  to  such  a fund  than  the  original 
investment.  Thus  the  use  of  time  becomes 
a major  principle  in  the  building  of  the 
doctor’s  surplus. 

WOODFORD  MATLOCK,  Jr. 


You  Should  Know 

— ^ The  Investors  Mutual  Fund 

Because  it  has  been  found  by  doctors  to  be  particularly  adaptable  to 
their  investment  problems, 

Because  your  I.  M.  F.  will  not  be  an  obligation — but  a method  by  which 
you  can  purchase  high-grade  securities  with  any  amount  above  $10, 

Because  you  can  accumulate  securities  out  of  income. 

Because  The  Colorado  National  Bank  will  be  your  Trustee,  handling 
the  money,  purchasing  the  securities,  holding  them  in  trust  for  you. 

Complete  information  will  be  sent  upon  request. 

SIDLO,  SIMONS,  DAY  6-  COMPANY 

420  First  National  Bank  Bldg.  Denver,  Colorado 

TAbor  6271 


MENTION  COLORADO  MEDICINE 


Colorado  Hospital  Association 

OFFICERS — 

FRANK  J.  WALTER  GUY  M.  HANNER  JOHN  ANDREW,  M.D.  SISTER  SEBASTIAN  WALTER  G.  CHRISTIE  WILLIAM  S.  McNARY 

President  President-Elect  First  Vice  President  Second  Vice  President  Treasurer  Exec.  Sec.  Univ.  of  Colo. 

Saint  Luke’s  Hospital  Beth-El  Hospital  Longmont  Hospital  Mercy  Hospital  Presbyterian  Hospital  School  of  Med.  and  Hosps. 

Denver  Colorado  Springs  Longmont  Denver,  Colorado  Denver  Denver 

TRUSTEES 

J.  E.  SWANGER  GUY  M.  HANNER  G.  WALTER  HOLDEN,  M.D.  MAURICE  H.  REES,  M.D.  ROBERT  B.  WITHAM 

Modern  Woodmen  of  America  Beth-El  Hospital  Denver,  Colorado  Univ.  of  Colo.  School  of  Children’s  Hospital 

Sanatorium  Colorado  Springs,  Colo.  Medicine  and  Hospitals  Denver,  Colorado 

Woodmen,  Colorado  Denver,  Colorado. 


Coming  Meetings: 

Colorado  Hospital  Association  Meeting — Pueblo, 
June  

Mid-West  Hospital  Association  Meeting — Kan- 
sas City,  May  26-27. 

Catholic  Hospital  Association  Meeting — Saint 
Louis,  June  12-15. 

American  Protestant  Hospital  Association — 
Milwaukee,  September  8-11. 

American  Hospital  Association  Meeting — Mil- 
waukee, September  11-15. 

American  College  of  Surgeons  Meeting — Chi- 
cago, October  9-12. 

American  Dietetic  Association  Meeting,  Chi- 
cago, October  9-12. 

* * * 

Nurses  Reduce 
Their  Fees 

TTHE  graduate  nurses  in  Denver  doing 
special  duty  have  announced  the  follow- 
ing changes  in  their  fee  schedule:  A patient 
having  a special  nurse  will  be  charged  $5.00 
for  a twelve-hour  service  and  $1.00  for 
board  over  that  period.  A patient  employ- 
ing a nurse  for  eight  hour  service  will  be 
charged  $4.00  for  nursing  service  and  board 
over  that  time.  The  former  price  charged 
for  nursing  service  and  board  over  a twelve 
hour  period  was  $7.50.  The  new  schedule, 
therefore,  represents  a saving  to  the  patient 
of  $1.50  per  day,  which  is  made  possible  by 
the  hospitals  reducing  their  charge  for 
nurses'  board  and  the  nurses  reducing  their 
service  charges.  This  schedule  will  be  in 
effect  on  and  after  March  22,  1933. 

The  most  radical  change  in  the  new  serv- 
ice is  the  introduction  of  an  eight-hour  nurs- 
ing service,  which  was  inaugurated  to  en- 
able patients  who  could  afford  to  have  eight 
hours  of  special  nursing  but  could  not  pay 
for  twelve  hours  of  such  service  to  avail 
themselves  of  this  opportunity.  It  is  hoped 
that  this  will  stimulate  the  employment  of 
graduate,  special  duty  nurses,  which  is  so 
much  needed  at  this  time,  as  well  as  being 
of  benefit  to  patients  who  are  in  need  of 
special  nursing  service. 


Colorado  Hospital  Association 
Organizes  Educational  Section 

QEVERAL  hospital  administrators  have 
felt  that  in  the  past  the  administrative 
problems  accompanying  nursing  education 
were  not  given  due  consideration;  and,  as 
a result,  it  was  suggested  that  an  associa- 
tion be  formed  consisting  of  the  adminis- 
trators and  directresses  of  nursing  from  all 
hospitals  in  the  state  maintaining  schools  of 
nursing.  Such  a meeting  was  called,  and 
was  held  in  Colorado  Springs  on  Saturday, 
March  11,  1933.  It  was  the  consensus  of 
that  meeting  that  the  functions  proposed  for 
such  an  organization  should  be  delegated 
to  the  Colorado  Hospital  Association,  and 
that  it  would  be  unwise  to  organize  another 
group  because  of  the  already  large  number 
of  associations  in  existence  and  the  small 
membership  of  each. 

The  Colorado  Hospital  Association  ac- 
cepted the  suggestion  voiced  in  that  meet- 
ing, and  at  its  quarterly  convention  passed 
a motion  calling  for  the  creation  of  a com- 
mittee on  Nursing  Education.  This  com- 
mittee was  to  consist  of  nine  members,  four 
of  whom  must  be  hospital  administrators, 
three  might  be  hospital  administrators  or 
directresses  of  schools  of  nursing,  one  must 
be  a member  of  the  State  Board  of  Nurse 
Examiners,  and  one  a representative  of  the 
State  League  of  Nursing  Education.  All 
members  must,  however,  be  members  of  the 
Colorado  Hospital  Association.  It  was  to 
be  the  function  of  this  committee  to  discuss 
all  problems  pertaining  to  nursii\g  schools 
and  other  educational  interests  of  the  hos- 
pitals, and  to  cooperate  with  other  existing 
allied  organizations  in  carrying  out  a con- 
structive training  school  program. 

The  following  members  were  appointed 
on  this  committee: 

Mrs.  Bessie  Haskin,  Chairman;  Mr.  W. 
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CREDITS  AND  COLLECTIONS 


THE  extension  of  Credit  having  attained  a 
magnitude  never  before  reached  in  the 
history  of  the  world,  has  caused  the  general 
public  to  become  credit  wise — wise  in  the 
way  of  obtaining  credit,  wise  in  the  way  of 
not  paying  after  credit  is  extended. 

Credit  has  been  thrust  upon  the  wage 
earner,  the  result  being  that  he  has  his  sal- 
ary pledged  for  two  and  one-half  years  for 
what  he  owes  at  present,  and  due  to  con- 
ditions of  the  past  two  years,  with  employ- 
ment on  the  wane,  it  is  a guess  into  the  dim 
future  when  this  type  of  debtor  will  be  even 
with  the  board,  if  ever. 

It  is  not  that  this  type  of  debtor  is  down- 
right dishonest:  but  the  truth  is  that  they 
will  not  make  the  sacrifices,  nor  suffer  the 
inconveniences,  in  order  to  pay  their  ac- 
counts, except  under  pressure.  No  particu- 
lar joy  is  derived  from  paying  for  a dead 
horse,  but  there  is  pleasure  derived  from 
spending  money  in  having  a good  time,  or 
owning  a good  automobile:  so  people  yield 
to  their  desire  while  the  creditors  who  have 
supplied  them  with  the  necessities  of  life 
are  left  to  wait  their  convenience. 

So  great  is  this  class  of  debtors  becoming 
that  it  almost  amounts  to  a crisis  in  credit 
circles.  Statistics  show  that  bad  accounts 
and  bankruptcies  lose  for  creditors  $1,000.- 
000,000.00  per  year.  This  means  that  more 
than  one  million  people  are  living  entirely 
off  those  who  trust  them. 

Extending  credit,  or  time  of  settlement, 
is  a necessity,  and  notwithstanding  all 
reasonable  precautions  taken,  there  are 
bound  to  be  some  that  are  careless,  slow, 
indifferent  and  neglectful  in  discharging 
their  obligations.  These  are  the  ones  who 
make  it  so  difficult  and  expensive  for  the 
professional  man  that  he  shuns  that  end  of 
his  business  as  a natural  consequence.  Yet 
he  cannot  afford  to  lose  those  accounts. 

The  fact  that  the  professional  man  must 
be  the  buyer,  the  salesman,  the  manager,  the 
bookkeeper,  the  credit  man,  and  collector, 
he  does  shun,  because  of  dislike,  and  lack 
of  time,  the  last  two.  This  is  when  the  pro- 
fessional collector  should  be  called.  So,  let 
us  look  on  the  other  side  of  the  fence  and 
see  what  the  collector  has  to  say  on  pro- 
fessional credits  and  collections. 

Being  human,  we  take  ourselves  for  ex- 
ample: The  American  Medical  and  Dental 

Association  was  established  in  1912;  it  being 
the  first  of  its  kind  to  render  collection  and 
rating  service  to  the  professional  man  "Ex- 
clusively." During  our  twenty-one  years, 
we  have  received  over  one-half  million  ac- 
counts for  collection  from  the  professional 
men  of  Colorado.  These,  with  a few  more 
thousands  of  names  have  been  compiled  into 
form,  whereby  the  professional  men,  who 
are  our  clients,  can  receive  a professional 
rating  on  a patient  at  no  charge.  This  rat- 
ing cannot  be  duplicated  through  any  other 
source.  We  have  also  collected  as  high  as 
sixty  thousand  dollars  for  an  individual 
member.  We  refer  to  these  facts  only  to 
show  the  wide  scope  the  Association  covers. 

We  are  reluctant  to  state  that  in  our 
twenty-one  years  of  handling  professional 
credits  and  collections,  there  has  been  very 
little  increased  efficiency  on  the  doctor’s 
part  in  this  branch  of  his  business.  Pro- 
fessionally he  has  increased  by  leaps  and 
bounds,  while  his  credits  and  collections  re- 
main at  a standstill. 

The  great  loss  the  doctor  maintains 


through  bad  accounts  can  be  realized  when 
we  receive  for  collection  as  high  as  $1,400,- 
000.00  in  a year  from  the  professional  men  of 
Colorado.  This  comprises  about  70  per  cent 
of  the  medical  and  dental  profession  of  the 
State. 

The  average  amount  of  a doctor's  account 
received  for  collection  is  $34.00  during  nor- 
mal times.  This  has  decreased  in  the  past 
two  years  17  per  cent.  The  average  payment 
received  by  the  doctor  on  payment  plans 
was  $7.50  during  normal  times,  and  has  de- 
creased 40  per  cent  in  the  past  two  years. 
These  figures  cover  the  profession  as  a 
whole,  and  not  individually,  as  many  doctors 
maintain  a higher  figure,  and  many  a lower 
figure.  For  some  doctors  we  collect  as  high 
as  85  per  cent  of  the  accounts  received, 
while  on  others  only  5 per  cent.  This  de- 
pends on  many  things.  Unwise  credit  risks; 
incomplete  information;  accounts  held  dor- 
mant too  long,  and  the  doctor’s  ability. 

Accounts  that  are  six  months  old  reduce 
the  chance  to  50  per  cent  for  collection. 
Accounts  from  one  to  two  years  old,  60  per 
cent  are  not  located,  their  whereabouts  being 
unknown,  due  to  incomplete  information, 
which  stops  tracing  and  identification.  10 
per  cent  are  disputed  and  cannot  be  forced — 
30  per  cent  are  collected.  The  per  cent  col- 
lected depending  on  the  age  of  the  accounts 
when  listed,  the  collector's  ability,  and  the 
collection  rates  charged  for  the  service. 
Cheap  collection  rates  do  not  allow  enough 
margin  to  permit  going  after  tough  collec- 
tions, and  thus  many  accounts  are  side- 
tracked that  could  otherwise  be  collected. 

The  doctor  who  wants  the  best  possible 
return  on  his  accounts  allows  a fee  that  will 
permit  every  possible  step  being  taken  to 
procure  settlement.  You  get  just  what  you 
pay  for,  regardless. 

There  is  no  appreciable  difference  between 
the  practice  of  dentistry  or  medicine,  and 
modern  business,  insofar  as  credits  and  col- 
lections are  concerned.  Facts  are  facts  and 
should  be  faced.  Unwise  credit  risks  aver- 
age a big  loss  for  the  doctor.  You  should 
ask  for  a rating  on  each  new  patient  and 
obtain  full  information  on  him  before  ex- 
tending credit.  Do  not  delay  or  ask  for  your 
money  in  an  apologizing  manner.  You  won’t 
hurt  his  feelings  or  lose  his  business.  Let 
him  know  frankly,  courteously,  and  without 
hesitation  that  you  want  your  money  be- 
cause it  is  due.  He  will  respect  you  for  it. 
A person's  pride  will  make  him  go  to  some- 
one else  if  he  still  owes  you.  If  he  does 
come  to  you  and  still  owes  you,  he  is  the 
type  that  is  looking  for  something  for 
nothing. 

When  employing  a collector  to  liquidate 
your  stubborn  accounts,  remember  his  job 
is  to  sell  the  debtor  a receipt  for  something 
he  owes,  which  is  done  in  many  ways.  Col- 
lection is  salesmanship;  not  pressing  a 
debtor's  doorbell  and  asking  for  money. 

There  are  responsible  and  irresponsible 
collectors  and  collection  concerns,  the  same 
as  there  are  ethical  and  unethical  doctors, 
and  the  ethical  doctor  should  not  overlook 
one  of  the  first  laws  of  business,  that  of 
caution.  When  giving  your  accounts  to 
someone  for  collection,  it  is  not  all  gold 
that  glitters. 

Nothing  can  be  accomplished  without  co- 
operation, and  we,  as  a medium  in  credits 
and  collections,  are  glad  to  give  our  co- 
operation to  the  profession.  It  stands  each 
one  in  hand  during  these  times  to  cooper- 
ate fully.  Support  your  societies.  Your 
officers  work  hard  without  glory.  Get  to- 
gether— Cooperate. 
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G.  Christie,  and  Sister  M.  Ignatius,  all  of 
Denver;  Dr.  Herbert  A.  Black  and  Sister 
Cyril,  Pueblo;  Mr.  Guy  M.  Hanner,  Colo- 
rado Springs;  Dr.  H.  A.  Green,  Boulder; 
Miss  Irene  Murchison,  Secretary  of  the 
State  Board  of  Nurse  Examiners. 

* <4  <4 

Association  Discusses  Cost  of  Medical  Care 

The  program  of  the  quarterly  meeting  of 
the  Colorado  Hospital  Association  which 
was  held  at  Mercy  Hospital,  Denver,  March 
16,  was  given  over  to  the  discussion  of  the 
report  of  the  Committee  on  the  Costs  of 
Medical  Care. 

Dr.  C.  F.  Kemper  discussed  the  first  rec- 
ommendation, and  Dr.  Bramhall,  Professor 
from  the  Department  of  Political  Science 
of  the  University  of  Colorado,  discussed  the 
third  recommendation.  The  committee  felt 
that  these  two  were  the  most  debatable  rec- 
ommendations of  the  report,  and,  since  the 
time  for  discussion  was  limited,  it  was  re- 
stricted to  a consideration  of  them.  An  in- 
teresting discussion  on  the  part  of  the  mem- 
bers of  the  association  followed  the  presen- 
tation by  the  two  speakers. 

In  order  that  the  association  might  con- 
tinue the  study  started  at  this  meeting,  the 
report  was  referred  to  the  Committee  on 
Public  Education,  of  which  Mr.  John  E. 
Swanger,  of  the  Woodmen  Sanitarium, 
Woodmen,  Colorado,  is  chairman. 


State  Board  of  Nurse  Examiners  Holds 
Meeting  With  Hospitals  Operating 
Training  Schools 

On  Wednesday  afternoon,  March  15, 
The  State  Board  of  Nurse  Examiners  held 
its  annual  conference  with  representatives 
of  hospitals  in  the  state  maintaining  schools 
of  nursing. 

The  Committee  on  Standards  required  for 
admission  to  the  Colorado  Schools  of  Nurs- 
ing made  the  following  report: 

That  the  admission  into  the  Colorado  Schools 
of  Nursing  be  based  on  the  following: 

1.  English  (grammar,  composition,  litera- 


ture, etc.)  3 units 

Mathematics  (1  unit  algebra,  1 unit 

plane  geometry)  2 units 

History  (1  unit  may  be  in  civics) 2 units 

Language  other  than  English 2 units 
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(The  two  units  must  be  in  one  language) 

Science  (Chemistry  recommended) 2 units 

Electives  4 units 


2.  The  applicant’s  record  must  show  that  she 

has  attained  first  or  second  grades  (A  or  B)  in 
at  least  eight  units  (or  sixteen  half  units)  of  the 
subjects  specified  in  requirements.  In  the  remain- 
ing seven  units  of  subjects  prescribed  for  admis- 
sion, first,  second,  or  third  grades  (A,  B,  or  C) 
will  be  acceptable ; but  no  subject  in  which  the 
applicant  has  received  the  fourth  or  lowest  pass- 
ing grade  (D)  may  be  counted  in  the  total  of 
fifteen  units  required  for  admission.  Interpreta- 
tion of  grading  as  follows:  That  percentage 
grades  in  the  lowest  third  of  the  range  from  a 
given  passing  grade  to  100  per  cent  shall  be 
appraised  as  “C”  and  “D”  grades ; for  example, 
in  the  case  of  70  per  cent  shall  be  considered  as 
“C”  and  “D.”  “D”  grades  shall  be  considered  as 

the  lowest  third  of  the  range  of  combined  “C” 
and  “D”  grades. 

3.  After  January,  1934,  no  student  under  nine- 
teen years  of  age  will  be  recommended  for  admis- 
sion into  Schools  of  Nursing,  and  after  1937  no 
students  under  twenty  years  of  age. 

4.  Social  background  of  applicant  to  be  ob- 
tained and  considered. 

5.  Personal  interview  should  be  insisted  upon 
where  possible. 

The  Committee  also  recommended  that  a copy 
of  these  recommendations  be  sent  to  all  the  High 
Schools  in  the  State,  to  all  vocational  directors  of 
the  various  schools,  and  to  all  Public  Libraries, 
giving  an  opportunity  for  young  women  planning 
to  enter  the  profession  to  outline  their  course 
accordingly. 

EDITH  K.  JOHNSOjN, 

MARY  K.  SMITH, 

SISTER  CYRIL,  Chairman. 


The  report  of  the  committee,  after  a few 
minor  amendments  and  much  discussion, 
was  adopted. 

This  group  also  considered  the  matter  of 
appointing  from  the  Colorado  Hospital  As- 
sociation an  Advisory  Board  to  confer  with 
the  State  Board  of  Nurse  Examiners,  but  in 
view  of  the  anticipated  action  of  the  Colo- 
rado Hospital  Association  in  creating  a sec- 
tion of  Nursing  Education  it  was  felt  there 
was  no  need  for  such  an  Advisory  Commit- 
tee. The  members  present,  therefore,  ad- 
vised the  State  Board  that  they  did  not  think 
it  would  be  practical. 


Childrens  Hospital  May  Discontinue 
Pediatric  Affiliation 

On  Thursday,  March  16,  representatives 
from  all  hospitals  within  the  state,  now  oper- 
ating training  schools,  assembled  in  the  au- 
ditorium of  Tammen  Hall  to  discuss  the 
problem  of  extending  the  affiliation  in  pe- 
diatrics at  The  Children’s  Hospital  from  a 


SUPPORT  YOUR  ADVERTISERS 


April,  1933 


Fifteen 


GotwXutiS 


FLORAL  SHOP 


1064  South  Gaylord 


Phone  PEarl  0622 


We  Deliver  Flowers 
for  Every  Occasion 


Whose  Birthday  or  Anniversary  Is  Today? 

Tear  out  this  coupon  and  mail  or  phone 

-MiiiiiiiiiiiiiiiiiiiiiiiiHiniiiiiiiiiiiiiiimiiiiimiii'iiiiiHMiiiiiimmiiiiiriiiiiiiiiiiiiiiiiiiiiimiiiiiiiiiiiiiiiiiiiiimmiiiiiiiiimimiiiiiiiiiiiiiiiiiiiiiiiiiimiiimiiiiii’. 

| Deliver  to — 

1 Name  I 


1 Address  

] Time  

Charge  to — 

Name  

| Address  

1 Amount  $ 


Card 

Cut  Flowers  - 
Potted  Plants 

Basket 

Spray 

Corsage 


DOCTORS,  WE  SOLICIT  YOUR  PATRONAGE 


Quality  Candies 


Guaranteed 
100  per  Cent  Pure 


For  ten  years  we  have  made  chocolate  candies  and  bon  bons  for 
the  most  particular  patronage  in  Denver,  including  the  medical 
profession. 

In  boxes  of  one  pound  and  upwards  at  the  store,  seventy-five 
cents  the  pound.  By  mail,  properly  packed,  $1.00  per  pound. 


2822-24  E. 
Colfax 


FLORENCE  CANDIES 


YOrk  9519 
Denver 


' J^’HE  importance  of  fresh,  clean, 
pasteurized  milk  in  the  diet  of 
children  is  recognized  by  the  medical 
profession.  We  believe  Frink’s  milk 
fills  every  requirement  of  the  dis- 
criminating physician. 

You  are  invited  to  visit  our  plant 
and  learn  more  of  our  testing  and 
inspection  methods.  The  sani- 
tary and  hygienic  precautions 
will  meet  with  your  approval. 


Carlson-Frink  Co. 

MAIN  0111  1230  13TH  ST. 


MENTION  COLORADO  MEDICINE 


Sixteen 


Colorado  Medicine 


JUS 

Small  Animal 

Im  Hospital 

ill 

IP ■ Expert  animal  surgery 

Hn  made  possible  by  mod- 

W’  ern  equipment. 

DR. 

H.  G.  WEIGAND 

DR. 

M.  E.  SPRATLIN 

2750  South  Broadway  Plione  SPruce  0391 

Denver 

COAL  or  GAS 
FURNACES 

REPAIRING 

INSTALLING 

CLEANING 

Friendly  service  always 
at  a price  you  are  glad 
to  pay. 


tltiW  "KISS' 


W.  F.  HIND 

1130  LIPAN  ST.,  DEN  VER  KEystone  2631 


JOSEPH  KATONA 

Nine  Years  Forman  at  Jonas  Bros. 


Artistic 

Taxidermist 

and  FURRIER 

First  Class  Work  at 
Moderate  Prices 

<>--  Santa  Fe  Drive 
Denver,  Colo. 


Mail  Orders  Personally  Attended  To 


m 


— €ngm\)ing(jb.  “ 

Illustrators  ~'-^Desi^ners 
Photo  Retouchers^Engravers 
Tabor  6244 

22oo  Arapahoe  St. 
DENVER 


three  to  a six  months  period,  effective  June 
15,  1933. 

The  decision  on  the  part  of  The  Chil- 
dren's Hospital  Association  to  consider  only 
a six  months  term  of  affiliation  is  the  result 
of  many  years’  experience  with  this  course 
and  presents  an  important  problem  to  other 
hospitals  throughout  the  state  as  the  Colo- 
rado State  Board  of  Nurse  Examiners  re- 
quires a minimum  of  three  months'  pediatric 
affiliation. 

A question  that  naturally  arises  in  this 
connection  is:  “In  event  The  Children's 
Hospital  discontinues  the  privilege  of  affil- 
iation because  of  an  insufficient  number  of 
schools  desiring  to  consider  the  six  months 
course,  where  can  proper  affiliation  be  se- 
cured for  our  Colorado  hospitals? " On  the 
other  hand,  if  all  schools  agreed  to  accept 
the  six  months'  course  of  affiliation.  Chil- 
dren’s Hospital  would  be  unable  to  accom- 
modate all  of  the  students  requiring  pediat- 
ric training.  The  solution  to  this  problem 
may  be  a six  months’  elective  course  in 
pediatrics  at  the  close  of  the  three  years’ 
course  of  training.  This  is  an  important 
matter  and  should  be  given  serious  thought 
and  consideration  by  all  hospitals  operating 
training  schools. 

The  decision  on  the  part  of  The  Children  s 
Hospital  as  to  whether  or  not  a six  months 
course  of  affiliation  will  be  adopted  depends 
on  the  number  of  schools  wishing  to  accept 
such  a course  and  will  be  left  open  until 
April  15. 

JOHN  E.  SWANGER  APPOINTED  NATIONAL 
HOSPITAL  DAY  CHAIRMAN  FOR  COLORADO 


The  President  of  the  Colorado  Hospital  Associa- 
tion announces  the  appointment  of  Mr.  John  E. 
Swanger  of  the  Modern  Woodmen  Sanitarium, 
Woodmen,  Colorado,  as  Chairman  for  National 
Hospital  Day. 

SOCIAL  INSURANCE* 
Conclusion 

The  purpose  of  this  series  of  articles  on 
Social  Insurance  has  been  to  arouse  the  rank 
and  file  of  the  medical  and  dental  profes- 
sions and,  through  them  if  possible,  the  gen- 
eral public,  to  an  impending  danger,  and  to 

♦Concluding  article  of  the  series,  by  Dr.  Ed- 
ward H.  Ochsner. 
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Insufficient  milk  is  bj  far  the  most  serious  failing  in  children's 
diets.  This  is  due,  no  doubt,  to  the  fact  that  so  many  young- 
sters dislike  milk  and  refuse  to  drink  it.  More  and  more  phy- 
sicians are  meeting  this  problem  by  prescribing  Cocomalt  — 
which  is  as  alluring  as  chocolate  soda  to  children. 

Prepared  as  directed,  Cocomalt  adds  110  extra  calories  to 
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ATTENTION! 

To  the  Healthy  men  of  Denver  I Say: 
The  two  best  friends  a man  has 
when  very  sick  are  a skillful 
physician  and  a life  insurance 
policy.  The  funny  thing  about 
being  sick  is,  one  wishes  he  owed 
less  and  had  more  life  insurance. 

To  the  Quiet  Men  I Say: 

The  greatest  things  that  need  be 
said  require  no  emphasis.  Men 
die  too  soon  or  live  too  long.  I 
write  life  insurance. 


GEORGE  W.  MATTSON 

“Buy  Life  Insurance  and  Make  Busi- 
ness Better,  Now  and  Later, 
for  Everybody!” 

201  Republic  Bldg.  Keystone  6495 


Nature 
Made  It! 


ORIGINAL 

MANITOU 

Sparkling 
Water 

IN  ACIDOSIS 

It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  1.  e.,  cal- 
cium and  magnesium  bi- 
carbonates and  bicarbo- 
nate and  potassium  sul- 
phate. 

The 

Manitou  Mineral  Water  Go. 

Manitou,  Colorado 


Medicine 

dispel  a number  of  quite  generally  held  false 
opinions. 

The  first  of  these  is  the  very  commonly 
held  belief  that  the  moment  a professional 
man  assumes  a title  and  a government  posi- 
tion he  knows  more  and  becomes  more  ef- 
ficient than  he  ever  was  before,  while  the 
contrary  is  more  offen  the*  case  because  of 
the  enervating  effect  of  red  tape  and  paper 
work.  The  second  common  error  is  that  by 
some  magic  Compulsory  Health  Insurance 
is  going  to  escape  the  favoritism,  nepotism, 
graft,  and  in  fact  all  of  the  evils  of  politics. 
This  is  a delusion  with  which  reformers  and 
the  intelligentsia  in  general  are  commonly  af- 
flicted. The  practical  man  of  affairs  and 
particularly  the  seasoned  politician,  does  not 
fall  into  this  error.  Some  time  ago,  during 
a heart  to  heart  conference  a practical  poli- 
tician said  what  he  really  felt  and  knew  to 
be  true.  He  said  in  substance  that  we  must 
remember  that  “we  have  government  by  poli- 
tics, and  you  and  I or  all  of  us  with  a hun- 
dred thousand  others  cannot  change  this  sit- 
uation. I do  not  care  whether  you  remove 
the  control  from  the  city  to  the  state  or  to 
the  federal  government,  it  will  still  be  con- 
trolled by  politics." 

The  third  common  error  again  held  par- 
ticularly by  the  reformers  and  intelligentsia 
is  that  statisticians  and  economists  can  solve 
this  problem  unaided.  Desirable,  valuable 
and  even  necessary  to  a complete  under- 
standing of  the  problem  as  a study  by  compe- 
tent economists  is,  there  is  one  very  impor- 
tant fact  which  many  who  have  made  a study 
of  the  problem  do  not  seem  to  be  able  to 
realize — namely,  that  in  a matter  where  per-  i 
sonal  relation  is  such  an  important  element 
as  in  the  practice  of  medicine  and  dentistry 
the  ordinary  formulae  employed  by  econo- 
mists do  not  and  cannot  apply.  Personal  re- 
lations cannot  be  measured  by  any  mathe- 
matical formula  devised.  It  is  too  elusive  a 
factor  to  be  measured  by  monetary  or  any 
other  standards,  and  yet  of  all  the  factors  it 
is  by  all  odds  the  most  important.  Only  the 
individual  who  has  had  an  extensive  expe- 
rience in  the  practice  of  medicine  or  dentistry 
or  the  one  who  has  had  a long  and  serious 


SUPPORT  YOUR  ADVERTISERS 


April,  1933 


Nineteen 


I am  pleased  to  announce  the 
opening  of  Bennett’s  Coffee 
Shop  at  308  Seventeenth  St., 
opposite  the  Brown  Palace  Ho- 
tel. We  will  serve  good,  whole- 
some food  at  a popular  price.  We 
are  equipped  to  give  courteous 
oe  Lunch  Counter  (which  is  an 
added  feature)  or  booth  service.  It  makes  no  difference,  a sandwich  or  a com- 
plete dinner,  5 cents  or  50  cents,  we  welcome  an  opportunity  to  be  of  service. 
Open  from  6 a.  m.  until  2 a.  m.  daily.  You  will  find  a new  up-to-the-minute, 
private  telephone  booth  to  get  your  calls.  KE.  9298. 

Yours  very  truly, 

Formerly  Rippeteau’s  Breakfast  Shop  WILLIAM  J.  BENNETT. 


smV  m'*  S GCLf SCHOOL 

Offers  the  privacy  of  a properly  equipped  indoor  school  combined  with  the  instruc- 
tion of  an  international  golf  authority  who  has  served  in  the  capacity  of  professional 
to  some  of  the  largest  and  most  exclusive  country  clubs  in  both  this  country  and 
abroad.  Just  a little  of  your  time  at  your  convenience  and  a most  insignificant 
expense  will  enable  you  to  play  better  golf. 

SIXTEENTH  ST.  G.  RALPH  SMITH  TAbo/ 2752 


OFFICE  OF  COLORADO  MEDICINE 

537  REPUBLIC  BLDG. 

DENVER, COLORADO 


Charles  A.  Lindwall, 

1902  E.  Sixteenth  Ave,  Denver. 

Dear  Sir: 

We  believe  there  is  room  in  Colorado  Medicine  for  the  advertisement  of  a reliable  Plumber, 
as  the  medical  profession  is  interested  in  the  advance  of  sanitary  plumbing-.  We  would  be 
glad  to  have  your  announcement  each  month  and  will  of  course  extend  any  cooperation  that 
is  within  the  confines  of  good  business  ethics.  Sample  copy  is  herewith  enclosed. 

Yours  truly, 

COLORADO  MEDICINE, 

Colorado  Medicine,  By  Harvery  T.  Sethman,  Business  Manager. 

Denver,  Colo. 

Gentlemen : 

For  several  years  I have  attended  to  the  plumbing  requirements  of  a large  number  of 
Denver  physicians.  I am  glad  to  avail  myself  of  this  opportunity  to  keep  in  touch  with  your 
readers.  Sanitary  and  scientific  plumbing  for  particular  people  is  my  aim. 

Respectfully, 

CHARLES  A.  LINDWALL. 


No  Gold  Brick  Salesmen  Admitted 

READERS  of  Colorado  Medicine  have  a right  to  trust  the  advertisements  as  much 
as  the  editorials  and  news. 

Therefore,  we  carefully  investigate  the  firms  before  we  make  contracts  with  them.  We 
do  not  accept  advertisements  of  medicinal  products  not  approved  by  the  Council  on 
Pharmacy  and  Chemistry  of  the  American  Medical  Association.  We  do  not  print  adver- 
tisements of  any  nature  that  are  not  believed  to  be  entirely  reliable. 

Every  reader  may  safely  say:  “I  saw  it  advertised  in  Colorado  Medicine  so  I can  safely 
purchase  and  prescribe  It.” 

A lumberman  who  bought  a “gold”  brick  prided  himself  on  the  fact  that  he  never  read 
newspapers.  Read  our  advertisements  and  DON’T  buy  “gold”  bricks. 
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Colorado  Medicine 


Would  You  Pay  $50.00  per 
Month  for  Approximately 
11  Years  in  Order  to  Re- 
ceive $50.00  per  Month  the 
Rest  of  Your  Life  and  Still 
Have  $10,000.00  Payable  to 
Your  Estate? 

Empire  Savings  have  a plan  that 
will  do  this.  It  can  be  adjusted 
to  any  amount.  Let  our  represent- 
ative help  you  select  the  plan 
you  want. 


EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A permanent  guarantee  capital  ass’n 
Under  State  Supervision 


Solving  an  old,  old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDS0R-MEAD0W  GOLD 

MAin  5131 


illness  seems  to  be  able  to  evaluate  properly 
this  phase  of  the  problem.  Then  again  the 
lack  of  medical  knowledge  by  economists 
makes  it  impossible  for  them  to  appraise  the 
difference  between  the  personal  individual 
care  of  the  patient  by  the  private  physician 
and  the  more  or  less  impersonal  mechanical 
care  of  the  panel  or  Krankenkasse  physician, 
nor  are  they  so  situated  as  to  have  access  to 
individual  patients  and  even  if  they  had,  they 
lack  the  training  to  know  which  is  giving 
the  better  treatment.  From  the  foregoing  it 
must  be  evident  that  this  type  of  study  and 
investigation  has  its  limitations  in  cases 
where  the  personal  element  enters  intimately 
with  a social  or  economic  problem,  and  if 
too  much  dependence  is  put  upon  it,  wrong 
conclusions  are  bound  to  be  reached,  or  to 
reinstate  this  point  a little  more  concisely, 
let  us  say  that  statistics  have  their  value  and 
their  limitations.  The  more  personal  the 
matters  under  investigation  the  less  their 
value  and  the  greater  their  limitations.  One 
writer  has  expressed  this  idea  very  well  in 
the  following  words:  “There  is  real  danger 
that  the  economist,  lost  in  the  abundance  of 
his  researches,  finally  overlooks  the  plain  and 
easy  road  that  lies  directly  before  him." 

Probably  the  most  common  error  is  the 
belief  that  Social  Insurance  will  abolish  pov- 
erty. To  the  contrary,  it  is  at  best  only  a 
palliative  and,  like  all  palliatives,  if  employed 
for  any  considerable  period  of  time  always 
leaves  conditions  worse  than  when  first  em- 
ployed. Another  common  error  quite  gen- 
erally made  by  the  more  sensitive  and  emo- 
tional is  to  believe  that  the  receiving  of  char- 
ity is  of  all  things  possible  the  most  degrad- 
ing. Serious  as  the  accepting  of  charity  is 
to  the  character  of  the  intelligent  and  sensi- 
tive, there  are  many  other  things  even  worse, 
and  one  of  these  is  the  quite  general  prac- 
tice of  malingering  which  Compulsory 
Health  Insurance  and  the  dole  encourage 
and  foster  among  the  workers  of  a nation. 
There  is  this  fundamental  and  very  impor- 
tant difference  between  accepting  charity 
and  a health  insurance  stipend — the  former 
is  still  considered  somewhat  of  a disgrace, 
(Continued  on  Page  26) 
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FIRE 

ACCIDENT 

HEALTH 

Horace  W.  Bennett  & Co. 

MEMBER 

/->OF  THE/Ss\ 

LIFE 

REAL  ESTATE 

LIABILITY 

©NATIONALfD 

RENT 

BOILER 

INVESTMENTS  and  INSURANCE 

association! 

PLATE  GLASS 
BURGLARY 

ED 

\ INSURANCE/ 
\AGENTS/ 

COMPENSATION 

JEWELRY 

210  TABOR  BUILDING 

FURS 

D E N V E It 

AUTOMOBILE 

Phone  TAbor  1271 

Liability 

Theft 

Fire 

Collision 

FRANK  ENGLAND. 

Jit.,  Manager 

Property  Damage 

Insurance  Dep: 

irtineiit 

Particular  Cleanliness 

THE  BROADWAY  CREAMERY 

QUALITY  BUTTER 
CREAMY  COTTAGE  CHEESE 

TWO  CONVENIENT  STORES 

1555  Arapahoe  66  So.  Broadway 


Mattresses  and  Feathers  Sterilized, 
Remade  Like  New 

We  have  the  only  sterilizer  in  the  West,  approved  by 
the  Medical  Profession 

Carpet  Cleaners  That  Clean 
Compressed  Air  and  Shampoo 

J.  T.  UPTON  RENOVATING  CO. 

W.  H.  Upton,  President 

765  Tejon  St.  TAbor  5223  Denver,  Colo. 


MENTION  COLORADO  MEDICINE 


T wenty-Six 


Colorado  Medicine 


DIAMONDS 

WATCHES 

JEWELRY 

A complete  assortment  of  quality 
merchandise  at  very  moderate  prices. 

Phone  your  requirements  and  we  will 
gladly  send  anything  from  our  stock 
to  your  office  for  your  examination. 


Jog.  #oalgtone 

W.  E.  LeFaivre,  Jr.,  Manager 

JEWELER 

Formerly  Charles  J.  Doersam  Jewelry  Co. 

TAbor  3782  405  16th  St.  Denver 


TREMONT 

DRUG  COMPANY 

George  W.  Card,  Prop. 

Corner  Seventeenth  and  Tremont 
Opposite  Brown  Palace  Hotel 

OPEN  ALL  NIGHT 

Phone  KEystone  4770 
Night  and  Day  Delivery  Service 

Prescriptions 
Pharmaceuticals 
Proprietary  Articles 

DENVER’S  ONLY  ALL  NIGHT 
DRUG  STORE 

We  Never  Close 

Donald  Elliott,  Night  Pharmacist 


SOCIAL  INSURANCE 

(Continued  from  Page  20) 

while  to  get  the  latter,  even  though  subter- 
fuge is  considered  highly  respectable  and 
clever. 

There  are  two  questions  that  the  Com- 
pulsory Health  Insurance  proponents  have 
never  answered  in  spite  of  the  fact  that  they 
have  offered  innumerable  alibi  that  do  “not 
alibi’’  and  endless  explanations  that  do  not 
explain.  First,  why  if  Compulsory  Health 
Insurance  improves  the  health  of  a nation, 
as  claimed  by  its  proponents,  is  the  death 
rate  no  lower  in  those  countries  that  enjoy 
this  “great  blessing’’  than  in  those  countries 
not  so  blessed?  And,  second,  why  shortly 
after  and  since  the  introduction  of  Compul- 
sory Health  Insurance  have  the  number  of 
days  lost  by  the  workers  per  annum  steadily 
increased?  The  answer  to  the  first  question 
is  that  it  does  not  improve  the  general  health 
of  the  people,  and  the  answer  to  the  second 
is  that  among  a very  large  per  cent  of  the 
working  population  it  substitutes  for  THE 
WILL  TO  GET  WELL  AND  THE  WILL 
TO  WORK,  THE  WILL  TO  STAY 
SICK  AND  THE  WILL  TO  LOAF. 

Personally  I am  quite  satisfied  that  Ger- 
many and  England  should  make  their  experi- 
ments in  Social  Insurance  and  Russia  her  ex- 
periment in  State  Medicine,  but  I am  happy 
that  these  experiments  are  being  made  three 
or  four  thousand  miles  respectively  from  our 
shores.  I am  firmly  convinced  that  if  we  can 
stave  off  these  schemes  for  another  ten  years 
we  will  be  spared  them,  because  they  will 
prove  so  harmful  to  medical  practice  and 
medical  progress  and  so  destructive  to  na- 
tional character  that  we  will  escape  their 
blight.  Time  will  demonstrate  that  they  are 
fundamentally  wrong,  a backward  step  in 
civilization. 

Human  progress  in  most  lines  has  always 
been  very  largely  the  result  of  unhampered 
personal  endeavor  and  rarely,  if  ever,  the  re- 
sult of  governmental  action  primarily.  Will 
we  never  be  able  to  learn  from  experience, 
and  must  there  always  be  recurrent  periods 
of  halt  and  even  retrogression  in  human 
progress? 
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DOCTOR'  PHOTOGRAPHIC  ART 

I V/Iv.  is  THE  ideal  gift 


It  is  personal — 
individual — 

IS  THE  IDEAL  GIFT  sincere. 

The  cost  is  in  keeping  with  the  times.  The  work  is  what  you  would  expect  from  the  fore- 


MAin  5710 


most  studio  of  the  Rocky  Mountain  section. 

e.  ALLEN  LAINSCN  STUDIOS 


DENVER 


BROWN  PALACE  HOTEL 


POSTGRADUATE  COURSE 


LABORATORY  COURSE 


For  Graudates  in  Medicine  For  Nurses  and  Graduates  of  High  School 

Eye,  Ear,  Nose  and  Throat  Classes  Limited  to  Six 

A House  Doctor  Is  Appointed  X-ray,  Basal  Metabolism,  Electrocardiography 

July  1st  and  January  1st  and  Physical  Therapy 

150  clinical  patients  daily  provide  material  for  classes.  Positions  with  attractive  salaries  in 
hospitals  and  with  group  doctors  await  qualified  Technicians. 

For  particulars  regarding  either  course  write 

CHICAGO  EYE,  EAR,  NOSE  AND  THROAT  HOSPITAL,  331  W.  Washington  St.,  Chicago,  Illinois 


TAbor  2838 


Your  Time  Is  Valuable 


Let  us  run  your  errands — Every  call  a special. 
Our  rates  will  please  you. 


MESSENGER  SERVICE,  Inc. 

Harvey  Pugh,  Prop.  619  19th  St. 


MAin  7318  Rosella  Wiley 

We 

THERAPEUTIC 
BATH  INSTITUTE 


We  Cooperate  with  the  Medical 
Profession 


621  19th  ST.  DENVER 


Meeker  fame 

# * # 

A Home  and  School  for 
Sub-Normal  Children 
and  Cripples 

# # # 

Care  and  instruction  exchanged  for 
groceries,  dry  goods  or  coal. 

LYDIA  G.  MEEKER,  Director 
5187  Lowell  Blvd.  GAllup  4849 

Denver 
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Colorado  Medicine 


Seven  years’  use 

has  demonstrated  the 
value  of 

The  Surgical  Solution 

MERCUROCHROME,  H.  W.  & D. 

in 

PREOPERATIVE  SKIN  DISINFECTION 


This  preparation  contains  2%  Mer- 
curochrome  in  aqueous-alcohol-ace- 
tone  solution  and  has  the  advantages 
that : 

Application  is  not  painful. 

It  dries  quickly. 

The  color  is  due  to  Mercurochrome 
and  shows  how  thoroughly  this  anti- 
septic agent  has  been  applied. 

Stock  solutions  do  not  deteriorate. 

Now  available  in  4,  8 and  16  oz.  bottles 
and  in  special  bulk  package  for  hospitals. 
Literature  on  request 

HYNSON,  WESTCOTT  & DUNNING,  INC. 

BALTIMORE,  MARYLAND 


Cooperating  with  the 
Ethical  Medical  Profession 


Colorado 

Artificial 

Limb 

Company, 

Inc. 


Suite  49  Good  Block 
Phone  MAin  2866 
1557  Larimer  St. 
Denver,  Colo. 


American  medicine  and  dentistry  stand 
today  at  the  threshold  of  their  greatest  op- 
portunities and  beside  the  abyss  of  their 
greatest  dangers;  the  former  because  of  their 
marvelous  advances  in  the  recent  past,  the 
latter  because  they  are  being  pestered  and 
annoyed  by  a small  but  vociferous  group  of 
misinformed,  uninformed,  unwise  and  in  a 
few  instances  self-seeking,  selfish,  self-ap- 
pointed lay  advisers.  There  are  troubled 
times  for  these  two  allied  professions;  the 
men  who  stand  firm  now  will  deserve  the 
gratitude  of  future  generations  of  men  and 
women. 


- — - - 

IMMATERIA  MEDICA 

- 

The  widow  deliberated  a long  time  before  she 
decided  what  inscription  to  have  on  her  husband’s 
grave.  Finally  she  decided  upon  this ; 

“The  light  of  my  life  has  gone  out.” 

This  proved  quite  satisfactory  for  a time,  but 
the  widow  fell  in  love  again  and  wanted  the  in- 
scription changed  so  that  the  sentiment  would 
be  true.  She  had  this  phase  added : “The  light 
of  my  life  has  gone  out — but  I have  struck  anoth- 
er match.” 

* * * 

A merchant  was  told  that  he  had  but  a few 
days  to  live.  He  summoned  his  attorney  and  in- 
structed: “Make  my  will  so  my  overdraft  at  the 
bank  goes  to  my  wife — she  can  explain  it — my 
equity  in  my  car  to  my  son — he  will  have  to  go 
to  work  to  keep  up  the  payments — give  my  good 
will  to  the  supply  houses — they  took  some  awful 
chances  on  me  and  are  entitled  to  something — My 
equipment  you  can  give  to  the  junkman — he  has 
had  his  eye  on  it  for  several  years- — I want  six 
of  my  creditors  for  pallbearers — they  have  ca:v 
ried  me  so  long,  they  might  as  well  finish  the 
job.” 

* * * 

A Scotchman  lay  dying  in  a London  hospital 
and  the  doctor  told  the  nurse  to  give  him  any- 
thing he  wanted.  She  asked  him  what  he  would 
like  and  he  said;  “I  wad  like  to  hear  the  bag- 
pipes afore  I dee.”  A piper  visited  the  ward  and 
played  a tune.  The  Scotchman  recovered  but 
all  the  other  patients  died. 

* * * 

“I  never  knew  until  I bought  a car,”  said  the 
clergyman,  “that  profanity  was  so  prevalent.” 

“Why,  do  you  hear  so  much  of  it  on  the  road 
sir?”  asked  one  of  his  parishioners. 

“Dear  me,  yes!”  replied  the  clergyman.  “Near- 
ly everyone  I bump  into  swears  dreadfully.” 

* * * 

Teacher:  “What  cow  is  best  known  for  the 

amount  of  milk  it  gives?” 

Johnny : “Magnesia.” 

Teacher:  Magnesia?” 

Johnny:  “Yessum,  all  the  drug  stores  sell  milk 
from  magnesia.” 


SUPPORT  YOUR  ADVERTISERS 


April,  1933 


Tiventy-Nine 


PAINTING  and  PAPERHANGING 

Interior  Decorating,  Interior  and  Exterior  Painting,  Varnish- 
ing of  all  kinds,  Paper  Cleaning  and  Wall  Washing — Wall 
Paper  removed  by  the  latest  steam  process.  Electric  system 
of  Floor  Cleaning,  Scrubbing,  Waxing,  Polishing.  Spray 
Painting. 

GEO.  C.  BERGMAN  DECORATING  CO. 

1953  Pennsylvania  Street  TAbor  2*909 


TAbor  1830 


1534  COURT  PL. 


STURGEON  ELECTRIC  CO. 


$i 


REPAIRING 


D.  D.  (DAVE)  STURGEON 

for  your  old  coffee  pot  on  the  pur- 
chase of  new  Silex  Coffee  Maker. 

APPLIANCES 


LAMPS 


W.T.  ROCHE 

Ambulance  Service  Co. 


The  organization  which  gave  Denver  and 
vicinity  its  first  real  ambulance  service. 

For  eleven  years  we  have  maintained  serv- 
ice and  confidence  of  our  patrons. 

We  will  continue  to  do  our  utmost  to  earn 
your  approval  and  patronage. 


YOrk  0900  YOrk  0901 


18th  at  Gilpin 


SANITARY  SPECIALTIES  COMPANY 

2819-21  Larimer  St.  Manufacturers  and  Jobbers  DENVER,  COLORADO 


OBSTETRIC  NAPKINS 
CRESOLIS  COMPOSITUS 
DEODORANTS 
FLOOR  WAXES 


NEUTRAL  CLEANING  SOAPS 
INFANT’S  LIQUID  SOAP 
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THE  BARBER 

Who  Makes  Your  Patient  Smile 

I will  go  to  the  home  or  the  hospital 
promptly.  Accommodating  your  invalid 
or  bed  ridden  patient.  Prices  very  rea- 
sonable. Complete  service. 

f.  C.  L.  SCHMID 

SANITARY  BARBER  SHOP 
1205  E.  13th  AVE.  YOrk  2307-W 


24-HOUR  SERVICE 

AMBULANCE  and 

PULMOTOR  SERVICE 

DAY  AND  NIGHT  PHONE 

Main  830 

John  E.  Wylie,  Mgr. 

112  Exchange  Place,  Colo.  Springs,  Colo. 
Packard  Invalid  Sedan 
Regular  Equipped  Ambulance 


The  DOCTOR’S  CAR 

Is  Given  Special  Attention 

SHIRLEY  GARAGE,  Inc. 

1637  Lincoln  St.,  Denver  TAbor  5911 

DAY  STORAGE  $5  PER  MONTH 
Wash  Given  with  First  Month’s  Storage 

Close  to  All  Medical  Buildings 

Day  and  Night  Service 
Oiling  and  Greasing,  Tire  and  Battery 
Storage  and  Washing 


“Say  it  with  flowers” 

Park  Floral  Co. 


Phones  M.  1713-1714  1643  Broadway 


Prison  Guard:  “Ten  prisoners  have  broken 
out.” 

Warden:  “Have  you  sounded  the  alarm?” 

Prison  Guard : "No,  I got  the  doctor.  I think 
it's  smallpox.” 

5*i  Jj£ 

Medical  science  has  reduced  our  death  rate  50 
per  cent  since  1900.  Now  that  we  all  may  ex- 
pect to  live  longer,  it  would  be  nice  if  someone 
would  do  something  about  what  on. — Judge. 

* * * 

Wife:  “I'm  afraid  the  mountain  air  would  dis- 

agree with  me.” 

Hubby : “My  dear,  it  wouldn't  dare.” 

* * * 

Preacher : “Breddern,  we  must  do  something 

to  remedy  de  status  quo.” 

Member:  “Brudder  Jones,  what  am  de  status 
quo?” 

Preacher:  “Dat,  my  brudder,  am  Latin  for  de 
mess  we’s  in.” 

* * * 

Father:  “Troubled  with  dyspepsia  in  school 

today?  Why,  that’s  a strange  thing  for  a boy 
to  have.” 

Johnny:  “I  didn't  have  it;  I had  to  spell  it.” 

* * * 

Voice  over  the  phone:  “Alice  says  she  isn't  in. 
Is  there  any  message?” 

Other  end  of  the  line:  “Yes;  tell  her  that  Sam 
didn’t  ring  her  up.” 

* * * 

Counsel : “Is  it  true  that  there  are  traces  of 
insanity  in  your  family?” 

Witness  : “Very  likely.” 

Counsel:  "On  what  do  you  base  your  state- 
ment?” 

Witness : “My  grandfather,  who  was  studying 
for  the  ministry,  gave  it  up  to  become  a lawyer." 

* * * 

Doctor:  “How  often  does  the  pain  come  on?” 

Patient ; “Every  five  minutes.” 

Doctor:  “And  lasts  ” 

Patient:  “Well,  a quarter  of  an  hour,  at  least." 

* * # 

The  haughty  Englishman  was  endeavoring  to 
impress  the  importance  of  his  family  upon  his 
guide  in  the  Highlands. 

“My  ancestors,”  he  exclaimed  with  a theatrical 
gesture,  “have  had  the  right  to  bear  arms  for  the 
last  three  hundred  years.” 

“Hoot,  mon,”  cried  the  Scot,  “my  ancestors 
have  the  right  to  bare  legs  for  the  last  2,000 
years.” 


The  Sophie  A.  Nordhoff-Jung  Cancer 
Prize 

The  Dr.  Sophie  A.  Nordhoff-Jung  Can- 
cer Prize  for  the  best  work  in  the  field  of 
research  in  recent  years  has  been  awarded 
to  Professor  Max  Askanazy,  of  the  Univer- 
sity of  Geneva,  in  recognition  of  his  experi- 
mental research  work  and  his  critical  pres- 
entation of  larger  general  problems  in  the 
same  field.  The  commission  of  award  was 
composed  of  Professors  Borst,  Doederlein, 
von  Romberg  and  Sauerbruch. — (Science, 
January  13,  1933.) 
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The  Way  of 
Health  Insurance  * 


T TNDOUBTEDLY  our  best  compilation 
of  facts  upon  the  subject  of  health  or 
sickness  insurance  (the  terms  are  inter- 
changeable) is  in  the  book  “The  Way  of 
Health  Insurance,  by  A.  M.  Simons  and 
Nathan  Sinai.  In  view  of  the  extensive  de- 
tail therein,  it  is  our  purpose  to  discuss  the 
book  and  draw  a few  conclusions — inas- 
much as  these  items  will  define  the  subject, 
delineate  its  principles  as  demonstrated  par- 
ticularly in  various  foreign  nations,  and  in- 
troduce the  question,  “Should  the  United 
States  adopt  compulsory  health  insurance 
for  the  protection  of  its  low-income  classes?’ 


Let  us  first  differentiate  health  insurance 
from  social  insurance.  The  latter  is  the 
broader  term;  it  includes  unemployment  in- 
surance, widow’s  pensions,  old  age  pensions, 
the  dole.  The  term  health  or  sickness  insur- 
ance is,  therefore,  a subdivision  of  social  in- 
surance. 

The  majority  of  us  visualize  health  insur- 
ance as  a quicksand,  inexorably  stifling  pro- 
fessional individualism,  initiative,  and  pride. 
Thus  has  been  prevented  a calm  discussion 
of  the  subject  and  created  a directionless 
flight  from  the  fearful  fate.  Others  see  it 
as  a panacea  for  our  unsatisfactory  eco- 
nomic situation. 

Health  insurance  is  a method  of  distrib- 
uting the  burden  of  sickness  among  the 
lower-paid  strata  of  society.  Continued  con- 
tributions of  the  insured  plus  those  of  em- 


♦I’resented  by  the  Editor  before  the  Medical 
Economics  Conference  of  the  Denver  County 
Medical  Society,  April  30,  1933. 


ployers  and  the  state  are  accumulated  and 
distributed  to  the  sick  either  in  cash  or  serv- 
ice, or  both.  It  is  not  state  medicine,  since 
the  professional  men  involved  are  not  gov- 
ernment employees;  administration  is  not 
by  government  officials;  and  its  main  sup- 
port is  not  through  taxation.  The  sick  in- 
dividual is  relieved  of  loss  of  earnings  and 
cost  of  medical  care  without  crushing  the 
many.  The  scheme  has  been  adapted  in 
some  form  by  the  majority  of  modern  na- 
tions. The  proportions  of  the  funds  sup- 
plied by  individual,  employer,  and  state  vary 
widely.  Though  governmental  power  is 
used  to  enforce  collections  of  contributions, 
few  governments  undertake  their  care  and 
distribution.  This  phase  is  more  often  the 
work  of  self-governing  organizations  of  the 
insured.  The  cash  benefit  is  usually  a per- 
centage, also  variable,  of  the  previous  wage. 
Aside  from  the  standard  regulations,  nearly 
every  system  has  numerous  provisions  for 
additional  benefits.  Such  may  be  family, 
dental,  ophthalomological,  convalescent,  and 
special  services. 

The  physicians  or  dentists  receive  re- 
muneration through  one  of  the  following 
means:  Payment  may  be  made  for  each 

“medical  act " on  the  basis  of  an  adopted  fee 
schedule;  a “capitation  fee  may  provide  a 
certain  sum  per  year  per  member  for  cer- 
tain services;  the  professional  man  may  re- 
ceive a definite  salary  upon  either  a part- 
time  or  a full-time  basis.  One  or  more  of 
these  methods  may  obtain  in  one  country. 

The  so-called  “voluntary  sick  benefits  of 
unions,  lodges,  and  industrial  concerns  have 
lacked  the  resources,  inclusiveness,  and  sta- 
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bility  to  meet  the  problem.  Success  rests 
upon  “compulsory’  insurance — small  pay- 
ments enforced  at  regular  short  intervals. 
The  power  of  the  state  is  needed,  plus  the 
required  reinforcement  of  funds  through  em- 
ployers or  taxation. 

Owing  to  constant  pressure  to  extend  the 
scope  of  the  benefits,  the  number  and  classi- 
fication of  the  insured  usually  continues  to 
grow.  The  highest  annual  income  limit 
within  which  a worker  is  insurable  on  the 
continent  so  far  is  $1,600.  Most  are  under 
$1,000 — which  in  the  United  States  is  rated 
as  frank  charity.  The  basic  patterns  of  the 
systems  are  similar,  but  there  is  great  di- 
versity in  details.  The  differences  are  of 
interest  only  as  they  affect  the  public,  the 
patients,  and  the  practitioners  involved.  The 
operation  then,  rather  than  the  machinery, 
is  our  concern. 

"No  report  can  rise  above  the  level  of 
the  facts  upon  which  it  is  based,  the  meth- 
od of  their  selection,  and  the  fairness  of 
their  interpretation."  Never  did  this  fact 
apply  more  aptly  than  in  the  study  of  health 
insurance — there  being  such  varied  interests 
at  stake.  Every  phase  of  its  administration 
is  a subject  of  sharp  disagreement.  There- 
in lies  the  lack  of  satisfaction  with  health 
insurance.  There  is  jealously  among  the 
units  of  the  administration.  It  is  compli- 
cated by  the  association  of  other  divisions 
of  social  insurance  and  the  many  problems 
incidental  to  them.  Health  insurance  should 
be  a separate  and  distinct  branch  of  social 
insurance,  in  no  way  related  to  the  admin- 
istration of  unemployment,  pensions,  and  its 
other  branches. 

There  is  no  lack  of  printed  material,  but 
of  the  thousands  of  titles,  there  are  few  with- 
out strong  bias.  Some  avoid  the  many  hu- 
man reactions;  others  champion  a single 
faction.  The  facts  are  not  falsified;  they 
are  merely  carefully  selected.  The  main 
sources  of  information  are  as  follows: 

1 .  Official  government  reports.  The  of- 
ficials, as  officials  do,  vaccillate  according 
to  changing  political  forces  and  strategy. 
They  are  not  acutely  critical  of  their  own 
work.  Some  investigations  by  commissions 
end  up,  as  we  have  noted,  with  majority 


and  minority  reports — a little  dissenting  in- 
dividual comment  thrown  in. 

2.  Publications  of  insurance  funds  or  so- 
cieties. Such  organizations  have  three  chief 
expense  items:  cash  payments  for  invalidity, 
medical  fees,  and  cost  of  pharmaceuticals. 
To  them,  therefore,  the  most  vital  problems 
are  financial.  Physicians  issue  the  certifi- 
cates of  invalidity,  receive  fees  directly,  and 
write  the  prescriptions.  Thus  independent 
individuals  are  responsible  for  the  expendi- 
tures of  the  institution.  On  this  peculiar 
situation  lie  some  of  the  greatest  problems 
of  health  insurance.  The  reports  of  the  ad- 
ministration aim  to  make  "a  good  showing  . 
The  best  "selling  points  and  alleged  su- 
periorities over  other  systems  are  empha- 
sized. They  imply  we  are  too  highly  paid, 
too  free  in  certifying  claims,  too  liberal  in 
prescribing.  They  tend  to  unload  their  sins 
upon  the  profession  "goat" — the  medical 
profession. 

3.  Publications  of  the  medical  profes- 
sions. In  countries  where  health  insurance 
systems  prevail,  40  to  80  per  cent  of  all 
qualified  medical  work  is  done  for  the  in- 
sured population  and  according  to  insurance 
regulations.  Note  herein  the  contrast  with 
the  situation  in  the  United  States  where  it 
is  estimated  only  the  highest-paid  20  per 
cent  receive  adequate  dental  care,  and  phy- 
sicians receive  a majority  of  their  income 
from  this  element.  Reactions  to  changes 
thus  wrought  dominate  professional  expres- 
sions on  the  system.  There  is  a natural  re- 
volt against  change.  The  remuneration  is 
a result  of  public  appeals,  arguments,  or  po- 
litical influence  rather  than  of  personal  ar- 
rangements with  patients.  Professional 
statements  reflect  these  differences.  Doc- 
tors in  direct  pay  from  funds  will  tend  to 
share  the  attitude  of  the  insurance  societies 
or  the  government  officials. 

4.  Discussions  and  treatises.  These  are 
easily  written.  One  may  choose  the  coun- 
try, the  time,  and  the  source  of  information 
to  prove  almost  any  contention.  Descrip- 
tions of  the  formal  structures  of  insurance 
reveal  almost  nothing  of  fundamental  human 
relations  and  reactions  which  dominate  the 
operation  of  any  system  and  which  are  para- 
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mount  in  determining  its  desirability  as  a 
social  institution. 

The  important  thing  for  us  is  not  to  yield 
to  the  bias  of  the  sources.  The  authors  of 
the  book  we  are  considering  have  named  the 
sources  of  information  so  that  it  may  be  in- 
terpreted in  proper  light.  Considerable  is 
based  upon  interviews  with  government  and 
insurance  officials,  direct  observation  of 
clinics,  hospitals,  individual  professional  of- 
fices, and  official  headquarters.  Phenomena 
were  analysed  from  as  many  angles  as  pos- 
sible, thereby  eliminating  errors.  Is  the 
phenomenon  common  to  other  system  of  in- 
surance? Was  it  present  before  insurance 
in  that  country?  Is  it  found  in  the  United 
States?  Thus  this  country  is  made  a “con- 
trol in  checking  conditions  in  other  coun- 
tries where  insurance  prevails. 

Insurance  itself  alters  the  incidence  of  re- 
ported sickness.  Insurance  systems  have  al- 
ways increased  the  number  of  sick  days  re- 
ported. Neuroses  and  malingering  are  un- 
doubtedly the  chief  factors  in  this  change. 
Sickness  is  the  most  imperfect  of  insurance 
risks.  The  will  to  get  well  is  impaired  dur- 
ing industrial  stress,  especially  in  the  face 
of  a cash  reward  for  sickness.  Again,  there 
is  no  standard  amount  of  treatment,  disabil- 
ity, or  time  element  in  morbidity. 

The  constituents  of  the  problem  are  not 
static;  medical  science  is  too  progressive. 
Principles  of  an  insurance  plan  applicable 
at  this  time  would  be  partly  or  wholly  ante- 
dated in  another  decade. 

The  fact  remains,  however,  that  there  is 
the  desirability,  if  not  the  necessity,  of  dis- 
tributing the  payment  for  medical  service, 
among  those  unable  to  meet  it,  over  a large 
element  of  people  and  a long  period  of  time. 
The  prevention  and  cure  of  disease  in  this 
element  must  be  kept  distinct  from  the  re- 
lief of  poverty.  None  but  the  medical  pro- 
fession can  determine  the  amount  and  char- 
acter of  medical  treatment.  The  profes- 
sion’s intelligent  leadership  will  minimize 
criticism  and  loss  of  confidence  by  the  peo- 
ple. It  will  always  be  the  essential  factor. 
Many  existing  defects  in  prevailing  insur- 
ance plans  are  the  direct  result  of  the  un- 
willingness of  medical  men  to  assume  the 
role  of  informed  leaders  in  the  movement. 


In  other  words,  the  evils  decrease  as  the  re- 
sponsibilities, powers,  and  duties  are  in- 
trusted to  the  medical  profession.  Also,  the 
system  is  more  satisfactory  as  cash  benefits 
are  more  segregated  from  medical  service. 

It  should  not  be  our  purpose  to  defend  or 
attack  health  insurance.  Knowing  that  any 
such  health  program  will  develop  from 
many  experiments,  it  would  be  presump- 
tuous to  attempt  the  outlining,  in  any  detail, 
such  a plan  for  the  United  States.  A few 
positive  facts  from  abroad  should  dispel 
some  of  the  imaginary  fears  harbored  by 
those  of  us  who  are  not  too  fully  informed 
upon  this  subject,  or  are  prejudiced:  The 
opposition  and  criticism  of  plans  in  force 
are  not  of  the  whole  system  but  are  directed 
toward  details  of  comparatively  minor  im- 
portance. There  is  practically  unanimous 
agreement  that  the  insured  persons  are  re- 
ceiving better  medical  care  than  before  in- 
stitution of  the  insurance.  Professional  in- 
comes now  average  higher  in  working-class 
practice  than  before  insurance;  there  is  more 
professional  work  and  more  pay. 

In  conclusion,  to  assist  this  country  to  in- 
stitute a workable  plan  toward  supplying 
adequate  medical  care  for  the  more  poorly 
paid  American  people,  could  not  the  medical 
profession  advocate  for  trial  a system  con- 
structed upon  the  following  backbone: 

1.  Participation  in  the  program  volun- 
tary, part  time,  or  full  time  for  regular  quali- 
fied physicians.  We  must  recognize  that 
this  principle  has  already  been  accepted  in 
voluntary  insurance  systems — lodges,  in- 
dustrial plants,  and  schools.  The  same  ob- 
tains in  many  compulsory  employers'  liabil- 
ity plans.  Practically  every  physician  who 
can  obtain  such  work  is  now  participating 
in  one  or  more  of  these  activities. 

2.  Participation  compulsory  for  people 
within  certain  low  income  limits,  the  scale 
varying  with  the  number  of  dependents. 
This  would  amount  to  a substitute  for  most 
of  our  present  medical  charity. 

3.  Preventive  medicine  among  the  in- 
sured entirely  within  the  control  of  health 
officers  and  boards  of  health. 

4.  Enrollment  and  payment  of  premiums 
under  compulsory  statutory  supervision  of 
the  state. 
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5.  Financial  management  by  a commit- 
tee representing  the  interests  involved — 
namely  the  state,  the  various  associations  of 
the  insured,  and  the  physicians. 

6.  Medical  fees  to  be  entirely  distinct 
from  old  age  pensions,  unemployment  insur- 
ance, and  cash  benefits — the  latter  items  not 
to  be  a part  of  health  insurance  and  to  be 
separately  managed  if  they  prevail. 

7.  Medical  boards  composed  of  physi- 
cians elected  by  their  colleagues  participat- 
ing in  this  form  of  service  to  determine, 
within  reasonable  limits,  standardization  of 
fees  and  limitations  of  service.  The  same 
or  similar  boards  to  have  disciplinary  pow- 
ers to  prevent  abuse  of  the  system  and  as- 
sure the  necessary  cooperation  of  the  pro- 
fession, insurance  organizations,  and  the 
state. 

* * * 

" Age  Cannot  Wither 
Nor  Custom  Stale” 

TAR,  J.  N.  HALL  celebrates  his  fiftieth 
anniversary  of  practice  in  Colorado. 

April  fifth  was  not  just  another  Wednes- 
day for  Dr.  Hall;  on  that  day  he  witnessed 
the  completion  of  half  a century  of  practice 
in  this  state. 

To  few,  indeed,  in  a profession  demand- 
ing such  sustained  effort,  is  given  the  priv- 
ilege of  looking  back  from  the  heights  of 
notable  achievement  over  the  entire  golden 
age  of  medicine. 

In  extending  its  felicitations  to  the  genial 
Hall  on  this  happy  occasion.  Colorado 
Medicine  joins  with  his  friends,  both  in  and 
out  of  the  profession,  in  wishing  for  him  con- 
tinued good  health  and  many  more  years  of 
active  service  in  the  field  he  has  so  signal- 
ly adorned. 

* -4  '•* 

Our  Advertisers 

OUSINESS  establishments  are  alert  for 
every  possible  source  of  economy  and, 
of  course,  for  new  business.  The  results  of 
their  advertising  are  carefully  scrutinized. 
In  the  effort  to  survive  the  protracted  eco- 
nomic depression,  non-paying  advertising 
will  be  eliminated. 

Through  advertising,  this  journal  pays  its 
way.  Were  we  to  accept  unscrupulous  or 


unethical  contracts,  financial  possibilities 
would  be  practically  unlimited.  However, 
the  strictest  principles  will  always  be  ob- 
served, as  in  the  past.  Every  advertisement, 
therefore,  is  dependable. 

That  our  journal  may  continue  at  its  pres- 
ent size,  or  larger,  is  of  vital  importance  to 
the  Colorado  State  Medical  Society.  Many 
desirable  articles  and  case  reports  must  be 
excluded  or  their  publication  postponed  un- 
less our  advertisers  continue  their  generous 
support. 

Pay  attention  to  our  advertising.  Use 
and  recommend  the  products.  Whenever 
possible,  send  a note  or  the  clipped  adver- 
tisement with  the  patient  referred  for  mer- 
chandise or  service. 

+H£--  - =>*«• 

CORRESPONDENCE 

==  » 

To  Colleagues  in  Colorado  and  Wyoming: 

The  season  of  the  year  is  rapidly  ap- 
proaching when  those  who  are  susceptible 
will  begin  to  worry  over  the  prospect  of  ivy 
poisoning.  Knowing  these  worries  may  be 
overcome,  may  I pass  the  information  on? 

Many  of  my  boyhood  days  were  spent  on 
an  island  in  the  Platte  river  in  eastern  Ne- 
braska. For  many  years  the  chief  summer 
worry  of  the  family  was  ivy  poisoning,  as 
my  father  and  brother  were  susceptible. 

I have  seen  my  brother's  face  so  swollen 
that  he  was  unable  to  see  and  with  the  to- 
tal obscuring  of  his  features  so  that  he  re- 
sembled anything  but  a human  being. 

About  1902,  having  just  finished  school, 
with  beginners  luck  I chanced  on  the  fol- 
lowing: I had  heard  that  chewing  the  leaves 
of  the  plant  acted  as  a preventive,  hence  de- 
cided taking  the  tincture  would  be  more 
simple  for  the  patient.'  Both  my  father  and 
brother  were  given  two  drops  of  the  tinc- 
ture in  water  daily,  beginning  before  the 
plants  were  up  in  the  spring  and  continuing 
into  the  summer.  From  that  time  on  until 
the  place  was  sold  they  had  no  more  trouble. 

The  place  has  again  returned  to  them  and 
among  their  first  plans  is  a four-ounce  bot- 
tle of  Tincture  of  Rhus  Toxicodendron. 

LOWELL  LITTLE,  M.D. 

Fort  Collins. 
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PNEUMONIA  IN  CHILDHOOD* 


ISAAC  P 
CHI  Cj 

Pneumonia  is  one  of  the  most  frequent 
diseases  of  infancy  and  presents  a series  of 
unsolved  problems.  Broncho-pneumonia  is 
most  frequently  encountered  during  young 
life.  It  occurs  from  the  sixth  month  and 
reaches  its  maximum  at  the  end  of  the  first 
or  second  year  and  tends  to  become  less 
frequent  at  the  fifth  or  sixth  year. 

Lobar  pneumonia  is  relatively  rare  before 
the  second  year,  though  it  may  occur  with 
greater  frequency  than  has  been  supposed. 
McNeil.  MacGregor  and  W.  Alexander 
state  that  lobar  pneumonia  is  rare  because 
it  is  comparatively  seldom  seen  in  the  post- 
mortem room  of  the  Children  s Hospital.  In 
uncomplicated  cases  the  mortality  is  low. 
The  statistics  of  945  autopsies  of  all  deaths 
from  all  diseases  at  the  Royal  Edinburgh 
Hospital  for  Sick  Children  show  that  in  1922 
to  1928,  2.5  per  cent  were  lobar  pneumonia 
and  M.8  per  cent  were  broncho-pneumonia. 
The  age  distribution  of  lobar  pneumonia 
varied  from  four  months  to  four  years.  More 
than  three-fourths  of  all  the  cases  were  in 
children  under  two  years  of  age. 

St.  Engel  is  also  of  the  opinion  that  lobar 
pneumonias  during  the  first  year  are  not  as 
infrequent  as  has  been  supposed.  He  be- 
lieves that  this  has  been  confirmed  by  the 
course  of  the  disease,  the  critical  termina- 
tion of  the  fever,  and  the  x-ray  examination. 

Before  the  sixth  month  of  life,  the  second- 
ary pneumonias  are  of  most  frequent  oc- 
currence. They  result  after  a previous  nu- 
tritional or  alimentary  disturbance  and  are 
preceded  by  congestive  processes  in  the 
lung.  During  the  first  month  of  life  the  as- 
piration pneumonias  are  of  comparatively 
the  investigation  of  Loeschke,  Ribadeau- 
Dumas,  and  others.  A pneumonia  may  orig- 
inate primarily  as  the  result  of  aspiration; 
frequent  occurrence,  as  has  been  shown  by 
eventually  infection  may  take  place  and  the 
clinical  manifestations  may  be  similar  to  that 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932.  Dr.  Abt  is  Professor 
of  Pediatrics  at  Northwestern  University.  The 
Rocky  Mountain  Pediatric  Society  sponsored  his 
presence  at  this  meeting. 
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which  usually  occurs  in  the  infectious  pneu- 
monia. 

The  question  why  infants  are  more  fre- 
quently attacked  by  broncho-pneumonia 
than  lobar  pneumonia,  has  been  studied  by 
Lauche.  He  believes  that  lobar  pneumonia 
may  develop  in  infants  who  have  been  sen- 
sitized to  the  protein  of  the  pneumococcus. 
He  is  of  the  opinion  that  those  infants  may 
fall  ill  with  croupous  pneumonia,  who  have 
recovered  from  one  or  more  mild  pneumo- 
coccus infections,  and  in  this  way  have  been 
sensitized.  In  support  of  this  hypothesis, 
Lauche  studied  nine  cases  of  croupous  pneu- 
monia in  the  new-born  and  found  that  all 
of  the  mothers  had  been  ill  during  their 
pregnancy  with  croupous  pneumonia.  He 
concludes,  therefore,  that  the  hyperergic 
reaction  was  transmitted  from  mother  to 
child  through  the  placenta. 

Symptomatology 

In  considering  the  symptomatology  of 
the  pneumonias  of  childhood  it  is  evident 
that  one  must  follow  some  system  of  classi- 
fication. The  elementary  pathological 
studies  of  pneumonia  make  two  main  divi- 
sions, the  lobar  and  the  broncho-pneumonic 
types. 

Broncho-pneumonia  occurs  during  the 
period  of  infancy.  Lobar  pneumonia,  though 
it  does  occur,  is  relatively  infrequent,  is 
marked  by  a sudden  onset,  usually  by  a 
critical  termination  and  in  the  majority  of 
cases  by  a benign  course.  It  occurs  with 
the  greatest  frequency  after  the  second  year 
of  life. 

Engel  maintains,  on  the  basis  of  the  course 
of  the  disease,  temperature  curve,  and  the 
roentgenologic  examination  that  lobar  pneu- 
monias occur  more  frequently  than  is  com- 
monly thought.  He  points  out  that  the  mor- 
tality rate  of  lobar  pneumonia  in  young 
childhood  is  low  and,  conversely,  broncho- 
pneumonia runs  a more  unfavorable  course, 
and  there  is  more  frequent  opportunity  to 
study  it  at  autopsy. 

The  broncho-pneumonias  during  the  peri- 
od of  infancy  require  the  most  serious  at- 
tention and  thoughtful  study.  After  the 
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sixth  month  of  life  the  secondary  pneumonic 
processes  are  most  common.  They  occur  in 
severe  nutritional  disturbances  due  to  some 
congestive  process  in  the  lung.  During  the 
first  month  of  life  the  aspiration  pneumonias 
are  most  frequently  met  with.  The  most 
common  bacteriologic  finding  in  all  types 
of  pneumonia  occurring  during  childhood  is 
the  pneumococcus,  more  seldom  the  strepto- 
coccus. This  has  been  proved  by  puncture 
of  the  lung  during  life.  On  postmortem  ex- 
amination other  organisms  are  found,  such 
as  streptococci,  influenza  bacilli,  and  diph- 
theria bacilli.  It  has  been  stated  on  the 
basis  of  bacteriologic  studies  that  88  per 
cent  of  all  forms  of  pneumonia  in  infancy 
are  due  to  pneumococci.  The  organisms 
which  are  found  in  the  pharynx  are  varied 
and  numerous,  but  do  not  necessarily  cor- 
respond in  type  or  morphology  with  those 
found  in  the  lung  tissue  of  pneumonia  pa- 
tients. 

The  table  of  Heim,  Kramar,  and  Gyiiry 
presents  the  comparative  incidence  of  the 
different  types  of  pneumococci  in  healthy 
individuals  and  children  suffering  from 
pneumonia. 


Type 

Type 

Type 

Type 

1 

II 

III 

IV 

Healthy  Individuals 

6.8% 

18.2 

28.1 

52.9 

Pneumonic  Patients, 

Adults  and  Children 

54.5  % 

18.1 

18.2 

12.1 

Children  under  2 years 

with  pneumonia  

8.3% 

16.7 

25.0 

50.0 

Children  over  2 vears 

with  pneumonia  

57.0% 

28.0 

C.8 

14.2 

It  might  be  thought 

that 

this 

etiologic 

knowledge  should  form  the  basis  of  a clas- 
sification of  the  broncho-pneumonias  of 
childhood,  but  the  streptococcal  and  staphy- 
lococcal infections  do  not  produce  a type 
of  clinical  pneumonia  which  can  be  differ- 
entiated from  the  various  forms  of  pneumo- 
coccus pneumonia.  If  this  be  true,  then  it 
is  evident  that  an  etiologic  grouping  on  a 
bacteriologic  basis  is  not  feasible. 

To  resume  the  question  of  classification 
we  will  confine  ourselves  to  a consideration 
of  the  broncho-pneumonias  of  infancy.  From 
the  standpoint  of  prognosis,  treatment,  and 
clinical  instruction  the  most  useful  classifi- 
cation is  based  on  the  clinical  manifestations 
and  bedside  observations. 

The  older  authors  divided  broncho-pneu- 


monia into  two  types,  the  acute  and  the 
chronic.  The  French  authors  make  five 
divisions:  (1)  the  mild;  (2)  the  moderately 
severe;  (3)  the  severe;  (4)  the  chronic 
broncho-pneumonia;  (5)  the  cachectic  type. 

It  will  be  recalled  that  Holt  and  Howland 
divide  the  broncho-pneumonias  into:  ( 1 ) 
the  acute  congestive  type;  (2)  the  acute  dis- 
seminated (capillary  bronchitis);  (3)  lobu- 
lar pneumonia  of  the  common  type;  (4)  the 
protracted  form. 

St.  Engel  considers  three  groups:  ( 1 ) the 
moderately  severe  lobular  type;  (2)  the  se- 
vere lobular  pneumonias,  particularly  such 
as  occur  after  infectious  diseases;  (3)  the 
more  septic  forms,  which  rapidly  involve 
the  serous  membranes  and  lead  to  empyema. 

Finkelstein  distinguishes:  ( 1 ) a slowly  de- 
veloping broncho-pneumonia;  (2)  a severe 
type  running  a rapid  course,  particularly  in 
young  infants  under  three  months  of  age; 

(3)  a type  with  a sudden  onset  resembling 
croupous  pneumonia  in  its  origin  and  course, 
(any  one  of  these  three  types  Finkelstein 
thinks  may  be  associated  with  symptoms 
such  as  asthmatic  breathing,  spasm  of  the 
bronchi,  tendency  to  asphyxia,  cerebral  and 
intestinal  manifestations);  (4)  the  grippal 
pneumonias  of  premature  and  delicate  in- 
fants, also  spoken  of  as  asthenic  pneumonia; 
(5)  pneumonias  characterized  by  the  forma- 
tion of  abscesses. 

Perhaps  the  most  useful  and  most  inclu- 
sive clinical  classification  which  has  been 
suggested  is  the  one  which  Erich  Nassau 
proposed. 

Types  of  Broncho-Pneumonia 

Nassau  and  Meyer 

( 1 ) Pulmonary  Form. 

(2)  Cardio-vascular  Form. 

(3)  Atonic  Form. 

(4)  Intestinal  or  Alimentary  Form. 

(5)  Meningeal  or  Eclamptic  Form. 

(6)  Toxic  or  Septic  Form.  Not  invari- 
able— many  combinations  possible. 

(7)  Asthenic  Pneumonia. 

(8)  Sub-acute  asphyctic  type  of  young 
infants. 

Pulmonary  Form 

In  this  type  the  pulmonary  symptoms  pre- 
dominate, and  while  other  organs  may  be 
involved,  difficulties  of  respiration  are  most 
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marked.  The  onset  of  this  type  of  the  dis- 
ease is  not  severe.  At  first  the  patient  does 
not  give  the  impression  of  being  severely  ill; 
fever  is  for  the  most  part  high  and  lasts,  as 
a rule,  for  six  to  nine  days.  The  color  of 
the  patient  is  good,  though  there  may  be  a 
slight  cyanosis  of  lips,  fingers,  and  toes. 
The  skin  is  not  cool  or  pale,  and  the  turgor 
remains  normal.  There  may  be  edema  of  the 
chest  wall,  which  is  an  early  symptom  in 
broncho-pneumonia.  The  muscle  tonus  re- 
mains intact,  the  abdominal  wall  remains 
tense,  because  the  cardiovascular  system  is 
not  involved.  Ordinarily  this  type  runs  a 
uniform  course.  The  heart  as  shown  in  the 
x-ray  picture  may  be  distended  and  fre- 
quently dilated  to  the  right,  indicating  con- 
gestion in  the  pulmonary  circulation.  Wal- 
gren  called  attention  to  the  displacement  of 
the  heart  in  unilateral  pneumonia  of  chil- 
dren. He  found  that  the  heart  was  tempo- 
rarily displaced  toward  the  affected  side. 
}.  P.  C.  Griffith  has  also  observed  that  there 
is  a cardiac  displacement  toward  the  af- 
fected side  and  a high  position  of  the  dia- 
phragm on  that  side.  X-ray  studies  showed 
that  at  the  time  of  resolution  or  shortly  aft- 
erward, the  heart  resumed  its  normal  posi- 
tion. If  the  pneumonic  process  is  protracted 
the  return  of  the  heart  is  delayed  as  well. 
In  most  of  the  cases  observed  the  pneumonia 
was  of  a croupous  type.  The  occurrence  of 
the  displacement  has  been  thought  by 
Thones  and  Walgren  to  be  due  to  a dis- 
tension of  the  unaffected  lung.  This  sub- 
ject has  added  interest  because  a similar 
displacement  is  known  to  occur  in  massive 
collapse  of  the  lung. 

The  inflammatory  area  in  the  pulmonary 
type  of  broncho-pneumonia  is  usually  dif- 
fuse; several  lobes  are  involved.  Small 
pleural  exudates  with  fibrin  deposits  are 
almost  constantly  present.  Dyspnea,  dis- 
turbing irritating  or  loud  barking  cough, 
restlessness,  and  crying  are  frequent.  The 
desire  for  food  may  remain  undisturbed, 
though  it  may  diminish  when  the  effort  of 
drinking  causes  difficult  breathing  and 
coughing.  The  weight  remains  stationary 
or  increases  very  slightly.  The  gastroin- 
testinal function  is  not  frequently  affected. 


The  disease  seems  to  be  confined  to  the 
lungs.  The  efficient  work  of  the  heart, 
muscles,  and  the  diaphragm,  compensate  for 
the  disabled  respiratory  function.  If  the 
course  of  the  disease  should  be  unfavorable, 
cyanosis  and  meteorism  may  occur,  though 
the  abdominal  muscles  continue  to  be  tense. 
Dyspnea  occurs  with  a falling  blood  pres- 
sure and  the  pneumonia  may  merge  into 
one  of  the  severer  types  to  be  described 
later.  Under  such  circumstances  the  face 
assumes  an  anxious  expression,  the  fever 
increases,  and  the  child  may  expire.  Usually, 
death  occurs  after  a long  illness — not  during 
the  first  days.  The  patient  may  apparently 
recover,  though  a relapse  caused  by  new 
areas  of  inflammation  leads  to  a more  se- 
vere attack  which  terminates  fatally. 

The  pulmonary  form  of  broncho-pneu- 
monia resembles  in  many  respects  the  lobar 
type  of  older  children.  In  general,  the  prog- 
nosis in  this  form  is  comparatively  favor- 
able. 

Cardio-Vascular  Form 

The  cardio-vascular  form  stands  almost 
in  direct  contrast  to  the  type  just  described. 
It  is  characterized  by  cardiac  and  vascular 
failure.  In  the  very  first  days  of  the  illness, 
these  patients  are  cyanotic  and  have  an 
anxious  expression.  Very  shortly  marked 
dyspnea  is  observed,  though  there  is  insuf- 
ficient evidence  of  pulmonary  involvement. 
Obviously  the  condition  depends  upon  car- 
dio-vascular involvement.  Again  dilatation 
of  the  alae  nasi  is  observed,  as  well  as  deep 
retraction  of  the  lower  portion  of  the 
thorax,  grunting  breathing,  increased  dysp- 
nea and  sometimes  a short  cough.  Striking 
symptoms  are  restlessness  and  anxiety.  Al- 
most at  the  onset  meteorism  is  present.  The 
superficial  veins  of  the  abdomen  are  dilated. 
The  liver  and  spleen  may  be  palpable  and 
enlarged  as  a result  of  splanchnic  conges- 
tion. The  blood  pressure  is  low  or  sinks 
rapidly,  the  pulse  is  soft,  the  heart  s action 
is  rapid,  and  as  the  disease  progresses  car- 
diac irregularities  occur. 

Periods  of  bradycardia  indicate  the  dis- 
turbances of  cardiac  effort.  The  heart  tones 
become  muffled.  The  x-ray  shows  that  the 
heart  is  enlarged.  If  the  vaso-motor  centers 
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become  affected,  there  is  a continuous 
change  in  the  appearance  of  the  patients. 
The  skin  takes  on  a greyish  hue,  or  at  times 
it  assumes  a marked  pallor,  this  color  may 
again  be  replaced  by  a cyanotic  hue,  which 
increases  to  the  point  of  asphyxia.  At  any 
moment  the  patient  is  in  danger  of  collapse. 
The  nutrition  suffers;  while  the  child  may 
grasp  the  bottle  eagerly,  possibly  take  a 
few  sips,  the  distressing  air  hunger  renders 
further  sucking  impossible.  Briefly  then  it 
may  be  said  that  the  cardiac  or  vascular 
form  of  broncho-pneumonia  is,  for  the  most 
part,  an  expression  of  disturbed  function 
of  the  heart  and  the  vascular  system. 

As  a result  of  the  severe  congestion,  a 
marked  degree  of  air  hunger  occurs.  It 
has  been  suggested  that  disorders  in  the 
innervation  of  the  vessels  and  heart  may 
be  the  factors  which  produce  this  variant 
form  of  pneumonia  in  children.  It  must 
also  be  taken  into  account  that  the  toxin 
of  the  pneumococcus  may  directly  damage 
the  cardio-vascular  system. 

Atonic  Form 

In  many  respects  this  form  resembles  the 
cardiac  type,  though  the  vascular  failure 
seems  to  exert  the  greatest  influence  in  the 
production  of  atony. 

At  the  onset  of  the  disease  the  skeletal 
muscles  show  loss  of  tone.  The  arms  and 
legs  are  flaccid,  as  if  paralyzed.  The  ab- 
dominal wall  is  readily  compressible,  and 
the  coils  of  intestines  may  be  palpated.  It 
is  true  that  meteorism  may  occur,  though 
it  never  takes  on  the  extreme  severity  which 
occurs  in  the  cardiac  form.  The  diaphragm 
is  affected,  as  well  as  other  muscles.  As  a 
consequence  of  the  atony  of  the  diaphragm, 
the  liver  descends,  and  may  be  readily  pal- 
pated. The  patients  are  quiet  and  move  but 
little;  the  blood  pressure  is  always  low. 
The  falling  blood  pressure  indicates  a loss 
of  tonus. 

In  children,  as  in  adults,  the  determination 
of  blood-pressure  is  an  accurate  index  of 
integrity  of  circulatory  conditions.  The 
pressure  observation  should  be  taken  daily 
at  about  the  same  hour  each  day.  A main- 
tained pressure  is  a favorable  sign,  while 


a low  or  falling  blood  pressure  indicates 
unfavorable  progress  of  the  disease. 

If  the  muscle  tone  is  not  increased  or 
improved,  these  patients  die  after  a brief 
period  without  marked  terminal  symptoms. 
The  course  of  this  type  is  characterized  by 
marked  asthenia,  muscular  relaxation,  psy- 
chic weariness,  and  fatigue. 

Alimentary  Form 

The  onset  of  this  form  of  broncho-pneu- 
monia differs  from  those  which  have  been 
mentioned  previously.  In  this  group  loss  of 
weight,  diarrhea,  vomiting,  and  other  ali- 
mentary symptoms  attract  immediate  atten- 
tion. Some  time  elapses  before  the  pul- 
monary involvement  is  suspected.  The  loss 
in  weight  is  the  most  striking  prodromal 
symptom.  Severe  general  disturbance  indi- 
cate the  pulmonary  nature  of  the  disease. 

The  skin  assumes  a greyish-hue.  Occa- 
sionally a mild  degree  of  coma  occurs.  Mod- 
erate tympany  may  be  present.  It  is  obvious 
that  a differential  diagnosis  between  this 
form  of  broncho-pneumonia  and  alimentary 
intoxication  may  present  the  greatest  diffi- 
culties. In  any  event  the  appropriate  dietary 
treatment  for  the  alimentary  symptoms 
should  be  instituted  promptly  and  early.  In 
this  way  the  alimentary  aspect  oT  the  dis- 
ease may  subside,  and  the  pulmonary  in- 
volvement may  be  recognized. 

Meningeal  and  Eclamptic  Form 

In  the  meningeal  form  the  existence  of 
meningitis  is  readily  suggested;  such  symp- 
toms as  rigidity  of  the  neck,  opisthotonus, 
rigidity  of  the  extremities,  spasm  of  the 
muscles  of  the  eyelids  and  mouth,  and  gen- 
eral convulsions  may  occur.  Occasionally 
there  is  paralysis  of  muscle  groups.  The  re- 
flexes are  usually  normal.  The  pressure  of 
the  spinal  fluid  may  be  slightly  increased. 
The  fluid  is  clear;  the  globulin  tests  are 
negative;  sugar  is  usually  present;  the  cells 
as  a rule  are  not  increased.  Unconscious- 
ness may  last  from  five  to  seven  days.  Con- 
sciousness may  return  several  days  before 
the  defervescence  of  the  fever.  In  the  unfa- 
vorable cases  patients  become  pale,  muscles 
hypotonic;  tympany  and  low  blood  pressure 
are  terminal  symptoms. 

The  eclamptic  form  is  characterized  by 
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recurring  spasms.  Many  of  the  patients 
constituting  the  eclamptic  type  showed  evi- 
dence that  spasmophilia  was  converted  into 
a manifest  tetany  during  the  pneumonic  at- 
tacks. 

Toxic  or  Septic 

This  type  is  characterized  by  the  acute 
and  fulminating  onset.  In  the  midst  of  per- 
fect health  without  previous  fever  the  patient 
in  a few  hours  becomes  profoundly  ill  and 
goes  into  collapse. 

T.he  onset  is  characterized  by  restlessness, 
great  anxiety,  cyanosis  or  a grey  color  of 
the  skin.  The  fever  is  immediately  high, 
105°  or  above,  though  occasionally  the  pa- 
tients are  afebrile.  Unconsciousness  at  the 
onset  is  not  the  rule;  the  patients  appear  to 
suffer  pain.  Breathing  is  superficial,  pulse 
not  to  be  felt,  blood  pressure  low.  Muscular 
hypotonia  is  observed.  The  extremities 
seem  paralytic  and  there  is  a high  degree 
of  meteorism,  as  a rule.  The  heart  is  dilated 
and  symptoms  of  cardiac  and  vascular  fail- 
ure occur  in  a few  hours.  Edema  and  con- 
gestion may  develop;  convulsions  and  coma 
may  be  terminal  symptoms.  Paracentesis  of 
the  chest  shows  a seropurulent  exudate.  In 
some  cases  the  necropsy  shows  a fresh 
broncho-pneumonia  with  congestion,  emphy- 
sema, and  purulent  bronchiolitis.  In  a large 
number  of  patients  one  observes  pin-point 
to  pea-sized  abscesses;  upon  opening  these 
softened  areas  it  is  noted  they  are  filled 
with  a green,  thick  pus.  It  is  assumed  that 
these  pneumonias  are  of  hematogenous  or- 
igin. The  course  of  this  form  of  broncho- 
pneumonia seldom  lasts  longer  than  forty- 
eight  hours;  it  frequently  occurs  in  infant 
asylums  and  hospitals. 

Mixed  forms  of  the  types  that  have  just 
been  described  may  occur;  thus  a cardio- 
vascular type  may  be  associated  with  hypo- 
tonia, or  the  alimentary  type  with  a cardio- 
vascular or  atonic  type. 

Richard  Grosser  attempts  to  simplify 
Nassau’s  classification.  He  divides  broncho- 
pneumonia into  two  main  groups  based  upon 
clinical  observations,  supported  by  bacteri- 
ologic  and  autopsy  findings: 

( 1 ) Localized  pneumonia  without  gen- 
eral infection. 


(2)  Pallid  Pneumonia.  (He  gives  this 
designation  because  of  the  pale  appearance 
of  the  skin).  This  type  of  the  disease  fre- 
quently runs  a septic  toxic  course.  Metas- 
tasis of  pneumococcus  infections  to  various 
organs  may  cause  meningitis,  nephritis,  per- 
itonitis, and  arthritis. 

The  severest  form  of  pneumonia  is  pre- 
sented in  the  hyper-acute  or  fulminating 
type,  according  to  Grosser.  Grosser's  clas- 
sification has  the  advantage  of  simplicity, 
though  it  lacks  the  detail  of  clinical  descrip- 
tion contained  in  Nassau’s  monograph.  Ac- 
cording to  Grosser,  patients  with  localized 
pneumonia  present  a flushed  appearance  so 
long  as  the  heart  and  circulatory  system  re- 
mains intact.  If  circulatory  failure  occurs, 
the  skin  takes  on  a bluish  tinge.  Restlessness 
and  dyspnea  occur.  Even  in  this  "blue" 
form  (Grosser)  of  pneumonia  the  prognosis 
may  still  be  favorable. 

In  contrast  to  the  Group  I,  the  pallid 
pneumonia  must  be  considered  a serious  dis- 
ease, owing  to  the  metastases  of  pneumo- 
cocci in  tissues  and  organs.  He  distinguishes 
a sub-form  which  he  calls  the  grey  pneu- 
monia, which  occurs  in  premature  and  in 
delicate  infants.  This  type  corresponds  to 
asthenic  pneumonia  of  other  classifications. 
Following  out  this  grouping  based  on  vari- 
ations in  skin  color  we  note  that  the  local- 
ized or  red  form,  together  with  the  so-called 
blue  pneumonia,  corresponds  with  Nassau’s 
pulmonary  group.  In  the  pallid  group  is 
included  all  of  the  severe  and  fatal  forms 
which  may  include  the  cardio-vascular  and 
atonic  groups  of  Nassau.  Grosser's  classi- 
fication comprises  in  this  form  a general  in- 
volvement of  the  whole  organism.  Ludwig 
Meyer  in  commenting  on  Grosser's  classi- 
fication says  that  even  these  boundaries 
defining  the  course  and  the  progress  of 
pneumonia  are  not  always  respected  by 
natural  processes. 

Some  Rare  Forms  of  Broncho-Pneumonia 
Intra-Uterine  Pneumonia 

The  subject  of  amniotic  sac  contents  in 
the  lung  of  infants  was  recently  reviewed 
by  Sidney  Farber  and  Lewis  K.  Sweet, 
who  note  that  Ahlfeld  in  1888  pointed  out 
that  the  fetus  in  utero  could  make  respira- 
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tory  movements  and  aspirate  amniotic  fluid. 
The  aspiration  of  infected  amniotic  fluid 
may  produce  antenatal  and  postnatal  pneu- 
monias. The  contents  of  amniotic  fluid  are 
cornified,  desquamated  epithelial  cells,  lan- 
ugo hairs,  and  meconium. 

Loeschke  notes  that  there  are  only  three 
or  four  authenticated  cases  where  intra- 
uterine pneumococcus  pneumonia  occurred 
as  the  result  of  maternal  infection  with  the 
same  disease.  The  aspirated  amniotic  fluid 
may  be  present  in  moderate  quantity,  though 
the  large  and  terminal  bronchi  may  be  ob- 
structed and  the  patient  literally  drowned  in 
amniotic  fluid.  If  the  aspirated  fluid  con- 
tains meconium  an  inflammatory  reaction 
about  this  foreign  material  may  develop. 
Loeschke  has  found  meconium  and  amniotic 
fluid  fourteen  days  after  birth,  though  in 
some  instances  it  has  been  observed  as  late 
as  five  weeks  postpartum,  in  the  bronchia. 
Out  of  thirty-two  broncho-pneumonias  be- 
fore the  sixth  month  of  life  he  found  eleven 
cases  where  aspiration  material  was  demon- 
strated in  the  bronchi,  but  he  observes  that 
other  cases  may  have  been  due  to  the  same 
cause,  since  after  the  lapse  of  time  the  for- 
eign material  tends  to  disappear,  especially 
if  the  pneumonic  process  is  protracted. 

Other  Forms  of  Aspiration  Pneumonia 

In  infants  of  any  age,  various  substances 
may  be  aspirated  and  produce  pneumonia. 
Among  these  substances  may  be  mentioned 
dusting  powders,  stearate  of  zinc,-  cereal 
foods,  fats  and  oils,  such  as  mineral  oils, 
which  are  used  as  nasal  drops  or  for  in- 
ternal use  in  constipation,  cod  liver  oil. 
and  foreign  bodies  of  almost  every  variety. 

In  the  recent  literature  aspiration  of  fa- 
rina, a mineral  oil  inhalant,  and  stearate  of 
zinc,  are  reported  as  substances  which  have 
been  aspirated  and  produced  pneumonia. 

Henry  Pinkerton  reports  six  cases  where 
fatty  or  oily  material  was  found  in  the 
bronchi  and  lungs.  He  also  quotes  Laugh- 
lin  of  Toronto,  who  reports  four  cases 
where  oily  substance  was  found  in  the  lungs 
in  fairly  large  quantities.  Pinkerton  believes 
that  the  oil  finds  its  way  into  the  alveoli 
of  the  lungs  by  direct  aspiration  into  the 


trachea  and  also  when  administered  as  spray 
or  drops  into  the  nose  or  throat. 

The  aspirated  material,  whether  it  be  oil 
or  food,  may  act  as  an  irritating  foreign 
body,  causing  cellular  infiltration  and  fibro- 
sis. Following  a mechanical  irritation,  we 
may  assume  that  infection  is  superimposed 
and  pneumonia  results. 

Rheumatic  Pneumonia 

Pneumonia  of  rheumatic  origin  has  been 
a controversial  subject.  The  possibility  of 
the  simultaneous  appearance  of  pneumonia 
with  rheumatism  has  been  considered  by 
many  writers.  In  cases  of  rheumatic  carditis 
where  extensive  dilatation  has  occurred, 
pulmonary  atalectasis  by  compression  of  the 
lung  may  give  rise  to  an  area  of  dullness 
with  bronchial  breathing,  located  usually  at 
the  left  angle  of  the  scapula.  In  addition  as 
has  been  recently  pointed  out  by  Benjamin 
A.  Gonley  and  John  Eiman,  a specific  rheu- 
matic pneumonia  may  occur  in  the  same 
way  as  a rheumatic  polyarthritis  or  pleurisy. 
These  authors  found  that  the  histologic 
study  of  the  lung  showed  an  acute  inter- 
stitial inflammatory  process  characterized 
by  hyperemia,  edema,  and  a peri-vascular 
infiltration  of  large  endothelioid  cells,  multi- 
nuclear  giant  cells,  plasmocytes,  lympho- 
cytes, and  relatively  few  polymorphonuclear 
leucocytes.  The  straining  and  general  ap- 
pearance of  the  endothelioid  and  giant  cells 
are  identical  with  those  found  in  the  Aschoff 
lesion  occurring  in  the  myocardium  of  rheu- 
matic patients.  These  cases  are  nearly  al- 
ways associated  with  rheumatic  heart  dis- 
ease and  in  many  virulent  cases  of  rheu- 
matic fever  an  associated  pneumonia  is 
present. 

It  would  be  impossible  to  discuss  all  of 
the  voluminous  literature  on  this  subject, 
which  is  of  vital  interest  to  us  all.  I have 
selected  some  of  the  outstanding  contribu- 
tions, which  I have  thought  would  empha- 
size the  most  recent  progress  in  our  knowl- 
edge of  pathology  and  symptomatology. 
Much  is  still  to  be  learned  about  every  phase 
of  this  disease.  Further  study  and  investi- 
gation will  undoubtedly  throw  additional 
light  on  the  nature,  course,  and  treatment 
of  the  pneumonias  of  childhood. 


May,  1933 


179 


THE  RELATION  OF  RADIOLOGY  TO  OTHER  FIELDS  OF 

MEDICINE* 

E.  H.  SKINNER,  M.D. 

KANSAS  CITY,  MISSOURI 


It  is  indeed  a pleasure  to  discuss  the  in- 
vasion of  this  newest  of  specialties,  radiol- 
ogy, in  the  field  of  general  medicine.  The 
development  of  any  specialty  and  the  his- 
tory of  its  progress  or  decline  is  simply  a 
record  of  the  personalities  that  have  engaged 
themselves  with  a new  field  of  activity.  The 
attractiveness  of  the  field  is  responsible 
for  the  calibre  of  the  personalities  that  un- 
dertake to  fathom  the  possibilities  and  deter- 
mine the  future  of  that  particular  specialty. 

Just  as  fortuituous  circumstance  had 
much  to  do  with  the  discovery  of  the  un- 
known or  x-ray  by  Roentgen,  just  so  did 
this  combination  cause  certain  physicians  to 
alter  their  paths  of  practice  and  engage 
themselves  with  this  spectacular  precision 
method  of  diagnosis  and  therapy. 

I am  not  unmindful  of  the  important  part 
played  by  pioneer  radiologists  of  Colorado 
in  the  Drama  of  the  Unknown  Ray.  Not 
through  historical  reference  but  from  actual 
contact  with  Stover,  Tennat,  Robertson, 
Childs,  Wasson,  Stephenson  and  others  am 
I cognizant  of  the  worthiness  of  Colorado 
radiologists.  They  are  nearly  all  still 
among  us.  They  continue  to  influence  the 
acceptance  of  radiology  as  a distinct  spe- 
cialty in  medicine.  The  ghosts  of  those  de- 
parted stalk  the  dark  rooms  of  fluoroscopy 
and  development  and  project  themselves 
uncannily  into  the  shadow  values  of  every 
laboratory. 

The  luck  and  charm  of  early  roentgen 
effort,  the  rule  of  thumb,  and  almost  the 
art  of  procedures  have  given  way  to  the 
mechanical  and  electrical  efficiency  of  mod- 
ern roentgen  apparatus.  Likewise  the  effi- 
ciency methods  and  the  research  proclivi- 
ties of  the  modern  medical  student  have  been 
applied  to  radiology,  especially  in  the  post- 
war period,  much  to  its  advantage.  The 
pecuniary  rewards  of  early  radiologists 
have  been  jealously  regarded  by  many  who 

*Read  before  the  Sixty-second  Annual  Session 
cf  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9.  1932.  Dr.  Skinner  was  guest 
cf  the  Denver  Radiological  Club. 


may  have  other  ideals  than  those  of  Osier 
as  a basis  of  their  medical  activities. 

The  glory  of  the  pioneer  radiologist  has 
been  invaded  by  the  astuteness  and  the 
chiseling  of  a more  modern  and  observing 
medical  mentality.  The  freedom  of  the  pio- 
neer is  disturbed  by  the  efficiency  de- 
manded in  hospital  management  and  the 
time  dishonored  game  of  fee-splitting  has 
been  glorified  into  division  of  fees  by  the 
hospital  octopus. 

There  are  so  many  phases  of  discussion 
upon  the  relation  of  radiology  to  general 
medical  practice  that  one  hardly  knows  the 
best  avenue  of  approach.  I find  the  litera- 
ture upon  this  particular  topic  is  extensive 
and  I shall  copy,  paraphrase,  quote,  and 
perhaps  distort,  to  my  mind’s  content.  Mod- 
esty does  not  dismay  me  nor  fear  of  repeti- 
tion prevent  me.  The  values  of  education 
and  the  promulgation  of  opinions  require 
reiteration  of  facts  and  the  searching  for 
authoritative  support. 

I look  upon  radiology  as  a service  depart- 
ment in  diagnostics  and  as  an  autonomous 
field  in  therapy.  Service  becomes  useful 
when  it  becomes  indispensable.  The  mu- 
tual benfit  of  that  service  rests  upon  intelli- 
gent cooperation  and  sympathetic  under- 
standing of  the  needs  of  the  general  practi- 
tioner or  specialist  who  seeks  radiologic 
service.  The  scope  of  radiology  is  broad- 
ening rapidly,  and  it  is  difficult  for  many 
to  keep  abreast  of  the  accessions  to  its  spe- 
cial knowledge.  Perhaps  I might  use  that 
broad  and  extensive  avenue  that  would 
catalogue  the  usefulness  of  radiologic  ex- 
amination in  general  diagnosis  and  in  other 
specialist’s  fields. 

The  primary  x-ray  field  was  merely  the 
delineation  of  topographical  variations  in 
tissue  densities,  and  this  is  a large  field.  The 
introduction  of  opaque  media  into  the  hol- 
low viscus,  the  injection  of  contrast  air  and 
the  production  of  artificial  densities  by  intra- 
venous chemical  compounds  have  permitted 
radiology  to  invade  fields  almost  beyond  the 
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realm  of  physiologic  and  anatomic  imagina- 
tion. The  radiologist  seems  to  spread  his 
tenacles  of  diagnostic  and  therapeutic  inter- 
est into  and  about  the  most  intimate  prob- 
lems of  every  specialty.  It  affords  a refine- 
ment never  conceivable  by  the  wildest  hopes 
of  early  radiologists. 

I shall  rest  content,  however,  to  discuss 
certain  policies  and  practices  which  have 
tinctured  radiology  and  attempt  to  take  a 
far  look  into  this  developing  field  of  medi- 
cine that  may  warrant  and  guarantee  to 
future  radiologists  the  measure  of  reward 
and  pleasure  that  zeal  and  ambitious  effort 
demand.  No  one  can  assail  the  assertion 
that  the  discovery  and  development  of  x- 
ray  has  greatly  improved  the  diagnostic  and 
therapeutic  powers  of  medicine  and  sur- 
gery. X-ray  diagnosis  is  largely  anatomical 
and  topographical  with  some  satisfactory 
functional  studies,  especially  in  the  gastro- 
intestinal. genito-urinary,  and  cerebrospinal 
systems.  The  career  of  topographical  dis- 
ease may  be  successfully  studied  by  interval 
studies  of  pulmonary  tuberculosis  and  bone 
disease.  The  effect  of  treatment  upon  de- 
fects that  may  vanish  or  cicatrize  in  bone 
or  mucous  surfaces  or  pulmonary  tissues 
can  be  convincingly  portrayed. 

The  x-ray  examination  of  today  with  its 
multitude  of  refinements  provides  a definite 
answer  to  many  special  clinical  questions 
and  affords  a comfortable  corroboration  of 
most  clinical  observations.  The  x-ray  ex- 
amination has  progressed  until  the  radiol- 
ogist is  no  longer  satisfied  to  report  upon 
suspicious  shadows;  it  is  no  longer  a simple 
photographic  technic;  it  is  not  merely  the 
taking  of  films,  followed  by  the  dictated 
report.  The  x-ray  examination  is  a sys- 
tematic, painstaking  procedure  which  uses 
every  possibility  of  shadow  value,  properly 
correlated  with  the  clinical  history  and  so- 
cial career  of  the  patient.  The  x-ray  ex- 
amination is  really  a clinical  examination 
with  method,  mechanics,  and  manifest  art- 
istry. The  debt  that  surgery  owes  to  radiol- 
ogy has  been  beautifully  attested  by  Lord 
Berkley  Moynihan  (Mackenzie — Davidson 
Lecture,  1925)  and  the  growing  dependence 
of  medicine  by  Lewellys  Barker  (American 
Roentgen  Ray  Society,  1926). 


The  Position  of  Radiology  in  Therapy 

Here  is  an  entirely  different  field  of  ra- 
diologic effort  than  diagnosis.  Roentgen 
diagnosis,  while  venturing  deep  into  clinical 
diagnosis,  does  not  carry  the  essential  re- 
sponsibilities that  radiotherapy  forces  upon 
the  radiologist.  The  cancer  problem  looms 
large  here.  While  the  determination  of  the 
therapeutic  procedure  in  the  given  case  is 
a matter  of  cooperative  examination  by  the 
surgeon,  radiologist,  and  pathologist,  if  the 
therapy  is  radiologic  the  responsibility  auto- 
matically becomes  radiologic  also.  The  ra- 
diologist has  absorbed  this  responsibility  to 
an  extraordinary  degress  in  the  few  years 
that  have  just  passed  and  the  future  seems 
to  point  to  the  gradual  absorption  of  all 
non-surgical  cancer  therapy  into  the  field 
of  radiology.  Radiologists  seem  to  wel- 
come this  responsibility  even  though  the 
field  of  oncology  may  not  seem  to  present 
such  alluring  possibilities.  The  field  of  ra- 
diologic therapeutics,  both  roentgen  and 
radium  therapy,  carries  a dignity  and  re- 
sponsibility that  cannot  be  assailed  or  ab- 
sorbed by  technician  or  tyro.  The  ultimate 
results  of  radiologic  therapy  depend  upon 
the  painstaking,  thoughtful  application  of 
physical  and  optical  laws  of  radiant  energy 
based  upon  judgment,  backed  by  experience, 
and  warranted  by  cooperative  authority. 

Here  is  a field  of  responsible  therapy  that 
cannot  be  acquired  from  the  salesman  nor 
pursued  by  the  technician.  It  is  a field  in 
which  the  public  demands  a reliable  degree 
of  special  preparation  and  application  by 
the  physician.  Here  is  a field  in  which  both 
the  public  and  the  physicians  demand  more 
than  mere  possession  of  apparatus  or  mere 
pictorial  display.  True,  we  have  the  quite 
apparent  commercial  promotion  of  radium 
rental  and  the  ambitious  attempt  of  some 
surgeons  and  gynecologists  to  absorb  radi- 
um therapy  into  their  daily  practice,  but 
fortunately  radium  therapy  is  an  autonomous 
field  of  endeavor  and  is  too  deep  and  too 
comprehensive  to  be  absorbed  by  any  oth- 
ers. Be  reminded  that  I do  not  decry  the 
rental  of  radiant  energy  to  qualified  radiol- 
ogists, but  I do  most  vehemently  assail  the 
right  and  justice  of  any  other  unqualified 
physician  to  exhibit  radiant  energy  to  the 
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unsuspecting  and  undiscriminating  patient. 
This  is  a matter  upon  which  the  public  is 
being  informed  by  the  best  authorities  and 
the  reliable  national  bodies  of  qualified  phy- 
sicians and  physicists.  No  legislation  is  re- 
quired. Public  opinion  can  and  will  be 
aroused.  The  inevitable  forces  of  society 
and  the  very  nature  of  this  profound  prob- 
lem will  determine  the  safe  and  sane  appli- 
cation of  radiant  energy  by  qualified  ra- 
diologists. The  American  Society  for  the 
Control  of  Cancer,  the  American  Radium 
Society,  and  the  Council  upon  Physical 
Therapy  of  the  American  Medical  Associa- 
tion have  passed  resolutions  condemning  the 
rental  of  radium  and  radon  to  physicians 
who  are  not  qualified  and  experienced  in 
radium  dosage  and  radium  therapeutic 
technic. 

It  will  not  do  to  tell  the  story  of  the  pa- 
tient to  a mail-order  emanation  plant  and 
expect  lasting  results.  Only  the  trained, 
qualified,  experienced  radiologist  can  plan 
the  radiotherapeutic  attack  basing  his  dos- 
age upon  the  biopsy  findings,  the  size  and 
character  of  the  growth,  its  proximity  to 
bone,  its  radiosensitivity  or  radio-resistance, 
its  glandular  extension,  its  metastatic  mani- 
festations, its  surgical  approach,  and  the 
filtration,  dosage  and  distribution  of  radiant 
energy  to  achieve  a homogeneous  effect  of 
lethal  quality. 

This  is  a complicated  process,  each  factor 
of  which  may  vary  in  seemingly  similar  sit- 
uations. Is  it  any  wonder  that  radiologists 
should  rightfully  expect  the  support  of  the 
profession  in  their  request  for  autonomous 
control  of  radiotherapeutic  methods.  The 
present  furor  accorded  these  ambitious  but 
unqualified  physicians  who  bring  a patient 
in  contact  with  radium  will  give  way  to  the 
public  and  professional  demand  that  the 
patient  rather  come  in  contact  with  a quali- 
fied radiologist. 

The  Radiologist  Is  a Consultant 

The  radiologist  must  be  granted  a con- 
sultant’s status.  His  reports  must  be  based 
upon  the  shadow  values  of  his  x-ray  ex- 
aminations and  their  integration  with  the 
clinical  career  of  the  patient.  There  used  to 
be  an  attitude  of  competition  between  clin- 
ical diagnosis  and  roentgen  diagnosis.  Now 


this  seems  childish  and  foolish.  I do  not 
like  the  term  roentgen  diagnosis,  preferring 
to  report  the  roentgen  findings  and  fitting 
these  findings  into  the  whole  picture  with 
the  pathologic  examinations  and  clinical  ex- 
amination. This  completed  triad  becomes 
the  diagnosis  of  the  studied  case. 

Conferences  with  the  clinician  in  the 
roentgen  laboratory  serve  to  amplify  the 
shadow  values  and  bring  harmony  and  sat- 
isfaction. Without  clinical  conferences  and 
without  the  clinical  aspects  available,  the 
radiologist  is  inclined  to  be  dogmatic  in  his 
reports.  This  leads  to  embarrassing  misun- 
derstandings. It  is  a well-known  fact  and 
frequently  expressed  that  there  may  be  too 
much  dependence  upon  the  roentgen  ex- 
amination. It  is  used  by  internes  and  even 
worthy  practitioners  as  a short  cut  to  diag- 
nosis. Especially  is  this  true  in  fractures, 
gastro-intestinal  and  pulmonary  cases.  It 
is  a great  compliment  to  radiology,  but  it 
should  not  be  encouraged  at  the  sacrifice 
of  clinical  acumen.  It  is  an  injustice  to  the 
patient,  equally  as  reprehensible  as  any 
failure  not  to  demand  radiologic  consulta- 
tion when  indicated. 

The  demand  that  the  radiologist  be  con- 
sidered a consultant  carries  responsibilities. 
The  consulting  radiologist  must  have  gone 
through  a period  of  training,  acquired  suf- 
ficient experience  in  interpretation,  learned 
the  technical  requirements  of  radiologic  sci- 
ence, and  be  possessed  of  the  art  of  medi- 
cine. The  radiologist  should  be  a physician 
practicing  radiology.  The  possession  of 
apparatus  does  not  confer  the  degree  of 
diagnostic  ability.  The  specialist  by  asser- 
tion is  quite  another  individual  from  the 
specialist  by  qualification.  As  yet  there  is 
no  national  board  in  radiology,  but  there  is 
a certain  degree  of  attestation  by  the  new 
A.  M.  A.  laboratory  rating  system. 

The  Clinician  Who  Installs  His  Own 
X-ray  Equipment 

There  has  been  a tendency  among  many 
strong,  well-qualified  clinicians  to  install 
x-ray  apparatus  in  their  own  offices.  This 
was  especially  noticeable  during  the  late  but 
departed  prosperous  years.  It  was  encour- 
aged by  manufacturers  of  roentgen  appara- 
tus. There  may  have  been  some  jealousy  or 


182 


Colorado  Medicine 


pique  at  the  number  and  amount  of  cases 
referred  to  radiologists.  There  may  have 
been  some  hope  of  salvaging  some  of  the 
profits.  Patients  are  trusting  souls,  and  the 
convenience  of  the  examination  in  the  clini- 
cian’s office  may  have  obscured  their  appre- 
ciation of  the  examination  s completeness 
and  values.  The  glamor  and  the  magic  of 
x-ray  examinations  serve  to  mystify  the  con- 
fiding patient  and  lull  him  into  a false  sense 
of  diagnostic  security.  There  is  no  doubt 
that  x-ray  examinations  have  been  oversold 
to  medical  customers. 

As  Jaches  points  out,  “The  supposed  ad- 
vantage in  favor  of  the  clinician  is  the 
knowledge  of  clinical  aspects  of  the  case 
and  the  convenience.’  This  is  more  than 
overcome  by  the  natural  tendency  to  favor 
an  interpretation  which  bolsters  up  a clin- 
ical preconception  and  by  the  unavoidable 
lack  of  knowledge  of  general  roentgen  path- 
ology with  the  consequent  failure  to  observe 
pathologic  conditions  other  than  those 
looked  for.  It  is  curious  that  a clinician 
who  would  not  risk  diagnosing  the  gross 
lesions  found  on  the  operating  or  the  post- 
mortem table  will  not  hesitate  to  diagnose 
the  shadows  of  such  lesions  cast  on  the 
roentgenogram. 

There  is  a tendency  to  discontinue  this 
inadequate  roentgen  examination  in  the 
clinician’s  offices.  The  overhead  of  thor- 
ough technical  x-ray  procedures  is  now  im- 
practical under  depression  stress  and  strain. 
The  careful  clinician  is  finding  that  this 
method  of  practice  is  not  giving  him  the 
results  hoped  for.  Principally,  the  public  is 
demanding  x-ray  examinations  by  radiolo- 
gists because  of  their  completeness  and  be- 
cause the  costs  of  good  examinations  are 
identical. 

The  Future  of  Radiology 

The  technical  difficulties  of  the  early 
days  forced  an  undue  emphasis  upon  tech- 
nic. Diagnostic  interpretation  was  under- 
estimated. Now  that  good  technic  is  no 
longer  the  sole  possession  of  the  few,  the 
function  of  the  radiologist  does  not  always 
carry  the  respect  that  diagnostic  ability  war- 
rants. The  personality  and  increasing  merit 
of  the  leading  radiologists  has  been  a great 
factor  in  combating  this  attitude  and  in  re- 


directing radiology  into  its  rightful  chan- 
nels. 

Groover  feels  that  every  specialty  goes 
through  certain  changes  before  it  becomes 
stabilized  and  permanently  adjusted  to  med- 
ical practice  as  a whole.  In  the  earlier  stages 
of  its  evolution,  its  fate  rests  entirely  wit!, 
the  medical  profession.  A pioneer  in  a new 
specialty  is  usually  entirely  dependent  on 
the  patronage  of  practitioners  in  other 
fields.  He  is  expected  to  confine  his  activi- 
ties within  narrow  bounds.  Gradually  a re- 
adjustment takes  place  and  patients  begin 
consulting  a specialist  on  their  own  initia- 
tive. The  radiologist's  colleagues  in  other 
fields  will  doubtless  continue  to  refer  pa- 
tients to  him,  but  with  this  added  incentive, 
that  the  patient  expects  it  and  in  the  ordi- 
nary course  of  events  would  likely  go  to 
him  anyway. 

The  position  of  radiology  will  depend 
largely  upon  the  measure  of  public  respect 
and  esteem  it  may  be  able  to  command. 
Groover  feels  that  radiology  has  not  yet 
reached  the  stage  of  complete  stabilization. 
He  feels  that  this  is  eventually  assured.  In 
the  past  the  radiologist  has  naturally  been 
primarily  solicitous  of  the  patronage  of  phy- 
sicians in  other  fields.  He  has  not  taken  ad- 
vantage of  his  opportunity  to  incur  public 
favor  and  establish  a clientele  of  his  own. 
He  has  narrowed  his  field  of  endeavor  to  un- 
reasonable limits  and  has  detached  himself 
from  what  we  ordinarily  understand  as  the 
practice  of  medicine.  It  is  questionable,  ac- 
cording to  Groover,  whether  the  radiologist 
who  spends  the  major  portion  of  his  time 
running  hither  and  yon  reading  films  has 
much  more  justification  for  styling  himself 
a practitioner  of  medicine  than  has  a proof 
reader  to  style  himself  an  author. 

It  is  fortunate  for  radiology  that  through- 
out its  vicissitudes,  many  of  its  leaders  have 
maintained  their  status  as  practitioners  of 
medicine  in  every  sense  of  the  word,  and 
that  they  are  not  only  highly  regarded  as 
consultants  by  their  professional  colleagues, 
but  by  an  ever-increasing  clientele  outside 
the  profession.  With  a maintenance  of  such 
leadership  a bright  future  for  radiology  is 
assured  and  to  young  men  with  proper 
background,  it  offers  splendid  opportunities. 
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REST  AND  SHOT  BAGS  IN  PULMONARY  TUBERCULOSIS* 

GERALD  B.  WEBB,  M.D. 

COLORADO  SPRINGS 


Of  all  the  countless  remedies  for  tubercu- 
losis, rest  alone  has  stood  the  test  of  time. 
The  value  of  rest,  physicians  learned  from 
surgeons.  David  Jean  in  1779  first  estab- 
lished the  value  of  rest  as  a cure  for  Pott’s 
disease,  and  John  Hilton  in  1863  carried  the 
method  further  for  the  treatment  of  joint 
tuberculosis  and  noted  its  value  in  pul- 
monary tuberculosis.  Physicians  have  been 
very  slow  in  appreciating  the  value  of  the 
thorough  application  of  the  principles  of 
rest  in  pulmonary  tuberculosis.  Up  to  1916 
when  the  author  first  pointed  out  the  value 
of  postural  rest,  patients  with  pulmonary 
tuberculosis  were  allowed,  almost  invariably, 
to  recline  with  the  more  active  diseased 
lung  uppermost.  It  may  interest  you  to  know 
that  the  first  patient  treated  by  what  the 
author  termed  postural  rest  is  still  alive  and 
perfectly  well.  The  patient  was  sent  me  by 
the  late  famous  surgeon,  Dr.  J.  B.  Murphy 
of  Chicago,  and  the  request  was  sent  to  ap- 
ply artificial  pneumothorax — a method  advo- 
cated by  Dr.  Murphy  in  Colorado  in  1898. 
A visit  being  made  for  the  purpose  of  begin- 
ning artificial  pneumothorax,  the  patient 
was  found  asleep  on  her  sleeping  porch.  It 
was  noted  that  she  was  resting  on  the  side 
which  had  no  disease,  while  the  lung  with 
advanced  disease  was  uppermost  and  there- 
fore carrying  on  most  of  the  breathing  with 
respiration  and  movement  over  one  thousand 
times  an  hour.  The  patient  was  induced  to 
postpone  pneumothorax  and  to  try  the  ef- 
fect of  resting  on  the  side  of  the  diseased 
lung.  This  resulted  in  complete  cure  of  a 
lung  with  advanced  cavitation. 

The  problem  then  arose  as  to  how  we 
could  improve  the  rest  regime  for  the  lungs 
in  patients  with  bilateral  active  apical  pul- 
monary tuberculosis.  The  disease  in  many 
patients  being  frequently  apical  and  bilat- 
eral, the  idea  occurred  to  me  to  apply  shot 
bags  below  each  clavicle.  It  was  first  sug- 

*Read before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932.  The  paper  was  accom- 
panied by  lantern  slide  demonstrations. 


gested  to  begin  the  weight  of  the  shot  bags 
with  a few  ounces  and  gradually  increase 
to  three  pounds.  Later  a pound  weight  was 
found  sufficient,  for  only  moderate  pressure 
will  restrain  the  chest  movements.  Follow- 
ing the  application  of  shot  bags  in  this  man- 
ner it  is  usually  noted  that  the  diaphragmatic 
breathing  is  increased.  The  weights  also 
assist  the  contraction  of  the  chest  wall  which 
Nature,  with  gibrosis,  is  endeavoring  to  ef- 
fect. 

But  possibly  of  equal  value  to  the  mechan- 
ical aid  to  rest  is  the  more  thorough  rest  of 
the  patient,  because  there  develops  a hesi- 
tation to  disturb  the  shot  bags  bv  unneces- 
sary movements. 

The  value  of  shot  bags  has  been  proved 
in  patients  with  pulmonary  hemorrhage. 
The  modern  tendency  for  early  collapse 
therapy  such  as  artificial  pneumothorax, 
phrenicectomv,  and  thoracoplasty,  is  not 
endorsed  by  the  author.  The  simpler  meth- 
ods of  applying  more  complete  rest  to  the 
lung  by  posture  and  shot  bags  always  have 
first  consideration. 

It  has  not  been  possible  for  me  to  com- 
pile comparative  statistics  in  regard  to  the 
results  of  the  simpler  methods.  While  the 
pathology  in  patients  can  be  compared,  the 
resistance,  the  temperament,  and  the  cooper- 
ation of  patients  make  comparative  results 
impossible.  Inasmuch  as  fashion  is  dictating 
immediate  collapse  therapy  for  so  many  pa- 
tients when  the  diagnosis  of  pulmonary  tu- 
berculosis has  been  made,  it  has  seemed 
timely  to  bring  before  you  again  the  simpler 
principles  of  thorough  bed  rest  with  posture 
and  shot  bags  which  may  achieve  results 
equally  spectacular  with  those  of  surgery. 

I am  well  aware  that  valuable  results  are 
obtained  by  bed  rest  alone  in  pulmonary  tu- 
berculosis, yet  experience  has  taught  me  that 
in  many  patients  even  better  results  may 
be  obtained  by  postural  rest  and  by  the  ap- 
plication of  shot  bags.  The  simplicity  of 
such  procedures  needs  no  apology.  Objec- 
tion may  be  made  that  the  method  is  slow, 
but  after  all  the  collapse  therapy  is  equally 
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slow  and  by  no  means  devoid  of  dangers 
and  complications. 

It  is  possible  for  a patient  not  to  be  im- 
proved by  postural  rest  or  by  shot  bags.  The 
same  patient  may  be  harmed  by  phrenicec- 
tomy  and  not  cured  by  thoracoplasty.  In 
addition  a recurrent  laryngeal  nerve  has 
become  paralyzed  following  the  latter  opera- 
tion., Such  cases  serve  to  show  that  even 
the  most  complete  rest  of  a lung  will  not 
always  cure  pulmonary  tuberculosis.  What- 
ever method  of  applying  rest  is  adopted, 
pulmonary  tuberculosis  is  rarely,  if  ever, 
eliminated  in  less  than  four  years. 

ABSTRACT  OF  DISCUSSION 

C.  O.  Giese,  M.D.,  Colorado  Springs:  The  first 
thing  to  do  after  making  a diagnosis  is  to  secure 
rest,  and  it  certainly  is  advisable  to  try  the  sim- 
pler forms  first  if  the  lesion  is  not  of  sufficient 
intensity  but  what  the  milder  forms  will  secure  re- 
sults. There  are  certain  cases,  of  course,  in  which 
nothing  but  the  most  drastic  measures  will  accom- 
plish what  we  desire.  There  are  all  forms  of  local- 
ized treatment.  In  addition  to  this,  the  general 
rest  of  course  must  be  secured,  first  if  possible,  to 
see  how  effective  it  is.  I was  impressed  with  Dr. 
Webb's  suggestion  that  probably  the  good  effect 
of  the  shot  bags  is  due  to  the  discomfort  inci- 
dental to  motion,  consequently  keeping  the  pa- 
tient more  quiet,  and  in  that  way  securing  the 
general  rest  so  essential  to  recovery.  There  are 
many  cases  wherein  all  forms  of  rest  appear  to 
be  unavailing,  and  those  are  usually  the  cases 
where  the  patient  rebels  at  rest,  either  local  or 
general. 

Long  before  we  did  phrenicectomies,  I was  at- 
tempting to  do  a pneumothorax  on  a patient  with 
a very  extensive  left  side  lesion.  As  sometimes 
happens,  I introduced  the  air  into  the  peritoneal 
cavity  instead  of  into  the  pleural  cavity — I soon 
realized  this  from  the  oscillations  of  the  mano- 
meter. I gave  no  more  air,  tried  higher,  couldn’t 
secure  an  open  space  and  discontinued.  The  re- 
markable thing  about  it  was  that  unbeknown  to 
ni3rself  I had  partially  paralyzed  the  diaphragm  on 
that  side;  the  patient  began  improving  and  I 
didn’t  know  for  about  five  or  six  years  what  a 
successful  operator  I had  been  my  making  a mis- 
take. I simply  put  the  air  below  the  diaphragm 
and  secured  a temporary  paralysis  of  the  dia- 
phragm on  that  side,  with  wonderful  results  to 
the  patient.  The  patient  is  still  living  and  in 
very  good  condition. 

I believe  that  we  who  see  a fair  number  of 
cases  of  tuberculosis  ought  to  continually  stress 
the  point  that  in  the  early  cases  the  simpler  forms 
of  rest  should  be  tried  first.  Then  perhaps  the 
more  drastic  forms  of  localized  rests  such  as  the 
resection  of  the  phrenic  nerve,  pneumothorax, 
and  have  not  quite  so  much  enthusiasm  for  a 
thoracoplasty  as  we  sometimes  see  expressed. 

Leonard  Freeman,  M.D.,  Denver:  Dr.  Webb 
has  given  us  a very  excellent  method  of  treating 
cavities  in  the  upper  portion  of  the  lungs.  In 
1900,  I devised  a successful  method  of  compress- 
ing cavities  in  the  upper  portion  of  the  lung.  It 
consisted  in  removing  portions  of  the  second  and 
third  ribs,  anteriorly,  and  then  closing  the  skin. 
After  the  sensitiveness  had  subsided,  an  ordinary 
spring  truss  was  fitted  to  the  chest  with  its  pad 


over  the  ribless  area  in  front  and  the  other  end 
placed  against  the  back  with  the  spring  passing 
over  the  shoulder,  both  ends  being  well  padded. 

By  this  means  I was  able  to  cave  in  the  chest 
over  an  area  just  below  the  clavicle  to  a very 
considerable  extent.  The  advantages  of  this  meth- 
od are  not  only  that  we  obtain  rest  of  the  lung, 
but,  unlike  the  shot  bag,  the  truss  always  re- 
mains in  place  in  spite  of  movements  by  the  pa- 
tient, and  the  pressure  can  be  regulated  by  the 
amount  of  padding.  Also  the  patient  can  sit  up 
or  move  about  if  desired.  I have  also  used  this 
method  in  collapsing  empyema  cavities. 

I.  D.  Bronfin,  M.D.,  Denver:  Dr.  Webb’s  paper 
is  indeed  very  timely,  since  there  is  a tendency  in 
some  localities  to  radical  methods  in  the  treat- 
ment of  pulmonary  tuberculosis.  Some  enthus- 
iasts even  advocate  pneumothorax  for  hemoptysis 
in  early  cases  despite  the  fact  that  pulmonary 
hemorrhage  in  the  majority  of  instances  stops 
of  its  own  accord.  Nevertheless,  I felt  justified 
in  making  an  appeal  in  1924  before  the  National 
Tuberculosis  Association  for  the  early  application 
of  pneumothorax  because  of  the  sad  experiences 
we  had  had  as  a result  of  procrastination. 

It  has  been  our  rule  for  some  time  that  when  a 
patient  has  been  on  bed  rest  for  six  months  and 
the  pulmonary  lesion  is  either  stationary  or  slight- 
ly progressing,  some  form  of  collapse  therapy  is 
undertaken  if  the  contralateral  lung  is  in  fair 
condition  and  there  are  no  other  existing  contra- 
indications. I am  entirely  in  accord  with  Dr. 
Giese’s  appeal  to  use  first  the  simpler  methods 
before  resorting  to  surgical  measures.  On  the 
other  hand,  there  is  no  set  rule  that  could  apply 
to  all  cases.  Patients  must  be  individualized  and 
treated  accordingly.  The  greatest  advances  in 
the  therapy  of  tuberculosis  are  the  various  sur- 
gical methods,  namely,  pneumothorax,  phrenicec- 
tomy,  and  thoracoplasty.  These  measures  should 
not  be  withheld  from  the  patient  too  long  after 
conservative  methods  have  been  tried  for  a rea- 
sonable time  and  had  been  found  to  be  unsuccess- 
ful. 

W.  B.  Yegge,  M.D.,  Denver:  I simply  want  to 
ask  Dr.  Webb  a question.  I realize  that  in  all  tu- 
berculous patients  the  question  of  time  is  a prob- 
lem that  has  to  depend  on  the  condition  of  the 
chest.  How  long  do  you  usually  keep  these  pa- 
tients under  treatment  with  the  shot  bag  and 
posture  treatment?  And  how  long  do  you  gener- 
ally keep  these  patients  under  treatment  before  you 
give  them  up  as  hopeless  cases? 

Dr.  Webb  (Closing):  It  doesn’t  matter  whether 
pneumothorax,  phrenicectomy,  or  thoracoplasty  is 
done,  it  takes  four  years  to  cure  a patient.  I 
don’t  know  what  form  of  rest  can  be  used  to  get 
the  patient  well  under  four  years. 

I am  glad  Dr.  Giese  approved  of  the  simple 
methods.  The  reason  for  this  paper  is  that  so 
many  publications  now  come  out  saying  a col- 
lapse therapy  must  be  done  instantly  upon  diag- 
nosis being  made.  Collapse  therapy  has  its  comp- 
lications ; it  isn’t  so  simple  as  it  seems.  This 
method  hasn’t  so  many  complications. 

I know  Dr.  Freeman's  work  and  think  it  is  ex- 
cellent. The  matter  of  the  cave-in  is  good  for  the 
patient,  because  Nature  is  trying  to  draw  things 
together  by  fibrosis.  With  the  shot  bag  we  also 
have  a certain  amount  of  cave-in— not  as  much 
as  Dr.  Freeman  has,  however. 

My  plea  is  to  try  always  the  simple  methods 
and  do  them  thoroughly — not  let  patients  be  up 
and  around  whenever  they  feel  like  it.  A number 
of  these  cases  had  special  nurses.  They  were  not 
out  of  bed.  Some  were  not  off  their  backs  for  a 
year  or  two  years.  It  was  done  very  thoroughly, 
with  complete  bed  rest. 
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THE  NEUROLOGIC  DIAGNOSIS  OF 
PERNICIOUS  ANEMIA 

WITH  REMARKS  ON  TREATMENT 

LUMAN  E.  DANIELS,  M.D. 

DENVER 

The  outstanding  symptoms  as  well  as  the 
most  obvious  physical  findings  encountered 
in  the  early  stages  of  pernicious  anemia  are, 
in  not  a few  instances,  referable  to  subacute 
combined  degeneration  of  the  spinal  cord. 
Such  signs  and  symptoms  may  indeed  ap- 
pear before  a diagnosis  of  pernicious  anemia 
is  possible  by  hematologic  study  alone,  and 
cases  are  seen  occasionally  in  which  the 
disease  of  the  cord  terminates  fatally  prior 
to  the  appearance  of  an  anemia.  Davidson 
and  Gulland"  state,  in  their  excellent  mono- 
graph, that  in  the  majority  of  cases  of  sub- 
acute combined  degeneration,  the  neurologic 
changes  occur  earlier  and  are  more  marked 
than  the  blood  changes.  From  the  stand- 
point of  treatment  which  in  cases  of  perni- 
cious anemia  with  neurologic  complications 
must  be  prompt  and  adequate,  it  is  fortu- 
nate, therefore,  that  the  diagnosis  of  sub- 
acute combined  degeneration  is  relatively 
easy. 

Localized  areas  of  degeneration  in  the 
white  matter  of  the  spinal  cord,  the  so-called 
Lichtheim  plaques,  constitute  the  essential 
lesion  of  the  disease.  These  plaques  en- 
large by  coalescence  as  well  as  by  direct  ex- 
tension. Small  circular  areas  of  total  de- 
struction of  tissue,  the  “Liickenfelder”  of 
the  Germans,  are  also  quite  characteristic. 
Although  replacement  of  the  destroyed  nerv- 
ous tissue  by  glial  proliferation  is  often  con- 
spicuous by  its  absence,  it  does  occur,  par- 
ticularly in  the  more  chronic  cases.  The 
changes  are  generally  most  marked  in  the 
posterior  columns  of  the  cord  although, 
when  the  disease  is  at  all  extensive,  involve- 
ment of  the  lateral  columns,  especially  the 
portion  occupied  by  the  pryamidal  tracts,  is 
seldom  lacking.  Since  the  anterior  columns 
are  not  infrequently  involved,  however,  and 
the  degenerated  areas  distributed  in  a more 
or  less  irregular  manner,  the  terms  ‘‘postero- 


lateral sclerosis  and  “combined  system  dis- 
ease are  hardly  applicable.  Changes  are 
found  in  the  pheripheral  nerves  although  the 
various  authorities  fail  to  agree  in  regard 
to  the  frequency  of  such  changes. 

A persistent  numbness  and  tingling  of  the 
hands  and  feet  is  the  most  characteristic 
early  symptom.  The  paresthesias  in  some 
cases  gradually  extend  up  the  legs  to  the 
trunk  where  the  patient  may  experience  a 
girdle  sensation.  Tenderness  of  the  soles 
and  calves  is  not  infrequent.  The  early 
symptoms  are,  in  fact,  quite  suggestive  of  a 
peripheral  neuritis.  As  the  disease  pro- 
gresses, the  legs  become  ataxic  and  weak 
and  the  patient  may  eventually  lose  control 
of  his  sphincters  and  become  bed-ridden. 

Before  any  weakness  or  ataxia  is  appar- 
ent, there  is  a definite  reduction  of  osseous 
sensibility  as  determined  by  the  patient's 
ability  to  perceive  the  vibrations  of  a tuning 
fork  applied  to  the  malleoli  and  other  bony 
prominences  of  the  lower  extremities.  Vi- 
bratory sensation,  the  conduction  of  which 
seems  to  be  one  of  the  most  delicate  func- 
tions of  the  posterior  columns,  may  be  com- 
pletely abolished  over  the  ankles  before  the 
joint  sense  of  the  toes  is  impaired  to  any 
considerable  degree.  Cutaneous  sensibility 
is  usually  less  impaired  than  deep  sensibility, 
although  in  the  advanced  cases  presenting 
the  picture  of  a transverse  myelitis,  a defi- 
nite sensory  level  may  be  demonstrated.  The 
tendon  reflexes  may  be  exaggerated,  dimin- 
ished, or  absent.  Marked  spasticity  is  not 
frequent;  muscular  tone  may  actually  be  re- 
duced. A Babinski  reflex  can  often  be 
elicited  even  when  the  tendon  reflexes  are 
diminished  or  absent. 

Gastric  analysis  should  not  be  neglected 
when  subacute  combined  degeneration  is 
suspected,  for  if  the  presence  of  free  hydro- 
chloric acid  can  be  demonstrated,  the  pa- 
tient in  all  probability  does  not  have  the 
disease.  Since  an  achlorhydria  may  exist  in 
individuals  not  suffering  from  pernicious 
anemia,  however,  the  negative  value  of  the 
test  exceeds  the  positive.  In  doubtful  cases 
the  histamine  test  may  prove  useful.  Even 
though  the  patient  is  not  anemic,  a trained 
hematologist  may  find  morphologic  evidence 
of  pernicious  anemia. 
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Given  a familiarity  with  the  clinical  pic- 
ture of  subacute  combined  degeneration, 
mistakes  in  diagnosis  are,  as  a rule,  easily 
avoided.  In  tabes  dorsalis,  the  evolution  of 
symptoms  is  generally  much  slower,  marked 
impairment  of  vibratory  sensation  being 
relatively  late  in  its  appearance.  Lightning 
pains,  not  persistent  paresthesias,  constitute 
the  most  frequent  complaint  in  the  early 
stages  of  tabes.  Evidence  of  involvement 
of  the  posterior  and  lateral  columns  may  be 
found  in  interstitial  lues  of  the  cord,  but 
other  signs  of  the  underlying  disease,  in- 
cluding serologic  changes,  generally  suffice 
to  establish  the  diagnosis.  In  multiple  sclero- 
sis which  occurs  in  younger  subjects  as  a 
rule,  the  course  of  the  disease  is  more  ir- 
regular and  the  symptoms  and  signs  are 
often  less  symmetrical  in  their  distribution 
than  in  subacute  combined  degeneration.  A 
"zone  one''  type  of  curve  in  the  colloidal 
gold  test  of  the  spinal  fluid  may  serve  to 
complete  the  diagnosis  of  multiple  sclerosis 
in  doubtful  cases  where  some  of  the  char- 
acteristic signs  of  the  disease  are  lacking. 
Compression  of  the  cord  by  a tumor  or  dis- 
ease of  the  vertebrae  must  be  considered  in 
the  differential  diagnosis  even  when  there  is 
no  history  of  a radicular  type  of  pain.  For 
this  reason,  the  Queckenstedt  test  for  spinal 
block  should  not  be  neglected  at  the  time 
of  lumbar  puncture.  Arteriosclerotic  changes 
of  the  cord  may  produce  in  the  aged  a pic- 
ture simulating  combined  degeneration. 

When  Bremer1  reviewed  the  subject  in 
1931,  opinions  relative  to  the  efficacy  of 
liver  feeding  in  subacute  combined  degen- 
eration seemed  to  be  about  equally  divided. 
Although  one  would  hardly  expect  any  form 
of  therapy  to  effect  the  restoration  of  total- 
ly degenerated  spinal  tracts,  it  is  disturbing 
to  know  that  neurologic  complications  may 
develop  while  the  patient  is  under  adequate 
treatment  for  his  pernicious  anemia.  My 
experience  is  in  accord  with  the  general 
impression  that  symptoms  of  spinal  disease 
are  specially  prone  to  appear  when  the  pa- 
tient, encouraged  by  a good  blood  remission, 
becomes  careless  in  regard  to  his  daily  ra- 
tion of  liver.  Raw  liver  in  large  amounts 
seems  to  be  more  efficacious  than  the  com- 
mercial extracts  although  Schilling'  ob- 


tained prompt  and  marked  improvement  in 
cases  of  subacute  combined  degeneration 
with  intramuscular  injection  of  a potent  ex- 
tract. Dessicated  hog  stomach1  has  proved 
to  be  effective  in  some  cases,  as  has  raw 
brain11.  Sargent4  reported  good  results  from 
the  use  of  iron  in  massive  doses  in  cases 
previously  resistant  to  treatment  with  liver. 
It  is  heartening  to  know  that  in  spite  of 
many  failures,  marked  regression  of  the 
signs  and  symptoms  of  involvement  of  the 
nervous  system  has  followed  institution  of 
the  various  forms  of  treatment  enumerated. 
As  the  early  recognition  and  adequate  treat- 
ment of  subacute  combined  degeneration  be- 
comes more  general,  the  number  of  favor- 
able results  should  increase. 
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CASE  REPORTS 
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THE  BIRTH”  OF  A SUBMUCOUS 
UTERINE  FIBROID 

N.  L.  BEEBE,  M.D. 

FORT  COLLINS 

In  past  years  very  large  fibroids  were 
rather  frequently  seen,  but  in  more  recent 
years  due  to  widespread  health  education, 
women  usually  consult  a physician  with  the 
first  appearance  of  a tumor,  or  at  least  be- 
fore it  has  reached  much  size.  This  case  is 
reported  because  of  the  large  size  of  the 
fibroid,  also  because  of  the  associated  find- 
ings and  complications. 

On  Sept.  11,  1930,  I was  called  in  con- 
sultation by  Dr.  Raymond  of  Wellington 
to  see  this  patient,  a woman  of  55  years. 
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The  present  complaint  was  uterine  hemor- 
rhage, for  four  days,  and  backache.  As  I 
started  to  examine  the  patient,  she  remarked 
incidentally  that  her  abdomen  had  been  get- 
ting larger  for  the  past  year. 

Briefly,  the  family  and  past  history 
showed  that  the  patient’s  mother  had  died  of 
cancer  of  the  breast;  the  patient  had  blood- 
poisoning  after  a childbirth  25  years  before; 
periods  had  been  irregular  for  the  previous 
10  years,  more  so  during  the  preceding  two 
years,  the  last  period  having  been  six  weeks 
before.  She  was  the  mother  of  two  chil- 
dren. childbirths  having  been  normal  except 
for  post-partum  infection  as  stated  above. 

Physical  examination  revealed  a large, 
well  developed,  well  nourished,  anemic  wom- 
an, weight  156  pounds.  There  was  a grade 
2 infection  of  the  teeth.  The  chest  and 
breasts  were  negative;  heart  regular,  rate 
102,  with  no  murmurs;  blood  pressure  was 
HO  systolic,  80  diastolic.  Abdominal  exam- 
ination showed  a tumor  the  size  and  shape 
of  a nine  months  pregnancy,  but  firmer.  The 
pelvic  examination  was  of  special  interest. 
The  cervix  was  dilated  to  five  centimeters; 
the  edge  of  the  cervix  was  very  thin  but 
more  firm  than  that  usually  found  at  normal 
delivery.  There  was  complete  effacement 
of  the  internal  os,  and  the  lower  uterine 
segment  was  occupied  by  a firm  oval  mass 
the  size  of  a child’s  head. 

A diagnosis  of  submucous  fibroid  was 
made  and  the  patient  moved  to  the  hospital. 
The  blood  picture  at  this  time  showed  the 
hemoglobin  to  be  45  per  cent  and  erythro- 
cytes 2,700,000.  Glucose  and  normal  saline 
solutions  were  given  intravenously,  but  im- 
mediate operation  was  postponed  because 
of  evidence  of  necrosis  and  sloughing  of  the 
presenting  tumor  with  cessation  of  hemor- 
rhage. On  September  16,  indirect  blood 
transfusion  was  done.  By  the  next  day  there 
was  complete  cervical  dilitation  and  the  tu- 
mor had  descended  to  mid-pelvis;  it  seemed 
apparent  that  the  blood  supply  of  the  tumor 
had  been  cut  off  and  it  was  being  expelled 
by  the  uterus.  During  this  time  there  was 
more  or  less  constant  backache  with  irreg- 
ular ‘labor’’  pains. 

After  consultation  with  the  late  Dr.  Kick- 
land,  it  was  decided  to  try  to  remove  the 


tumor  through  the  vagina.  This  was  promt- 
ly  attempted  under  ether  anesthesia.  The 
gloved  hand  was  introduced  between  the 
tumor  and  uterine  wall  up  to  the  fundus. 
The  tumor  was  free  in  the  uterine  cavity  ex- 
cept for  a rather  broad  attachment  in  the 
right  lateral  fundus.  Because  it  was  impos- 
sible to  ascertain  the  thickness  of  the  uterine 
wall  I was  afraid  to  attempt  to  free  the  tu- 
mor by  blunt  dissection  but  was  able  to  re- 
move about  four  pounds  of  the  lower  part 
of  the  tumor  by  sharp  dissection.  There 
was  very  little  bleeding. 

Two  days  later,  after  another  blood  trans- 
fusion, supravaginal  hysterectomy  was  un- 
dertaken. The  abdomen  was  opened  from 
the  midepigastrium  to  the  pubes,  and  a uter- 
us as  large  as  a seven  months  pregnancy  de- 
livered into  the  wound.  After  the  broad 
ligaments  were  clamped,  it  was  found  impos- 
sible to  clamp  the  lower  uterine  segment 
which  was  desirable  to  prevent  soiling  of 
the  abdomen.  The  uterus  was  then  packed 
off  with  towels  and  bisected;  the  tumor  was 
removed  after  which  the  uterine  walls, 
which  were  three  to  four  centimeters  thick, 
were  restitched  and  painted  with  tincture 
of  iodine.  It  was  then  possible  to  clamp  the 
lower  uterine  segment  and  complete  the 
hysterectomy.  The  culdesac  was  drained 
through  the  vagina  and  a cigarette  drain 
placed  in  the  lower  end  of  the  abdominal 
wound,  but  no  drainage  was  put  in  the  upper 
abdominal  wall.  The  operation  was  fol- 
lowed with  a second  blood  transfusion. 

The  postoperative  course  was  rather 
stormy.  The  temperature  reached  102  de- 
grees, though  the  pulse  was  of  good  quality. 
Seven  days  after  the  abdominal  operation, 
the  patient  coughed  and  bursted  open  the 
incision  which  was  found  to  be  infected. 
This  probably  would  not  have  happened  had 
more  drainage  been  put  in  the  abdominal 
wall.  The  patient  was  taken  to  the  operat- 
ing room  where  the  wound  was  restitched 
with  silkworm  gut;  additional  drainage  was 
established. 

Convalescence  continued  rather  stormy 
for  another  ten  days  when  symptoms  of 
partial  obstruction  of  the  bowel  appeared, 
but  this  cleared  shortly.  After  another  blood 
transfusion,  the  patient  was  discharged, 
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thirty-five  days  after  entering  the  hospital, 
with  the  wound  completely  healed  and  the 
temperature  normal.  This  patient  has  con- 
tinued since  that  date  in  good  health.  A 
recent  examination  revealed  a negative  pel- 
vis and  an  intact  abdominal  wall. 


PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 


Schools  and  the  Depression 

Nearly  5,000  schools  in  the  United  States 
have  been  closed  during  the  depression,  ac- 
cording to  a statement  of  the  National  Edu- 
cation Association,  made  public  recently  in 
announcing  the  program  for  the  sixty-third 
annual  convention  of  the  National  Educa- 
tional Association  Department  of  Superin- 
tendence. The  meeting  will  center  around 
the  financial  crisis  in  education  and  a com- 
mission appointed  by  the  National  Educa- 
tion Association  will  outline  a definite  and 
constructive  program  for  “saving  the 
schools”. 

The  statement  points  out  on  the  one  hand 
the  greatly  increasing  burdens  heaped  on 
the  schools  by  the  present  situation  and,  on 
the  other  hand,  the  decreasing  revenues 
with  which  the  schools  must  function.  Ex- 
penditures for  school  buildings  have  slipped 
from  an  annual  total  of  $400,000,000  per 
year  to  $154,000,000.  In  1930,  sixty-three 
cents  was  available  for  the  education  of  each 
child  per  day.  In  1933,  there  is  approxi- 
mately 49  cents. — From  The  American 
Child,  March,  1933. 


Health  Hazards 

According  to  statistics  of  the  Metropoli- 
tan Life  Insurance  Company,  occupational 
hazards  in  1932  were  22.9  per  100,000,  which 
is  the  lowest  in  the  company’s  experience — a 
period  of  twenty-one  years.  For  age  groups 
there  has  been  a marked  decrease  in  acci- 
dents for  the  younger  group — for  the  period 
20  to  24  years  there  was  a drop  of  50  per 
cent  when  comparing  1931  with  1921.  Part 
of  the  decrease  at  the  younger  ages  reflects 
the  tendency  which  has  been  going  on  for 
a long  time  for  young  people  to  remain  at 


school  rather  than  to  enter  industry.  Re- 
stricted employment  under  present  condi- 
tions has  had  the  effect  of  keeping  the  more 
expert  workmen  at  their  jobs  (with  a con- 
sequent decrease  in  fatal  accidents).  (The 
figures  were  based  on  insured  lives.) 


Cancer 

Dr.  Clarence  Cook  Little,  Managing  Di- 
rector of  the  American  Society  for  the  Con- 
trol of  Cancer,  has  made  some  pertinent  ob- 
servations and  statements  concerning  can- 
cer. “As  applied  to  human  beings  there 
seems  to  be  little  need  for  worry  concerning 
the  direct  influence  of  heredity.  This  fac- 
tor which  in  material  like  mice  can  be  regu- 
lated and  classified  by  intensive  inbreeding 
is,  in  human  material,  so  complex  and  so 
subject  to  modification  by  age,  sex,  and 
other  environmental  agents,  such  as  chronic 
irritation  of  different  types,  that  it  is  not 
likely  to  become  a matter  of  very  great  im- 
mediate practical  importance. 

“As  an  experimental  approach,  however, 
genetic  methods  have  great  possibilities.  By 
selective  breeding  it  is  possible  to  produce 
strains  that  have  from  90  to  100  per  cent 
cancer  of  the  breast  in  breeding  females 
which  live  beyond  a certain  age  character- 
istic of  the  strain.  This  gives  the  experi- 
menter a great  quantity  of  tumors  with 
which  to  work  without  necessitating  the  em- 
ployment of  experimental  treatment  such  as 
tar  or  other  irritants.  The  naturalness  of 
the  method  of  cancer  origin  in  animals  from 
such  a ‘high  cancer’  strain  will  be  an  im- 
portant factor  in  increasing  the  likelihood  of 
a close  parallel  in  their  behavior  under  ob- 
servation with  that  found  in  the  case  of  hu- 
man cancer.” — From  Boston  Health  League 
Bulletin,  February,  1933. 


Even  if  the  depression  passes  tomorrow, 
its  wake  will  be  dotted  with  distressed,  un- 
derfed, unwanted  and  forgotten  children — 
boys  and  girls  that  assuredly  are  worth  the 
saving.  And  they  should  be  saved  before 
they  are  forced  into  delinquency. — Clarence 
D.  Martin,  Governor  of  the  State  of  Wash- 
ington, in  his  message  to  the  Legislature, 
January,  1933. 
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Medical  Clinics  of  North  America.  November, 
1932.  Volumne  16.  Number  3. 

In  1929,  the  University  of  California  established 
a Visiting  Lectureship  in  the  Medical  School  un- 
der the  deanship  of  Dr.  Langley  Porter.  For  the 
third  series  of  lectures  and  demonstrations  in  the 
year  1931-1932,  Dr.  Jonathan  C.  Meakins,  Profes- 
sor of  Medicine  at  the  McGill  University  Medical 
School,  Montreal,  Canada,  was  chosen.  The  en- 
tire volume  is  given  over  to  Dr.  Meakins’  clinics 
and  lectures.  There  are  Theatre  Clinics  on  the 
subjects  of  Dyspnea,  Cyanosis,  and  Edema. 

The  clinics  are  extremely  interesting  and  prac- 
tical, largely  in  the  form  of  case  presentations 
with  questions  and  answers  by  students  and  com- 
ment by  Dr.  Meakins.  The  subjects  presented 
are  Rheumatic  Fever,  Serous  Tuberculpsis,  Ar- 
terial Occlusions,  Chronic  (nontuberculous)  Pul- 
monary Disease,  Nephritis,  Tetany,  Jaundice  and 
Blood  Pressure,  Multiple  Cerebral  Lesions,  Dis- 
seminated Tuberculosis,  and  Thyrotoxicosis. 

An  address  was  delivered  by  invitation  before 
the  San  Francisco  County  Medical  Society  on  The 
Treatment  of  Cardiac  Irregularities.  In  this  ad- 
dress Dr.  Meakins  points  out  that  many  medical 
cases  can  be  treated  with  almost  mechanical  cer- 
tainty. That  skill  in  medical  treatment  requires 
careful  study  and  understanding  of  the  tools  with 
which  we  work,  and  that  many  of  our  shortcom- 
ings are  due  to  not  paying  sufficient  attention 
to  the  technic  of  treatment  as  compared  to  that 
devoted  by  successful  surgeons. 

LORENZ  W.  FRANK. 


Nutrition  Service  in  the  Field:  Report  of  the 
Subcommittee  on  Nutrition.  Samuel  McC.  Ham- 
ill,  M.D.,  Chairman.  1C,  Section  I,  Medical 
Service;  Child  Health  Centers:  A Survey; 
White  House  Conference  on  Health  and  Protec- 
tion. With  appendix  196  pages.  New  York: 
The  Century  Co. 

The  book  explains  in  an  exhaustive  way  how 
a community  may  obtain  a satisfactory  nutritional 
service.  It  first  defines  a nutritionist  setting 
forth  her  qualifications  and  duties.  A plan  is 
laid  down  to  gain  the  cooperation  of  numerous 
agencies  in  the  development  and  extension  of 
the  service.  These  include  aid  obtainable  from 
the  Extension  Service  of  the  United  States  De- 
partment of  Agriculture  and  Home  Economics, 
the  Red  Cross,  boards  of  health  and  departments 
of  welfare,  boards  of  education,  health  centers, 
hospitals,  clinics  and  dispensaries,  dental  infirm- 
aries, and  the  publicity  afforded  by  newspapers, 
magazines  and  the  radio. 

Numerous  examples  of  how  a nutritional  serv- 
ice may  be  organized  and  maintained  are  given. 
Illustrative  methods  of  tabulation  of  the  work 
done  and  results  obtained  with  a view  of  stand- 
ardizing, correlating  and  utilizing  the  information 
are  shown. 

It  should  be  a most  valuable  book  to  those 
interested  in  this  line  of  endeavor. 

WILFORD  W.  BARBER. 


Diseases  of  the  Blood.  By  A.  Piney,  M.D.,  Ch.B., 
M.R.C.P.,  M.R.C.S.  Fellow  of  the  Royal  Micro- 
scopical Society;  Member  correspondamt  de 
l'Academie  de  Medicine  de  Paris ; Director  of 
the  Pathological  Department.  The  Cancer  Hos- 
pital (Free),  London;  Consulting  Physician, 


Chelmsford  and  Essex  Hospital;  Late  Director 
of  the  Institute  of  Pathology,  Charing  Cross 
Hospital,  London;  Sometime  Lecturer  in  Patho- 
logical Histology  in  the  University  of  Birming- 
ham; and  Arris  and  Gale  Lecturer  of  the  Col 
lege  of  Surgeons  of  England.  Second  Edition. 
With  65  illustrations,  14  in  color.  Philadelphia : 
P.  Blackiston’s  Son  and  C’o.,  Inc.  1012  Walnut 
Street.  1932.  310  pages.  Price  $4.00. 

While  the  author  develops  the  subject  from  the 
standpoint  of  the  hematologist,  he  marshals  an 
array  of  facts  of  unusual  interest  to  clinicians.  He 
begins  with  the  normal  blood  and  blood  forming 
organs,  including  the  variations  in  the  leucocytes 
and  erythrocytes  and  the  implication  of  these 
variations.  The  chapter  on  the  anemias  is  an 
attempt  to  relate  and  correlate  the  characteristic 
blood  changes.  The  same  is  true  of  the  leucoces. 

Hemorrhagic  diseases  are  discussed  together 
and  the  essential  course  of  each  disease  is  pic- 
tured as  having  certain  things  in  common  with 
most  of  the  other  hemorrhagic  diseases.  Splenic 
diseases  are  discussed  in  another  interesting 
group.  Some  peculiar  blood  pictures  and  some 
diseases  of  the  reticulo-endothelial  system  are 
presented,  and  their  essential  nature  and  rela- 
tionship are  discussed. 

The  book  is  interestingly  written  and  seems  to 
gather  together  a wealth  of  practical  and  up-to- 
the-minute  data  on  diseases  of  the  blood.  Out 
of  our  usual  conception  of  multiplicity  and  unre- 
latedness. the  author  substitutes  a few  logical 
groups,  and,  by  the  logic  of  the  data  presented, 
impels  the  reader  to  an  acceptance  of  these 
groups. 

C.  F.  KEMPER. 


Modern  Surgery.  By  .T.  Chalmers  DaCosta,  M.D.. 
LL.D.,  F.A.C.S.,  Samuel  D.  Gross,  Professor  of 
Surgery,  Jefferson  Medical  College,  Surgeon  of 
Jefferson  Medical  College  Hospital,  Consulting 
Surgeon  to  the  Philadelphia  General  Hospital, 
St.  Joseph’s  Hospital  and  Misericordia  Hospital, 
Philadelphia.  Assisted  by  Benjamin  Lipshutz, 
M.D.,  F.A.C.S.,  Surgeon  to  the  Mt.  Sinai  Hos- 
pital; Associate  in  Neuro-anatomy,  Jefferson 
Medical  College.  Tenth  Edition,  Revised  and 
Reset.  1404  pages  with  1050  illustrations,  some 
in  colors.  Philadelphia  and  London:  W.  B. 
Saunders  Company,  1931.  Cloth,  $10.00. 

This  book  is  probably  the  most  complete  one- 
volume  text  of  surgery  in  existence  today.  It 
covers  the  fundamentals  of  surgery  completely, 
and  yet  not  in  a manner  that  is  too  detailed,  thus 
making  an  interesting  and  very  readable  text 
for  the  student.  Each  section,  which  is  excel- 
lently illustrated  with  actual  photographs,  leaves 
a permanent  and  accurate  picture  of  each  disease 
entity. 

A necessary  foundation  for  the  specific  surgi- 
cal conditions  that  follow  is  laid  down  in  the 
introductory  chapters  of  Inflammation  Repair  and 
Surgical  Fevers.  The  author’s  treatment  of  these 
essential  processes  is  so  complete  and  readable 
that  one  might  think  he  was  reading  a textbook 
of  pathology". 

The  chapter  on  Contusions  and  Wounds  is  ex- 
ceptional, because  the  treatment  and  manage- 
ment of  all  types  of  injuries  are  presented  in  such 
detail  and  are  so  completely  illustrated.  Again 
the  chapter  on  Fractures  is  commendable.  The 
author  here  has  considered  carefully  each  type 
of  fracture  and  given  a choice  of  simple  methods 
of  treatment.  A rather  incomplete  discussion 
has  been  given  the  chapters  on  Burns  and  Scalds, 
Effects  of  Cold,  and  Diseases  and  Injuries  of  the 
Thyroid  Gland.  However,  they  probably  are 
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treated  as  detailed  as  possible  in  a general  text 
on  surgery.  In  the  chapter  on  Diseases  of  the 
Mammary  Gland,  we  find  again  the  numerous 
accurate  illustrations  and  an  understanding  dis- 
cussion of  the  classical  technics. 

The  book  considered  as  a whole  certainly  more 
than  serves  the  purpose  for  which  it  is  intended. 

GEORGE  B.  KENT. 


Habits,  Their  Making  and  Unmaking.  By  Knight 
Dunlap,  Ph.D.,  Professor  of  Experimental  Psy- 
chology, Johns  Hopkins  University.  New  York; 
Liveright,  Inc.,  1933.  322  pages.  Price  $3.00. 

The  thesis  of  this  book  is  that  one  should  com- 
bat an  undesirable  habit  by  negative  practice, 
that  is,  by  doing  voluntarily  what  one  has  former- 
ly dene  involuntarily.  If  one  wishes  not  to  stam- 
mer, he  must  stammer;  that  is,  he  must  stammer 
deliberately  and  as  nearly  as  possible  in  the  man- 
ner in  which  he  would  stammer  involuntarily. 
“This  is  simple  in  theory.  In  application  it  is 
difficult,  requiring  an  expert  psychologist  for  its 
direction.”  “No  fixed  rules  can  be  laid  down  for 
this  procedure.  The  psychologist  must  possess 
the  knack  of  teaching,  or  he  would  better  not 
undertake  the  treatment  of  stammering  at  all.” 

Presumably  the  author  has  in  mind  the  con- 
firmed stammering  Qf  the  adolescent  or  adult, 
though  he  does  not  say  so.  The  procedure  would 
be  absurd  in  the  case  of  a young  child  who  has 
recently  developed  stammering  as  a result  of 
shock  or  illness,  or  even  as  a result  of  imitation. 
The  reviewer  has  no  faith  in  the  method  even 
for  adults.  He  tried  the  procedure  in  1906,  and 
found  it  to  be  disastrous. 

Among  other  specific  habits  the  author  mentions 
tics,  thumb  sucking  and  nail  biting.  In  the  case 
of  nail  biting  he  is  enthusiastic  about  the  results 
obtained.  Negative  practice  in  masturbation 
should  be  undertaken  in  the  presence  of  a third 
person,  preferably  a physician.  With  homosexu- 
ality, negative  practice  consists  in  an  approxima- 
tion of  the  act.  “By  using  the  approximation, 
the  form  rather  than  the  substance,  adverse  criti- 
cism (however  unfair)  is  avoided.” 

It  is  difficult  to  appraise  this  book.  Certainly 
it  is  not  a book  for  the  general  reader,  though  it 
is  offered  in  popular  style  with  Hearst  headlines 
on  the  paper  jacket.  The  discussions  on  the  psy- 
chology of  learning  will  take  the  general  reader 
out  of  his  depth.  He  may  even  be  carried  off  his 
feet  by  the  chapters  dealing  with  habit.  Undoubt- 
edly he  will  be  disappointed  when  he  learns  that 
the  book  presents  a method  to  be  applied  only 
by  expert  psychologists  of  broad  clinical  experi- 
ence. The  psychologist  will  be  disappointed  to 
find  that  the  theory  of  learning  gives  little  support 
to  the  practice  advocated.  However,  he  will 
appreciate  the  author's  independent  viewpoint. 
The  student  will  find  in  this  book  as  fine  a bibliog- 
raphy as  he  could  wish  to  see  compiled. 

C.  S.  BI.UEMEL. 


The  Sex  Technic  in  Marriage.  By  Isabel  Emslie 
Hutton,  M.D.  Foreword  by  Ira  S.  Wile,  M.D. 
Former  Commissioner  of  Education,  New  York 
City;  Associate  in  Pediatrics,  Mount  Sinai  Hos- 
pital; President,  American  Orthopsychiatric 
Association;  Associate  Editor,  American  Medi- 
cine; Member,  National  Committee  for  Mental 
Hygiene;  Fellow,  American  Psychiatric  Society; 
Fellow,  American  Public  Health  Association. 
New  York ; Emerson  Books,  Inc.  160  pages. 
Price  $2.00. 

This  is  a well-written,  sane,  and  authoritative 
discussion  of  a timely  subject.  It  may  well  be 
recommended  to  laymen  interested  in  the  subject. 


The  outstanding  characteristic  of  merit  is  its 
definiteness  and  willingness  to  go  straight  to  the 
point. 

G.  HEUSINKVELD. 


Blood,  a Study  in  General  Physiology.  By  Law- 
rence J.  Henderson,  Professor  of  Biological 
Chemistry  in  Harvard  University.  New  Haven: 
Yale  University  Press.  London:  Humphrey 
Milford.  Oxford  University  Press.  389  pages. 
Price  $5.00. 

It  is  a far  cry  from  the  hurly-burly  life  of  the 
general  practitioner  to  the  quiet  academic  exist- 
ence of  the  research  worker  such  as  the  physiol- 
ogist. Not  that  the  latter's  activity  is  free  from 
thrills  as  when  a new  discovery  is  made  or  a 
biochemical  problem  is  solved.  To  review  a work 
of  this  type,  based  as  it  is  on  exact  scientific 
procedures  and  presupposing  a familiarity  with 
differential  and  integral  calculus,  not  to  mention 
colloid  and  physical  chemistry  and  translate  it 
into  terms  intelligible  to  the  clinician,  is  indeed 
a difficult  task  both  for  the  reviewer  who  is  con- 
scious of  his  shortcomings  as  well  as  for  the 
reader  who  desires  a short  summary.  One  feels 
the  same  hesitancy  as  those  who  have  endeavored 
to  simplify  Einstein.  Yet  the  fault  lies  not  with 
the  author  of  this  admirable  ■work  but  with  the 
inevitably  weak  preparation  of  the  average  medi- 
cal men  in  the  scientific  ground  work  involved 
in  the  work  of  the  physiologist. 

The  book  is  an  expansion  of  the  lectures  given 
by  the  author  at  Yale  under  the  Silliman  Founda- 
tion which  makes  possible  an  annual  course  of 
lectures  by  men  distinguished  in  the  various  sci- 
ences. Prior  to  Henderson,  Professor  J.  S.  Hal- 
dane, the  eminent  British  physiologist,  and  A. 
Krogh  of  equal  fame,  from  the  University  of 
Copenhagen,  had  delivered  lectures  in  this  field 
under  the  auspices  of  the  Silliman  Foundation. 

As  the  title  indicates,  the  object  of  investigation 
is  the  red  blood  of  the  vertebrates,  as  a physico- 
chemical system  and  as  a tissue.  In  the  introduc- 
tory chapter  the  author  shows  his  erudition  not 
only  as  a chemist  but  also  as  a philosopher.  He 
shows  up  the  imperfections  of  biology  as  a sci- 
ence when  contrasted  with  the  physical  sciences 
on  account  of  lack  of  clearness  and  precision  and 
the  comparative  absence  of  abstract  thinking.  He 
alludes  to  the  program  mapped  out  by  that  pio- 
neer in  physiology,  Claude  Bernard,  that  the 
phenomena  of  life,  whether  animal  or  plant,  are 
in  the  last  analysis  physical  and  chemical  proc- 
esses harmoniously  organized.  It  resolves  itself 
into  a study  of  the  most  elementary  substance — 
namely,  protoplasm.  The  difficulty  arises  that  the 
term  is  still  vague  on  account  of  its  many  compo- 
nents and  our  ignorance  of  their  chemical  and 
physical  interrelations.  The  numerous  variables 
involved  render  exact  investigation  extremely  dif- 
ficult. Nor  will  a pure  mechanistic  concept  solve 
the  problem.  Brotoplasm  is  never  in  a state  of 
equilibrium.  Though  some  consider  biological 
concepts  as  metaphysical,  the  author  deems  it 
essential  to  include  the  adaptive  principle  of  or- 
ganic phenomena  in  a study  of  the  biological 
sciences. 

The  subsequent  chapters  are  devoted  to  a de- 
tailed exposition  of  the  components  and  functions, 
the  acid-base  equilibrium,  dissociation  curves, 
cells  and  plasma,  with  a profusion  of  mathemat- 
ical formulae,  buttressed  by  personal  experiments 
by  the  author  and  other  workers  in  this  field. 

The  blood  as  a physico-chemical  system,  the 
respiratory  cycle,  the  blood  and  the  circulation, 
the  respiratory  cycle,  the  blood  in  disease,  and 
the  blood  in  other  species  are  chapter  headings 
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in  this  book.  They  enter  exhaustively  into  their 
respective  subject  matter;  space  forbids  review, 
even  briefly.  In  short,  the  book  is  a “quantita- 
tive description  of  the  physico-chemical  system 
of  the  blood  in  rest  and  work,  in  health  and  dis- 
ease. and  from  species  to  species,”  also  “the 
mutual  dependence  of  the  properties  of  the  blood 
and  of  the  circulation,  respiration,  and  metabo- 
lism.” 

There  is  an  appendix  by  Dill  containing  some 
technical  hints,  a bibliography,  and  an  index. 

The  physiologist  and  biochemist  will  find  it  an 
indispensable  addition  to  their  library. 

PHILIP  HILLKOWITZ. 


The  Rhythm  of  Sterility  and  Fertility  in  Women. 

A discussion  of  the  physiological,  practical  and 
ethical  aspects  of  the  Discoveries  of  Drs.  K. 
Ogino  (Japan)  and  H.  Knaus  (Austria)  Regard- 
ing the  Periods  when  Conception  is  Impossible 
and  When  Possible,  by  Leo  ,7.  Latz,  A.B.,  P>.S., 
M.D.  Member  of  the  Staffs  of  Loyola  Univer- 
sity Medical  School  and  Alexian  Brothers’  Hos- 
pital; Lecturer  at  the  St.  Elizabeth  Hospital 
and  Mercy  Hospital  Training  Schools  for 
Nurses;  Sec.,  The  Cosmas  and  Damian  Associ- 
ates, Chicago.  Second  Edition.  Published  by 
Latz  Foundation.  (Corporation  Not  for  Profit), 
Republic  Building,  Suite  1220,  209  S.  State 
Street,  Chicago,  Illinois.  108  pages. 

This  nicely  written  little  book  formulates  and 
champions  the  Ogino-Knaus  or  O-K  theory.  The 
author  takes  the  very  interesting  and  extensive 
independent  studies  of  Ogino  (Japan)  and  Knaus 
(Austria)  and  groups  them  together  under  the 
title,  “The  Ogino-Knaus  or  the  O-K  Theory.”  The 
physiological,  practical,  and  ethical  aspects  of  the 
subject  are  quite  fully  considered  in  separate 
chapters. 

The  physiology  of  the  menstrual  cycle,  especial- 
ly in  reference  to  the  fertility  and  sterility  phases, 
is  given  for  the  purpose  of  showing  how  the 
limitation  of  intercourse  to  the  ten  days  or  less 
after  and  before  the  first  day  of  mentsruation 
provides  “a  natural  method  of  limiting  the  size 
of  families,”  which  is  not  contrary  to  the  teach- 
ings of  the  Catholic  Church. 

Most  authorities,  however,  believe  that  excep- 
tionally menstruation  instead  of  occurring  at  the 
end  of  the  luteal  phase  takes  place  at  some  other 
time  in  the  utero-ovarian  cycle.  In  other  words 
menstruation  is  misplaced  in  the  cycle.  To  this, 
Ogino,  Knaus,  Schroeder  and  others  seemingly 
and  Latz  definitely  take  exception. 

Evans  and  Swezy  (Am.  Jour,  of  Phys.,  Mar., 
’31)  contend  that  all  their  experiments  and  all 
the  literature  show  that  ovulation  always  occurs 
“just  before  the  completion  of  the  growth  phase 
of  the  endometrium"  and  at  no  other  time.  They 
take  Schroeder’s  endometrial  charts  and  show 
that  exceptionally  menstruation  does  occur  at  any 
time  in  the  proliferation  or  glandular  phases  of 
the  endometrial  cycles.  In  other  words,  while 
ovulation  is  never  misplaced  in  the  utero-ovarian 
cycle,  in  a few  cases  menstruation  is,  and  hence 
ovulation  in  these  exceptional  cases  occurs  at  an 
undeterminate  time  in  relation  to  the  menstrua- 
tion. 

Latz  limits  the  time  of  conception  to  seven 
days,  thus:  “Let  us  allow  the  14th,  15th  and  16th 
for  ovulation;  the  17th  for  the  life  span  of  the 
unfertilized  ovum;  the  12th  and  13th  for  fecunda- 
tion span  of  the  sperm  and  the  11th  for  physio- 
logic oscillations.”  This  is  based  on  the  authority 
of  Knaus  and  others'  but  it  seems  to  the  reviewer 
that  it  would  be  safer  if  the  “12th  to  16th”  were 


allowed  for  ovulation  as  Ogino  does  and  two  days 
for  “physiologic  oscillations,”  then  the  period  of 
fertility  would  be  the  9th  to  18th  instead  of  the 
11th  to  17th.  For  individuals  whose  cycles  are 
more  or  less  than  twenty-eight  days  or  irregular, 
separate  instruction  is  given. 

Barring  the  apparently  abnormal  cases  in  which 
menstruation  is  misplaced  or  the  menstruations 
are  irregular,  the  O-K  theory  seems  to  hold  good, 
thus  this  book  should  be  of  great  value  in  lessen- 
ing marital  burdens.  Its  contents  should  be 
known  to  all  physicians  so  that  they  may  be  bet- 
ter able  to  assist  their  patients  in  determining 
their  sterile  periods  or  at  least  be  able  to  intelli- 
gently discuss  the  subject. 

T.  MITCHELL  BURNS. 

A Text-Book  of  Pathology.  By  William  Boyd. 
M.D.,  M.R.C.P.Ed.,  F.R.C.P.  Lond.  Dipl.  Psych., 
F.R.S.C.,  Professor  of  Pathology  in  the  Univer- 
sity of  Manitoba;  Pathologist  to  the  Winnipeg 
General  Hospital,  Winnipeg,  Canada.  Illus- 
trated with  287  engravings  and  a colored  plate. 
Philadelphia;  Lea  and  Febiger.  1932. 

This  work  is  not  an  exhaustive  treatise  on  the 
subject,  but  rather  an  introduction  to  medicine. 
In  reading  the  book  one  does  not  think  of  the 
autopsy  room  with  its  odors  and  labeled  jars  of 
colorless  specimens.  You  are  transported  to  the 
patient  s bedside  where  the  author  discusses  with 
you  the  relation  of  symptoms  to  lesions.  There 
may  be  a lack  of  minutiae  as  far  as  pathology 
is  concerned,  but  there  is  wealth  of  practical 
material  between  its  covers  for  the  student  of 
medicine. 

A.  W.  FRESHMAN. 


Asthma,  Hay  Fever,  and  Related  Disorders.  A 

guide  for  patients.  By  Samuel  M.  Feinberg, 
M.D.,  F.A.C.P.  Assistant  professor  of  Medicine 
and  attending  Physician  in  Asthma  and  Hay 
Fever  Clinic,  Northwestern  University  Medical 
School;  Attending  Physician,  Cook  County  Hos- 
pital, Chicago.  Illustrated.  Philadelphia:  Lea 
and  Febiger.  1933.  124  pages,  price  $1.50. 

This  small,  cloth  bound  book  of  124  pages  is 
written  in  a lucid,  straightforward  style  and  for 
the  purpose,  as  stated  by  the  author,  of  giving  to 
alleigic  patients  and  their  families  “a  simple  yet 
fairly  thorough  explanation  of  the  subject.”  He 
accomplishes  this  purpose  in  a comprehensive 
manner  and  by  the  use  of  words  which  should  be 
readily  understood  by  the  patient  of  average  in- 
telligence. 

Most  of  the  book  is  devoted  to  asthma  as  the 
best  example  of  the  allergic  disorders,  but  the 
last  two  chapters  describe  allied  conditions  as 
hay  fever,  eczema,  urticaria,  abdominal  allergy, 
migraine,  and  miscellaneous  disorders,  noting  the 
similarities  in  the  method  of  diagnosis  and  the 
treatment.  The  thorough  discussion  of  asthma 
includes  the  symptomatology,  etiology,  both  gen- 
eral and  specific,  diagnosis,  and  treatment.  A 
chapter  on  special  data  gives  lists  of  foods  con- 
taining basic  foodstuffs,  as  eggs,  milk,  and  wheat, 
to  which  the  patient  may  be  sensitive.  This  chap- 
ter also  mentions  general  means  of  avoiding  irri- 
tating substances  and  even  describes  the  prepara- 
tion of  dust-free  rooms. 

This  book  is  further  recommended  for  the  en- 
dorsement of  physicians  in  that  it  points  out 
repeatedly  the  folly  of  self-medication  without  a 
physician’s  advice  and  warns  of  the  complications 
that  may  arise  from  disregard  or  inadequate  treat- 
ment of  the  various  allergic  disorders. 

A.  M.  WOLFE. 
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SILAS  WEIR  MITCHELL 


(Continued  from  April) 

The  French  physiologist,  Claude  Bernard, 
inspired  Weir  Mitchell  with  enthusiasm 
which  lasted  until  his  death  in  1914.  A char- 
acteristic statement  was  made  by  Dr.  Mit- 
chell to  a physician  who  came  to  see  him 
relative  to  a hospital  appointment.  The 
young  man  told  Dr.  Mitchell  that  he  had 
some  fear  of  attempting  to  take  advantage 
of  the  opportunity  offered  him.  His  reply 
was,  "Never  fail  to  accept  any  opportunity 
which  will  broaden  your  horizon.” 

Dr.  Mitchell’s  fame  as  a physician  per- 
haps rests  most  on  his  outstanding  contri- 
butions to  the  study  of  nervous  and  mental 
diseases,  and  it  may  be  rightly  said  that 
he  was  among  the  first  to  take  up  neurology 
as  a specialty.  Dr.  Welch  wrote  of  this 
part  of  his  work  as  follows:  "The  study 
and  description  of  peripheral  nerve  phe- 
nomena, especially  those  resulting  from  in- 
jury, constitute  the  largest,  most  original, 
distinctive,  and  important  contribution  of 
Weir  Mitchell  to  neurology,  and  in  this  nar- 
row field  his  work  is  comparable  to  that  of 
Duchenne  and  Charcot  upon  diseases  of  the 
spinal  cord.” 

Dr.  Mitchell's  therapeutic  contributions 
deserve  laudatory  mention,  especially  the 
rest  treatment,  which  was  based  on  seclu- 
sion, rest  in  bed,  full  feeding,  systematized 
movements,  and  electricity.  His  observa- 
tions on  injuries  and  diseases  of  nerves  was 
a monumental  work.  He  suggested  nerve 
stretching  and  section,  and  was  the  first  to 
describe  a vasomotor  neurosis,  which  he 
called  erthromelalgia. 


Associated  with  Drs.  Morehouse  and 
Keen,  he  made  contributions  to  the  knowl- 
edge of  epilepsy,  reflexes,  nerve  injuries, 
trophic  disorders,  malingering,  and  cutane- 
ous nerve  supply.  He  recognized  overlapping 
nerve  areas,  and  made  a distinction  between 
protopathic  and  epicritic  sensibility.  Other 
neurological  discoveries  were  the  cremas- 
teric reflex,  the  relation  of  eye  strain  to 
headaches,  the  importance  of  ophthalmo- 
scopic examinations  in  diseases  of  the  brain. 
As  a result  of  his  contributions  to  nervous 
and  mental  diseases  he  became  one  of  the 
original  thirty-five  members  who  organized 
the  American  Neurological  Association. 

S.  Weir  Mitchell  as  a physician  has  left 
a profound  impression  upon  the  medical 
profession.  He  will  always  be  known  as 
one  of  America's  greatest  neurologists.  As 
Dr.  Charles  Frazier  said  of  him,  "He  was  a 
superior  intellect.  Yet  through  it  all,  as 
scientist,  as  wartime  surgeon,  as  man  of  let- 
ters and  poet,  as  devoted  friend,  Weir  Mit- 
chell was  always  and  above  all,  the  great 
physician.” 

Weir  Mitchell’s  contributions  were  not 
limited  solely  to  scientific  investigations. 
His  literary  interest  began  in  his  boyhood 
days  on  the  shelves  of  the  library  on  Fifth 
Street  in  Philadelphia.  His  father  took  him 
there  in  order  that  he  might  have  access  to 
the  proper  kind  of  books,  his  mother  prev- 
iously forbidding  him  to  read  the  "Arabian 
Nights.”  Many  of  the  large  volumes  he 
carried  home  and  spread  on  the  floor  to 
read.  In  his  own  words,  "My  habit  was  to 
lie  on  my  belly  on  the  floor  of  my  room  and 
read  and  read.” 


(To  be  continued.) 
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Secretarial  Notes  and  Comment 

Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


Plan  Now  for  the  A.M.A. 

Meeting  in  Milwaukee 

CIRCUMSTANCES  combine  to  make  the  forth- 
coming meeting  of  the  American  Medical 
Association  in  Milwaukee  more  than  usually  at- 
tractive to  Colorado  physicians.  It  is  closer  to 
Denver  than  any  A.M.A.  meeting  in  years.  It  is 
handy  to  the  Chicago  World’s  Fair.  Greatly  re- 
duced railroad  rates  are  right  in  line  with  the 
times. 

It  is  to  be  hoped  that  Colorado  can  better 
her  record  of  the  la^st  two  years,  when  in  spite 
of  the  depression  she  showed  a higher  average 
of  A.M.A.  attendance  than  any  comparable  state. 
Though  the  year  and  the  location  were  both  un- 
favorable, our  State  Society  sponsored  a special 
Pullman  to  New  Orleans  in  1932,  and  all  who  took 
part  vowed  to  arrange  a similar  excursion  this 
spring. 

Plans  are  therefore  under  way  for  a special 
car  to  leave  Denver  on  the  Burlington  Aristocrat 
Saturday  afternoon,  June  10  (the  official  A.M.A. 
dates  are  Monday,  June  12,  to  Friday,  June  16). 
If  a sufficient  number  of  those  who  attend  can 
unite  on  a time  for  the  return  trip,  the  special 
can  be  run  both  ways,  as  was  the  case  last  year. 

Five  reservations  are  already  in  hand  for  the 
special,  which  would  seem  to  be  assured.  It  is 
even  possible  that  we  might  have  two  cars.  It 
will  be  appreciated  if  doctors  planning  to  attend 
the  meeting,  whatever  their  means  or  route  of 
transportation,  will  notify  the  Executive  Secre- 
tary. 

<*  '+  * 

The  State  Meeting  Program 
Is  Nearing  Completion 

AN  OUTSTANDING  program  is  being  prepared 
for  the  Sixty-third  Annual  Session,  to  be 
held  September  14,  15  and  16,  1933,  in  Colorado 
Springs.  Several  interesting  innovations  will  be 
noted  when  the  program  is  published. 

The  Committee  on  Scientific  Work  wishes  it 
announced  that,  though  the  program  is  almost 
filled,  there  is  still  room  for  a few  more  good 
papers.  Members  of  the  Society  who  may  have 
papers  should  let  the  fact  be  known  at  once,  by 
writing  to  the  Chairman,  Dr.  G.  Burton  Gilbert, 
Burns  Building,  Colorado  Springs,  or  to  the  Sec- 
retary's office,  537  Republic  Building,  Denver. 
Requests  for  places  on  the  program  will  be  con- 
sidered in  the  order  of  their  receipt. 

The  Committee  is  fortunate  in  being  able  to 


announce  that  Dr.  Olin  West,  Secretary  and  Gen- 
eral Manager  of  the  American  Medical  Associa- 
tion, will  be  the  honor  guest  of  the  Sixty-third 
Annual  Session.  Dr.  West  will  discuss  the  prob- 
lems presented  to  organized  medicine  by  the  re- 
port of  the  Committee  on  the  Costs  of  Medical 
Care,  under  a title  to  be  announced  later. 

Each  forthcoming  issue  of  Colorado  Medicine 
will  carry  announcements  concerning  the  Annual 
Session  of  interest  to  every  member.  Watch  for 
them — and  make  plans  now  to  attend  and  take 
part  in  the  September  meeting. 

* * 

Advisory  Committee  Reports 
on  Child  Research  Council 

QUESTIONS  raised  by  members  of  the  State 
Society  concerning  the  activities  of  the 
Child  Research  Council,  conducted  in  cooperation 
with  the  University  of  Colorado  School  of  Medi- 
cine, inspired  the  Society's  Advisory  Committee 
to  the  School  of  Medicine  to  make  a thorough 
study  and  investigation  of  the  institution. 

At  a meeting  held  April  19,  the  Advisory  Com- 
mittee unanimously  adopted  the  following  report 
and  authorized  its  publication  to  the  membership 
of  the  Society: 

The  Child  Research  Council 

The  Child  Research  Council  is  an  organization 
for  the  study  of  children  from  birth  to  maturity, 
with  the  purpose  of  following  the  progress  of 
normal  development,  and  detecting  the  first  dys- 
function of  any  organ  that  is  the  beginning  of 
disease. 

Of  the  100  cases  now  being  studied,  ninety-three 
are  being  treated  by  their  own  private  physicians, 
seven  attending  clinics  for  their  treatment.  There 
are  thirty-seven  private  physicians  listed  for  these 
100  children.  The  babies  in  this  study  are  select- 
ed by  the  following  criteria: 

(1)  To  keep  approximately  equal  number  of 
boys  and  girls. 

(2)  To  keep  an  approximately  fair  cross-sec- 
tion of  the  population  of  Denver  and  vicinity. 

(3)  Apparent  permanence  of  residence  in 
Denver  and  vicinity. 

(4)  Willingness  of  the  parents  (with  the  per- 
mission of  their  doctor)  to  cooperate  by  bringing 
the  child  in  for  periodic  examinations. 

(5)  Agreement  of  the  parents  to  cooperate  in 
the  various  studies  without  expecting  or  request- 
ing any  form  of  advice  or  therapy  from  members 
of  the  Child  Research  Council  Staff. 

(6)  No  continual  increase  in  the  number  of 
children. 

If  any  abnormalities  are  noted  in  the  progress 
of  a given  case  the  parents  of  the  child  are 
referred  to  their  doctor  and  he  receives  a report 
of  the  abnormal  findings. 

Each  child  is  examined  every  three  months  by 
means  of  general  and  special  physical  examina- 
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tion,  x-rays,  electrocardiograms,  photographs,  or- 
thodontic studies  and  metabolism  determinations. 
Once  or  twice  a year  he  has  other  special  tests 
such  as  psychometric  or  psychiatric  studies. 

The  criticism  has  been  made  that  such  regular 
and  thorough  examinations  cut  down  the  number 
of  visits  which  the  parents  of  the  child  make  to 
their  own  physician.  That  this  may  sometimes 
occur  is  undeniable.  However,  the  number  of 
visits  to  the  physician  is  definitely  increased 
whenever  any  abnormal  findings  appear.  Also, 
the  total  number  of  visits  possibly  lost  by  any  one 
physician  in  the  course  of  a year  is  very  small, 
when  one  realizes  the  distribution  of  these  cases 
among  the  thirty-seven  physicians.  The  knowl- 
edge gained  by  this  study  more  than  offsets  the 
small  loss  of  income  suffered  by  any  one  physi- 
cian. 

Physicians  are  always  welcome  and  urged  to 
visit  the  work  of  the  Child  Research  Council  and 
to  study  any  particular  phase  of  the  work  in 
detail. 

The  doctor,  who  is  not  familiar  with  this  work, 
and  the  Public  do  not  understand  the  reason  for 
the  existence  of  this  Council,  due  to  the  fact  that 
in  any  research  problem  it  often  takes  years  of 
careful  work  before  any  definite  results  are  ob- 
tained. This  is  not  an  organization  to  take  the 
weights  and  measurements  of  children  but  a study 
of  the  function  of  the  various  organs  of  the  body, 
as  they  develop  normally  under  normal  condi- 
tions. 

We  believe  that  within  the  next  year  or  two 
the  physician  and  public  will  begin  to  be  rewarded 
for  this  careful  work.  For  example,  the  work 
showing  the  relation  of  sinus  infection  to  chest 
infection  in  the  child  has  already  been  of  inesti- 
mable value  to  the  future  health  of  the  child  and 
the  adult. 

This  research  has  been  in  existence  for  the  last 
twelve  years.  At  first  it  was  limited  to  one  field 
of  medicine,  but  in  the  last  five  years  it  has  in- 
cluded all  the  various  branches  of  medicine.  This 
was  accomplished  by  financial  aid  from  the  Com- 
monwealth Fund  of  New  York. 

The  financial  support  of  the  Child  Research 
Council  is  not  from  taxation  but  from  donation. 
The  Commonwealth  Fund  at  the  present  time  is 
paying  the  technical  employees,  fellows,  and  the 
director,  which  amounts  to  $30,000  a year.  The 
supplies  are  paid  by  local  donations,  which 
amount  to  $8,000  per  year.  The  physicians  on 
the  staff  give  their  time  and  energy  gratis. 

In  summarizing  our  findings,  the  evidence 
shows : 

(1)  There  is  no  actual  cause  for  conflict  be- 
tween the  Child  Research  Council  and  the  prac- 
ticing physicians  of  the  state. 

(2)  The  Child  Research  Council  is  eager  to 
serve  the  state  by  making  available  increased 
knowledge  concerning  child  development  and 
health. 

(3)  Criticisms  concerning  the  giving  of  treat- 
ments by  members  of  the  Council's  staff  and  the 
decreasing  of  visits  of  the  child  to  the  private 
physician’s  office,  are  not  founded  on  fact. 

The  Advisory  Committee,  in  presenting  the 
above  findings  to  the  membership  of  the  Society, 
heartily  approves  of  the  administration  and  opera- 
tion of  the  Chill’d  Research  Council. 


MEDICAL  SOCIETIES 
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BOULDER  COUNTY 

The  regular  monthly  meeting  of  the  Boulder 
County  Medical  Society  was  held  at  the  Elks  Club 
in  Longmont,  Thursday,  April  13. 

Dinner  was  served  at  6 :30  and  was  followed 
by  the  scientific  program.  Dr.  .T.  A.  Matlock  pre- 
sented a paper  on  “Lesions  of  the  Colon,”  illus- 
trated with  slides.  Dr.  M.  W.  Cooke  read  a paper 
on  “Brain  Abscess”  and  Dr.  C.  W.  Bixler  on  “Lym- 
phatic Leucemia.”  All  three  papers  were  dis- 
cussed by  the  members.  The  Medical  Economics 
Report  was  then  read  by  Doctors  F.  R.  Spencer, 
John  Andrew  and  O.  M.  Gilbert. 

M.  L.  JOHNSON, 

Secretary. 

* * s*: 

DENVER  COUNTY 

The  regular  meeting  of  the  Denver  County 
Medical  Society  was  held  April  4 at  the  Colorado 
General  Hospital.  The  scientific  program  was 
presented  by  the  staff  of  the  hospital.  Seventy- 
four  members  of  the  County  Society  attended. 

Dr.  Frank  E.  Rogers  presented  a case  of  “Per- 
forated Peptic  LTcer",  the  history  of  the  case  be- 
ing presented  by  Dr.  Anderson. 

Dr.  J.  A.  Philpott  presented  a case  of  “Hyper- 
nephroma.” The  findings  and  pathology  were 
presented  by  Doctors  E.  A.  Schmidt  and  W.  C. 
Johnson.  Dr.  O.  S.  Fowler  discussed  the  case. 

Cases  of  “Nephritis”  were  presented  by  Dr.  T. 
P.  Sears  and  discussed  by  Dr.  E.  R.  Mugrage. 

Dr.  Waring  introduced  Dr.  A.  D.  Kaplan,  who 
described  the  relationship  between  high  infant 
mortality  in  certain  sections  of  Denver  with  the 
incredibly  poor  housing  situation.  His  talk  pointed 
to  one  solution,  through  a definite  re-housing  pro- 
gram with  the  destruction  of  some  2,300  shacks 
where  disease  is  rampant.  This  matter  was  dis- 
cussed by  Drs.  Waring,  Burnett,  and  Elder. 

A motion  by  Dr.  Waring  that  this  matter  be 
laid  before  the  Public  Policy  Committee  and  that 
the  question  of  toxin  anti-toxin  administration  be 
taken  up  with  the  Public  School  Committee,  both 
committees  to  inquire  carefully  and  report  back, 
was  passed. 

Dr.  H.  W.  Stuver  read  the  following  resolution  : 
“Inasmuch  as  the  interests  of  the  Medical  School 
and  Hospitals  are  closely  interwoven  with  the 
medical  profession,  and  inasmuch  as  the  appro- 
priation for  the  maintenance  of  the  hospitals 
voted  by  the  Board  of  Regents  is  considered  by 
the  hospital  administration  as  insufficient  to 
maintain  a minimum  standard  of  usefulness,  I 
move  that  the  president  appoint  a committee  of 
three,  one  from  the  County  Society  representing 
the  hospitals,  and  two  representing  the  society 
as  a whole,  to  look  into  the  matter  of  appropria- 
tion, and  if  the  amount  appears  insufficient,  then 
to  make  recommendations  to  the  Board  of  Re- 
gents and  the  Finance  Committee  of  the  Legisla- 
ture to  reconsider  the  matter.”  The  resolution 
was  referred  to  the  Public  Policy  Committee. 

A vote  of  thanks  from  the  society  was  moved 
by  Dr.  Edward  Jackson  for  the  type  and  charac- 
ter of  the  excellent  program  which  was  presented 
by  the  Colorado  General  Hospital.  Motion  was 
seconded  and  passed. 

The  second  regular  monthly  meeting  of  the 
Denver  Society  was  held  April  18  at  the  Capitol 
Life  Building 
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The  application  of  Dr.  Kenneth  Charles  Sawyer 
was  read. 

Reports  from  the  Public  Policy  Committee  re- 
garding the  petition  for  parking  privileges,  and 
the  re-housing  condition  were  read  and  accepted. 

The  President  announced  the  Woman's  Auxil- 
iary annual  dinner  dance  and  card  party,  planned 
for  Saturday,  April  29,  at  the  Lakewood  Country 
Club. 

Members  of  the  El  Paso  County  Medical  So- 
ciety presented  the  scientific  program  as  follows : 

Dr.  G.  B.  Webb  presented  an  illustrated  paper 
on  “Pleurisy,”  which  was  discussed  by  Dr.  Henry 
Sewall. 

Dr.  E.  L.  Timmons  delivered  an  illustrated  pa- 
per on  “Some  Observations  on  the  Management 
of  the  Colorado  Springs  Nutrition  Camp.”  The 
paper  was  discussed  by  Doctors  Gengenbach, 
Amesse,  Blickensderfer,  Carmody,  Minnig,  Maul 
and  Bronfin. 

“Carcinoma  of  the  Breast  with  Metastasis,  In- 
cluding Metastasis  to  the  Heart,”  was  presented 
by  Dr.  W.  A.  Campbell.  Dr.  Hegner  discussed 
this  paper. 

The  President  expressed  the  thanks  of  the  So- 
ciety to  the  El  Paso  County  Medical  Society  for 
presenting  the  Scientific  program. 

Ninety-three  members  attended  the  meeting. 

O.  S.  PHILPOTT, 

Secretary. 

* * * 

EL  PASO  COUNTY 

The  April  meeting  of  the  El  Paso  County  Med- 
ical Society  was  held  Wednesday  evening,  April 
12,  at  the  Colorado  Springs  Day  Nursery. 

Dr.  Louis  S.  Faust  of  Denver  was  the  guest 
speaker.  His  subject  was  the  “Diagnosis  of  Col- 
itis,” illustrated  with  lantern  slides.  Dr.  Frank 
B.  Stephenson,  president  of  the  State  Society, 
opened  the  discussion  and  a general  discussion 
by  members  of  the  county  society  followed.  Mr. 
Harvey  T.  Sethman,  executive  secretary,  made  a 
brief  talk  on  “Medical  Legislation.” 

CARL  S.  GYDESEN, 

Secretary. 

* * * 

FREMONT  COUNTY 

Motion  pictures  showing  the  “Relation  of  Ab- 
sorbable Sutures  to  Wound  Healing,”  and  “Sur- 
gical Treatment  of  Peptic  Ulcers”  were  the  prin- 
cipal features  at  the  regular  meeting  of  the  Fre- 
mont County  Medical  Society,  held  Monday, 
March  27,  in  the  Municipal  Building  at  Canon 
City. 

A.  BEE, 
Secretary. 

* * * 

LARIMER  COUNTY 

Dr.  O.  M.  Gilbert  of  Boulder  was  the  guest 
speaker  at  the  regular  meeting  of  the  Larimer 
County  Medical  Society  held  Wednesday,  April 
5,  at  the  College  Cafeteria,  Fort  Collins.  Dr. 
Gilbert  gave  an  interesting  talk  on  “Problems  of 
Heart  Disease.” 

DUANE  F.  HARTSHORN, 

Secretary. 

* * * 

MESA  COUNTY 

Drs.  .1.  S.  Orr  and  F.  J.  McDonough  were  the 
guest  speakers  at  the  regular  meeting  of  the 
Mesa  County  Medical  Society  held  at  the  LaCourt 
Hotel,  Grand  Junction,  March  21.  Dr.  Orr  pre- 
sented a paper  on  "Mor  als  and  Venereal  Diseases” 
and  Dr.  McDonough  on  “Injuries  to  the  Head.” 

Dr.  William  V.  Watson  of  Collbran  was  the 
principal  speaker  at  the  regular  meeting  of  the 


Mesa  County  Medical  Society,  held  April  18  at 
the  I.a  Court  Hotel.  Dr.  Watson  presented  a 
paper  on  “Recent  Calcium  Therapy.” 

V.  T.  DeWAR, 

Reporter. 

PUEBLO  COUNTY 

The  first  April  meeting  of  the  Pueblo  County 
Medical  Society  was  held  April  4 at  the  Hotel 
Congress.  Mr.  Louis  Deesz  gave  an  interesting 
talk  on  “The  Present  Status  of  Medicine  in 
Russia.” 

Dr.  W.  W.  Barber  of  Denver  was  the  guest 
speaker  at  the  second  April  meeting,  held  at  the 
Hotel  Congress,  April  18.  Dr.  Barber  delivered 
a paper  on  “Acute  Abdominal  Pain  in  Childhood.” 

J.  L.  ROSENBLOOM, 

Secretary. 


(§  b i t « a r g 


i^orarr  (Sramnllr  ifiarnry 

Dr.  H.  G.  Harvey,  Sr.,  was  born  in  Saline  Coun- 
ty, Missouri,  February  15,  1863.  He  received  the 
B.A.  degree  from  Central  College,  Fayette,  Mo., 
and  following  his  graduation  he  remained  at  that 
school  for  several  years  as  an  instructor  in  classi- 
cal languages.  In  1887  he  received  the  degree  of 
Doctor  of  Medicine  from  Washington  University, 
at  that  time  the  Missouri  Medical  College.  Dr. 
Harvey  served  an  internship  at  the  Saint  Louis 
City  Hospital  in  1888,  and  in  1889  interned  at 
Saint  Louis  Woman's  Hospital,  after  which  he  en- 
tered private  practice  in  Saint  Louis. 

In  1890  Dr.  Harvey  moved  to  Denver.  Early  in 
his  practice  in  Denver  he  was  appointed  profes- 
sor of  anatomy  in  the  Gross  Medical  College,  and 
later  Professor  of  Fractures  and  Dislocations, 
which  chair  he  filled  after  the  amalgamation  of 
the  Gross  Medical  College  with  the  medical  de- 
partment of  the  University  of  Denver,  forming 
the  Denver  Gross  College  of  Medicine.  When 
this  school  united  with  the  University  of  Colorado 
in  1911,  Dr.  Harvey  was  appointed  Professor  of 
Surgery,  which  position  he  held  until  1917.  Dur- 
ing the  World  War  he  served  as  an  examiner  for 
the  draft  board.  He  joined  the  Medical  Society 
of  the  City  and  County  of  Denver  in  1894,  and 
had  been  active  in  medical  organization  continu- 
ously since  that  time. 

Dr.  Harvey  died  on  April  15,  1933,  as  the  result 
of  a cerebral  hemorrhage.  He  is  survived  by  the 
wife  and  three  sons,  Dr.  H.  G.  Harvey,  Jr.,  Dr. 
Edward  L.  Harvey,  and  Thomas  R.  Harvey. 

G.  M.  B. 




WOMAN’S  AUXILIARY 
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DENVER 

The  Woman’s  Auxiliary  to  the  Denver  County 
Medical  Society  held  its  annual  President's  Day 
on  Monday,  March  20,  at  the  nurses’  home  of  the 
Denver  General  Hospital.  Over  thirty-five  presi- 
dents were  present.  Mrs.  H.  R.  McKeen,  presi- 
dent, introduced  Mrs.  Cardinal,  who  in  the  ab- 
sence of  Mrs.  A.  G.  Fish,  president  of  the  Colo- 
rado Federated  Women’s  Club,  gave  greetings  and 
thanks  from  the  various  clubs.  Mrs.  Cardinal 
said  that  the  Federated  Women’s  Club  was  always 
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eager  to  give  consideration  to  any  project  we 
may  have  for  furtherance  of  public  welfare.  Mrs. 
Earnest  Perrine,  president  of  the  Denver  Fed- 
erated Women’s  Club,  and  Mrs.  S.  E.  Land,  presi- 
dent of  the  Central  District  of  the  Federated 
Women's  Club,  also  spoke  a few  words. 

Mrs.  John  Amesse,  chairman  of  Programs,  then 
took  charge  and  introduced  the  first  speaker,  Dr. 
Merrill  Jobe,  whose  topic  was  “Preventive  Medi- 
cine and  the  Purpose  of  the  Auxiliary.’’  Because 
of  the  potent  facts  which  Dr.  Jobe  lucidly  gave,  a 
brief  summary  will  here  be  given: 

The  doctors  of  today  are  definitely  “on  the 
spot.”  They  go  to  school  and  have  the  happy 
illusion  that  they  will  have  a private  practice 
upon  graduation,  which  it  takes  them  three  years 
to  get  over.  They  then  realize  that  each  one  is 
a public  health  officer  from  the  mere  event  of 
making  out  a re-entry  certificate  for  a neighbor’s 
child  who  has  had  the  measles  (but  of  which  he 
has  not  even  been  aware)  to  stepping  forward 
in  emergencies  such  as  epidemics,  or  examining 
recruits  during  war.  Of  this  “position”  of  public 
officer  of  health  he  should  be  proud.  However, 
the  public  does  not  appreciate  the  doctor  in  this 
capacity.  There  is  no  other  profession  which 
lives  and  gives  its  services  for  the  good  of  the 
public  rather  than  financial  gain  as  does  the 
medical  profession.  In  fact,  it  is  hard  to  conceive 
of  any  man  taking  up  medicine  for  financial 
reasons.  Dr.  Jobe  demonstrated  the  scientific 
research  leading  to  the  discovery  of  smallpox 
vaccine  through  the  study  of  cowpox  and  the  dis- 
covery of  a dangerous  typhoid  carrier  which  ably 
illustrated  preventive  medicine.  However,  seem- 
ingly more  obvious  facts,  such  as  heart  dis- 
ease being  not  infrequently  caused  by  bad  ton- 
sils, are  not  generally  recognized.  All  know 
of  the  high  fatality  of  diphtheria,  the  pre- 
vention of  which  is  within  the  reach  of  all.  Hid- 
ing behind  religious  shields  is  without  avail. 
This  can  be  proved  by  going  to  Montana,  for  ex- 
ample, where  80  per  cent  of  the  cases  of  Rocky 
Mountain  Spotted  Fever  are  fatal,  and  where  re- 
ligion hasn't  helped  the  victims.  Other  diseases 
preventable  and  of  which  Dr.  Jobe  spoke  briefly 
were  tularemia,  puerperal  fever,  brucella  abortus 
infection,  transmitted  through  unpasteurized  milk 
and  which  formerly  was  confused  with  typhoid, 
rabies,  cholera  and  tetanus.  He  then  spoke  of  the 
transmissible  venereal  groups  of  disease  which 
are  avoidable.  According  to  statistics,  80  per 
cent  of  the  male  population  in  the  United  States 
have  contracted  gonorrhea  before  their  death; 
probably  10  per  cent  of  the  citizens  have  syphilis. 
This  is  inexcusable.  Is  it  because  of  false  pol- 
icy? Dr.  Jobe  says  no,  but  rather  to  lack  of 
knowledge.  During  the  war  the  United  States 
army  had  more  gonorrhea  than  any  other  army 
reported.  This  was  a result  of  lack  of  knowledge. 
The  requirement  that  each  have  medical  treat- 
ment as  soon  as  he  was  exposed  brought  results 
which  proved  that  this  was  preventable. 

In  speaking  of  the  future  course  of  the  Auxil- 
iaries and  the  medical  profession,  Dr.  Jobe  men- 
tioned the  cults  which  have  always  been  with  us 
and  always  will  he.  He  gave  several  examples 
of  wrong  diagnosis  and  treatment  by  chiroprac- 
tors as  evidence  of  their  inability  to  be  competent 
to  have  their  own  licensing  board  which  they  are 
demanding  in  Colorado,  and  which  would  lead 
to  their  practicing  obstetrics  and  surgery  as  in 
California.  This  leads  to  the  greatest  duty  of 
the  Auxiliary,  which  is  just  becoming  aware  of 
this,  as  also  are  the  doctors — the  necessity  of 
medical  statesmanship.  All  doctors  are  reticent 
before  a group,  publicity  being  against  their 


ethics.  They  cannot  advertise.  But  a change  is 
taking  place ; the  facts  are  being  made  known, 
then  the  people  can  choose. 

After  this  helpful  talk,  Margaret  Day  Grubb  and 
J.  Allen  Grubb,  outstanding  Denver  musicians, 
gave  a musical  program. 

The  program  of  the  afternoon  was  ended  by 
Mrs.  George  B.  Packard,  Sr.,  taking  us  all  on  a 
delightful  word  trip  through  that  fascinating  and 
romantic  isle,  England,  her  subject  being  “Tea 
Drinking  in  England.” 

The  meeting  was  then  adjourned  to  tea. 

MRS.  D.  W.  MAC’OMBER, 

Publicity  Chairman. 


LARIMER 

Miss  Ida  Wray  Ferguson,  superintendent  of 
nurses  at  the  Larimer  County  Hospital,  enter- 
tained the  members  of  the  Auxiliary  to  the  Lari- 
mer County  Medical  Society  in  February.  Mrs. 
Frank  Carroll  reviewed  a report  of  the  work  of 
the  national  society  meeting  held  in  New  Orleans. 
The  auxiliary  presented  the  hospital  with  a fruit 
shower,  and  the  remainder  of  the  evening  was 
spent  socially. 

At  the  quarterly  luncheon  meeting  held  this 
month  at  Turner’s  Inn  near  Berthoud,  Mrs.  F.  A. 
Humphrey  of  Fort  Collins  was  elected  president; 
Mrs.  William  Casser  of  Loveland,  vice  president ; 
Mrs.  Frank  Carroll,  Fort  Collins,  secretary,  and 
Mrs.  C.  E.  Honstein,  Fort  Collins,  treasurer.  These 
officers  will  assume  their  duties  after  the  state 
convention.  The  program  consisted  of  an  author’s 
reading  by  Mrs.  Thad  C.  Brown  of  Fort  Collins. 
In  her  reading  she  included  the  story,  “Alosia’s 
Star,”  a poem  on  Colorado’s  ghost  town  and  an 
eastern  poem,  “Abiding”  and  “Ten  Command- 
ments for  the  Home.”  A social  hour  followed. 
The  next  regular  meeting  of  the  Auxiliary  will 
be  in  June. 

New  Research  Laboratory 

Sir  Henry  H.  Dale,  C.B.E.,  M.D.,  F.R.S., 
director  of  the  National  Institute  for  Medi- 
cal Research,  London,  was  the  principal 
speaker  April  25  at  ceremonies  which 
marked  the  opening  by  Merck  and  Company, 
Inc.,  of  their  new  research  laboratory  at 
Rahway,  N.  J.  The  program  was  opened 
with  a welcoming  address  by  Mr.  George 
W.  Merck,  and  addresses  followed  by  Gov- 
ernor A.  Harry  Moore  of  New  Jersey,  Sur- 
geon General  Hugh  S.  Cumming  of  the  U.  S. 
Public  Health  Service,  Lammot  duPont, 
president  of  the  Manufacturing  Chemists 
Association,  and  Josiah  K.  Lilly,  represent- 
ing the  American  Drug  Manufacturers  As- 
sociation. Sir  Henry’s  address  was  en- 
titled “The  Relation  of  Research  in  Univer- 
sities to  Research  Supported  by  Industry.' 
Physicians,  editors,  and  others  from  all  parts 
of  the  United  States  and  several  foreign 
countries  attended  the  opening. 
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Colorado  State  Medical  Society 

Officers,  1932-1933 

President:  Frank  B.  Stephenson,  Denver. 

President-elect:  Gerald  B.  Webb,  Colorado  Springs. 

Vice  Presidents:  First,  Walter  W.  King,  Denver;  Sec- 
ond, Lawrence  L.  Hick,  Delta;  Third,  B.  Franklin 
Blotz,  Rocky  Ford ; Fourth,  William  P.  Gasser,  Love- 
land. 

Constitutional  Secretary:  Lorenz  W.  Frank,  Denver. 

Treasurer:  Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  537  Republic 
Building,  Denver.  Telephone  REystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
Crum  Epler,  Pueblo;  Alternate,  J.  N.  Hall,  Denver; 
Junior,  John  W.  Amesse,  Denver;  Alternate,  A.  J. 
Markley,  Denver. 

Councillors:  Term  Expires 

District  No.  1 Ella  A.  Mead,  Greeley 1935 

District  No.  2 G.  P.  Lingenfelter,  Denver 1934 

District  No.  3 George  D.  Andrews,  Walsenburg 

(Chairman)  1933 

District  No.  4 W.  W.  Crook,  Glenwood  Springs  1936 
District  No.  5 A.  L.  Burnett,  Durango 1937 


Standing  Committees,  1932-1933 

Credentials:  Lorenz  W.  Frank,  Denver,  Chairman;  W. 

A.  Campbell,  Colorado  Springs;  Harold  T.  Low, 
Pueblo. 

Scientific  Work:  G.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  James  J.  Waring, 
Denver. 

Scientific  Work:  B.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  J.  J.  Waring,  Den- 
ver. 

Sub-committee  on  General  Scientific  Exhibits:  C.  E. 
Harris.  Woodmen,  Chairman;  F.  M.  Heller,  Pueblo; 
Maurice  Katzman,  Denver. 

Sub-committee  on  Roentgenological  Exhibits:  W.  F. 
Drea.  Colorado  Springs,  Chairman;  K.  D.  A.  Allen, 
Denver;  L.  G Crosby,  Denver. 

Arrangements:  John  B.  Crouch,  Colorado  Springs, 
Chairman;  T.  R.  Knowles,  Colorado  Springs;  John 

B.  Hartwell,  Colorado  Springs. 

Public  Policy:  Walter  W.  King,  Denver,  Chairman; 
H.  R.  McKeen,  Denver,  Vice  Chairman;  Edward 
Delehanty,  Denver;  Gerrit  Heusinkveld,  Denver;  A. 
L.  Beaghler,  Denver;  W.  W.  Harmer,  Greeley;  O. 
D.  Groshart,  La  Junta;  L.  L.  Ward,  Pueblo;  A.  C. 
Holland,  Colorado  Springs;  F.  B.  Stephenson,  Denver, 
ex-officio;  L.  W.  Frank,  Denver,  ex-officio;  Mr.  H. 
T.  Sethman,  Denver,  ex-officio. 

Publication:  C.  F.  Kemper,  Denver,  Chairman;  C.  S. 

Bluemel,  Denver;  William  H.  Crisp,  Denver. 

Medical  Defense:  W.  W.  Wasson,  Denver,  Chairman; 

C.  F.  Hegner,  Denver;  T.  D.  Cunningham,  Denver. 
Medical  Education  and  Hospitals:  C.  N.  Meader,  Den- 
ver, Chairman;  K.  D.  A.  Allen,  Denver;  H.  A.  Black, 
Pueblo. 

Library  and  Medical  Literature:  E.  D.  Downing, 
Woodmen,  Chairman;  Carbon  Gillaspie,  Boulder;  F. 
W.  Kenney,  Denver. 

Co-operation  With  Allied  Professions : Harry  S.  Finney, 
Denver,  Chairman;  George  R.  Warner,  Denver; 
John  Andrew,  Longmont. 

Medical  Economics : C.  E.  Cooper,  Denver,  Chairman; 

C.  F.  Kemper,  Denver;  Philip  Hillkowitz,  Denver. 
Necrology:  G.  M.  Blickensderfer,  Denver,  Chairman; 
John  F.  McConnell,  Colorado  Springs;  Lee  Bast, 
Delta. 


Special  Committees,  1932-1933 

Postgraduate  Clinics:  Maurice  H.  Rees,  Denver,  Chair- 
man; O.  M.  Gilbert,  Boulder;  C.  E.  Harris,  Wood- 
men; Nolie  Mumey,  Denver;  G.  E.  Cheley,  Denver. 
Workmen’s  Compensation  Affairs:  A.  S.  Cecchini,  Den- 
ver, Chairman;  L.  G.  Crosby,  Denver;  W.  R.  Wag- 
gener,  Denver;  J.  D.  Carey,  Fort  Collins;  Lanning 
E.  Likes,  Lamar;  D.  H.  O'Rourke,  Denver;  John 
Andrew,  Longmont. 

Veterans’  Legislation:  J.  W. -Amesse,  Denver,  Chair- 
man; E.  B.  Liddle,  Colorado  Springs;  Crum  Epler, 
Pueblo;  L.  H.  Winemiller,  Denver;  Louis  V.  Sams, 
Denver. 

Advisory  to  the  School  of  Medicine:  John  S.  Bouslog, 
Denver,  Chairman;  N.  A.  Madler,  Greeley;  C.  O. 
Giese,  Colorado  Springs;  C.  E.  Sidwell,  Longmont; 
T.  D.  Cunningham,  Denver. 

State  Registration  Fee:  R.  W.  Arndt,  Denver,  Chair- 
man; Frank  E.  Rogers,  Denver;  T.  E.  Beyer,  Denver. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  County — Last  Monday  of  each  month; 
secretary,  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  County — First  Tuesday  of  each  month;  sec- 
retary-, C.  Rex  Fuller,  Salida. 

Crowley  County — First  Wednesday  of  each  month; 
secretary,  J.  A.  Hipp,  Olney  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month;  secretary,  O.  S.  Philpott,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month ; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month ; 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month; 
secretary,  R.  B.  Porter,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month ; 
secretary,  G.  M.  Noonan,  Walsenburg,  Colo. 

Kit  Carson  County— -Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  W. 
L.  McBride,  Seibert. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month; 
secretary,  Duane  Hartshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary,  C.  O.  McClure,  Trinidad. 

Mesa  County— Third  Tuesday  of  each  month ; secre- 
tary, H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month, 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward,  Fort  Morgan. 

Northeast  Colorado — Second  Thursday  in  each 
month;  secretary,  E.  P.  Hummel,  Sterling. 

Northwestern  Colorado — Second  Thursday  of  each 
month;  secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County — Second  Thursday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesday  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  secretary,  J.  L.  Rosenbloom,  Pueblo. 

San  Juan — Second  Saturday,  January  and  altematr 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month;  secretary 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  seen 
tary,  Tracy  D.  Peppers,  Greeley,  Colo. 


WYOMING  SECTION 


President,  F.  L,.  Beck,  Cheyenne  Vice  President,  J.  L.  Wicks,  Evanston 

President-elect,  H.  L.  Harvey,  Casper 

Secretary,  Earl  Whedon,  Sheridan  Treasurer,  Evald  Olson,  Meeteetse 

Delegate  to  A.  M.  A.:  G.  P.  Johnston,  Cheyenne;  Alternates:  E.  L.  Jewell,  Shoshoni;  G.  L.  Strader,  Cheyenne 
Councillors:  G.  P.  Johnston,  Cheyenne  J.  H.  Goodnough,  Rock  Springs  F.  C.  Shafer,  Douglas 

Medical  Defense  Committee:  Earl  Whedon,  Sheridan  R.  H.  Sanders,  Rock  Springs  E.  D.  Jewell,  Shoshoni 


EDITOR: 

EARL  WHEDON,  M.D.,  Sheridan,  Wyoming 


| EDITORIAL  NOTES  AND  COMMENT  j 

State  Board  The  Board  requested  all  doctors  who  have 


of  Health 

rrHE  first  meeting  of  the  newly-appointed 
Board  of  Health  was  held  at  the  Capi- 
tol April  17  and  18.  The  board  organized 
by  electing  Dr.  Earl  Whedon  president  and 
Dr.  J.  R.  Nagel  vice-president.  Dr.  W.  H. 
Hassed  is  State  Health  Officer  and  Drs. 
Bernard  McDermott  and  Evald  Olson  were 
the  other  members  present. 

The  Board  spent  two  very  busy  days  in 
this  first  session.  Appointments  of  County 
Health  Officers  and  Registrars  of  Vital  Sta- 
tistics were  made  as  follows:  Albany,  Dr. 
R.  M.  Leake;  Big  Horn,  Dr.  S.  L.  Myre; 
Campbell.  Dr.  }.  C.  McHenry;  Carbon,  Dr. 
C.  W.  Jeffrey;  Converse,  Dr.  J.  R.  Hylton; 
Crook,  Dr.  J.  L.  Bostwick;  Fremont,  Dr. 
Paul  R.  Holtz;  Goshen,  Dr.  O.  C.  Reed; 
Hot  Springs,  Dr.  R.  W.  Hale;  Johnson,  Dr. 
W.  J.  Knebel;  Laramie,  Dr.  G.  M.  Ander- 
son; Lincoln,  Dr.  J.  C.  Newman;  Natrona, 
Dr.  J.  C.  Kamp;  Niobrara,  Dr.  G.  D.  Mur- 
phy; Park,  Dr.  Frances  M.  Lane  (County 
Health  Officer),  Dr.  Evald  Olson  (Reg- 
istrar of  Vital  Statistics);  Plate,  Dr.  C.  E. 
Fish;  Sheridan,  Dr.  Earl  Whedon;  Sublet, 
Dr.  J.  W.  Montrose;  Sweetwater,  Dr.  E.  S. 
Lauzer;  Teton,  Dr.  Charles  W.  Huff;  Uinta, 
Dr.  J.  H.  Holland;  Washakie,  Dr.  Paul  S. 
Reed;  Weston,  Dr.  Fred  Horton. 

The  appointments  were  not  made  along 
strictly  political  lines  as  in  other  adminis- 
trations, but  almost  half  of  the  County 
Health  Officers  are  Republicans.  It  was  the 
aim  of  the  Board  to  select  men  and  women 
best  qualified  to  serve.  These  appoint- 
ments are  made  subject  to  change  by  the 
Board  and  not  for  any  certain  term. 


been  furnished  the  Government  Tick  Vac- 
cine free  not  to  charge  more  than  one  dol- 
lar per  person  for  their  services.  This  ac- 
tion was  taken  because  of  the  limited  sup- 
ply of  vaccine  and  because  as  a rule  most 
of  those  exposed  are  the  one  who  have  been 
out  of  employment  a great  deal  and  are  un- 
able to  pay  a normal  fee.  If  any  doctor  has 
vaccine  he  is  not  using,  the  Board  requests 
that  he  return  it  to  his  County  Health  Of- 
ficer so  that  every  drop  can  be  used  this 
year,  as  it  is  evident  that  there  will  be  a 
demand  for  vaccine  beyond  the  govern- 
ment's capacity  to  supply  it. 

Plans  were  made  to  insure  better  inspec- 
tion of  camping  places  and  tourist  camps 
by  the  County  Health  Officers  and  the  State 
Health  Officer.  The  sanitation  of  the  new 
forest  laborer's  camps  also  will  be  looked 
into  by  the  County  Health  Officers  and  the 
men  will  be  examined  before  going  into  the 
government  work.  The  details  for  this  serv- 
ice have  not  yet  been  worked  out  by  the  na- 
tional and  state  governments,  but  will  be 
announced  as  soon  as  made. 

* * * 

Cardiospasm  or 
Diaphragmatic  Hernia? 

<yHE  ETIOLOGY  of  cardiospasm  is  not 
yet  settled  and  the  literature  on  the  dif- 
ferent theories  is  extensive.  A great  many 
cases  of  each  condition  present  very  similar 
symptoms. 

The  x-ray  studies  are  often  helpful  and 
the  passage  of  the  new  esophageal  dilators 
under  direct  visualization  aids  in  the  differ- 
ential diagnosis.  The  old  unsettled  ques- 
tion of  spasm  or  stricture  as  being  the  true 
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condition  in  so-called  cardiospasm  is  still 
discussed,  but  the  principal  diagnostic  points 
for  the  general  practitioner  are  as  follows: 
First,  in  cardiospasm  the  regurgitation  of 
food  is  spontaneous.  By  that  we  mean  that 
without  warning  the  patient  finds  the  food  in 
his  mouth,  especially  when  the  prone  posi- 
tion is  assumed.  Often  there  is  no  warning 
in  cardiospasm,  whereas  in  hernia  of  the 
stomach  there  is  distress  before  the  food  is 
regurgitated.  Second,  under  the  fluoroscope 
in  cardiospasm  the  barium  meal  is  shown  in 
the  dilated  esophagus  and  a thin  stream  can 
be  seen  to  trickle  into  the  stomach  at  inter- 
vals. 

Third,  the  normal  outlines  of  the  stom- 
ach below  the  diaphram  are  seen  in  cardio- 
spasm, but  often  beautiful  pictures  of  the 
herniated  stomach  are  seen  above  the  dia- 
phragm and  below  in  diaphragmatic  hernia 
of  the  stomach. 

* <4  <4 

Loyal 

Friends 

'\7'E  EDITOR  has  always  loved  the  moun- 
A tains,  and  for  years  he  has  travelled  all 
over  the  beautiful  Big  Horns  in  Wyoming. 
A few  weeks  ago  he  travelled  along  a new 
range  and  came  very  near  entering  the  val- 
ley of  death.  Fortunately  he  met  some 
skilled  guides  who  tenderly  led  him  back 
home.  An  attack  of  pneumonia  was  the 
cause,  and  to  Doctors  Crane,  Steffen,  and 
Johnson  of  Sheridan  and  Dr.  Hillkowitz  of 
Denver  we  acknowledge  our  debt  of  grati- 
tude. It  seems  one  has  to  be  really  sick  to 
realize  the  number  of  his  true  friends. 

We  are  truly  thankful  for  their  kind- 
nesses. 


WYOMING  NEWS  NOTES 
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LANDER 

Dr.  Paul  R.  Holtz  of  Lander,  Wyoming,  who 
has  not  been  well  for  some  time,  was  taken  seri- 
ously ill  at  his  home,  and  was  removed  to  The 
Wheatland  Hospital  where  on  April  18  he  was 
operated  for  a gangrenous  gall-bladder.  His  con- 
valescence will  no  doubt  be  tedious,  but  his 
many  Wyoming  friends  will  be  glad  to  learn  that 
his  condition  is  reported  as  satisfactory. 


LARAMIE  COUNTY 

The  1932  officers  of  the  Laramie  County  Med- 
ical Society  were  re-elected  for  1933:  Dr.  G.  A. 
Fox,  president;  Dr.  W.  R.  Day,  treasurer,  and 
Dr.  W.  K.  Mylar,  secretary.  The  doctors  in  Chey- 
enne meet  monthly  as  the  staff  of  the  Memorial 
Hospital.  However,  at  the  first  meeting  of  the 
county  medical  society  this  year  it  was  decided 
that  the  society  should  hold  monthly  luncheon 
meetings  in  addition,  and  a committee  was  named 
to  make  the  arrangements.  At  the  March  17 
meeting,  every  member  was  present.  Dr.  H.  L. 
l.ucic  gave  an  interesting  account  of  his  recent 
trip  abroad. 


JOINT  MEETING,  SHERIDAN  COUNTY  MEDI- 
CAL SOCIETY  AND  YELLOWSTONE 
VALLEY  MEDICAL  SOCIETY 

The  Sheridan  County  Medical  Society  and  the 
Medical  officers  of  the  U.  S.  Veterans’  Adminis- 
tration Hospital  No.  86,  jointly  greeted  twelve 
members  of  the  Yellowstone  Valley  Medical  So- 
ciety at  this  hospital  on  Friday,  March  24,  1933. 
A luncheon  was  served  to  all  in  the  hospital  din- 
ing room,  after  which,  under  guidance  of  the  med- 
ical officers,  an  inspection  of  the  new  seventy- 
five-bed  general  hospital  installation  was  made. 
Much  admiration  was  expressed  by  all  the  visitors 
at  the  fine  arrangement  of  the  building  and  the 
late  model  types  of  apparatus  which  were  shown. 
The  building  has  not,  as  yet,  been  used  due  to 
the  recent  economy  orders  issued  by  the  Presi- 
dent. 

The  group  was  then  conducted  to  a ward  of 
the  new  building  where  a Neuropsychiatric  Clinic 
was  held,  Dr.  A.  E.  Brownrigg,  medical  officer  in 
charge,  presiding.  The  following  subjects  were 
very  ably  taken  up,  each  with  case  presentations : 

Paresis  and  other  forms  of  Neurosyphilis,  by 
Dr.  A.  F.  O'Connor ; Forms  and  Stages  of  De- 
mentia Precox,  by  Dr.  C.  H.  Burdick;  Type  Cases 
of  Mania  and  Mental  Depression,  by  Dr.  J.  H. 
Price ; Encephalitis  Lethargica  with  Mental 
Symptoms,  by  Dr.  Thos.  G.  McLin,  Clinical  Di- 
rector. After  a short  discussion  the  meeting  ad- 
journed. 

Those  present  from  Billings  were  as  follows: 
Doctors  H.  H.  Culbertson,  Andrew  Clark,  J.  H. 
Bridenbaugh,  Roy  V.  Morledge,  J.  .7.  Wernham, 
C.  H.  Nelson,  P.  E.  Griffin,  G.  M.  Russell,  J.  C. 
Figenshau,  I..  S.  Stevens,  W.  R.  Morrison,  E.  M. 
Farr.  Sheridan  was  represented  by  Doctors 
Crane,  Denison.  Roberts,  Stevenson,  Meredith,  P. 
M.  Schunk,  W.  F.  Schunk,  Veach,  Stewart,  Steffen. 
The  officers  of  the  Veterans’  Administration  Hos- 
pital are:  Doctors  A.  E.  Brownrigg,  T.  G.  Mcl.in, 
A.  F.  O'Connor,  C.  H.  Burdick,  J.  H.  Price,  Mott 
and  Croup. 

It  was  with  the  deep  regret  of  all  present  that 
the  absence  of  Doctor  Earl  Whedon  was  felt,  as 
he  had  been  the  prime  mover  in  getting  the 
organizations  together.  He  was  ill  in  the  local 
hospital  with  pneumonia.  Happily  he  has  since 
recovered  and  returned  to  his  home. 

LAWRENCE  C.  MEREDITH, 
Secretary  of  the  Sheridan  County  Medical  Society. 


When  inserting  a stomach  tube,  give  the 
patient  a basin  to  hold  in  his  lap.  This  will 
aid  in  keeping  his  hands  occupied  and  out 
of  mischief. 


Take  this  Journal  home  to  your  wife. 
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POSTOPERATIVE  PARALYTIC  ILEUS 

FRED  W.  PHIFER,  M.D. 
and  HAROLD  B.  RAE,  M.D. 

WHEATLAND 


The  literature  on  paralytic  ileus  is  exten- 
sive, and  almost  every  month  sees  a new 
contribution  in  the  current  surgical  period- 
icals. Nevertheless,  we  make  no  apology 
for  presenting  the  following  comments  on 
the  subject,  because  we  feel  that  we  have 
made  practical  progress  through  the  years 
in  the  handling  of  this  complication,  the  con- 
stant dread  of  every  abdominal  surgeon, 
whether  he  be  the  chief  of  the  surgical  staff 
in  a modern  hospital  or  that  braver  soul  who 
must  do  the  best  he  can  for  emergency  cases 
at  the  country  cross  roads. 

The  title  ' paralytic  ileus”  is,  we  believe, 
a misnomer.  A true  uncomplicated  intes- 
tinal paralysis  following  operation  has  not 
been  observed  in  my  thirty  years  of  surgical 
practice;  neither  have  I been  able  to  produce 
such  a condition  in  our  experimental  dog 
work;  nor  has  it  regularly  developed  in  the 
cases  where  it  might  have  been  reasonably 
expected  to  develop.  On  the  other  hand,  an 
adynamic  ileus  following  operation — that  is 
to  say,  a marked  intestinal  inactivity  with 
enlargement  of  the  abdomen  accompanied 
by  nausea  and  vomiting — has  developed 
where  least  anticipated. 

It  is  true  that  in  this  condition  classed  as 
paralytic  or  adynamic  ileus,  where  we  have 
nausea,  vomiting,  and  undue  abdominal  dis- 
tension following  operation,  we  do  find  a 
certain  denervation  or  innervation  of  the 
muscular  walls  of  the  intestines,  so  that  even 
though  we  do  perform  an  enterostomy  the 
contents  do  not  seem  to  escape.  As  a rule 
in  such  a case,  when  the  gut  is  opened,  it 
collapses  only  a short  distance  back  from 
the  opening,  and  it  does  appear  to  be  more 
or  less  devoid  of  peristaltic  action.  Never- 
theless, this  cessation  of  intestinal  activity  is 
not  the  disease,  we  believe,  but  is  merely  a 
symptom,  just  as  the  vomiting  is.  Call  the 
condition  paralytic  ileus,  if  you  like,  but  in 
our  opinion  it  is  primarily  due  to  an  infec- 
tion, a peritonitis,  which  may  be  of  a low 
grade  or  acute,  local  or  generalized,  of  a 
fulminating  type  or  of  long  duration,  from 


which  the  patient  may  or  may  not  recover, 
with  or  without  a secondary  operation.  Of 
course,  it  is  understood  that  peritonitis  is 
not  always  accompanied  by  this  peculiar 
form  of  intestinal  paralysis  and  abdominal 
distention;  but  in  our  experience  with  this 
condition  a part  of  the  picture  has  been  an 
infection  involving  the  peritoneum. 

The  first  necessity  is  a clean  cut  diagnosis, 
definitely  differentiating  this  condition  from 
dynamic  ileus  of  mechanical  obstructive  or- 
igin. In  the  mechanical  type,  a successful 
outcome  in  the  majority  of  cases  depends 
upon  a prompt  diagnosis  and  an  early  oper- 
ation to  relieve  the  obstruction.  Neverthe- 
less, here  we  wish  to  digress  in  order  to  call 
your  attention  sharply  to  dearly  bought  ex- 
perience. In  all  cases  of  mechanical  ileus 
where  diagnosis  has  for  any  reason  been  de- 
layed, or  even  in  supposedly  early  cases 
where  there  is  retention  above  the  obstruc- 
tion, especially  in  the  upper  two-thirds  of 
the  small  intestine,  before  taking  any  meas- 
ure for  immediate  relief  of  the  obstruc- 
tion, an  enterostomy  should  always  be  done 
to  drain  this  portion  of  the  intestinal  tract 
of  the  toxic  material  retained  therein  above 
the  obstruction.  This  pent-up  material  is  so 
highly  toxic  that  if  it  is  allowed  to  flow  down 
into  the  unobstructed  portion,  which  up  to 
this  time  may  be  called  normal  intestinal 
tract,  it  may  produce  a fatal  ending  in  what 
appeared  to  be  a hopeful  case.  This  enteros- 
tomy, for  the  time  being,  is  even  more  im- 
portant than  the  relief  of  the  obstruction. 
In  fact,  if  we  should  accidentally  relieve  the 
obstruction  before  getting  the  enterostomy 
done,  we  think  we  would  throw  a ligature 
around  the  gut,  until  we  could  complete  the 
enterostomy.  We  have  seen  a mechanical 
obstruction  successfully  relieved,  the  con- 
tents of  the  upper  gut  pass  on  and  the  vomit- 
ing stop;  nevertheless,  without  any  disten- 
tion the  temperature  continued  to  mount  to 
104°,  105°,  106°,  107°,  even  to  109°,  and 
within  twelve  hours  the  patient  died. 

The  obstructive  cases  of  ileus  may  occur 
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in  patients  on  whom  no  abdominal  opera- 
tion had  ever  been  performed;  or  they  may 
occur  immediately  following  an  abdominal 
section;  or  they  may  occur  days,  weeks, 
months  or  even  years  afterward.  The  non- 
operative case  or  the  case  that  has  under- 
gone a laparotomy  some  time  ago  does  not 
usually  present  a difficult  type  upon  which 
to  make  a differential  diagnosis;  neither  does 
the  differential  diagnosis  present  insur- 
mountable difficulties  even  in  the  cases 
where  abdominal  operation  has  been  fairly 
recent.  Such  cases  may  come  to  us  in  fairly 
good  condition,  especially  if  we  see  them 
during  the  early  part  of  the  illness. 

But  the  case  that  taxes  the  judgment  of 
even  the  most  experienced  surgeon  is  the 
one  that  develops  abdominal  complications 
immediately  following  an  operation,  the  case 
wherein  the  patient  s life  depends  upon  an 
early  correct  diagnosis  and  an  immediate 
radical  operation  if  the  ileus  be  truly  obstruc- 
tive; but  in  which,  on  the  other  hand,  con- 
servative treatment  is  imperative  if  the  ileus 
be  of  the  adynamic  type. 

What  surgeon  will  say  that  diagnosis  is 
easy  in  these  immediate  postoperative  cases 
that  are  not  doing  well,  where  the  differ- 
ential diagnosis  is  narrowed  down  to  a choice 
between  mechanical  ileus  and  paralytic  ileus 
with  peritonitis  (for  we  repeat  that  we  think 
we  always  have  some  degree  of  peritonitis 
in  the  so-called  paralytic  ileus).  We’ll 
grant  it  is  easy  in  a typical  case,  just  as  it 
is  easy  to  make  a diagnosis  of  tuberculosis 
on  the  walking  skeleton  on  the  street  who 
stops  to  expectorate  every  few  minutes,  but 
also  just  as  difficult  as  to  make  a diagnosis 
of  incipient  tuberculosis  in  a patient  present- 
ing signs  and  symptoms  of  many  other  con- 
ditions that  it  might  just  as  easily  be.  Such 
a case  is  a test  of  one’s  ability  to  recognize 
and  interpret  the  clinical  data.  The  x-ray 
and  laboratory  findings  may  be  interesting 
and  confirmatory,  but  it  is  on  his  clinical 
experience  that  the  successful  surgeon  must 
depend  in  these  cases. 

In  either  form  of  ileus  drugs,  other  than 
supportive  measures  and  sedatives,  have  no 
place.  Often  most  valuable  time,  even  in 
fact  the  sole  chance  of  the  mechanically  ob- 


structed patient,  is  lost  by  listening  to  some 
over-enthusiastic  medical  man;  or  sometimes 
it  may  be  to  some  surgeon,  temporizing  with 
drugs,  either  because  he  is  not  sure  of  his 
diagnosis  or  has  not  the  fortitude  to  meet 
an  emergency  when  it  comes  to  the  show- 
down. It  takes  the  nerve  that  comes  only 
with  the  courage  of  your  convictions  to  go 
back  into  the  abdomen  of  a newly  operated 
patient,  especially  one  of  your  own  cases. 

The  frequency  of  postoperative  compli- 
cations is  in  close  ratio  to  the  skill  and  care 
of  the  surgeon.  Like  Admiral  Byrd’s  suc- 
cessful explorer  who  has  no  adventures,  the 
experienced  surgeon  meets  with  fewer  com- 
plications. On  the  other  hand,  with  as  per- 
fect surgical  technic  as  possible,  an  occa- 
sional case  of  paralytic  ileus  is  just  as  sure 
to  happen  as  an  occasional  phlebitis,  embo- 
lism, or  parotitis.  The  ideal  way  to  treat 
such  surgical  complications  is  not  to  allow 
them  to  happen;  but  happen  they  will  at 
times,  despite  the  most  exacting  precautions. 
Happy  is  the  surgeon  who  can  save  his  pa- 
tient after  one  of  these  dreaded  complica- 
tions has  developed. 

In  this  connection,  we  repeat  again  that 
we  are  confident  that  paralytic  ileus  is  due 
to  a newly  developed  peritonitis,  either  of 
traumatic  origin,  avoidable  or  unavoidable, 
or  else  due  to  causative  factors  that  may 
have  been  pre-existent  or  that  may  have 
been  introduced  at  time  of  operation. 

In  our  experience  the  mental  condition  of 
the  patient  has  little  bearing  on  the  case.  It 
may  be  that  the  nervous,  apprehensive  type 
of  individual  is  more  susceptible  to  this  in- 
testinal postoperative  complication,  but  we 
have  not  found  it  so.  If  all  the  patients  who 
have  had  premonitions  of  death  went  on  to 
a fatal  ending,  our  surgical  mortality  rates 
would  be  much  increased.  We  have  seen  but 
one  operative  patient  who  died  for  no  de- 
monstrable reason  except  a rather  calm  cer- 
tainty that  she  was  going  to  die,  although 
we  very  nearly  lost  one  other  patient  who 
apparently  had  no  other  complication  than 
sheer  fright.  Neither  of  these  cases  devel- 
oped an  ileus.  At  any  rate,  we  have  not  seen 
fear  as  an  apparently  causative  factor  in 
paralytic  ileus.  In  fact,  in  the  earlier  stages, 


202 


Colorado  Medicine 


these  patients  are  apt  to  appear  not  very  ill. 
Restlessness  and  mental  perturbation  are, 
however,  often  seen  as  early  symptoms  in 
mechanical  ileus  and  may  be  the  very  first 
symptom  of  such  an  impending  difficulty. 

Preoperative  "preparation’’  in  the  form 
of  purgation  may  have  a bearing,  however. 
When  patients  inform  us  that  they  have 
prepared  themselves  for  operation,  we  usual- 
ly put  them  to  bed  and  delay  operation  for 
several  days,  if  possible.  In  surgical  cases, 
we  give  no  purgatives,  either  in  preparation 
for  operation  or  postoperative,  relying 
upon  Nature  assisted  by  enemas  to  empty 
the  bowel. 

Trauma  during  operation  is,  of  course,  un- 
avoidable. It  is  merely  a question  of  de- 
gree. There  can  be  no  manipulation  so  gen- 
tle that  the  peritoneum  will  not  resent  it.  But 
it  is  possible  to  avoid  “tremendous  retractors 
energetically  used  by  stalwart  internes.’  Ex- 
cept where  absolutely  necessary,  we  have 
largely  discarded  the  use  of  retractors  and 
voluminous  gauze  packs,  with  gratifying  re- 
sults. In  certain  cases,  with  a short  mesen- 
teric attachment,  it  is  difficult  to  operate 
without  pull  on  the  mesentery,  but  the  less 
the  better.  Careful  separation  of  adhesions 
along  lines  of  natural  cleavage,  sharp  dis- 
section where  this  can  be  done,  the  gentlest 
possible  and  the  least  possible  manipulation, 
delicacy  and  gentleness  of  touch  rather  than 
speed — all  these  will  help  to  cut  down  the 
incidence  of  postoperative  ileus. 

Nevertheless,  every  abdominal  operation 
is  a potential  case  of  adynamic  ileus.  In  fact, 
perhaps  it  is  true  that  every  such  case  does 
develop  ileus,  differing  only  in  extent.  We 
believe  that  “gas-pains'-  are  manifestations 
of  a minor  degree  of  such  a complication,  and 
postoperative  vomiting  may  often  be  anoth- 
er. Immediate  attention  to  such  clouds  on 
the  horizon  may  prevent  a storm,  or  lessen 
its  severity. 

In  the  treatment  of  paralytic  ileus  in  this 
clinic,  we  have  discarded  radical  measures, 
unless  “masterful  inactivity  ’’  should  be 
called  radical.  Surgical  measures  are  not 
resorted  to,  except  where  specifically  indi- 
cated, as  for  example,  drainage  where  there 
is  reason  to  suspect  a localization  of  pus. 


However,  where  there  is  distention,  if  a 
drain  has  not  been  left  in  at  time  of  opera- 
tion, it  is  our  custom  to  clip  a stitch  at  the 
lower  angle  of  the  wound,  and  insert  a 
Penrose  cigarette  drain  well  inside  the  peri- 
toneal cavity.  From  this  procedure  there  is 
practically  always  a flow  of  sero-sanguinous 
fluid,  sometimes  sufficiently  free  to  afford 
considerable  relief  from  intraperitoneal 
pressure.  Smears  or  cultures  from  this  fluid 
also  often  give  us  positive  findings  of  value. 

With  the  above  exceptions,  we  institute 
a definite  routine  treatment  along  lines  of 
conservative,  non-operative  care.  Upon  the 
very  first  intimation  of  any  gastric  disturb- 
ance, all  oral  administrations  are  discontin- 
ued. With  the  anesthetic  in  use  in  our  clin- 
ic, postoperative  nausea  and  vomiting  is  so 
little  to  be  expected  that  its  appearance  is 
an  alarm  signal  to  which  we  give  immediate 
heed.  The  rectum  and  colon  are  emptied  by 
a copious  enema,  siphoning  off  with  the  rec- 
tal tube  if  necessary,  with  especial  watchful- 
ness for  the  passage  of  any  gas  or  fecal 
matter.  This  is  repeated  not  oftener  than 
once,  or  possibly  twice,  in  every  twelve 
hours.  The  importance  of  these  enemas  can 
scarcely  be  exaggerated  in  reference  to  the 
information  obtained  if  they  are  properly 
given.  In  my  day  I have  personally  assisted 
in  their  administration  many  hundreds  of 
times  in  order  to  have  first  hand  knowledge 
of  conditions;  and  over  and  over  I have 
lectured  to  my  nurses  on  the  subject  of  how 
to  give  enemas  and  what  to  look  for  to  re- 
port. 

If  nausea  and  vomiting  persists,  stomach 
lavage  is  instituted  and  repeated;  or  even 
better,  the  tube  is  left  in  place,  if  this  pro- 
cedure does  not  too  much  disturb  the  pa- 
tient. But  for  this,  get  the  patient’s  coopera- 
tion, since  few  things  will  do  more  harm  than 
to  fight  a patient  with  this  condition.  Of 
course,  if  it  is  a matter  of  life  and  death, 
the  good  surgeon  will  handle  his  patient. 
Supportive  measures  are  at  once  instituted. 
Glucose  is  given  intravenously,  and  saline 
as  needed  to  combat  dehydration,  but  with 
judgment  to  avoid  overloading  the  system. 
Our  experience  has  been  that  insulin  admin- 
istered with  the  glucose  is  beneficial,  the  rate 
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being  one  unit  of  insulin  for  every  two  grams 
of  glucose.  We  have  even  had  patients  who 
themselves  recognized  the  difference  be- 
tween glucose  administered  with  and  with- 
out insulin.  The  beneficial  results  of  glu- 
cose are  transient,  so  it  should  be  given 
both  with  and  independent  of  the  saline, 
and  at  shorter  intervals.  We  have  found  it 
convenient  to  use  the  glucose  put  up  by  the 
manufacturers  in  ampoules  ready  for  intra- 
venous administration.  Saline  is  also  pre- 
pared in  this  way  for  intravenous  use  or  may 
be  given  with  satisfactory  results  subcu- 
taneously. Nothing  is  given  by  mouth  and 
nothing  by  rectum,  except  the  daily  cleansing 
enema  which  is  siphoned  off  if  not  voluntar- 
ily returned. 

Murphy  drip  is  definitely  contra-indicated, 
we  believe.  In  the  first  place,  the  absorp- 
tive powers  of  the  bowel  mucosa  are  so  much 
lessened  that  only  a small  amount  of  the 
fluid  would  be  taken  up  by  the  system;  and 
in  the  second  place,  a peristalsis  is  set  up 
that  is  positively  detrimental,  except  in  be- 
ginning convalescence.  The  proceeding  an- 
noys the  patient  and  interferes  with  rest, 
causing  colicky  pains  that  further  disturb 
the  patient,  and  does  definite  harm  by  set- 
ting up  an  active  peristalsis  of  the  upper 
intestinal  trace  which,  without  an  outlet,  will 
only  increase  the  distention  and  aggravate 
an  already  serious  condition.  After  the 
storm  is  over,  Murphy  drip  may  be  very 
efficacious;  if  by  accident  it  is  started  just 
at  the  time  the  disturbance  is  subsiding,  it 
sometimes  gets  undeserved  credit  for  doing 
something  wonderful.  We  use  Murphy  drip 
only  where  we  want  to  stimulate  peristalsis 
and  for  no  other  purpose  whatever.  We  use 
glucose  in  our  Murphy  drip  as  an  additional 
peristaltic  stimulant. 

As  soon  as  we  are  reasonbly  sure  of  our 
diagnosis,  we  begin  the  application  of  heat 
to  the  abdomen.  All  dressings  are  removed 
except  a thin  layer  of  gauze  and  a thin  sheet 
of  pure  gum  tissue  immediately  covering  the 
incision  and  sealing  it  as  closely  as  possible. 
The  remaining  portions  of  the  abdomen  are 
generously  anointed  with  a mixture  of  sterile 
camphorated  oil  and  turpentine,  then  cov- 
ered with  a sterile  flannel  cloth  wrung  out 


of  hot  water  with  gloved  hands.  Over  this 
another  pure  gum  rubber  sheet  is  placed, 
and  then  an  electric  pad  applied.  If  you  pre- 
fer silkoid  to  gum-tissue  for  sealing  pur- 
poses, this  may  be  used.  Over  top  of  the 
electric  pad,  the  abdomen  is  encased  in  a 
smooth  binder.  The  old-time  large  flax  seed 
meal  poultice  had  much  to  recommend  it,  but 
we  have  reluctantly  discarded  it  on  account 
of  its  cumbersomeness,  the  incorporated  dan- 
ger of  infection  and  the  great  difficulty  in 
keeping  the  poultice  warm  and  moist  without 
disturbing  the  patient. 

Morphine  is  a part  of  our  routine  treat- 
ment in  all  postoperative  cases  for  at  least 
seventy-two  hours  after  operation.  In  this 
particular  type  of  complication  it  is  kept  up 
for  an  indefinite  period,  depending  entirely 
upon  the  length  of  time  of  the  disease.  We 
are  aware  that  this  is  condemned  by  many 
authorities,  but  in  the  average  case  we  have 
found  it  ideal  for  the  relief  of  both  mind 
and  body.  It  is  really  surprising  to  see  what 
beautiful  results  may  be  obtained  by  small, 
routinely  repeated  doses  of  morphine  with 
the  addition  of  atropin  in  small  amount  to 
every  third  dose. 

We  have  not  found  spinal  or  splanchnic 
anesthesia  of  any  value  as  a postoperative 
measure,  except  as  anesthesia  per  se  if  sec- 
ondary operative  measures  are  felt  to  be 
imperative,  but  even  here  we  prefer  a gen- 
eral anesthetic.  We  have  not  found  it  a 
curative  or  even  helpful  measure  in  these 
desperate  cases  of  abdominal  distention,  and 
its  administration  is  easily  capable  of  doing 
definite  harm.  Like  the  Murphy  drip,  we 
feel  that  spinal  anesthesia  is  sometives  given 
just  as  the  storm  is  subsiding,  so  that  it  re- 
ceives credit  not  due,  like  the  chiropractor's 
spinal  adjustment  for  a renal  colic  about  to 
be  relieved  by  Nature’s  method.  We  would 
also  suggest  that  the  securing  of  a bowel 
action  or  the  passage  of  gas  after  a spinal 
anesthesia  is  sometimes  misleading,  so  that 
it  is  scarcely  to  be  depended  upon. 

Pituitrin  is  to  be  mentioned  only  to  be 
condemned.  We  have  never  seen  it  do  any 
good.  We  think  we  have  seen  it  do  harm. 

As  to  bacteriophage,  we  are  at  present  too 
remote  from  any  of  the  great  research  lab- 
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oratories  for  an  effective  trial.  The  commer- 
cial bacteriophage  is  not  as  yet  recommend- 
ed. It  is  kept  on  hand  at  all  times  in  this 
clinic,  but  up  to  this  date  indications  for  its 
use  have  been  limited. 

The  laboratory  is  of  the  greatest  impor- 
tance in  the  diagnosis  and  treatment  of  these 
cases,  especially  in  supplying  valuable  infor- 
mation as  to  the  virulence  or  the  progress  of 
the  case.  In  most  of  these  adynamic  cases, 
neither  the  temperature  nor*  the  leucocyte 
count  have  been  high.  On  the  contrary, 
many  ran  a low  temperature  with  a leuco- 
cyte count  under  twelve  thousand  and  with 
a normal  differential  count.  The  blood 
chemistry  is  interesting,  but  not  to  us  of 
any  very  great  clinical  significance.  On  the 
contrary,  routine  postoperative  blood-cul- 
tures do  yield  information  that  is  often  very 
valuable,  indicating  the  underlying  type  of 
organism  with  which  we  have  to  deal. 

In  these  cases,  the  assistance  of  a well- 
trained  nurse  is  indispensable.  To  make  a 
diagnosis  in  the  first  place  a good  nurse  is 
invaluable;  one  who  has  had  real  training 
in  the  giving  of  a proper  enema,  and  who 
can  give  a really  intelligent  report  of  the 
results.  To  carry  out  the  line  of  treatment 
outlined  in  this  paper,  a good  nurse  is  also 
a necessity.  She  must  understand  what  she 
is  doing,  why  she  is  doing  it,  and  how  to  do 
it;  and  above  all,  she  must  know  how  to 
tranquilize  her  patient  and  to  save  him  every 
unnecessary  exertion  without  seeming  to  do 
so.  We  usually  order  the  nurse  not  to  stay 
with  the  patient  but  to  keep  him  under  such 
close  observation  that  a hand  could  not  be 
lifted  without  her  knowledge. 

The  period  of  high  tension  in  such  a case 
is  usually  limited  to  a week  or  ten  days, 
then  begins  to  subside.  The  abdomen  be- 
comes more  soft,  the  nausea  and  vomiting 
disappear,  intestinal  peristalsis  gradually  re- 
turns, and  soon  we  have  the  nurse  reporting 
that  the  patient  has  had  a large  liquid  evacu- 
ation with  much  gas.  In  fact,  at  times  this 
evacuation  may  be  of  such  large  amount  and 
so  sudden  that  the  patient  is  not  able  to 
control  it,  and  the  nurse  records  it  as  invol- 
untary. After  such  an  event,  improvement 
is  usually  fairly  rapid,  and  both  the  patient 


and  the  surgeon  relax  and  once  more  begin 
to  enjoy  life. 

Last  year,  out  of  more  than  seven  hundred 
operations,  we  had  two  cases  of  pronounced 
postoperative  ileus,  both  of  which  recovered 
with  apparently  no  bad  after  effects.  During 
the  past  ten  years,  we  have  found  that  this 
conservative  way  of  handling  this  dreaded 
complication  has  given  us  a high  rate  of 
recovery. 


There  Are  No  Doctors  in  Sing  Sing 

The  “Presbyterian  Banner"  asked  Jane 
Addams  and  Frank  J.  Loesch,  nationally 
known  citizens  of  Chicago,  each  to  name 
“the  ten  men  who  have  contributed  the  most 
to  the  progress  of  Chicago  during  its  first 
century.”  The  list  of  ten  submitted  by  At- 
torney Loesch,  famous  for  his  warfare 
against  enemies  of  law  and  order,  included 
two  physicians:  Daniel  Brainard,  a leader  in 
the  establishment  of  the  first  general  hos- 
pital, the  first  medical  college,  and  the  first 
medical  journal  in  Chicago;  and  Charles  V. 
Dyer,  early  physician  and  abolitionist. 

From  the  "Banner"  we  learn  also  that 
there  are  no  editors,  lawyers,  ministers  or 
physicians  among  the  inmates  of  Ossining 
prison.  “We  may  grant,"  continues  the 
Editor,  "That  there  are  some  members  of 
all  these  professions  that  ought  to  be  there, 
and  still  be  thankful  that  their  record  is  so 
good  in  this  respect."  Continuing,  he  states: 
“The  prison  is  a very  crude  approximation 
to  social  justice,  but  it  is  the  best  we  can  do 
at  present." — Pittsburg  Medical  Bulletin. 

Within  the  past  fifteen  or  twenty  years, 
hospitals  have  gradually  sought  to  broaden 
their  scope  of  endeavor.  Free  clinics  were 
established  with  medical  staffs,  and  free 
professional  and  hospital  care  is  being  pro- 
vided for  a certain  class  of  patients.  There 
is  nothing  wrong  in  that,  provided  the  serv- 
ice is  rigidly  limited  to  those  who  are  in  de- 
pendent circumstances. 

Hospitals  are  nursing  institutions.  They 
were  established  to  provide  facilities  for 
rendering  care  and  to  enable  the  doctors  to 
more  ably  institute  medical  and  surgical 
treatments. — Jour.  Mich.  State  Med.  Soc., 
March,  1933. 


Tuberculosis  Abstracts 

A Review  for  Physicians 
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THE  outcome  of  any  tuberculous  infection  depends  upon  the  resistance  offered  by 
the  body.  Whatever  subtracts  from  the  patient’s  physiological  resources  presumably 
hinders  recovery.  Concurrent  disease  of  any  kind  places  a handicap  on  the  tuberculous 
patient.  Syphilis  is  widely  prevalent,  tends  to  be  chronic,  is  often  undiscovered,  and 
frequently  masquerades  as  something  else.  To  what  extent  does  syphilis  complicate  tu- 
berculosis? Oscar  Orszagh  of  Budapest  summarizes  in  “Tubercle”  of  January  1933, 
certain  statistics,  conclusions  and  implications  bearing  on  the  coexistence  of  tuberculosis 
and  syphilis.  The  following  abstract  of  his  article  was  prepared  by  the  American  Social 
Hygiene  Association. 


PULMONARY  TUBERCULOSIS  AND  SYPHILIS 


Deaths  from  syphilis  rank  high:  in  England 
10  per  cent,  in  France  16  per  cent,  in  the  United 
States  1 7 per  cent,  of  the  total  mortality  can  be 
traced  to  syphilis.  On  the  other  hand  a study  of 
a group  of  luetic  patients  in  Germany  indicated 
that  26.6 7 per  cent  of  them  died  of  tuberculosis 
against  22.5  per  cent  dying  of  syphilis.  Similarly, 
in  Finland  of  734  syphilitic  patients,  25  per  cent 
died  of  tuberculosis  while  only  1 5 per  cent  died 
of  syphilis.  Post-mortem  examinations  of  500  cases 
of  syphilis  showed  that  the  cause  of  death  was 
tuberculosis  in  10.6  per  cent  of  cases.  These  and 
other  statistical  studies  and  clinical  observations 
indicate  that  syphilis  hastens  the  progress  of  tuber- 
culosis. 

Because  of  the  frequent  coexistence  of  tubercu- 
losis and  syphilis,  it  is  important  that  a careful 
search  be  made  in  tuberculous  patients  for  evidences 
of  syphilis.  This  search  should  include  as  an  im- 
portant feature,  a careful  history  with  repeated 
questions  on  subjects  which  might  bring  syphilis 
to  light,  as  for  example,  history  of  primary  sore, 
rashes,  miscarriages  and  family  histories.  At  the 
Queen  Elizabeth  Sanatorium  in  Budapest,  only 
1.7  per  cent  of  the  tuberculous  patients  having 
syphilis  gave  a clear  history  of  this  disease,  while 
the  total  number  found  to  have  syphilis  on  the 
basis  of  history,  and  serological  and  clinical  ex- 
aminations was  9.3  per  cent  of  all  the  patients 
in  the  sanatorium.  It  is  desirable  to  examine  the 
blood  of  the  tuberculous  patient  routinely  at  least 
once  and  preferably  oftener  and  to  employ  two 


tests  as  for  example  the  Wassermann  and  one  of 
the  precipitation  tests,  bearing  in  mind  always  that 
the  blood  test  may  be  negative  even  in  the  presence 
of  syphilis.  Orszagh  does  not  think  it  necessary  to 
examine  the  spinal  fluid  in  the  majoritv  of  cases, 
a judgment  with  which  the  reviewer  does  not 
fully  agree. 

Similarity  of  Symptoms  and  Lesions 

A good  many  luetic  conditions  are  mistakable 
for  tuberculosis.  Thus,  there  may  be  general  sys- 
temic manifestation  in  early  syphilis  such  as  loss 
of  appetite,  paleness,  raised  temperature,  headache, 
chest  pains,  gastric  disturbances  and  jaundice, 
symptoms  which  resemble  those  of  tuberculosis. 
In  the  secondary  stage  of  syphilis  patients  may 
suffer  from  bronchitis  and  sore  throat.  Usually 
the  lymphatic  nodes  are  enlarged  especially  those 
of  the  groin  and  neck,  and  enlarged  hilar  lymph 
nodes  are  not  rare  in  syphilis.  Chronic  syphilitic 
skin  lesions  and  chronic  syphilitic  laryngitis  are 
occasionally  mistaken  for  tuberculosis.  Pulmonary 
syphilis  can  cause  alterations  of  lung  tissue  quite 
similar  to  those  of  tuberculosis.  Disseminated 
gummata  may  resemble  miliary  tuberculosis,  ulcer- 
ated gummata  may  resemble  cavitation  of  tuber- 
culosis. Histologically  the  lesions  of  pulmonary 
tuberculosis  and  of  pulmonary  syphilis  may  be 
indistinguishable.  It  is  to  be  borne  in  mind  that 
the  two  diseases  may  be  present  in  the  lung  at 
the  same  time. 

Simple  pulmonary  syphilis  does  not  occur  so 


often  as  the  clinicians  and  roent- 
genologists diagnose  it.  Neither 
is  it  so  rare  as  the  pathologists 
at  present  take  it  to  be.  The 
diagnostic  difficulties  are  to  be 
overcome  only  by  exact  systema- 
tic clinical,  serological  and  X-ray 
examinations.  Special  significance 
is  attributable  to  negative  sputum, 
positive  Wassermann,  character- 
istic history  and  the  good  effects 
of  anti-luetic  treatment  in  arriv- 
ing at  a working  diagnosis  of 
pulmonary  syphilis. 

Syphilis  Delays  Cure 
of  Tuberculosis 

Tuberculosis  at  the  Queen 
Elizabeth  Sanatorium  gave  in 
general  a graver  prognosis  in  the 
presence  of  syphilis.  The  longer 
the  intervening  period  between 
the  outbreak  of  the  two  diseases, 
the  less  harmfully  does  lues  influence  the  course 
of  tuberculosis.  In  judging  the  effect  of  syphilis 
on  tuberculosis,  it  is  important  to  know  what  the 
condition  of  the  lung  was  when  syphilis  was  ac- 
quired and  whether  it  has  become  worse.  If  the 
pulmonary  lesions  are  old  and  healed,  or  if  the 
patient  is  in  good  condition,  syphilis  as  a rule  does 
not  affect  this  condition.  But  in  the  case  of  badly 
nourished  old  persons  with  little  capacity  for  reac- 
tion, syphilis  can  attack  the  system  to  such  an 
extent  that  the  latent  tuberculosis  may  be  re- 
activated and  become  fatal. 

In  the  same  way,  aggravation  may  follow  fresh 
luetic  infection  in  the  case  of  persons  whose  lung 
trouble  was  extensive,  but  which  had  only  showed 
slow  progress  till  then.  If  a person  suffering  from 
active  tuberculosis  acquires  fresh  luetic  infection, 


and  his  bodily  resistance  is  weak, 
then  the  illness  may  have  a very 
serious  course,  though  it  is  also 
possible  that  the  disease  may  later 
calm  down  and  the  prognosis  be- 
come more  favorable.  Persons 
suffering  from  antecedent  lues 
may  react  to  fresh  pulmonary  tu- 
berculosis infection  just  as  healthy 
persons  would.  Tuberculosis  be- 
comes fatal  only  if  the  lues  causes 
lesions  which  disturb  the  working 
and  vitality  of  the  whole  body, 
as  for  example  cardiovascular 
lesions. 

Treat  Syphilis 
with  Discrimination 

In  the  case  of  pulmonary  syphi- 
lis the  treatment  of  syphilis  should 
be  energetic.  In  the  case  of  pul- 
monary tuberculosis  complicated 
by  syphilis,  the  treatment  of  syphi- 
lis should  be  cautious.  In  the  choice  of  correct 
doses,  the  patient’s  general  condition  and  the  char- 
acter of  the  pulmonary  lesions  are  extremely  im- 
portant factors.  With  a weakened  constitution, 
and  active  recent  and  exudative  tuberculosis,  the 
treatment  of  syphilis  should  be  delayed  until  the 
general  tuberculous  condition  has  improved  and 
it  should  then  begin  with  small  doses  of  bismuth. 
In  the  presence  of  fibrous  pulmonary  lesions  syphi- 
lis may  be  treated  safely  with  larger  doses  of 
bismuth,  and  neoarsphenamine  may  be  used  in 
moderate  doses  beginning  with  .15  grams  and 
going  up  to  .45  grams.  Surgical  treatment  of 
tuberculosis  is  not  barred  by  the  presence  of  syphi- 
lis provided  anti-luetic  treatment  is  administered. 

Pulmonary  Tuberculosis  and  Syphilis , Oscar 
Orszagh , Tubercle , Jan.,  1933. 


GUMMATOUS  LYMPH  NODES 
(Congenital  Syphilis) 

Cases  such  as  the  one  illustrated  above 
are  sometimes  mistaken  for  tuberculosis. 


Essential  lesion 
Essential  pathology 

Prevalence 
Diagnostic  criteria 

Prognosis 

Treatment 


Tuberculosis  and  Syphilis  Compared 


TUBERCULOSIS 

Tubercle 

Destruction  of  tissue 

About  .7%  of  population  (active  cases) 

History,  symptoms,  physical  signs,  tubercu- 
lin test,  X-ray,  discovery  of  organism 

Good  with  early  treatment 

General:  rest,  nutrition,  hygiene,  collapse 


SYPHILIS 

Gumma 

Replacement  of  active  with  in- 
active tissue 

About  5%  of  population 

History,  physical  signs,  blood  test, 
X-ray,  discovery  of  organism 

Good  with  early  treatment 

Specific:  arsenicals,  bismuth, 
mercury 


Nine 
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BUILDING  THE  DOCTOR’S  SURPLUS 


In  previous  issues  of  “Colorado  Med- 
cine"  we  have  outlined  the  need  for  the  Doc- 
tor’s surplus  and  the  necessity  of  a surplus- 
building plan.  Such  a plan  must  be  built 
with  care  and  embody  certain  definite  prin- 
ciples. 

The  first  two  of  these  principles,  “Buy- 
ing Income’’  and  “Use  of  Time’  have  been 
touched  upon  already.  The  third  principle 
to  be  employed  is  "Constant  Supervision’’  of 
the  investments.  While  this  principle  is 
given  as  the  third,  it  is  of  primary  impor- 
tance. It  is  omitted  far  too  often  by  the  av- 
erage investor,  but  cannot  be  neglected  in 
building  the  Doctor’s  surplus. 

The  reasons  for  the  necessity  for  constant 
supervision  are  many,  but  it  is  sufficient  to 
mention  only  two.  First,  there  is  no  such 
thing  as  an  absolutely  safe  investment. 
Changing  economic  conditions,  changing 
management,  new  inventions  and  the  normal 
progress  of  the  world  are  causing  constant 
changes  in  security  values.  Only  twelve 
years  ago  securities  of  such  corporations  as 


American  Woolen,  American  Sugar  Refin- 
ing, Ajax  Rubber,  street  railway  and  ship- 
ping companies,  were  considered  of  the 
highest  grade.  On  the  other  hand,  the  past 
ten  to  fifteen  years  have  seen  a miraculous 
growth  in  such  industries  as  the  automobile, 
aviation  and  electrical  products,  etc.  Thus, 
supervision  is  needed  to  change,  for  ex- 
ample, from  investments  in  the  woolen  com- 
panies into  the  motors.  What  industry  or 
corporation  will  be  affected  next?  No  man 
can  tell — but  constant  supervision  will 
help  make  the  discovery  as  the  changes 
transpire. 

The  second  reason  for  constant  supervi- 
sion is  that  the  Doctor's  problem  is  not  a 
present  one,  but  a future  one.  He  cannot 
allow  investments  in  his  surplus  to  fall  be- 
hind the  ever-advancing  progress.  Just  as 
he  must  keep  pace  with  the  developments 
within  his  profession,  he  must  keep  his  sur- 
plus working  in  harmony  with  the  economic 
trend.  There  is  no  safety  deposit  box  in- 
vestment. 

WOODFORD  MATLOCK,  Jr. 


How  Much  Do  You  Pay  Yourself? 


Unless  you  put  aside  a part  of  what  you  earn  for  yourself,  you  are 
merely  working  for  the  butcher,  the  baker  and  the  candle-stick  maker. 

To  pay  your  debts  to  others  is  not  enough — you  have  a debt  to  your- 
self, to  your  dependents  and  to  your  future. 

INVESTORS  MUTUAL  FUND,  with  the  Colorado  National 
Bank  as  Trustee,  offers  you  a convenient,  systematic,  safe  program;  a 
definite  answer  for  “YOUR  FUTURE.’’ 

PROVIDE  FOR  YOUR  FUTURE 
Complete  information  upon  request. 

SIDLO,  SIMONS,  DAY  6-  COMPANY 

First  National  Bank  Bldg.  Denver,  Colorado 

TAbor  6271 


Colorado  Hospital  Association 

OFFICERS 

FRANK  J.  WALTER  GUY  M.  HANNER  JOHN  ANDREW.  M.D.  SISTER  SEBASTIAN  WALTER  G.  CHRISTIE  WILLIAM  S.  JlcNARY 

President  President-Elect  First  Vice  President  Second  Vice  President  Treasurer  Exec.  Sec.  Univ.  of  Colo 

Saint  Luke’s  Hospital  Beth-El  Hospital  Longmont  Hospital  Mercy  Hospital  Presbyterian  Hospital  School  of  Med.  and  Hosps. 

Den?er  Colorado  Springs  Longmont  Denver,  Colorado  Denver  Denver 

TRUSTEES 

J.  E.  SWANGER  GUY  M.  HANNER  G.  WALTER  HOLDEN,  M.D.  MAURICE  H.  REES,  M.D.  ROBERT  B.  WITHAM 

Modem  Woodmen  of  America  Beth-El  Hospital  Denver.  Colorado  Univ.  of  Colo.  School  of  Children’s  Hospital 

Sanatorium  Colorado  Springs,  Colo.  Medicine  and  Hospitals  Denver,  Colorado 

Woodmen,  Colorado  Denver.  Colorado. 


Coming  Meetings: 

Colorado  Hospital  Association  Meeting — Pueblo, 
June  

Mid-West  Hospital  Association  Meeting — Kan- 
sas City,  May  26-27. 

Catholic  Hospital  Association  Meeting — Saint 
Louis,  June  12-15. 

American  Protestant  Hospital  Association — 
Milwaukee,  September  8-11. 

American  Hospital  Association  Meeting — Mil- 
waukee, September  11-15. 

American  College  of  Surgeons  Meeting — Chi- 
cago, October  9-12. 

American  Dietetic  Association  Meeting,  Chi- 
cago, October  9-12. 

* * * 

Hospital 

Day 

/GOVERNOR  JOHNSON  of  Colorado 
has  issued  the  following  proclamation 
regarding  National  Hospital  Day: 

"In  order  that  the  anniversary  of  the  birth 
of  Florence  Nightingale  may  be  appropri- 
ately commemorated,  May  12  has  been  set 
aside  as  National  Hospital  Day. 

“W  e can  best  honor  the  memory  of  this 
great  woman  by  visiting  one  or  more  of  the 
splendid  Colorado  hospitals  on  this  day,  and 
acquainting  ourselves  with  the  services 
which  these  institutions  and  their  efficient 
staffs  offer  to  their  communities. 

"Hospitals  throughout  Colorado  are  plan- 
ning special  visitor's  programs  on  National 
Hospital  Day,  and  I hope  that  our  citizens 
will  take  advantage  of  the  opportunity  to 
pay  honor  to  Florence  Nightingale  and  to 
the  men  and  women  who  are  carrying  on 
the  noble  traditions  she  established. 

“Given  under  my  hand  and  the  Executive 
Seal  this  first  day  of  May,  A.  D.  1933, 
ten-thirty  A.  M.” 

Dr.  J.  P.  Hilton,  State  Chairman  for  Na- 
tional Hospital  Day,  has  been  very  active 
in  organizing  radio  programs,  newspaper 
publicity,  luncheon  club  talks,  and  addresses 
to  high  school  groups,  during  the  week  in 
which  National  Hospital  Day  occurs.  The 
work  his  committee  is  doing  will  be  very 


beneficial  to  your  hospital,  and  it  is  hoped 
that  every  hospital  will  cooperate  in  making 
the  day  a success  in  its  locality.  Dr.  Hilton 
and  his  committee  cannot  do  this  work 
alone.  You  must  help. 

* '-4  * 

Flowers  for  Graduation 

This  is  to  remind  the  hospitals  having 
schools  for  nursing  of  the  resolution  passed 
by  the  Colorado  Hospital  Association  con- 
demning the  practice  of  exchanging  flowers 
between  the  schools  of  nursing  for  the  com- 
mencement exercises. 

* * * 

Help  Your  Committees 
on  Public  Relations 

nnHE  Committee  on  Public  Education  of 
A the  Colorado  Hospital  Association  is  co- 
operating with  the  Public  Relations  Com- 
mittee of  the  American  Hospital  Associa- 
tion in  presenting  to  the  public  information 
regarding  our  hospitals,  so  that  the  public 
will  be  more  sympathetic  toward  our  insti- 
tutions and  may  not  be  swayed  by  misinfor- 
mation, which  is  frequently  circulated,  to 
unjustly  criticize  our  hospitals. 

Dr.  Malcolm  T.  McEachern  is  Chairman, 
and  Mr.  John  A.  McNamara  is  Secretary  of 
the  national  committee.  Under  their  leader- 
ship the  national  committee  is  obtaining 
gratifying  results.  They  are  planning  to  use 
the  national  radio  hook-up,  and  magazine 
and  newspaper  articles,  but  they  expect  us 
to  supplement  their  national  programs  by 
using  in  our  own  communities  these  same 
agencies  and  every  other  ethical  means  of 
informing  the  public  about  our  problems, 
and  what  we  are  trying  to  do  in  the  face  of 
the  greatest  difficulties  we  have  ever  known. 
It  is  only  right  that  you  be  expected  to  as- 
sist the  national  and  other  committees  in 
carrying  out  their  programs.  They  have 
prepared  copies  of  releases  for  newspapers. 
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curtains 

portieres 

draperies 

this  modern  way 


'T'HIS  is  the  time  of  all  times  for  cleaning  curtains,  por- 
tieres, and  drapes — 

And  it’s  such  a simple  matter  to  have  this  done — a few 
minutes  to  take  them  down;  a phone  call  to  us,  and  in  a few 
days  back  they’ll  come,  as  fresh  and  bright  as  the  Spring 
sunshine — 

Curtains  gently  cleansed,  dried  to  measure,  without  a single 
hook  or  pin;  as  fresh  and  crisp  and  clean  as  new — 

Portieres  and  drapes  cleansed  by  a method  which  bring 
out  their  original  colorings,  and  leaves  them  soft  and  smooth. 
And  they’ll  drape  so  gracefully,  with  never  a crease  or  a 
twist — 

You’ll  be  delighted,  we  know,  with  this  new  way  of  cleaning 
these  important  things.  Gather  them  up  today  and  phone  us. 


Silver  State  Dry  Cleaning  Service 

Phone  TAbor  5181  Broadway  at  25th  Street 


Home  of  the  New  Marvelous 
ZORIG  GLEANING  SYSTEM 


MENTION  COLORADO  MEDICINE 


T welve 


Colorado  Medicine 


BRAKE  SERVICE 

ELECTRIC  BRAKE  TESTING 
SERVICE  ON  HYDRAULIC  AND 
BENDIX  BRAKES 
Only  Best  Linings  Used 

All  Work  Guaranteed 
Free  Testing  Brake  Certificates 

COLORADO  BRAKE  CO. 

JACK  SNYDER 

957  BROADWAY  TAbor  741 


SHIRTS  CUSTOM  MADE 
D€CT€CJ! 

Do  you  always  feel  at  ease  in  your  shirt 
sleeves? 

Why  not  look  your  best  at  all  times  in 
shirts  made  to  your  measure  at 

BRAY  & COMPANY 

Prices  $2.50  and  Up 

MAin  2735  1752  CHAMPA 


Printing 

in  All  Its  Forms 


— for  Physicians,  Dentists, 
Hospitals,  Sanitariums 


Stationery  — engraved  or 
printed,  booklets,  profes- 
sional cards,  programs  or 
whatever  you  may  need. 


We  ask  the  privilege  of 
planning  your  designs 


Reprints  from 
Colorado  Medicine 
our  Specialty 


Western  Newspaper  Union 

P.  O.  Box  13z0 
Denver,  Colorado 


for  talks  to  be  used  in  schools,  clubs,  and 
radio  programs.  If  you  wish  any  of  these 
copies  of  the  material  compiled  by  the  na- 
tional committee,  please  write  to  the  Secre- 
tary of  your  State  Association.  He  will  see 
that  they  are  forwarded  to  you  at  once. 

The  week  of  National  Hospital  Day  on 
May  twelfth  is  a very  good  time  to  start 
your  activities.  However,  you  need  not 
wait  until  then,  or  limit  your  efforts  to  that 
week. 


IS  A SCHOOL  OF  NURSING  AN 
ECONOMIC  ASSET? 

SISTER  CYRIL,  R.N.* 

PUEBLO 

The  title  of  the  paper  does  not  appeal 
to  me,  for  the  answer  as  to  whether  or  not 
a nursing  school  is  an  economic  asset  to  a 
hospital  is  almost  entirely  a matter  of  ac- 
counting, and  I venture  to  say  that  such  an 
answer  is  not  what  we  are  seeking  at  this 
time.  On  the  contrary,  those  of  us  who  are 
interested  in  hospitals  and  nursing  schools, 
are  much  more  concerned  in  the  question: 
“Should  we  even  attempt  to  make  a nursing 
school  an  economic  asset  to  any  hospital, 
large  or  small?’’  My  answer  is  “No.’’ 

Recent  findings  of  the  Grading  Commit- 
tee showed  most  schools,  as  they  are  con- 
ducted by  the  greater  number  of  hospitals 
today,  are  schools  in  name  only.  The  rapid 
growth  of  nursing  schools  since  1880  proves 
they  were  established  to  meet  hospital  needs, 
and  not  as  educational  units.  In  1880  there 
were  fifteen  schools  of  nursing:  in  1929, 
2,286.  Schools  are  not  in  hospitals,  because 
hospitals  have  a high  sense  of  educational 
responsibility,  but  because  there  are  sick 
people  to  be  nursed.  The  primary  function 
of  the  hospital  can  be  secured  cheaper  by 
having  a school. 

In  an  article  of  the  Modern  Hospital,  July 
number,  Clarabell  Wheeler  states:  “Recent 
cost  studies  have  been  made  by  a few  of 
the  larger  hospitals  where  it  was  found  the 
cost  of  the  school  was  only  a little  less  than 
that  of  graduate  nurse  service.  If  this  is 
true  of  the  larger  hospitals,  very  small  hos- 

*Superintendent  St.  Mary  Hospital. 
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Now  ..... 

Support  for  the 
Difficult  Figure 

in  Conditions  of 
Visceroptosis 

HE  new  ptosis  supports  typed  to  fit  all  figure  proportions, 
designed  by  S.  H.  Camp  and  Company,  are  the  result  of 
scientific  work  with  the  medical  profession  to  meet  indi- 
vidual body  needs  more  specifically.  In  visceroptosis  they  fit  slender 
persons  with  prominent  hip  bones  so  supports  hug  concave  ab- 
dominal walls  closely  and  give  proper  contact  and  uplift  without 
undue  pressure  and  discomfort.  This  is  achieved  by  specially  fitted 
sections  over  crest  of  ilium.  Model  illustrated  (No.  137),  being 
high  through  waist,  can  be  used  for  nephrotosis,  and  provides  for 
holding  special  pads  as  directed  by  attending  physician. 

Sold  by  better  Surgical  and  Drug 
Houses,  Corset  Department  of  De- 
, . . „ partment  Stores,  and  Corset  Shops. 

Physiological  Supports 

S.  H.  CAMP  & COMPANY 

Manufacturers,  JACKSON,  MICHIGAN 

CHICAGO  NEW  YORK  LONDON 

1056  Merchandise  Mart  330  Fifth  Avenue  252  Regent  Street  W. 


GAS  HEAT 


For  uniform  temperature  and 
a valuable  aid  to 
robust  health 


Sig: — Take  Daily,  Fall  to  Spring 

This  prescription  can  be  filled  at 


Public  Service  Company  of  Colorado 
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BORAKSAL 
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The  De  Luxe  washing  powder. 
Used  in  the  Physician’s  house- 
hold, the  hospitals,  and  wherever 
quality  and  sanitation  are  para- 
mount. For  laundry,  kitchen  and 
wherever  good  cleaner  is  re- 
quired. For  sale  by  grocers  gen- 
erally. 


S.  T.  DUNLOP  MFG.  CO. 

1420  E.  26th  Ave.  YOrk  7610-W 
DENVER 


BABY  LAND 

A Complete  Line  of  Infants  Wear 

Hygienic  undergarments  recommended  by 

the  medical  professon. 

Dainty  coats,  bonnets,  dresses,  bootees, 

blankets. 

Telephone  orders  invited.  We 
gladly  send  any  article  on  ap- 
proval to  your  hospital  or  resi- 
dence. 

Mohana’s  Baby  Land 

Only  One  Store 

612-14  Sixteenth  St.  Keystone  6000 
Denver 


pitals  will  find  they  are  better  off  without  a 
school — that  is,  if  they  are  maintaining  a 
real  school.’’  Dr.  Andrews  says:  “There  are 
those  who  contend  that  a hospital,  under  a 
certain  daily  average,  should  not  conduct  a 
school,  because  of  cost,  limited  material,  in- 
adequate teaching  facilities.”  I am  definitely 
one  of  that  group.  That  you  may  not  think 
my  judgment  based  solely  on  experience 
with  large  hospitals  and  schools,  may  I cite 
experience  with  a small  institution?  A 
school  of  twenty-four  students  connected 
with  a sixty-five  bed  hospital  of  limited 
clinical  material  demanded  affiliation.  This 
was  an  expense  to  the  school,  the  students 
were  away  for  nine  months,  just  at  that 
period  of  training  when  they  would  be  the 
greatest  value  to  the  hospital,  as  they  were 
not  eligible  for  affiliation  until  the  last  half 
of  their  second  year.  Other  factors  that  had 
to  be  considered  were:  Illness  and  resigna- 
tion of  students — the  small  hospital  feeling 
this  burden  more.  Add  to  this  the  cost  of 
a sufficiently  large  graduate  staff  for  teach- 
ing and  supervision,  the  providing  of  ade- 
quate teaching  facilities,  the  library,  the 
laboratories,  etc.  All  this  means  a great 
outlay  of  money.  Did  I find  that  graduate 
nursing  service  would  be  cheaper  and  more 
efficient?  Yes!  A school  was  not  an  eco- 
nomic asset  in  this  hospital. 

Schools  connected  with  hospitals  that  fail 
to  supply  adequate  material,  send  out  young 
women  into  the  profession  for  which  they 
are  unprepared.  An  interesting  illustration 
of  this  inadequate  preparation  was  brought 
out  in  conclusion  of  the  sub-committee  on 
nursing  of  the  White  House  Conference  on 
“Child  Health  and  Protection.  We  find 
these  comments,  the  exploitation  of  student 
nurses  for  cheap  labor,  in  hospitals  that  are 
in  no  position  to  offer  even  reasonably  ade- 
quate theoretical  or  practical  instruction,  is 
the  underlying  cause  of  poor  nursing  service 
in  all  branches,  including  pediatric  nursing. 
Schools  of  nursing  are  basing  experience  for 
their  students  on  the  daily  needs  of  the  hos- 
pital. without  consideration  of  their  future 
service  to  the  community.  It  is  unfair  to 
the  nurse  and  the  public  to  allow  such  a 
condition  to  exist.  Nurses  must  be  given 
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The  use  of  Tryparsamide  should 
have  first  consideration 


Clinical  reports  after  Tryparsamide  treatment  indicate  that  forty  to  fifty  per  cent  of  cases  of  early 
paresis  show  symptomatic  improvement.  The  treatment  is  inexpensive;  does  not  disrupt  the 
patient’s  daily  routine  of  life  and  is  available  through  the  services  of  his  personal  physician. 
Clinical  reports  and  treatment  methods  will  be  furnished  on  request. 


MERCK  & CO.  Inc.,  Rahway,  N.  J. 


Manufactured  by  Arrangement  with  The  Rockefeller  Institute  for  Medical  Research — Patentee  and  Registrant 


H CAT  WITH  Cl  L! 


Consult  your  physician  in  regard  to  the  kind 
of  heat  that  is  most  healthful  for  you  and  your 
family. 

Our  oils  are  of  the  finest  quality  and  meet  the 
manufacturer  s recommendations  prescribed 
for  your  burner. 

QllllllUIIIIIIIIIIIIIIIIIIIIIIIMIIIMIIIIIIIIIinilllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllMIIIIIIIIIIIMIIIIIIIIIIIIIIIIIiQ 

THE  NAVY  GAS  AND  SUPPLY  CO. 

(SHELL  PRODUCTS) 

4700  YORK  PHONE  KEy.  5141 
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Nineteen  Years  Success 

with  HAY- FEVER 

Eacli  year  has  added  evidence  to  the  value  of 
Pollen  Antigens  Lederle  in  the  prevention  and 
relief  from  symptoms  of  Hay-Fever  and  each 
year  an  increasing  number  of  physicians  have 
familiarized  themselves  with  the  Hay-Fever 
problem  and  are  relieving  their  patients’  sea- 
sonal attacks. 

Pollen  Antigens 

jQederle 

are  glycerolated  extracts.  They  are  uniformly 
stable  so  that  the  original  strength  of  the 
antigen  is  maintained  for  a long  period. 

The  Lederle  Laboratories  maintain  a Depart- 
ment of  Allergy  supervised  by  experts  and 
welcome  correspondence  on  all  questions 
pertaining  to  hay -fever  in  any  locality. 

LEDERLE  LABORATORIES  INC. 

Distributed  by 

HEALY  & OWENS 


1400  Larimer 


Denver,  Colorado 


WHEEL^CHA^RS^ FOR  SALE  OR  RENT 

WM.  JONES 


Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 
Phone  KEystone  2702 
Denver,  Colo. 


what  they  are  promised  in  educational  value, 
so  as  to  function  as  useful  competent  mem- 
bers of  society  in  their  profession.  The  re- 
quirements established  by  various  State 
Boards  are  those  recommended  by  the  Na- 
tional League  of  Nursing  Education.  Dr. 
Lyon  of  the  University  of  Minnesota,  in  an 
article  published  in  the  last  edition  of  Mod- 
ern Hospital,  says:  “These  two  facts — that 
nurses  do  not  control  their  educational  in- 
stitutions and  the  hospitals  do  control  them 
and  run  them  to  save  money — are  at  the 
basis  of  nearly  all  that  is  wrong  with  nurs- 
ing and  with  nursing  education."  I would 
suggest  you  all  read  his  article  entitled: 
"Taking  Profit  Out  of  Nursing  Education." 

The  basis  of  nearly  all  that  is  wrong  with 
the  training  school  as  an  economic  asset 
might  thus  be  stated:  Nurses  do  not  control 
their  educational  institutions,  and  hospitals 
have  started  training  schools  and  run  them 
to  save  money.  In  the  past,  if  the  hospital 
could  aid  education,  it  was  willing  to  do  so, 
provided  it  didn’t  cost  anything.  I deplore 
that  situation  where  training  schools  existed 
in  hospitals  as  commercializing  agencies 
only. 

The  following  are  the  resolutions  unani- 
mously adopted  by  the  Catholic  Hospital 
Association  at  the  last  meeting: 

1.  Schools  connected  with  the  Catholic 
Hospital  Association  must  sanction  only  the 
highest  ideals  from  religious,  educational, 
professional  and  social  viewpoints. 

2.  Active  interest  in  the  promotion  of 
elevated  principles  of  morality  and  student 
welfare,  including  religious  welfare.  Relig- 
ious activities  to  be  on  an  organized  basis. 

3.  Hospitals  of  high  scientific  standing 
and  able  to  meet  minimum  standards  of  Col- 
lege of  Surgeons. 

4.  Such  co-ordination  of  school  and  hos- 
pital that  the  measure  of  faculty  control, 
commonly  found  in  schools  of  collegiate 
rank  under  the  authority  and  supervision  of 
a Dean,  may  be  reproduced  in  our  schools. 

5.  Entrance  requirement  shall  be  fifteen 
units  earned  in  an  acceptable  high  school. 

6.  Minimum  number  of  students  shall  be 
twenty-five. 

7.  Minimum  size  of  a hospital  having  a 
school  shall  be  fifty. 
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FLORAL  SHOP 


1064  South  Gaylord 
Phone  PEarl  0622 


We  Deliver  Flowers 
for  Every  Occasion 


HCTliEC’S  DAY— HAY  14 

Tear  out  this  coupon  and  mail  or  phone 
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Deliver  to — 

Name  

Address  

Time  Card 

Charge  to — Cut  Flowers 

Name  


Potted  Plants. 

Basket 

Address  Spray 

Amount  $ Corsage 
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DOCTORS,  WE  SOLICIT  YOUR  PATRONAGE 


I am  pleased  to  announce  the 
opening  of  Bennett’s  Coffee 
Shop  at  308  Seventeenth  St., 
opposite  the  Brown  Palace  Ho- 
tel. We  will  serve  good,  whole- 
some food  at  a popular  price.  We 
are  equipped  to  give  courteous 
oe  Lunch  Counter  (which  is  an 
added  feature)  or  booth  service.  It  makes  no  difference,  a sandwich  or  a com- 
plete dinner,  5 cents  or  50  cents,  we  welcome  an  opportunity  to  be  of  service. 
Open  from  6 a.  m.  until  2 a.  m.  daily.  You  will  find  a new  up-to-the-minute, 
private  telephone  booth  to  get  your  calls.  KE.  9298. 

Yours  very  truly, 

Formerly  Rippeteau’s  Breakfast  Shop  WILLIAM  J.  BENNETT. 


OFFICE  OF  COLORADO  MEDICINE 

537  REPUBLIC  BLDG. 

DENVER,  COLORADO 

Charles  A.  Lindwall, 

1902  E.  Sixteenth  Ave.,  Denver. 

Dear  Sir: 

We  believe  there  is  room  in  Colorado  Medicine  for  the  advertisement  of  a reliable  Plumber, 
as  the  medical  profession  is  interested  in  the  advance  of  sanitary  plumbing-.  We  would  be 
glad  to  have  your  announcement  each  month  and  will  of  course  extend  any  cooperation  that 
is  within  the  confines  of  good  business  ethics.  Sample  copy  is  herewith  enclosed. 

Yours  truly, 

COLORADO  MEDICINE, 

Colorado  Medicine,  By  Harvey  T.  Sethman,  Business  Manager. 

Denver,  Colo. 

Gentlemen: 

For  several  years  I have  attended  to  the  plumbing-  requirements  of  a large  number  of 
Denver  physicians.  I am  glad  to  avail  myself  of  this  opportunity  to  keep  in  touch  with  your 
readers.  Sanitary  and  scientific  plumbing  for  particular  people  is  my  aim. 

Respectfully, 


CHARLES  A.  LINDWALL. 


Let  Us  Run 
Y our  Errands 


NEW  LOW  RATES 


TAbor  5345  - 5346 


We  deliver  packages,  candy,  flowers  and  messages  to  all  parts  of  the  City 


WESTERN  MESSENGER  SERVICE 

424  18th  ST.  DENVER 
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A CENTURY 

of 

PROGRESS 

To  the  Children  of  Denver  l Say: 
Ask  your  dad  after  supper  if  he 
owns  a “Northwestern  Mutual  Op- 
portunity Insurance”  policy,  guar- 
anteeing your  education.  If  he 
smiles  before  he  answers,  he  has 
one. 

To  the  Independents  I Say: 

Kow  many  men  can  say : “Every 
investment  I ever  made  is  worth  100 
cents  on  the  dollar — today.”?  Only 
those  whose  entire  investment  was 
in  life  insurance;  they  have  a life- 
time independence  guaranteed. 

GEORGE  W.  MATTSON 

“Buy  Life  Insurance  and  Make  Busi- 
ness Better,  Now  and  Later, 
for  Everybody!” 

201  Republic  Bldg.  Keystone  6495 


N ature 
Made  It! 


ORIGINAL 

MANITOU 

Sparkling 

Water 

IN  ACIDOSIS 

It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  i.  e..  cal- 
cium and  magnesium  bi- 
carbonates and  bicarbo- 
nate and  potassium  sul- 
phate. 


The 

Manitou  Mineral  Water  Go. 

Manitou,  Colorado 


8.  At  least  one  full-time  instructor.  Both 
the  full-time  instructor  and  the  director  of 
the  school  will  preferably  have  received 
training  in  advance  of  high  school. 

9.  Schools  with  more  than  seventy-five 
students  shall  have  more  than  one  full-time 
instructor. 

10.  The  curriculum  (not  yet  defined) 
shall  contain  all  the  prescribed  elements  of 
the  State  requirements  with  such  additional 
courses  as  may  have  been  prescribed  by  the 
National  League  of  Nursing  Education. 

1 1 . Desirable  balance  shall  be  secured 
between  hospital  duties,  school  duties,  and 
between  the  school’s  curricular  and  extra- 
curricular activities. 

12.  Records  shall  not  only  be  completely 
kept,  but  shall  conform  to  academic  stand- 
ards. 

13.  Each  school  shall  be  responsible  for 
giving  an  annual  health  examination  within 
the  first  two  months  of  the  school  year. 

If  the  policies  I present  are  carried  out, 
students  in  a real  school  of  nursing  will  not 
be  an  economic  asset  to  the  small  hospital. 


IMMATERIA  MEDICA 
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“See  here,  Mr.  Casey,"’  said  Pat  to  the  tax 
assessor,  “shure  and  ye  know  the  goat  isn’t  worth 
$8.00."’ 

“Oi'm  sorry,"  responded  Casey,  “but  that  is  the 
law.” 

Producing  a book,  he  read  the  following  pas- 
sage : All  property  abutting  on  Front  Street 
should  be  taxed  at  the  rate  of  $2.00  per  foot. 

* * * 

Then  there  was  the  absent-minded  motorist 
who  changed  his  oil  every  day — and  his  shirt  ev- 
ery 500  miles. 

* * ❖ 

Lawyer:  “What  did  you  say  when  you  saw 
the  automobile  approach  the  railroad  track?" 

Watchman:  “I  said,  ‘That  is  a fine  car,  wasn't 
it?’  ” 

* * * 

“Well,  fellows,  there  I was  on  that  lonely  road, 
miles  from  nowhere,  with  a blazing  car,  no  water, 
no  fire  extinguisher  or  anything.  What  do  you 
imagine  I did?’’ 

One  of  the  Pored : “Took  a deep  breath  and 
blew  the  fire  out.” 

* * * 

“Were  you  ever  in  a foursome  with  Bill  Neer?” 

I was  once,  but  never  again.” 

“Why?” 

“He  plays  G.  A.  R.  golf.” 

“How  come?” 

“Out  in  '61  and  back  in  '65.” 
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OFFICE  OF  COLORADO  MEDICINE 

.'»37  REPUBLIC  BUILDING 
DENVER,  COLORADO 

McCLURE  HEATING  CO.,  January  5,  1933. 

422  West  Colfax  Ave., 

Denver,  Colorado. 

Gentlemen : 

Will  you  please  consider  this  as  an  invitation  to  use  advertising  space  in 
Colorado  Medicine,  a sample  copy  of  which  we  are  sending  you  under  separate 
cover. 

We  have  every  reason  to  believe  that  your  thorough  knowledge  of  the  furnace 
business,  your  reputation  and  your  plant  equipment  will  appeal  favorably  to  the 
medical  profession.  We  understand  also  that  you  have  given  considerable  atten- 
tion to  air  conditioning  in  homes.  You  undoubtedly  are  in  a position  to  advise 
on  this  important  matter. 

After  looking  over  Colorado  Medicine,  should  our  invitation  meet  with  your 
approval,  will  you  kindly  use  the  attached  order  blank? 

Sincerely, 

COLORADO  MEDICINE, 

By  Harvey  T.  Sethman,  Business  Manager. 


COLORADO  MEDICINE,  January  9,  1933. 

537  Republic  Building,  City. 

Dear  Sirs: 

We  gladly  accept  your  invitation  of  January  5.  Many  Denver  physicians  have 
bought  their  furnaces  from  us  and  we  are  always  mighty  glad  to  serve  them. 

Air  conditioning  and  heating  problems  are  the  sole  concerns  of  this  company. 
We  hope  to  maintain  our  pleasant  relations  with  many  of  your  members. 

Yours  truly, 

McCLURE  HEATING  CO., 

Per  C.  J.  McClure. 
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Our  outstanding  prescription  department,  our  complete  stock 
of  pharmaceuticals  approved  by  the  A.M.A.,  and  our  prompt 
messenger  service  are  the  best  evidence  of  our  desire  to  co- 
operate with  the  ethical  medical  profession.  Suggestions  from 
physicians  are  always  welcome. 

We  can  always  promptly  supply  you  with  any  medical  or 
pharmaceutical  product  advertised  in  Colorado  Medicine. 


— Walgreen  Dependability  Always  Maintained — 
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Building  and  Loan  Shares 

7%  Full  Paid  Shares 

7%  Installment  Shares 

S 

6%  Optional  Payment  Shares 

T 

We  invite  you  to  investigate 
this  desirable  form  of  invest- 
ment. Let  our  representative 
help  you  select  the  plan  you 
want. 

We 

EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A Permanent  Guarantee  Capital  Ass’n 

Under  State  Supervision 

Solving  an  old,  old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDSOR-MEADOW  GOLD 

MAin  5131 


First  Yeung  Man  : "I'm  going  to  marry  a girl 
who  is  a good  driver  and  also  a good  house- 
keeper.” 

Second  Young  Man:  “You  can't.  They'll  get 
you  for  bigamy." 

* * * 

Teacher  (to  new  scholar)  : “How  does  it  happen 
that  your  name  is  Allen  and  your  mother's  name 
is  Brown?” 

Little  Lad  (after  a moment's  thought) : “Well, 
you  see,  it's  this  way.  She  married  again  and 
I didn't.” 

A Scotchman,  in  planning  his  home,  left  the 
roof  off  one  room. 

A friend  asked  the  reason  for  this. 

"Oh,  that's  the  shower,”  replied  the  Scotchman. 
* * * 

A Virginia  family  was  training  a colored  girl 
from  the  country  in  her  duties  as  maid.  On  an- 
swering the  telephone  the  first  day  she  brought 
no  message. 

“Who  was  that,  Sara?” 

“Twarn't  nobody,  Mrs.  Bailey,  jes’  a lady  sayin' 
‘It's  a long  distance  from  New  York"  and  I says, 
‘Yes,  ma’am,  it  sho'  is!’” 

* * * 

Doctor : “Don't  get  so  despondent,  my  dear 
young  lady,  you'll  scon  pull  through.” 

Dear  Young  Lady:  “Oh,  it  isn't  that,  doctor,  but 
just  think  of  ihe  money  I've  spent  on  apples  to 
keep  you  away.” 

* * * 

“The  doctor  told  my  wife  she  should  take  ex- 
ercise.” 

"And  is  she  doing  it?” 

“If  jumping  at  conclusions  and  running  up  bills 
can  be  called  exercise." 

* * * 

Policeman — “As  soon  as  I saw  you  come  around 
the  bend  I said  to  myself,  ‘Forty-five  at  least.’  ” 

Lady  driver — “How  dare  you?  It's  this  hat  that 
makes  me  look  so  old.” 

* * * 

Mother — “Bobby,  did  you  do  anything  besides 
eat  at  the  church  picnic?" 

Bobby — "Yes,  mummie,  we  sang  a hymn  called 
AVe  Can  Sing,  Full  Though  We  Be.’  ” 

Inquiries  revealed  that  the  title  of  the  hymn 
was,  “Weak  and  Sinful  Though  We  Be." 

* * * 

“Here's  a ticket  fc1'  the  conjurin'  show,  Maggie.” 

“Thank  ye,  Donald,”  said  his  wife. 

“And  hark  ye,  Maggie,  wrhen  he  comes  to  that 
trick  where  he  takes  a teaspoon  o'  flour  and  one 
egg  and  malt's  20  oam'lettes,  watch  verra  close.” 
* * * 

Scotty:  “Hcwt  much  to  extract  this  tooth?” 

Painless  Dentist:  “It  will  cost  you  $5.00.” 

Scotty:  “How  much  to  loosen  it,  Doc?” 


After  all,  automobiles  and  grade  crossings  serve 
a useful  purpose  in  eliminating  the  unintelligent. 


It  is  much  better  to  think  of  vitamins  as  normal 
nutrients  of  broad  function  at  all  times  than  as 
anti-somethings. — MacKenzie. 


Aggressive  fighting  for  the  right  is  the  noblest 
sport  the  world  affords. — T.  R. 
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E.  Pluribus 
Unutn? 

TN  HIS  book  concerning  the  prolongation 
A of  human  life,  Metchnikoff  referred  to 
the  "Human  Dysharmonies.  ’ 

Colorado’s  Twenty-ninth  General  As- 
sembly, so  recently  adjourned,  exhibited 
more  unique  examples  of  "Human  Dyshar- 
mony  than  one  would  have  thought  pos- 
sible to  assemble.  A Democratic  Governor, 
Senate,  and  House,  and  yet  even  political 
fraternalism  could  not  amalgamate  their  va- 
ried objectives;  individual  programs  were  so 
obstructive  to  legislative  accomplishment 
that  an  extra  session  seems  inevitable. 

The  legislators,  being  on  the  stage,  get 
the  "boos  and  cat-calls"  and  practically  no 
applause  in  their  trying  ordeal.  No  session 
has  ever  had  more  difficult  problems  to 
solve  or  a more  critical  public  to  play  to. 

Let  us  remember  that  "we,  the  people" 
elected  them; 

— That  we  DEMAND  millions  for 
schools,  with  our  two  thousand  and  thirty- 
three  school  districts; 

— That  we  just  must  have  millions  for 
good  roads; 

— That  we  are  doggedly  insistent  on  the 
perpetuation  of  separate  and  complete  gov- 
ernments for  sixty-three  counties  and  two 
hundred  and  ten  cities  and  towns; 

— That  when  all  of  this  money  is  spent 
we  ask  the  legislature  to  pull  some  Houdini 
stuff  to  balance  the  budget  by  economies 
from  the  pittance  that  remains  for  state  gov- 
ernment, state  hospitals,  and  health  pro- 
grams. 


— That  we  need  a Turkish  towel  to  sop 
up  our  tears  over  our  dire  condition  of  pov- 
erty in  Colorado,  yet  we  spend  $150,000 
for  beer  the  first  day  it  is  available. 

Mr.  Hoover  once  used  the  term  “rugged 
individualism."  He  had  no  idea  of  applying 
it  to  doctors,  but  it  is  a perfect  fit;  they  are 
the  finest  type  of  this  ideal.  They  personify 
all  the  noble  qualities  of  character  he  im- 
plied when  he  used  the  pat  phrase.  And  just 
as  completely  they  demonstrate  the  pathetic 
and  utter  inadequacy  of  individuals  to  meet 
the  economic  and  political  problems  of  the 
day  so  long  as  they  are  nothing  more  than 
individuals  persisting  in  an  individualistic 
philosophy. 

It  is  a tragedy  that  many  of  these  men, 
individually  so  commendable  and  notewor- 
thy, should  collectively  be  so  futile  and  with- 
out unity  of  program. 

During  this  session  of  the  legislature,  the 
Colorado  State  Medical  Society  took  official 
action  to  support  the  program  of  our  state 
hospitals  in  their  service  to  the  people.  Yet 
individual  doctors  introduced  bills  and  lob- 
bied against  that  program  with  an  argument 
to  the  legislators  that  they  wanted  to  save 
taxes  for  the  people  and  with  an  argument 
to  the  medical  fraternity  that  the  state  is  in 
competition  with  our  profession.  Recogni- 
tion and  commendation  should,  however,  be 
given  this  group  of  doctors  in  that  they 
ceased  their  activities  after  our  House  of 
Delegates  had  spoken. 

The  House  of  Delegates  in  special  session 
officially  recorded  its  disapproval  of  the 
cult-sponsored  "open  shop  workmen's 
compensation  bill,  but  forthwith  another 
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group  of  our  Denver  profession  used  lobby 
alignment  with  cult  associations  and  “peti- 
tioned' the  Senate  to  oppose  our  organiza- 
tion’s action,  even  in  the  face  of  a vote  of 
91  to  7 of  the  Medical  Society  of  the  City 
and  County  of  Denver. 

And  then  we  marvel  that  legislators  and 
the  public  do  not  credit  us  with  higher  rating 
and  that  more  is  not  accomplished  in  con- 
summating the  passage  of  sound  medical 
laws! 

This  malady  of  “individualitis  ” seems  to 
be  endemic  in  Denver,  “out-State”  being 
practically  free  from  it.  It  is  an  acute,  self- 
limited, contagious,  and  non-fatal  disease 
characterized  by  hyperpyrexia  with  active 
delirium,  delusions  of  persecution  and  “de- 
compensating compensation,”  with  hallu- 
cinations of  impending  danger.  The  etiology 
of  this  disease,  in  the  last  analysis,  is  the 
lean  pocketbook  of  periods  of  depression. 
The  present  treatment  is  not  satisfactory, 
but  it  has  been  suggested  that  a large  Neon 
sign  be  added,  reading,  DENVER  IS  NOT 
THE  STATE  OF  COLORADO.  It  is  uni- 
versally observed  that  spectacular  euphoria 
attends  recovery. 

A bass  drum  is  capable  of  more  noise  than 
any  instrument  in  the  orchestra,  but  it  is 
not  a howling  success  as  a solo  instrument. 

It  is  neither  wise  nor  profitable  that  we 
should  all  see  legislation  and  regulation 
from  the  same  angle.  Was  it  not  Aristotle 
who  said,  “Incredulity  is  the  source  of  all 
progress  7 There  are  two  sides  to  all  ques- 
tions. Even  a clock,  with  all  of  the  works 
taken  out  of  it,  leaving  the  hands  and  face, 
will  record  the  correct  time  twice  every 
twenty-four  hours.  But  it  is  both  wise  and 
possible  that  we  should  cover  our  differ- 
ences within  our  own  organization  and 
come  out  of  conference  with  and  for  an 
agreed  program. 

Let  us  hold  up  the  hands  of  our  State 
President,  our  permanent  Secretary,  and  the 
Editor  of  our  Official  Journal.  No  one  can 
question  their  integrity  and  intent  to  give 
the  best  service  possible  to  the  people  of  our 
State  in  all  their  health  endeavors,  and  it 
is  axiomatic  that,  in  considering  any  of  the 
many  problems  incident  to  these  turbulent 


days,  it  may  be  observed  that  if  it  is  not 
for  the  best  interests  of  the  people  in  gen- 
eral it  is  not  for  the  ultimate  good  of  our 
profession. 

Cheer  up!  The  sun  still  shines  in  Colo- 
rado. 

W.  W.  K. 

* 

Economics 

Conference 

pVEN  on  Sunday,  physicians  are  inter- 
ested in  medical  economics.  The  whole 
of  a sabbatic  day,  April  30,  was  given  over 
to  a conference  by  members  of  the  Denver 
County  Medical  Society.  Attendance  was 
splendid;  it  is  good  to  see  doctors  aware  of 
the  necessity  of  being  informed  upon  pres- 
ent economic  trends — interested  actively, 
not  passively.  A few  highlights  only  may 
shine  in  these  few  lines  of  comment.  We 
hope  other  counties  may  follow  this  example 
and  inform  us  of  their  findings. 

Dr.  A.  D.  H.  Kaplan  of  Denver  Univer- 
sity opened  the  program  with  a consider- 
ation of  general  economic  trends.  August, 
1932,  was  an  all-time  low  month;  commerce 
has  not  returned  to  such  depths.  The  de- 
scent of  basic  industries  has  ceased,  though 
individual  incomes,  needless  to  say,  may 
still  be  on  the  toboggan.  The  immediate 
outlook  now  appears  brighter,  but  the  fu- 
ture possibly  darker — there  are  too  many 
chances  of  going  wrong.  Consistent  im- 
provement depends  entirely  upon  construc- 
tive measures  which  will  create  new  wealth 
and  give  employment;  this  is  a long-term 
process.  In  reference  to  our  profession,  Dr. 
Kaplan  commented  upon  the  family  physi- 
cian “going  out  of  style.”  Incidental  to  the 
tendency  toward  over-specialization,  pa- 
tients have  too  often  failed  to  consult  the 
family  doctor  to  determine  which  specialist 
they  need.  The  money  is  often  gone  before 
suitable  medical  service  is  instituted.  The 
future  “family  physician”  may  be  corporate 
— all  specialties  under  one  roof.  Any  or- 
ganization which  doesn’t  organize  itself 
well  privately  is  liable  to  government  con- 
trol. 

A good  point  arose  in  the  discussion  of 
the  paper  on  health  insurance:  Our  lower 
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income  classes  are  now  dependent  upon  us 
for  medical  service;  for  this  we  receive  no 
remuneration.  The  institutions  in  which  we 
work  are  a heavy  drain  upon  funds  from 
taxation.  Therefore,  a premium  of  5 or  10 
cents  a week  collected  by  statutory  provi- 
sion of  the  state,  from  workers  in  the  lower 
income  classes,  would  lower  taxation  and 
would  allow  a fair  return  to  physicians  who 
now  receive  nothing  for  that  work.  The 
State  provides  a place  for  the  lawyer  to 
practice  and  pays  him  to  defend  the  indigent 
at  the  bar.  So  could  it  main  its  benevolent 
institutions,  pay  physicians  who  serve,  and 
maintain  high  standards. 

One  of  the  speakers  discussed  the  Iowa 
plan  for  the  care  of  indigent  sick:  The 
County  Medical  Society  contracts  with  the 
Board  of  Commissioners  for  a fixed  annual 
sum.  Such  funds  are  used  for  medical  li- 
brary books  and  equipment,  medical  society 
dues,  and  contingencies.  Any  remainder  is 
prorated  among  participating  members;  the 
proceeds  amount  to  about  $100  per  year 
apiece.  The  plan  has  several  advantages: 
The  medical  society  has  an  income  previous- 
ly denied;  the  County  Commissioners  have 
a more  simplified  expenditure  for  care  of 
the  indigent;  more  doctors  care  for  the  in- 
digent; a better  coordination  of  physicians, 
applicable  to  this  and  other  problems,  is 
brought  about.  There  are  also  disadvan- 
tages: The  plan  is  subject  to  politics;  it  is 
an  entering  wedge  for  social  insurance 
which  could  expand  and  become  a menace. 

Speakers  also  alluded  to  a few  of  the  470 
varieties  of  schemes  now  operating  in  this 
country.  Many  are  unsound;  most  are 
simply  commercial  exploits  for  lay  profit. 
The  legitimate  insurance  world  is  not  inter- 
ested in  health  insurance  unless  it  can  con- 
trol the  medical  service,  and  the  promotors 
of  group  hospitalization  assuredly  plan  to 
include  medical  service  at  a later  date.  Of 
all  such  schemes,  the  promotor’s  fee  ranges 
between  25  and  75  per  cent  of  total  receipts. 
This  portion  represents  just  so  many  medi- 
cal dollars  taken  away  from  the  profession. 

The  Committee  on  the  Costs  of  Medical 
Care  came  in  for  its  share  of  reckoning. 
Many  consider  the  report  too  involved  and 
biased — the  latter  because  only  one-third  of 


the  Committee  was  composed  of  physicians 
and  the  viewpoint  was  almost  entirely  aca- 
demic. Among  the  pertinent  facts  from  the 
findings  of  the  Committee  are  the  following: 
Forty-five  per  cent  of  physicians  are  spe- 
cialists, whereas  eighteen  per  cent  would 
suffice.  Even  in  the  high  salaried  element 
of  the  population,  only  84  per  cent  of  the  in- 
dividuals receive  all  the  necessary  medical 
care.  Granting  that  future  medicine  lies 
largely  in  the  preventive  field,  what  a small 
start  now  prevails!  Among  rural  children, 
only  7 per  cent  have  periodic  health  exami- 
nations and  7 per  cent  are  vaccinated 
against  smallpox  before  the  age  of  six.  The 
Public  Health  Service  is  handicapped 
through  lack  of  appropriations.  In  1929, 
the  nation’s  health  bill  was  half  that  spent 
on  pleasure  cars  and  pleasure  travel;  mil- 
lions of  dollars  were  wasted  on  cults  and 
patent  medicines.  Medical  needs  are  un- 
even and  utterly  unpredictable.  The  wealthy 
who  are  well,  pay  nothing;  when  they  are 
sick,  a very  few  physicians  care  for  them. 
One-half  our  income  is  from  people  whose 
income  is  under  $2000;  40  per  cent  is  de- 
rived from  the  element  with  income  ranging 
between  $2000  and  $5000.  Our  overhead 
expense  averages  40  per  cent  of  gross  in- 
come. Seventy  thousand  general  practi- 
tioners receive  less  than  30,000  specialists. 
It  is  obvious  that  any  good  economist  could 
recommend  many  improvements  in  our  eco- 
nomic management. 

The  Society  was  fortunate  in  having  Dr. 
R.  G.  Leland,  Director  of  the  Bureau  of 
Medical  Economics,  A.  M.  A.,  as  guest  at 
this  meeting.  Dr.  Leland  urged  no  more 
wasting  of  time  upon  the  personnel  of  the 
Committee  or  upon  the  motives  of  foreign 
plans;  interpretation  of  their  findings  in 
view  of  this  country’s  requirements  will  en- 
able us  to  avoid  mistakes.  Abroad,  there 
are  only  three  countries  where  both  the  peo- 
ple and  the  profession  are  satisfied  with 
health  insurance  or  socialized  medicine— 
Denmark,  Holland,  and  Great  Britain.  In 
twelve,  neither  is  satisfied;  in  four  or  five, 
one  or  the  other  is  satisfied.  Dr.  Leland 
reiterated  the  opinion  of  one  of  the  other 
speakers,  that  medical  care  has  always  been 
worth  all  that  has  gone  to  physicians,  but 
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the  extras  have  augmented  the  costs  of 
"catastrophic’  illness  to  the  prohibitive  point 
for  a majority  of  the  people.  Nursing  and 
hospital  bills,  not  physicians  bills,  run  up 
the  medical  costs.  Those  services  could  be 
socialized.  Medical  service  could  not — and 
still  be  medicine  as  we  honor  it. 

One  speaker  accounted  for  the  general 
opposition  of  our  profession  toward  any 
radical  change  from  the  medical  system  es- 
tablished by  our  forefathers:  Each  enjoys 
a confidence  in  his  own  ability  to  make  a 
living.  “When  Hippocrates  took  care  of  a 
beggar,  he  expected  a rag;  when  he  served 
a king,  a principality  was  earned.”  Our 
scientific  quality  has  no  parallel;  our  altru- 
istic purposes  are  beyond  reproach.  Final- 
ly, most  of  us  would  prefer  the  traditional 
principles  of  medical  practice,  but  if  a change 
must  be  wrought,  the  majority  will  place  the 
best  interests  of  the  people  before  our  own 
economic  security. 

4 4 4 

Insulin 
by  Mouth? 

nnHE  chemical  study  of  insulin  by  Dr. 
A Hans  Jenson  of  Johns  Hopkins  indicates 
that  the  activity  of  this  hormone  may  be 
due  to  a peptide.  If  this  is  true,  its  oral  ad- 
ministration may  be  made  effective.  Such 
would  depend  upon  finding  a peptide  or 
similar  protein  compound,  of  low  molecular 
weight,  having  the  insulin  effect.  Our  pres- 
ent insulin  possesses  a complex  heavy  mole- 
cule. The  active  principle,  however,  may  be 
only  a part  of  this  molecule.  Dr.  Jenson 
suggests  that  the  active  part  of  insulin  is  a 
peptide  composed  of  cystine  and  glutamic 
acid. 

With  hopeful  anticipation  we  will  be  alert 
for  developments  which  may  free  our  dia- 
betics from  the  tedious  hypodermic  medica- 
tion. 

* * * 

Yeast 

T estimonials 

A DVERTISING  that  has  “gone  Ameri- 
can becomes  increasingly  ludicrous  as 
facts  are  compared  with  blatant  misrepre- 


sentations. Medical  science  has  borne  the 
brunt  of  more  than  its  share  of  distortion. 

The  reputation  of  Vienna  as  a world 
medical  center  has  been  flayed  by  testi- 
monials from  alleged  members  of  its  medical 
faculty.  An  extensive  inquiry  was  made 
into  this  matter  in  June,  1932.  Vienna 
Medical  Faculty  members  at  fault  were  re- 
proved by  the  dean,  and  all  members  were 
forbidden  to  give  any  testimonials  for  adver- 
tising purposes  in  the  future. 

No  member  of  the  Board  of  Professors 
(department  heads)  was  involved.  The  es- 
teemed Vienna  Medical  School  has  asked 
the  medical  associations  of  America  to 
spread  this  information  among  their  mem- 
bers. 

* •*  * 

Label  Boric  Acid 
Solutions  "Poison” 

' j^’HE  notorious  instances  of  infant  deaths 
from  misuse  of  boric  acid  solutions  are 
inexcusable.  Its  use  has  become  so  common- 
place that  too  often  ordinary  precautions 
are  unobserved. 

Label  it  prominently,  respect  it  as  “poi- 
son, especially  in  institutional  work. 

4 4 4 

New  Light  Upon 
Atomic  Structure 

^pHE  American  Association  for  the  Ad- 
vancement of  Science  has  awarded  a 
$1000  annual  prize  to  M.  A.  Tuve,  L.  R. 
Hafstad,  and  O.  Dahl  of  the  Carnegie  Insti- 
tuute  at  Washington.  These  workers  have 
been  developing  a 2,000,000  volt  x-ray  tube 
and  have  successfully  photographed  the 
tracks  of  the  nucleus  of  the  hydrogen  atom, 
called  the  proton. 

The  proton  is  the  positive  particle  of  elec- 
tricity residing  within  the  nucleus  of  the 
atom,  in  contradistinction  to  the  electron 
which  is  the  negative  particle  of  electricity 
inhabiting  the  outer  part.  The  latter  has 
for  years  been  less  refractory  to  study  and 
photography.  Thus  we  have  in  this  work  a 
new  glimpse  into  the  mystery  of  atomic 
structure. 
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The  subject  of  so-called  spastic  colitis  is 
in  this  discussion  considered  as  a distinct 
clinical  entity  and  prepared  for  its  value 
to  the  general  practitioner.  The  subject  is 
known  by  other  names,  as  neurogenic  colitis, 
mucous  colitis,  simple  colitis,  spastic  or  un- 
stable colon,  spastic  constipation,  and  muco- 
membranous  colitis.  The  term  spastic  colitis 
covers  a definite  clinical  syndrome  and  has 
the  advantage  of  brevity  and  common  usage. 
The  literature  on  the  subject  was  especially 
abundant  during  the  years  1928  to  1931, 
and  the  greatest  advance  in  our  knowledge 
of  the  mechanism  of  the  colon  has  occurred 
during  the  past  decade. 

Etiology 

It  is  generally  agreed  that  the  funda- 
mental cause  of  spastic  colitis  is  a deranged 
nervous  function.  The  coordinating  and 
correlating  mechanism  of  the  vegetative 
nervous  system  has  been  lost  or  temporarily 
interfered  with.  All  spastic  colitis  patients 
exhibit  some  form  of  a neurosis.  They  are 
very  introspective,  and  as  Bailey  ably  ex- 
presses the  situation,  "All  life  and  happiness 
is  bound  up  in  the  activity  of  the  bowels 
and  the  condition  of  their  stools.’  They 
are  continually  abdominally  conscious. 
Nervous  or  emotional  strains  aggravate, 
while  rest  and  relaxation  improve  the  con- 
dition. 

Among  the  most  important  secondary 
causes  are  constipation  with  abuse  of  the 
colon  by  laxatives,  enemas,  and  improper 
diet;  organic  lesions  of  the  intestinal  tract, 
as  appendicitis,  cholecystitis,  peptic  ulcer, 
and  adhesions.  We  exclude  trauma,  new 
growths,  and  parasites.  Lesions  outside  the 
intestinal  tract,  such  as  all  focal  infections, 
may  well  be  a cause. 

The  majority  of  cases  occur  during  the 
third  and  fourth  decades  of  life.  The  strain 
and  stress  of  life  is  greater  during  this  peri- 
od, and  among  those  so  inclined  the  effect 
on  the  nervous  system  is  often  disastrous. 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932. 


My  cases  occurred  between  the  ages  of  28 
to  61  years.  Most  authors  state  that  the 
female  sex  is  more  commonly  affected,  but 
I have  not  found  this  to  be  true  in  my  series 
of  cases. 

Allergy  and  endocrin  disturbances  must 
surely  be  considered  as  etiological  factors, 
particularly  the  latter.  A tendency  toward 
hypothyroidism  is  a striking  feature  in  most 
cases. 

Symptoms 

The  symptoms  of  this  condition  are  al- 
most innumerable,  and  one’s  attention  is 
diverted  from  one  system  to  another  until 
finally  it  is  settled  as  a gastro-intestinal  case. 
The  history  is  long,  complicated,  and  covers 
a period  of  months  or  years. 

The  abdominal  complaints  vary  from  a 
vague  discomfort  to  griping  pains.  A dull 
aching  throughout  the  entire  abdomen,  but 
especially  along  the  course  of  the  transverse 
or  descending  colon,  is  quite  typical.  The 
pain  or  discomfort  is  not  associated  with 
meals.  It  may  reach  a climax  preceding 
defecation  and  be  relieved  afterwards. 
Enemas  often  aggravate  the  pain.  Consti- 
pation of  long  duration  is  very  common  but 
is  not  invariably  present  as  some  authors 
believe.  Diarrhea  may  occur  intermittently, 
particularly  if  the  patient  undergoes  some 
severe  emotional  strain  or  abuses  the  colon 
by  enemas  or  purgatives.  The  stool  is  char- 
acteristically mushy,  but  in  the  severely  con- 
stipated cases  may  consist  of  hard  lumps. 
Gas  is  commonly  over-abundant  and  pro- 
duces a feeling  of  fullness  and  a rumbling 
noise  in  the  abdomen.  The  appetite  is  de- 
creased. All  the  digestive  tract  symptoms 
are  aggravated  by  worry  or  strain. 

The  nervous  symptoms  are  many  and 
variable,  but  stand  out  with  about  equal 
prominence  with  those  of  the  gastro-intes- 
tinal tract. 

Worry  and  introspection  are  very  com- 
mon. One  is  struck  by  the  number  of  pa- 
tients who  state  that  they  are  not  nervous. 
Nights  of  sleeplessness  or  of  unrefreshing 
sleep  are  complained  of  in  many  instances. 
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There  is  evidence  of  depression  and  emo- 
tional instability.  These  patients  tire  easily, 
and  it  is  a marked  effort  for  them  to  carry 
on  in  their  respective  vocations. 

General  symptoms  include  loss  of  weight, 
occasional  palpitation,  faintness,  dull  head- 
ache and  a bad  taste  on  awaking,  and 
threats  of  self-destruction. 

Physical  Findings 

These  individuals  show  a general  nutri- 
tion below  par  and  usually  cold  extremities 
with  perspiration.  The  tongue  is  generally 
coated,  and  the  breath  is  bad.  The  abdomen 
is  usually  tender  throughout,  but  particularly 
along  the  course  of  the  transverse  and  de- 
scending colon.  The  spastic  colon  can  often 
be  palpated.  Many  cases  exhibit  surgical 
scars,  and,  according  to  Drueck,  “have  sur- 
gically decorated  abdomens  which  consti- 
tute a pitiful  picture.”  Digital  rectal  exam- 
ination reveals  a rectum  devoid  of  fecal 
material  and  a condition  of  proctospasm. 

The  stool  is  mushy  or  composed  of  hard 
lumps.  Mucus  is  present  to  more  or  less 
degree  and  always  mixed  with  the  stool. 
The  odor  is  sour  and  penetrating.  The  pres- 
ence of  blood  is  not  a distinguishing  find- 
ing. Culture  of  the  stool  usually  shows  a 
decrease  in  the  gram-negative  acid  bacteria, 
and  we  may  find  a short-chain  streptococ- 
cus. 

The  x-ray  is  the  most  useful  single  meth- 
od of  diagnosis.  The  barium  meal  is  con- 
sidered more  accurate  than  the  enema  in 
studying  these  cases,  although  the  use  of 
both  in  a single  case  is  even  more  complete. 
Two  types  of  pictures  may  result  from  the 
examination:  first,  those  showing  irritability 
of  the  bowel,  in  which  the  barium  proceeds 
faster  than  normal;  and  second,  those  show- 
ing stasis,  in  which  the  barium  column  is 
slow  in  its  progress  through  the  bowel. 
Both,  however,  reveal  the  same  changes  in 
the  form  of  the  colon.  The  typical  change 
in  form  is  the  irregular  spacing,  with  more 
or  less  loss  of  the  normal  sacculations,  pro- 
ducing a ragged,  twisted,  or  distorted  ap- 
pearance of  the  barium  column.  The  barium 
is  often  streaked  through  the  colon,  or  again 
we  find  a typical  beaded  appearance.  There 
is  an  increased  gas  content  of  the  colon,  and 
in  most  cases  this  will  be  observed  mixed 


with  the  barium  mass.  The  presence  of 
streaks  or  flakes  are  due  to  the  barium  get- 
ting caught  in  strings  of  mucus. 

It  has  been  claimed  that  the  routine  gas- 
trointestinal x-ray  study  of  the  nervous  pa- 
tient will  invariably  reveal  a spastic  colon, 
but  most  authors  agree  that  so-called  spastic 
colitis  reveals  the  typical  colonic  deformi- 
ties. 

Differential  Diagnosis 

Too  often  cases  of  this  description  leave 
our  offices  with  the  diagnosis,  in  our  own 
minds,  of  a neurosis  or  that  possible  a lap- 
arotomy could  be  performed.  In  either  case 
a grave  injustice  is  harbored,  and  with  this 
in  mind  I urge  more  care  in  diagnosis. 

As  stated  in  the  etiology  of  this  condition, 
we  may  find  definite  lesions  of  the  intestinal 
tract,  as  a chronic  appendicitis,  cholecystitis, 
peptic  ulcer,  or  adhesions.  These  diseases 
may  be  the  cause  of  the  patients’  symptoms, 
a cause  of  the  spastic  colitis,  or  a definite 
entity  entirely  independent  of  the  disturbed 
colon. 

One  of  my  male  patients  has  been  exam- 
ined by  physicians  and  quacks  throughout 
the  country  and  given  various  diagnoses 
ranging  from  chronic  cholecystitis  to  an  en- 
larged prostate.  The  diagnosis  of  a slight 
left  inguinal  hernia  was  made  in  two  in- 
stances, trusses  recommended  and  used 
without  relief.  Complete  x-ray  studies  were 
made  by  only  one  consultant  with  the  result 
that  a diagnosis  of  spastic  colitis  was  easily 
made.  All  other  conditions  can  readily  be 
ruled  out  with  this  patient,  and  he  gets  along 
nicely  on  a spastic  colitis  regime. 

Mucous  or  mucomembranous  colitis  is 
sometimes  confused  with  true  spastic  colitis 
in  which  much  mucus  is  present.  The  loca- 
tion of  the  mucus  is  quite  distinctive.  In 
mucous  colitis  a passage  may  consist  entirely 
of  mucus,  or  there  is  a large  quantity  envel- 
oping a stool. 

Prognosis 

Not  unlike  many  other  diseases,  spastic 
colitis  calls  for  a guarded  prognosis.  Too 
many  factors  enter  into  the  cause  and  the 
treatment.  Recurrences  are  common,  prin- 
cipally because  the  patient  drifts  back  into 
old  habits  after  enjoying  a period  of  good 
health  and  feels  that  the  treatment  is  too 
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strenuous  to  continue.  The  prognosis  for 
freedom  from  attacks  is  quite  good  when 
the  patient  is  entirely  cooperative  and  finan- 
cially able  to  follow  the  treatment. 

Treatment 

Spastic  colitis  presents  a real  problem  in 
therapy  and  one  that  is  at  times  discouraging 
to  patient  and  physician  alike.  A thorough 
understanding  of  the  condition,  plus  pa- 
tience and  attention  to  all  the  details  of 
treatment,  will  be  most  apt  to  get  results. 
Perfect  cooperation  by  the  patient  must  be 
insisted  upon. 

The  underlying  causes  in  each  case  must 
be  determined  and  their  eradication  at- 
tempted. All  foci  of  infection  should  be 
cleared  up;  but  when  this  involves  major 
surgery  and  the  benefits  are  doubtful,  the 
surgery  should  be  postponed,  and  all  other 
methods  of  treatment  tried  first. 

Rest  and  relaxation,  both  physical  and 
mental,  are  necessary  during  the  acute  stage. 
The  question  often  arises  as  to  the  advisa- 
bility of  a change  of  climate  or  occupation. 
Spastic  colitis  patients  come  from  all 
classes,  all  vocations,  and  all  climates.  A 
vacation  will  in  most  cases  prove  very  bene- 
ficial at  the  beginning  of  treatment,  and  on 
resuming  his  or  her  regular  duties  the  patient 
will  have  renewed  energy  and  contentment 
and  will  be  satisfied,  for  awhile,  at  least. 

Psychotherapy  must  not  be  neglected.  It 
can  be  practiced  more  or  less  as  the  case 
demands  and  as  each  physician  is  best 
adapted  in  its  use.  It  may  mean  the  differ- 
ence in  results. 

As  the  x-ray  is  the  best  single  method  of 
diagnosis,  so  the  diet  is  the  best  single  meth- 
od of  treatment.  There  is  still  a dispute  as 
to  whether  a bland  non-bulky,  or  a bulky 
irritating  diet  is  best.  A trial  of  both  should 
be  entirely  convincing  of  the  value  of  the 
former. 

Avoid  all  raw  vegetables  and  raw  fruits 
containing  coarse  fibre,  cabbage,  fruit  with 
sharp  kernels  or  seeds,  all  bread  except 
white,  all  coarse  cereals,  strong  spices,  cof- 
fee, tea,  cocoa,  carbonated  cold  drinks,  and 
alcoholic  beverages. 

At  first  use  only  milk  and  all  dairy  prod- 
ucts; soft-boiled  eggs;  white  bread;  well- 


cooked  potato;  meats;  soups;  well-cooked 
cereals;  stewed  fruits;  fruit  juices;  jellies; 
vegetable  oils;  and  young,  tender  vegetables, 
well-cooked  and  passed  through  a colander. 
The  use  of  plenty  of  fats  and  oils,  fruits, 
and  fruit  juices  will  usually  take  care  of 
constipation.  As  the  patient  s condition  im- 
proves, other  foods  can  be  added  until  a 
normal  diet  is  reached.  A diet  list  with 
sample  meals  and  all  other  definite  instruc- 
tions should  be  given  in  writing  to  each 
patient. 

Light  mineral  oil  is  prescribed  in  two-  or 
three-tablespoonful  doses  daily.  This  is  not 
absorbed,  but  lubricates  the  entire  intestinal 
mucosa  and  mixes  well  with  the  fecal  mate- 
rial, rendering  it  soft  and  smooth.  Acid 
bacillus  milk  is  very  beneficial  for  changing 
the  intestinal  flora  and  overcoming  constipa- 
tion. The  bacillus  Acidolphilus  is  also  pre- 
pared in  chocolate  cubes  similar  to  fresh 
yeast  cakes  and  may  be  eaten  in  the  same 
way.  Combining  the  advantages  of  oil  and 
acid,  one  may  prescribe  a one  or  two  per 
cent  lactic  acid  in  suspension  in  mineral  oil. 

Drugs  will  be  found  necessary  in  most 
cases,  but  should  be  discontinued  as  soon  as 
possible.  As  an  antispasmodic,  belladonna 
or  some  derivative  is  employed.  Benzyl 
benzoate  and  extract  of  hyocyamus  have 
also  been  used.  The  type  of  sedative  to  be 
used  has  aroused  considerable  discussion. 
The  exponents  of  the  barbituric  group  have 
been  pitted  against  the  defenders  of  the 
bromides.  Good  therapy  would  be  to  use 
each  intermittently.  Thyroid  extract  is  used 
to  effect  when  indicated. 

Laxatives  are  to  be  condemned  in  gen- 
eral, and  usually  the  patient  has  found  that 
laxatives  aggravate  his  condition  and  has 
discontinued  their  use  voluntarily.  Enemas 
are  to  be  used  only  as  directed  by  the  physi- 
cian. Water  combination  enemas  have  very 
little  place,  and  glycerin  enemas,  absolutely 
no  place  in  our  treatment.  Vegetable  oil 
retention  enemas  may  be  necessary  at  the 
beginning  of  the  treatment  if  the  evacua- 
tions are  unsatisfactory.  Olive  oil  or  some 
vegetable  oil  in  amounts  beginning  with 
four  and  increasing  to  sixteen  ounces  is 
carefully  instilled  into  the  colon  each  night. 
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They  must  be  retained  for  some  time,  prefer- 
ably over  night.  Rectal  pressure  and  gas 
are  frequently  complained  of  so  severely 
that  the  oil  enema  must  be  used  at  some 
other  time  or  entirely  discontinued.  These 
enemas  are  gradually  dispensed  with  as  the 
evacuations  tend  to  become  more  normal. 
In  the  absence  of  a spontaneous  bowel  ac- 
tion the  morning  after  the  oil  enema  is  used, 
a small  saline  injection  is  given. 

Mechanical  abdominal  massage  is  not  to 
be  recommended.  Warm  fomentations, 
warm  woolen  binders,  or  the  electric  pad 
applied  to  the  abdomen  are  quite  comfort- 
ing. Cold  rubs  or  cool  baths  produce  a ben- 
eficial tonic  effect  to  the  nervous  system. 
Diathermy  to  the  pelvic  colon  has  been  suc- 
cessfully used,  but  will  seldom  be  necessary. 

In  cases  of  known  or  suspected  food  al- 
lergy the  offending  proteins  must  be  found 
by  skin  tests  or  diet  elimination  and  re- 
moved. 

All  of  these  therapeutic  measures  will 
rarely  be  found  necessary  in  any  one  case, 
but  belong  to  our  armamentarium,  and  even 
that  may  be  found  lacking  in  treating  some 
cases  of  spastic  colitis. 
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THE  SCHILLING  BLOOD  COUNT* 

ROYAL  H.  FINNEY,  M.D.  and  JOSEPHINE  N.  DUNLOP,  M.D. 

PUEBLO 


With  the  exception  of  urinalysis,  the 
white  blood  count  is  our  most  common 
laboratory  procedure.  Examinations  of  the 
blood  make  up  about  40  per  cent  of  labor- 
atory examinations,  and  studies  of  the  white 
blood  cells  make  up  the  greatest  percent- 
age. 

No  question  can  be  raised  as  to  the  value 
of  a total  and  differential  count  in  certain 
pathological  states  and  in  determining  the 
degree  of  infection  or  resistance  of  the  pa- 
tient. However,  leukocyte  count  is  not  al- 
ways infallible,  and  while  there  are  a few 
diseases  in  which  the  estimation  of  the  total 
number  and  percentage  of  white  cells  is  of 
no  value,  any  improvement  of  methods  is 
welcomed  by  the  clinician. 

*I‘resented  before  the  Sixty-second  Annual  Ses- 
sion of  the  Colorado  State  Medical  Society  at 
Estes  Park,  September  8,  1932, 


Arneth  in  1904  was  the  first  to  try  to  make 
a different  classification,  classifying  the 
white  cell  according  to  nuclear  morphology, 
and  first  to  call  attention  to  what  is  now 
spoken  of  as  “shift  to  the  left.’  His  meth- 
od proved  to  be  too  complicated.  Cook 
modified  Arneth’s  method,  and  his  technic 
also  was  not  feasible  as  an  ordinary  lab- 
oratory procedure.  Schilling,  in  1911,  then 
simplified  Arneth's  method  and  developed  a 
technic  which  does  not  especially  increase 
time  and  labor,  and  which  we  believe  has 
added  something  to  the  value  of  a white 
blood  count.  Gerard  and  Boerner  have 
added  much  to  such  studies,  bringing  out 
the  true  meaning  of  “shift  to  the  left.  ' Some 
think  this  terminology  is  of  no  value  and 
only  superfluous,  yet  it  explains  a good  deal. 
The  polymorphonuclear  neutrophiles  are 
considered  to  be  the  mature  type  in  the 
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Schilling  classification  and  are  called  seg- 
mented. The  forms  which  have  not  quite 
reached  maturity,  have  no  segmentations  in 
the  nucleus,  which  nuclei  assume  the  shape 
of  a bent  rod,  are  known  as  staff  forms. 
Next  in  immaturity  are  those  slightly  larger 
than  the  staff;  they  have  a fainter  staining 
indented,  rounded  nucleus,  and  are  called 
juveniles.  The  next  subdivision  toward  the 
left  is  the  typical  myelocyte.  These  latter 
cells  are  normally  absent  from  the  peripheral 
blood.  Juveniles  are  rarely  present  up  to  as 
high  as  one-half  of  one  per  cent;  staff  forms 
occur  normally  up  to  five  per  cent;  the  re- 
mainder of  the  polymorphonuclear  neu- 
trophiles  make  up  the  so-called  segmenters. 
The  remaining  white  cells  taken  into  ac- 
count are  basophiles,  eosinophiles,  lympho- 
cytes, and  large  monocytes.  The  total  white 
count  is  not  so  important  as  the  increased 
normal  or  decreased  various  forms.  A us- 
ual average  normal  white  count  of  6,000  to 
10,000  runs  about  as  follows:  Basophiles, 
.5  per  cent;  eosinophiles,  2 to  4 per  cent; 
myelocytes,  0;  juveniles,  5 per  cent;  staff,  4 
per  cent;  segmenters,  67  per  cent;  lympho- 
cytes, 23  per  cent;  large  monocytes,  6 per 
cent. 

In  the  presence  of  infection,  an  increase 
in  the  immature  forms  or  “shift  to  the  left” 
is  expected,  and  with  a subsidence  of  infec- 
tion a shift  back  to  the  more  mature.  Be- 
cause of  some  foreign  agent  either  toxic  or 
bacterial,  the  bone  marrow  is  called  upon. 
Since  it  contains  only  a small  number  of 
mature  leukocytes,  large  numbers  of  imma- 
ature  forms  are  thrown  into  the  blood 
stream  in  order  to  meet  the  demand.  There- 
fore the  greater  the  demand,  and  the  less 
adequate  the  bone  marrow,  the  more  imma- 
ture the  cells  there  will  be.  We  then  ob- 
serve the  “shifting  to  the  left”  from  staff 
forms  down  to  myelocytes  where  there  is  a 
critical  infection  and  the  prognosis  becomes 
worse,  and  a reversion  back  through  these 
various  steps  to  the  mature  forms  as  recov- 
ery takes  place. 

Schilling  also  takes  into  consideration  the 
lymphocytic  and  reticulo-endothelial  sys- 
tems and  large  mononuclears.  With  a drop 
in  number  of  immature  cells,  the  monocytic 
system  is  stimulated,  along  with  a return  of 


eosinophiles  which  have  been  depressed 
along  with  monocytes.  With  these  latter 
changes,  and  a “shift  to  the  right,”  we  have 
an  indication  of  beginning  recovery.  Fol- 
lowing this  first  increase  of  monocytes,  they 
fall  back  to  normal,  with  a gradual  increase 
of  lymphocytes,  indicating  a period  of  con- 
valescence. Thus  the  immature  count  has 
returned  to  normal,  eosinophiles  and  mono- 
cytes dropped  to  normal,  and  a lymphocy- 
tosis is  present.  Again  in  the  presence  of  a 
chronic  infection  or  one  that  has  not 
completely  subsided,  the  granulocytes 
may  remain  slightly  high,  the  mono- 
cytes and  eosinophiles  slightly  high,  and  also 
a lymphocytosis,  indicating  there  is  some- 
thing that  still  causes  chronic  irritation.  To 
be  of  value,  many  counts  may  have  to  be 
made — daily,  twice  a day,  or  even  more 
often.  This  is  because  changes  in  the  blood 
picture  often  occur  very  suddenly  and  some- 
times indicate  pathological  changes  several 
hours  before  clinical  proof. 

What  has  been  written  thus  far  is  the 
consensus  of  opinion  of  many  writers,  and 
some  have  laid  a great  deal  of  stress  on 
marked  increase  of  immature  cells  in  begin- 
ning infection. 

For  the  past  two  years,  we  have  been 
using  the  Schilling  method  for  our  blood 
counts,  during  which  time  4,174  counts  have 
been  made  by  two  laboratory  workers,  thus 
diminishing  the  personal  equation  factor  of 
error.  The  cover  glass  method  for  making 
the  smears  is  employed,  and  Wright’s  blood 
stain  is  used  exclusively.  All  the  members 
of  the  immature  groups  of  Schilling  are  com- 
bined under  the  immature  staff  forms  for 
the  purpose  of  simplification  for  both  tech- 
nician and  clinician.  We  wish  to  stress  the 
point  that  we  do  not  find  the  high  percent- 
age of  immature  forms  in  cases  of  severe  in- 
fection, excepting  toward  the  end  in  cases 
which  prove  fatal.  A brief  presentation  of 
a few  cases  follows,  to  illustrate  this  point. 

CASE  1 

H.  C.,  male,  aged  30  years.  This  well-developed 
young  man  entered  the  hospital  looking  very  ill 
and  complaining  of  acute  abdominal  pain,  but 
was  able  to  walk  to  hospital  office  from  entrance. 
He  was  put  to  bed  on  a surgical  ward  as  an  acute 
abdominal  condition  was  suspected.  Later,  chest 
symptoms  developed,  but  there  was  no  cough, 
and  no  sputum  was  obtained  for  typing. 
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First  blood  count  taken  early  in  the  morning 
of  the  following  day  was  as  follows : White  cells, 
6,200;  hemoglobin  84  per  cent;  segmenters,  81; 
staffs,  13;  lymphocytes,  6.  Afternoon  count  of 
same  day:  White  cells,  3,600;  segmenters,  80; 
staffs,  13;  lymphocytes,  7.  A third  blood  count 
was  taken  the  next  day  as  follows : White  cells, 
5,600;  segmenters,  41;  staffs,  56;  lymphocytes,  3. 

The  higher  percentage  of  immature  cells  did 
not  appear  until  a few  hours  before  the  patient 
died.  Diagnosis,  streptococcic  pneumonia. 

CASE  2. 

J.  G.,  female,  aged  16  months.  The  child  was 
in  a semicomatose  condition  when  brought  to  the 
hospital.  Only  a meager  history  was  obtainable. 
* X-ray  of  the  chest  was  negative.  Examination  of 
spinal  fluid  was  also  negative. 

On  the  morning  following  the  entrance  of  the 
child,  the  first  blood  count  was  taken,  which  was 
as  follows:  White  cells,  7,600;  segmenters,  56: 
staffs,  39;  lymphocytes,  5.  A blood  count  was 
repeated  the  following  day,  a few  hours  before 
death  occurred,  which  was  as  follows : White 
cells,  2,800;  segmenters,  8;  staffs,  70;  lympho- 
cytes, 22.  Here  again  we  have  a high  per  cent 
of  immature  cells  preceding  death.  Diagnosis, 
streptococcic  septicemia. 

CASE  3. 

F.  K.,  male,  aged  18  years.  This  patient  en- 
tered the  hospital  at  noon  complaining  of  severe 
pain  in  lower  right  quadrant.  He  walked  in  and 
was  put  to  bed  at  once.  The  blood  count  was 
taken  with  the  following  results ; White  cells, 
19,400;  segmenters,  87;  staffs,  11;  lymphocytes, 
2.  The  patient  was  operated  upon  that  afternoon; 
a much  distended  and  inflamed  appendix  was  re- 
moved. The  per  cent  of  immature  cells  in  that 
case  was  not  high.  Two  days  following  the  op- 
eration the  blood  count  was;  White  cells,  11,400; 
segmenters,  74;  staffs,  10;  eosinophiles,  2;  lym- 
phocytes, 14.  On  the  fourth  day  following  oper- 
ation the  blood  count  was  as  follows:  White 
cells,  8,600;  segmenters,  78:  staffs,  13;  eosino- 
philes, 2;  lymphocytes,  7.  In  this  case  the  per 
cent  of  immature  cells  remains  about  the  same, 
and  the  patient  is  showing  a normal  recovery 
following  this  type  of  operation. 

CASE  4. 

C.  P.,  male,  aged  20  years.  This  patient  gave 
a history  of  having  had  three  attacks  of  appendi- 
citis, but  owing  to  the  previous  history,  it  was 
thought  advisable  to  remove  the  appendix.  Blood 
count  was  as  follows:  White  cells,  7,000;  seg- 
menters, 77;  staffs,  8;  lymphocytes,  14;  eosino- 
philes, 1.  At  operation  the  appendix  was  found 
to  be  thick,  very  hard,  and  adherent  around  the 
base,  evidently  due  to  previous  trouble.  The  per 
cent  of  immature  cells  was  about  as  one  would 
expect. 

CASE  5. 

A girl,  aged  12,  seen  at  noon.  Abdominal  pain 
throughout  the  morning  was  more  marked  in  the 
right  iliac  region.  No  vomiting.  Physical  exami- 
nation, negative  except  moderate  tenderness, 
right  iliac,  and  some  muscle  resistance.  She  was 
sent  to  the  hospital  with  sincere  belief  that  she 
was  suffering  from  acute  appendicitis. 

White  count  taken  at  2 p.  m.  was  18,800;  eosino- 
philes, 1;  staffs,  8;  segmenters,  73;  lymphocytes, 
18.  Temperature,  99  degrees.  Even  though  the 
total  polymorphonuclears  were  only  81  per  cent, 
the  staffs  were  a little  elevated,  and  the  surgeon 
advised  operation.  This  the  family  refused. 

Next  morning  at  8 a.  m.,  white  count  was  11,200; 


eosinophiles,  1;  staffs,  8;  segmenters,  70,  and 
lymphocytes,  21.  We  see  here  a drop  in  total 
polymorphonuclears  to  78,  and  increase  in  lym- 
phocytes, and  with  it  symptomatic  improvement. 
Operation  still  advised,  but  refused.  I was  not 
quite  so  concerned.  On  the  third  morning  there 
was  no  abdominal  discomfort,  but  still  little  ten- 
derness; white  count,  7,800;  eosinophiles,  1; 
staffs,  4;  segmenters,  71;  lymphocytes,  23.  Tem- 
perature, normal.  Good  results  from  salt  and 
soda  colonic  flushing.  Child  was  allowed  to  go 
home  and  is  now  in  school  apparently  well.  There 
surely  must  have  been  a catarrhal  appendix,  but 
no  pus,  and  these  counts  are  quite  characteristic. 

In  conclusion,  we  wish  to  stress  that  we 
do  not  find  the  extreme  “shift  to  the  left” 
in  borderline  cases  as  reported  by  many,  but 
that  we  do  find  that  condition  in  extremely 
infectious  cases,  with  very  bad  prognosis. 
We  depend  a great  deal  on  the  total  num- 
ber of  immature  and  mature  polymorpho- 
nuclears and  lay  some  significance  on  the 
staffs,  juveniles,  and  myelocytes  as  they  in- 
crease above  normal,  indicating  a more  se- 
vere infection,  and  as  they  decrease  and 
segmenters  increase,  along  with  increase  of 
lymphocytes  and  eosinophiles,  we  feel  the 
infection  is  subsiding. 

We  also  believe  that  the  count  is  worth- 
less in  the  hands  of  internes,  or  any  service 
where  there  is  a constant  shifting  of  lab- 
oratory workers.  The  same  technicians 
must  be  doing  the  counts  month  in  and 
month  out  in  order  to  get  a true  and  reliable 
picture. 


Teeth  and  Life  Expectancy 

Dr.  Charles  Mayo  of  the  Mayo  Clinic 
at  Rochester,  Minnesota,  has  made  the  state- 
ment that  46  per  cent  of  deaths  occurring 
before  the  age  of  60  are  traceable  to  teeth 
and  only  41  per  cent  to  tonsils.  If  you  have 
neglected  diseased  teeth,  the  chances  are 
almost  50  to  50  that  you  will  die  before 
you  are  60  from  a disease  connected  in 
some  way  with  your  diseased  teeth.  This 
is  a startling  statement  and  one  which 
should  be  considered.  All  children's  teeth 
should  be  sacredly  guarded  and  periodically 
inspected.  No  child  should  be  permitted  to 
go  about  with  neglected  and  diseased  teeth. 
Several  years  ago  a survey  was  made  in  the 
United  States  which  showed  that  22,000,000 
children  had  dental  defects.  It  has  also 
been  proved  that  children  are  retarded  in 
their  school  work  by  diseased  teeth. 
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HEALTH  EXAMINATIONS  IN  SCHOOLS* 

EDWARD  JACKSON,  M.D. 

DENVER 


The  Silliman  Lectures  at  Yale  University 
on  “The  Evolution  of  Modern  Medicine” 
were  delivered  by  Sir  William  Osier  in 
1913.  The  publication  of  them  began  soon 
after  their  delivery  and  was  interrupted  by 
the  World  War,  not  to  be  completed  until 
after  their  author’s  death.  These  lectures 
start  with  “priestly  wisdom  and  magic”  in 
Egypt,  trace  the  development  of  medicine 
through  Greek  and  medieval  medicine,  the 
study  of  anatomy  and  physiology  and  de- 
velopment of  modern  medicine  to  the  rise  of 
preventive  medicine.  What  he  called  his 
“aero-flight  over  the  progress  of  medicine 
through  the  ages,”  was  arranged  to  bring 
out  clearly  the  emergence  from  dark  super- 
stition and  a tangled  web  of  priestcraft  and 
philosophy  to  the  cultivation  of  clinical  ob- 
servation, the  accumulation  of  natural  his- 
tory of  disease,  and  the  differentiation  of 
diseases.  He  also  delineates  the  passage 
from  charms  and  incantations  to  meeting  of 
emergencies,  the  rest  of  injured  parts,  the 
tying  of  bleeding  arteries,  the  removal  of 
tissues  so  diseased  and  poisoned  as  to 
threaten  life,  and  the  understanding  of 
pathologic  processes.  Finally  he  describes 
the  search  for  causes  and  the  development 
of  methods  of  prevention.  Pasteur,  consid- 
ered by  Osier  “the  most  perfect  man  who 
has  ever  entered  the  Kingdom  of  Science,” 
discovered  causes  and  methods  of  preven- 
tion. The  great  workers  of  the  last  gener- 
ation, Koch,  Kitasato,  Trudeau,  Ross  and 
Manson,  Lister  and  Lawson  Tait,  Walter 
Reed,  Gorgas,  Noguchi,  and  the  host  of 
their  colleagues  in  other  branches,  have  car- 
ried medical  science  into  the  state  of  pre- 
ventive medicine.  In  1832,  while  working 
on  "swine  fever”  (hog  cholera),  Pasteur 
wrote  to  his  wife:  “You  know  that  now- 
adays a medical  knowledge  of  disease  is 
nothing,  it  must  be  prevention  beforehand. 
We  are  attempting  this,  and  I think  I can 
forsee  success.” 

Are  we  prepared  to  join  in  this  attempt 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  Sept.  8,  1932. 


and  foresight?  A great  proposal  is  now 
squarely  before  the  medical  profession,  to 
force  preventive  medicine  upon  the  attention 
of  the  people,  by  what  are  called  health  ex- 
aminations. Naturally  the  dramatic  feature 
of  epidemics  and  fatal  diseases,  like  small- 
pox, bubonic  plague,  syphilis,  tuberculosis, 
malaria  and  yellow  fever,  typhus  and  ty- 
phoid have  first  claimed  attention.  Then 
followed  the  widespread  and  dangerous  dis- 
eases, like  erruptive  fevers  of  childhood, 
diphtheria,  scarlet  fever,  meningitis,  infan- 
tile paralysis.  Cretinism,  scurvy,  rickets, 
trachoma,  and  leprosy  were  faced  by  scien- 
tific study  and  put,  more  or  less,  under  hu- 
man control.  There  remains  a great  mass 
of  departures  from  health  which  cannot  be 
met  by  quarantines,  antiseptics,  antitoxins, 
serums,  or  specific  drugs.  Health  depends 
on  the  daily  life  of  the  individual.  The 
things  that  threaten,  undermine  and  finally 
destroy  it,  must  be  discovered,  understood, 
faced  and  eliminated.  The  health  examina- 
tion is  a means  of  carrying  the  war  against 
disease  into  the  enemy’s  country.  Physi- 
ology and  hygiene  must  be  forced  on  the 
attention  and  consciousness  of  the  great 
mass  of  people,  to  be  applied  in  every  part 
of  their  daily  lives.  This  will  constitute  the 
greatest  popular  advance  that  medical  sci- 
ence and  medical  art  have  made  since  the 
Code  of  Hammurabi  recognized,  in  the  laws 
of  Babylonia,  the  importance  of  the  medi- 
cal profession  to  the  body  politic.  The 
health  examination  in  the  public  schools  is 
the  best  conceivable  weapon  with  which  to 
fight  the  great  battle  of  modern  medicine, 
taking  up  its  duty  of  securing  the  general 
understanding  and  appreciation  of  race 
health  and  spreading  the  determination  to 
secure  it.  We  cannot  hope  for  a better  op- 
portunity, a more  effective  method  to  reveal 
and  destroy  the  ignorance,  the  superstition, 
the  mawkish  sentiment  that  continually  op- 
pose modern  medicine  under  the  banners  of 
antivaccination,  antivivisection,  medical 
freedom,  or  Christian  Science. 

The  Civil  War  was  ended  not  by  a crush- 
ing battle  that  would  have  left  thousands  of 
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homes  desolate  in  both  North  and  South, 
but  by  sending  Sherman  on  his  march  from 
Atlanta  to  the  sea.  The  forces  that  delay 
and  impede  the  progress  of  the  public  health 
will  be  overcome  by  teaching  the  school 
children  the  value  of  health  and  the  ways 
to  secure  it — teaching,  not  by  lectures  or 
homilies,  but  by  concrete  examples,  in  them- 
selves and  their  schoolmates.  We  will  bring 
about  the  correction  of  physical  defects  and 
the  checking  of  epidemics  by  these  examina- 
tions and  the  rules  of  health  carried  out  by 
school  authorities.  Health  examinations  and 
their  findings  put  into  effect  in  the  schools 
will  be  understood  by  the  whole  commun- 
ity in  the  next  generation. 

Health  examinations  are  needed  for  the 
joint  education  of  the  community  and  the 
medical  profession.  We  must  popularize 
health  examinations  and  make  them  effec- 
tive; such  is  a vital  part  of  the  training  of 
any  doctor  who  is  to  be  both  teacher  and 
physician.  That  standpoint  must  be  reached 
by  every  one  who  deals  with  the  health  of 
children.  It  must  be  reached  to  make  the 
child  understand  what  he  should  do  and 
what  is  expected  to  be  accomplished  or  to 
create  an  understanding  among  parents  so 
they  can  give  the  needed  cooperation.  Even 
teachers  and  school  authorities  must  not  be 
forgotten  in  the  general  and  persistent  need 
for  health  education. 

Here  in  Colorado  we  are  particularly  for- 
tunate in  the  obstacles  that  constitute  our 
opportunities.  We  have  a territory  larger 
than  that  of  New  England,  New  York,  New 
Jersey,  Pennsylvania,  and  Delaware,  and  a 
population  correspondingly  scattered  and 
ways  of  communication  undeveloped.  There 
are  300,000  school  children  in  the  state  who 
need  health  examinations;  of  these  only  one- 
third  live  in  the  cities  that  have  organized 
health  services.  There  are  600  of  these 
children  who  need  the  help  of  sight-saving 
classes.  There  is  one  such  class  in  the  state, 
in  Denver,  where  five  such  classes  are 
needed.  The  State  School  for  the  Deaf  and 
Blind  depends  on  its  summer  canvass  of  the 
county  school  authorities  to  get  in  touch 
with  the  children  who  can  only  get  an  edu- 
cation through  opportunities  it  has  to  offer. 
There  is  just  one  possible  group  that  can 


bring  about  health  examinations  in  the 
schools.  That  group  is  the  Colorado  State 
Medical  Society. 

Of  late  there  has  been  some  looking  back 
to  the  old  days  with  admiration  of  the  gen- 
eral practitioner.  In  Colorado  there  are 
many  places  and  communities  where  the 
general  practitioner  still  exists  and  must 
continue  to  exist.  He  must  make  the  health 
examinations  for  schools  and  the  majority  of 
pre-school  children  if  they  are  to  have  the 
same  care  as  the  children  in  towns  and  cities. 
There  are  counties  in  this  state  with  only 
two  or  three  doctors  to  do  the  whole  work 
of  the  county;  some  of  these  counties  are  as 
large  as  Rhode  Island  or  Delaware.  Every 
child  in  the  state  has  an  equal  right  to  the 
opportunity  for  health.  In  this  state,  health 
examinations  cannot  be  simply  one  more  cog 
in  the  vast  educational  machine.  It  is  a 
problem  of  human  beings  dealing  with  hu- 
man beings;  it  makes  us  face  primitive  con- 
ditions and  fundamental  facts. 

However  important  health  examinations 
may  be,  can  the  general  practitioner  carry 
this  addition  to  his  burden  of  service?  He 
can  if  he  is  worthy  of  the  name  general  prac- 
titioner of  medicine.  He  is  the  best  quali- 
fied, perhaps  the  only  qualified,  member  of 
the  medical  profession  to  undertake  it.  In- 
sofar as  we  have  all  studied  general  medi- 
cine we  have  partly  qualified.  Insofar  as 
we  have  not  kept  up  and  increased  our 
knowledge  of  general  medicine,  an  implied 
obligation  of  every  member  of  the  profes- 
sion, we  are  not  qualified  to  make  health 
examinations.  Group  practice  will  have  to 
develop  its  organizations  enormously  before 
it  can  replace  the  general  practitioner  in 
such  work  as  this. 

Let  us  not  sit  down  in  despair  about  it. 
We  all  have  some  qualification  for  this  work 
of  health  examination.  Even  the  country 
doctor  can  do  something  to  increase  his 
equipment  for  it.  He  will  find  that  every- 
thing he  learns  for  health  examinations 
makes  him  a better  practitioner.  The  ma- 
ture physician  or  surgeon  will  be  made  a 
better  doctor  by  reviewing  what  he  once 
knew  about  children’s  diseases,  orthopedics, 
and' child  development. 

In  this  year  when  nearly  every  doctor  is 
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talking  about  ‘“depression,”  every  one  is 
feeling  the  increased  delay  in  payment  of 
doctors’  bills  and  the  enormous  growth  of 
service  by  “veterans’  hospitals,”  this  sub- 
ject of  health  examinations  should  be  of  gen- 
eral interest.  Given  to  school  children  who 
in  this  regard  are  neglected  and  helpless, 
they  are  a real  public  service.  They  raise 
no  bogey  of  state  medicine.  They  will 
demonstrate  to  the  public  what  has  been 
brought  out  before  by  great  epidemics  and 
surgical  emergencies — that  the  medical  pro- 
fession is  loyal  and  liberal  in  meeting  the 
great  health  needs  of  the  public.  The 
younger  doctor  who  takes  part  in  this  pub- 
lic service  will  not  be  paid  cash  for  his  work 
at  the  end  of  the  week.  But  in  this  he  will 
get  fellowship  with  the  clerk  or  railroad 
man  who  is  enjoying  his  five-day  week  or 
his  forced  vacation  without  pay. 

It  cannot  be  expected  that  health  exami- 
nations in  the  schools  will  greatly  attract 
men  who  approach  every  new  suggestion 
with  the  question,  “What  will  I get  out  of 
it?”  But  for  those  who  base  their  hope  of 
success  on  knowing  they  are  able  and  ready 
to  give  the  community  real  service,  the  op- 
portunity to  prove  their  ability  is  fairly  at- 
tractive. They  will  come  in  direct  contact 
with  the  part  of  the  community  that  is  will- 
ing and  eager  to  learn  and  that  is  unfettered 
by  the  traditions  and  supposed  knowledge 
of  the  past.  In  a few  years  these  people 
will  dominate  public  opinion  and  distribute 
the  popularity  which  means  success  for  the 
professional  man.  It  is  a better  way  to  seek 
practice  than  by  display  of  surgical  instru- 
ments or  a new  automobile. 

The  health  examination  is  the  latest  de- 
velopment of  modern  medicine.  The  pur- 
pose of  Hippocrates,  “Into  whatsoever 
houses  I enter  I will  go  into  them  for  the 
benefit  of  the  sick,”  is  still  the  purpose  of 
our  profession.  In  the  spirit  of  service,  as 
it  has  developed  in  our  generation,  we  must 
bring  all  the  resources  of  modern  science  to 
help  all  the  members  of  our  race.  This  is 
done  most  effectively  when  it  is  done  for 
children  through  our  institutions  for  educa- 
tion. The  doctor  of  medicine  who  wishes 
to  do  his  part  in  this  work  can  find  his  field 
of  labor  mapped  out  in  the  volume  of  250 


pages,  with  bibliographies,  on  “Health  Edu- 
cation, A Program  for  Public  Schools  and 
Teacher  Training  Institutions,  published 
two  years  ago  by  the  National  Education 
Association.  To  one  who  has  a modern 
medical  education  the  field  thus  opened  af- 
fords objectives  and  opportunities  for  the 
best  applications  of  medical  knowledge  to 
the  attainment  of  public  health.  Osier  says, 
“The  future  belongs  to  science.  More  and 
more  she  will  control  the  destinies  of  the 
nations.  Already  she  has  them  in  her 
crucible  and  on  her  balance.  In  her  new 
mission  to  humanity  she  preaches  a new 
gospel.” 

The  health  examination  for  children 
should  take  up  every  phase  of  health- 
congenital  defects  or  tendencies,  bad  habits 
already  acquired,  or  unfavorable  surround- 
ings in  the  home.  The  exposures  to  con- 
tagious diseases  will  need  prompt  attention 
from  their  earliest  symptoms.  The  relative- 
ly great  demands  of  study  upon  powers  of 
vision,  never  thus  used  or  developed  by  his 
ancestors,  demand  that  vision  is  good  and 
that  the  eyes  are  not  giving  way  under 
school  tasks.  The  warping  of  the  child  from 
his  natural  activities  to  the  sedentary  life 
of  the  scholar  should  be  controlled  to  pre- 
vent mental  and  moral  deformities  that  may 
be  associated  with  the  scholastic  mold. 
Every  bodily  sense  and  physical  or  intellec- 
tual capacity  of  the  young  human  being 
should  be  preserved  and  developed  for  the 
possibilities  that  lie  in  the  future. 

The  conditions  under  which  school  work 
is  done  must  be  judged  by  their  influence 
upon  health.  Home  conditions,  under  which 
the  child  spends  more  than  half  his  time, 
have  such  a bearing  on  school  life  that  they 
cannot  be  ignored.  The  child  is  in  school 
to  prepare  for  life,  and  in  such  preparation 
his  mastery  and  understanding  of  health 
habits  demands  that  formal  health  education 
should  be  a prominent  feature  in  the  re- 
quired curriculum.  The  health  examination 
should  supervise  and  round  out  such  teach- 
ing. Especially  is  this  needed  for  physical 
culture,  as  it  is  made  a compulsory  branch. 
It  cannot  be  carried  out  by  routine  or  ma- 
chine methods — it  must  be  fitted  to  the 
needs  of  the  individual. 
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DISCUSSION 

*Dr.  Thomas  D.  Wood:  The  health  examina- 
tion has  already  demonstrated  its  place  and  value 
as  the  keystone  of  the  structure  of  preventive 
medicine,  considered  from  the  standpoint  of  the 
hygiene  as  distinguished  from  the  sanitation  ap- 
proach. The  health  examination  is  logically  the 
function  of  the  physician  among  all  health  work- 
ers, and  Dr.  Jackson  has  well  pointed  out  the  ad- 
vantageous qualifications  of  the  general  practi- 
tioner and  the  family  physician  for  the  making 
of  health  examinations.  It  has  already  been 
stated  by  some  eminent  medical  authorities  that 
the  health  examination  with  the  health  diagnosis 
and  accompanying  advice  is  no  less  complex  and 
difficult  than  the  diagnosis  and  treatment  of  dis- 
ease. It  is  also  important  to  recognize  that  wide 
experience  and  skill  in  the  conventional  fields  of 
medicine  and  surgery  do  not  in  themselves  train 
or  qualify  the  physician  to  make  satisfactory 
health  examinations.  This  requires  a definite  in- 
terest, approach,  study  and  understanding  of 
health  examinations  as  such. 

It  has  been  my  custom  for  many  years  to  ad- 
vocate periodic  health  examinations  for  all  peo- 
ple and  particularly  for  children — such  examina- 
tions to  be  made  by  physicians  who  are  genuinely 
interested  in  and  qualified  to  make  health  ex- 
aminations. Permit  me  to  add  what  I should 
have  had  the  temerity  to  say,  that  on  the  back- 
ground of  four  decades  of  personal  and  medical 
health  experience,  I am  convinced  to  my  great 
regret,  that  an  unfortunately  large  number  of 
physicians,  both  specialists  and  general  practi- 
tioners, are  not  yet  genuinely  interested  in  and 
qualified  to  make  real  health  examinations. 

While  health  examinations  are  properly  and 
distinctly  the  prerogative  and  responsibility  of 
the  physician,  it  is  of  great  importance  for  the 
physician  to  appreciate  the  valuable  cooperative 
service  in  constructive  relation  to  the  positive 
health  program,  to  be  inaugurated  by  the  health 
examinations,  which  may  be  given  by  the  in- 
formal or  more  formal  health  inspections  and  ob- 


*Due to  Dr.  Wood's  inability  to  be  present,  this 
discussion  was  read  for  him. 


servations  that  may  be  made  very  helpfully  by 
parents,  by  teachers,  nurses  and  other  non-medi- 
cal health  workers.  Please  note  here  the  exact 
terminology  which  is  used.  Health  inspections 
and  observations  may  be  made  by  non-medical 
workers.  Health  examinations  belong  to  physi- 
cians. A multitude  of  earnest  lay  workers  are 
anxiously  waiting  today,  whether  consciously  or 
unconsciously,  for  the  understanding,  instruction 
and  sympathetic  guidance  from  the  physicians 
with  whom  they  should  be  or  perhaps  are  asso- 
ciated, for  scientifically  sound,  constructive  health 
programs  in  schools  and  communities. 

With  reference  to  another  aspect  in  this  prob- 
lem, health  education,  Dr.  Jackson  has  suggested 
the  close  relationship  which  should  exist  between 
health  examinations  and  the  rest  of  the  school 
health  program.  Health  education  is  considered 
today  by  progressive  educators,  qualified  to  speak 
on  this  aspect  of  education,  not  so  much  a spe- 
cial subject  of  instruction,  but  as  the  entire  range 
of  experiences  that  may  favorably  influence  the 
knowledge,  attitudes,  and  habits  which  are  con- 
tributory to  health.  With  this  view  of  the  prob- 
lem it  will  be  apparent  that  health  education  is 
a complex  program  of  education  in  which  several, 
yes  many,  individuals  and  influences  must  coop- 
erate toward  a common  objective  or  set  of  ob- 
jectives for  successful  results.  Health  examina- 
tions, as  a fundamental  phase  of  health  service 
in  the  composite  school  health  program,  presents 
in  combination  with  other  phases  of  health  serv- 
ice, dynamic  situations  and  significant  child  ex- 
periences for  practical  application  of  health 
teaching.  If  such  practical  opportunities  are  to 
be  used  successfully,  it  is  essential  that  the  physi- 
cian as  well  as  other  health  service  workers 
should  have  clear,  practical  understanding  of 
sound  principles  and  methods  of  education  spe- 
cifically applied  to  health  education. 

Dr.  Jackson  (Closing):  The  volume  that  I re- 
ferred to  is  a volume  of  about  250  pages.  Each 
part  of  it  has  an  appropriate  bibliography  and 
it  is  put  out  at  cost  price  by  the  National  Educa- 
tion Association.  Any  general  practitioner  with 
that  volume  can  get  an  understanding  of  the  field 
of  health  examinations  in  the  schools. 


RELATION  OF  SURGEON  AND  INSURANCE  CARRIER  UNDER 
WORKMEN’S  COMPENSATION  ACT* 

W.  R.  WAGGENER,  M.D. 

DENVER 


An  Act  entitled  Workmen's  Compensa- 
tion Act  of  Colorado  became  effective  in 
the  State  of  Colorado  on  and  after  the  first 
day  of  August,  1915.  The  enforcement  of 
this  Act  is  designated  to  The  Industrial  Com- 
mission of  Colorado,  created  by  the  Act  of 
the  General  Assmbly  of  Colorado. 

Under  this  Act,  “Employer”  is  defined  as  fol- 
lows: The  term  employer  shall  mean  and  include: 

(a)  The  state  and  each  county,  city,  town,  ir- 
rigation, drainage  and  school  district  therein,  and 
all  public  institutions  and  administrative  boards 
thereof,  without  regard  to  number  of  persons  in 


♦Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  8,  1932, 


the  service  of  any  such  public  employer ; and, 
provided,  that  all  such  public  employers  shall  be 
at  all  times  subject  to  the  compensation  provi- 
sions of  this  Act. 

(b)  Every  person,  association  of  persons,  firm 
and  private  corporations  (including  any  public 
service  corporation),  personal  representative,  as- 
signee, trustee,  or  receiver,  who  has  four  or  more 
persons  engaged  in  the  same  business  of  employ- 
ment (except  as  otherwise  expressly  provided  in 
this  Act)  in  service  under  any  contract  of  hire, 
is  liable  to  an  employee  for  injury  or  death  under 
provisions  of  this  Act. 

This  Act  does  not  provide  nor  apply  to  private 
domestic  servants,  farm  or  ranch  labor  nor  to 
employers  who  employ  less  than  four  persons  in 
or  about  the  same  place  of  employment.  Under 
this  Act,  the  term  “Employee”  shall  mean  and 
include  one  engaged  at  work  under  contract  of 
hire  to  one  above  designated  as  “Employer.”  The 
provisions  of  this  Act  do  not  apply  to  common 
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carriers  engaged  in  interstate  commerce,  nor  to 
their  employees. 

The  right  to  the  compensation  provided  for  in 
this  Act,  in  lieu  of  any  other  liability  whatsoever, 
to  any  and  all  persons  whomsoever,  for  any  per- 
sonal injury  accidentally  sustained  or  death  re- 
sulting therefrom,  shall  obtain  in  all  cases  where 
the  following  conditions  occur : 

(a)  Where,  at  the  time  of  accident,  both  em- 
ployer and  employee  are  subject  to  the  provisions 
of  this  Act. 

(b)  Where,  at  the  time  of  the  accident,  the 
employee  is  performing  service  arising  out  of 
and  in  the  course  of  his  employment. 

Section  51  of  the  Workmen's  Compensation  Act 
of  Colorado  provides  as  follows: 

“Every  employer,  regardless  of  his  method  of 
insurance,  shall  furnish  such  medical,  surgical, 
nursing  and  hospital  treatment,  medical,  hospital 
and  surgical  supplies,  crutches  and  apparatus,  as 
may  reasonably  be  needed  at  the  time  of  injury 
and  thereafter  during  the  disability,  but  not  ex- 
ceeding four  months  from  the  date  of  accident, 
and  five  hundred  dollars  in  value  to  cure  and  re- 
lieve from  the  effects  of  the  injury.  Provided, 
however,  that  every  employer  subject  to  the  terms 
and  provisions  of  this  Act,  must  insure  his  liabil- 
ity for  the  medical,  surgical  and  hospital  expenses 
herein  provided  for,  unless  permission  is  given 
by  the  Industrial  Commission  to  such  employer 
to  operate  under  special  plan.  Provided,  however, 
that  no  plan  shall  be  approved  by  the  commission 
which  relieves  the  employer  from  the  burden  of 
assuming  and  paying  for  any  part  of  the  medical, 
surgical  and  hospital  services  and  supplies  herein 
above  required.” 

Under  the  Workmen’s  Compensation  Act,  any 
employer  subject  to  the  provisions  of  the  Act. 
shall  secure  compensation  for  his  employees  in 
one  of  the  following  ways,  which  shall  be  deemed 
to  be  in  compliance  with  the  insurance  require- 
ments of  this  Act : 

(a)  By  insuring  and  keeping  insured  the  pay- 
ment of  such  compensation  in  the  State  Compen- 
sation Insurance  Fund,  or, 

(b)  By  insuring  and  keeping  insured  the  pay- 
ment of  such  compensation  with  any  stock  or 
mutual  corporation  authorized  to  transact  the 
business  of  Workmen's  Compensation  Insurance 
in  this  State.  And  if  stock  or  mutual  corporation 
insurance  be  selected,  the  employer  or  insuror 
shall  forthwith  file  with  the  Industrial  Commis- 
sion, in  form  prescribed  by  it,  a notice  of  the 
action. 

So  now  begins  the  intimate  relationship  of 
industrial  surgeon  and  insurance  carrier, 
with  the  Industrial  Commission  as  referee. 
The  Commission  shall  have  the  power  to  es- 
tablish a schedule  fixing  the  fees  for  which 
all  medical,  surgical,  and  hospital  treatment 
rendered  to  employees  under  this  Section 
shall  be  comprised. 

There  are  certain  rules  governing  the  applica- 
tions of  the  fee  schedule  as  follows: 

1.  Reports  relative  to  condition  of  employees 
under  treatment  shall  be  made  by  attending  phy- 
sician without  extra  charge. 

2.  Reports  must  show  in  detail  the  nature  and 
extent  of  injury  and  full  description  of  treatment. 

3.  Bills  must  be  itemized  showing  date  of  each 
visit,  dressing,  or  operation  and  charge  for  each 
service. 

4.  In  cases  where  flat  fees  are  allowed,  it  is 


not  permissible  to  charge  additional  fees  for 
visits,  dressings,  treatment,  etc. 

5.  Fees  for  daily  dressings  shall  not  be  paid 
unless  the  nature  and  extent  of  injury  as  shown 
by  proof  on  file  clearly  indicates  the  necessity 
for  same. 

6.  The  fee  schedule  includes  all  dressings  un- 
less case  shows  that  an  excessive  amount  of  mate- 
rial had  to  be  used,  in  which  case  it  will  be 
charged  at  cost. 

7.  In  all  cases,  not  included  in  the  schedule, 
fees  shall  be  such  as  may  be  fixed  by  the  Com- 
mission upon  application  of  any  party  in  interest, 
after  a hearing  thereon  as  provided  by  law. 

It  is  absolutely  essential  that  the  Indus- 
trial Surgeon  know  the  above  seven  rules 
at  least,  and  abide  by  them,  if  the  over- 
worked Industrial  Commission  be  able  to 
properly  function.  Until  recently,  the  in- 
jured workman  could  choose  his  own  li- 
censed physician  and  surgeon  to  care  for 
his  injuries,  the  fee  for  such  service  being 
promptly  paid  through  the  Industrial  Com- 
mission by  the  insurance  carrier.  (Please 
note  that  irregulars  have  never  been  ac- 
ceptable to  insurance  carriers.) 

On  first  thought,  this  was  as  it  should 
be,  but  flies  got  into  the  ointment.  The  cost 
of  compensation  insurance,  originally  \7x/i 
per  cent  of  the  premium,  rose  in  four  years 
to  38  per  cent,  and  insurance  carriers  are 
now  accepting  contracts  practically  as  a 
matter  of  accommodation  to  firms  who  are 
purchasers  of  other  lines  of  their  insurance. 
Some  time  ago,  attorneys  for  compensation 
carriers  went  before  the  Industrial  Commis- 
sion and  asked  that  the  carrier  be  allowed 
the  privilege  of  selecting  the  surgeon  to  care 
for  their  compensation  risks.  After  a great 
deal  of  consideration  and  discussion  on  the 
part  of  the  Industrial  Commission,  the  re- 
quest was  granted.  Notice  was  given  to  em- 
ployer and  employee  that  only  the  surgeons 
designated  by  the  carrier  could  care  for  the 
injured. 

The  plot  thickens:  Surgeons  who  had 
done  no  compensation  work  before,  and  who 
boasted  that  they  did  no  industrial  surgery, 
became  anxious  to  see  their  names  on  these 
printed  lists.  Surgeons  who  had  done  but 
little  compensation  work  and  were  not  des- 
ignated on  the  list,  felt  that  they  were  being 
treated  unfairly  and  general  indignation 
meetings  were  held.  All  physicians  and  sur- 
geons cannot  be  industrial  surgeons,  but 
most  of  them  want  to  be. 
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In  our  Colorado  School  of  Medicine,  there 
is  no  special  chair  of  industrial  surgery,  but 
there  should  be.  There  are  only  a few  mem- 
bers of  the  American  Association  of  Indus- 
trial Physicians  and  Surgeons  in  Colorado, 
and  only  two  in  Denver.  Industrial  Surgery 
is  a specialty,  and  it  must  be  good  surgery. 
Furthermore,  it  must  be  done  in  conformity 
with  existing  laws  providing  for  such  serv- 
ice. Attorneys  for  insurance  carriers  rec- 
ognized this.  Insurance  costs  had  doubled. 
Medical  costs  were  a problem  of  importance, 
so  naturally  the  carriers  named  such  sur- 
geons who  had  gradually  become  known  by 
their  ability  as  industrial  surgeons  to  the 
companies. 

Upon  being  asked  for  explanation  of  their 
action,  the  Committee  of  Claim  Men  had 
this  to  say:  There  is  no  black  list  of  any 
regularly  licensed  surgeon  in  Colorado,  but 
there  are,  unfortunately,  in  our  Society,  some 
indifferent  surgeons,  some  incompetent  sur- 
geons, some  unfair  and  unscrupulous  sur- 
geons, so  that  a means  of  protecting  insur- 
ance companies  had  to  be  provided.  A re- 
quest went  to  the  Committee  asking  for  in- 
dividual reports  and  constructive  criticism 
of  the  medical  profession  concerning  the 
practice  of  industrial  surgery.  This  request 
was  agreeably  granted  and  much  time  must 
have  been  spent  on  the  reports  given,  judg- 
ing from  their  volume,  and  these  reports 
should  be  of  great  value  to  the  medical  pro- 
fession. From  five  concise  but  lengthy  re- 
ports, one  concludes  that  the  path  of  a claim 
man  of  compensation  insurance  is  mostly 
uphill  and  the  going  is  rough. 

Summarizing  these  individual  reports, 
agreement  is  found  in  all  of  them  on  certain 
common  failures  of  industrial  surgeons.  First, 
there  is  a lack  of  knowledge  of  the  Compen- 
sation Law  and  the  rules  of  procedure  of 
the  administrative  body  on  the  part  of  the 
surgeon.  Lack  of  this  knowledge  is  general 
in  the  medical  profession,  but  this  does  not 
mean  that  a surgeon  must  be  a lawyer  and 
assist  in  settlement  of  claims,  but  it  is  felt 
that  the  surgeon  should  have  at  least  a work- 
ing knowledge  of  the  most  important  provi- 
sions of  the  law.  Attention  is  called  to  the 
fact  that  apparently  few  of  the  medical  pro- 


fession of  Colorado,  aside  from  those  desig- 
nated as  industrial  surgeons,  know  that  the 
law  limits  medical,  surgical,  and  hospital  at- 
tention to  an  injured  employee  to  four 
months  from  date  of  accident,  and  in  an 
amount  of  five  hundred  dollars  in  value. 
Often  surgeons  do  not  realize  that  when  this 
period  has  elapsed  and  this  amount  expend- 
ed, that  neither  the  insurance  carrier  nor  the 
employer  are  liable  for  further  expense. 
However,  many  of  the  larger  companies  will 
voluntarily  assume  and  authorize  further  ex- 
pense where  reasonable  chance  for  recovery 
of  injured  employee  may  be  expected.  Lack 
of  knowledge  of  this  particular  clause  seems 
to  be  the  greatest  cause  of  dissatisfaction 
and  unfair  criticism  of  the  law  on  the  part 
of  the  medical  profession. 

Most  of  the  members  of  the  medical  pro- 
fession know  nothing  of  the  allowances  of 
the  Compensation  Law  for  specific  injuries 
resulting  in  permanent  disability.  All  indus- 
trial surgeons  should  be  acquainted  with  this 
schedule.  They  should  know  how  much  an 
employee  is  entitled  to  for  loss  of  vision  of 
one  eye,  amputation  of  hand  at  wrist,  or 
forearm  at  elbow,  arm  at  shoulder,  etc.,  also 
that  an  injured  employee  is  entitled  to  com- 
pensation for  specific  injuries  resulting  in 
permanent  disability  in  addition  to  what  is 
termed  “temporary  total  compensation  dur- 
ing the  healing  period.  Knowledge  of  this 
fact  should  make  it  easier  to  estimate  dis- 
ability in  cases  involving  permanent  partial 
loss  of  use  of  the  various  members  of  the 
body,  covered  by  the  specific  schedule. 

Surgeons  should  be  familiar  with  the  per- 
manent partial  disability  section  of  the  law 
which  compensates  for  permanent  disability 
to  the  injured  employee  as  a whole,  or  work- 
ing unit  basis.  The  maximum  compensation 
payable  under  this  section  is  about  four 
thousand  dollars.  Here  the  age  of  the  in- 
jured is  taken  into  consideration,  and  he 
will  receive  such  percentage  of  the  maxi- 
mum as  his  age  entitles  him,  based  upon  his 
life  expectancy;  in  other  words,  the  younger 
he  is,  the  more  will  be  his  allowance,  due  to 
greater  expectancy. 

Injuries  caused  by  third  parties,  not  in 
the  same  employ,  are  not  covered  by  law 
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unless  the  injured  employee  who  is  being 
treated  elects  to  accept  compensation  rather 
than  to  proceed  against  such  third  party,  and 
if  the  election  to  proceed  against  the  third 
party  is  made,  then  the  compensation  car- 
rier and  employer  are  not  responsible  for 
the  expense  of  medical  and  hospital  treat- 
ment. Frequently  this  fact  is  overlooked  by 
the  surgeon  and  many  cases  take  weeks  of 
Industrial  Commission  hearings  before  re- 
sponsibility is  decided.  The  medical  profes- 
sion, through  its  publications,  should  discuss 
these  matters  and  should  be  informed  of 
Industrial  Commission  proceedings  and  deci- 
sions made  in  compensation  cases  involving 
medical  questions. 

Again  surgeons  da  not  realize  the  impor- 
tance of  prompt  reports.  How  is  an  insur- 
ance carrier  to  know  whether  to  assume  or 
deny  liability  in  a given  case  without  the 
reports  of  the  attending  surgeon?  Surgeons 
must  know  that  compensation  payments  are 
based  almost  wholly  upon  the  medical  evi- 
dence as  to  the  degree  of  disability  and  the 
probable  period  such  disability  will  exist. 

Often  the  question  pertaining  to  possible 
disability  is  answered,  “I  don’t  know.”  Can 
you  conceive  of  that  information  which  is 
no  information  at  all,  being  of  any  value  to 
a claim  man  or  to  the  Industrial  Commis- 
sion? It  is  most  important  that  you  do  know 
what  reasonable  period  of  disability  may  be 
expected.  Large  insurance  carriers  estimate 
that  it  costs  at  least  16  cents  to  send  out  a 
letter.  Some  surgeons  have  to  be  asked  sev- 
eral times  to  send  in  their  reports.  During 
this  period  an  injured  laborer  is  without 
compensation  and  may  be  hungry.  After  the 
first  report,  many  surgeons  will  not  cooper- 
ate with  supplemental  reports,  showing 
progress  of  the  case.  These  supplemental 
reports  are  the  basis  for  further  compensa- 
tion payments.  And  strangest  of  all,  it  oft- 
times  requires  several  letters  to  get  a surgeon 
to  render  his  bill,  although  the  injured  has 
been  discharged  and  has  returned  to  work. 
Bills  should  be  submitted  promptly,  as  soon 
as  treatment  is  terminated,  and  specific  re- 
quest for  bills  should  not  be  necessary. 

In  billing,  the  fee  schedule  of  the  Com- 
mission should  be  followed.  These  fees,  on 


the  whole,  are  adequate,  the  schedule  having 
been  arranged  by  a Committee  of  industrial 
surgeons  selected  to  act  by  the  State  Med- 
ical Society.  And  let  it  be  said  here  that 
the  schedule  as  submitted  by  this  Commit- 
tee, was  accepted  in  its  entirety,  except  that 
the  Commission  raised  the  fee  for  gas  anes- 
thesia above  the  price  submitted.  Many 
surgeons,  even  those  who  do  a great  deal 
of  industrial  surgery,  will  follow  the  sched- 
ule in  the  general  run  of  cases,  but  will  at- 
tempt to  exceed  the  schedule  allowance 
when  they  treat  a case  which  is  a little  out 
of  the  ordinary,  or  a trifle  more  severe 
than  usual. 

The  value  of  x-rays  has  long  been  known 
to  insurance  carriers.  Often  the  taking  of 
x-rays  is  neglected  when  it  is  obvious  that 
this  evidence  should  be  presented.  Yet  the 
indiscriminate  taking  of  expensive  x-rays  is 
to  be  deplored.  In  many  cases,  particularly 
when  the  surgeon  has  his  own  x-ray  equip- 
ment, there  seems  to  be  a tendency  to  run 
up  as  big  an  x-ray  bill  as  possible.  If  sur- 
geons would  attempt  to  hold  these  bills 
within  reason,  a great  amount  of  unneces- 
sary expense  might  be  eliminated. 

Another  question,  apparently  not  easily 
remedied,  is  the  wide  difference  of  the  esti- 
mates of  permanent  disability  by  different 
surgeons.  One  surgeon  will  estimate  the  de- 
gree of  permanent  disability  at  10  per  cent, 
whereas  another  will  estimate  the  same  case 
at  50  or  60  per  cent.  There  is  no  fixed  rule 
or  table  for  measuring  permanent  disability, 
yet  it  does  not  seem  that  there  should  be 
such  a wide  difference  of  opinion  between 
surgeons,  and  a better  knowledge  of  appli- 
cation of  the  law  governing  permanent  dis- 
ability would  no  doubt  help  to  equalize  and 
eliminate  this  error. 

Many  surgeons,  who  are  convinced  in 
their  own  minds  as  to  whether  a certain 
permanent  disability  is  caused  by  trauma 
or  other  causes,  hesitate  when  reporting  or 
testifying  to  give  a definite  opinion  in  the 
matter.  Usually  the  testimony  is  to  the  ef- 
fect that  “this  or  that  is  possible — the  injury 
may  have  lighted  up  this  condition  or  caused 
it,  but  I can’t  say  one  way  or  the  other.” 
All  of  this  may  be  true,  but  a surgeon  should 
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have  a definite  opinion,  which  he  should 
give  for  what  it  may  be  worth  in  the  deter- 
mination of  the  issue  involved. 

In  the  case  of  hernia,  claim  men  have  a 
well  defined  idea  that  the  medical  profes- 
sion recognizes  all  hernia  as  congenital. 
With  the  present  law,  there  are  three  things 
necessary  for  a claimant  to  prove,  in  order 
to  bring  his  hernia  case  within  the  Act: 

1.  That  he  had  no  hernia  prior  to  the 
accident. 

2.  That  he  suffered  an  injury. 

3.  That  the  injury  was  accompanied  by 
pain  and  nausea. 

Claim  agents  contend  that  in  at  least 
33  per  cent  of  the  cases,  where  the  claim- 
ant has  not  been  advised  on  the  subject, 
he  fails  to  prove  his  claim.  Is  it  the  modern 
tendency  of  the  surgeon  to  familiarize  the 
claimant  with  these  facts  in  order  that  a 
surgical  operation  may  be  procured?  All 
hernia  cases  should  be  set  for  hearing  be- 
fore the  Industrial  Commission  so  that  strict 
proof  may  be  had  under  the  statute,  and  no 
operation  should  be  done  in  uncomplicated 
hernia  until  such  hearing  has  been  held. 

Another  serious  question  is  now  occa- 
sionally confronting  the  Industrial  Commis- 
sion, namely,  compensation  for  appendicitis. 
For  years  all  such  cases  were  denied,  and 
the  medical  profession  practically  presented 
a united  front  to  the  effect  that  appendicitis 
was  not  the  result  of  trauma.  But  within 
the  last  two  years,  there  have  been  pre- 
sented several  cases  where  medical  evidence 
was  given  that  trauma  caused  the  attack  or 
aggravated  a condition  which  caused  rup- 
ture of  the  appendix. 

Most  insurance  carriers  have  a list  of 
staff  surgeons  to  whom  they  desire  their 
policy  holders  to  send  injured  employees  for 
treatment  in  cases  of  accident  arising  under 
the  law.  This  practice  is  defended  on  a num- 
ber of  grounds  as  follows:  The  law  gives 
the  insurance  carrier  the  right  to  select  the 
surgeon  to  treat  injured  employees  of 
the  policy  holder.  By  using  such  surgeons, 
the  claimant  receives  less  temporary  disabil- 
ity and  less  permanent  disability  than  he 
would  if  he  were  allowed  to  select  his  own 
surgeon.  The  right  of  control  should  be  in 


the  hands  of  the  one  who  pays  for  the  treat- 
ment. Surgeons  of  recognized  ability,  who 
not  only  render  excellent  treatment,  but  co- 
operate in  the  matter  of  reports,  and  appear 
at  hearings  promptly  upon  call,  are  the  ones 
selected.  Surgical  training,  experience  and 
knowledge  of  legal  provisions  are  the  re- 
quirements. This  experience  and  knowledge 
is  of  inestimable  value  to  the  insurance  car- 
rier. Many  an  injured  employee  becomes 
a confirmed  neurasthenic  and  is  ruined  for 
life  by  the  chance  remark  of  an  inexperi- 
enced surgeon.  Insurance  car-riers  say 
shock  develops  neurasthenia  and  contend 
upon  rational  lines  that  immediate  repair 
often  done  in  shocked  condition  of  injured 
employee  may  not  kill  him,  but  can  make  a 
compensible  neurasthenic  out  of  him  from 
then  on.  Too  much  sympathy  on  the  part 
of  an  industrial  surgeon  may  produce  equal- 
ly poor  results. 

Compensation  cases  require  more  time 
and  work  on  the  part  of  the  surgeon  than 
private  cases.  If  a surgeon  expects  to  do 
this  work,  the  requirements  must  be  met. 
In  making  up  the  list  of  surgeons  for  any 
given  company,  those  men  selected  are  the 
ones  who  are  known  to  the  Company  as 
meeting  the  requirements,  and  the  fact  that 
this  work  is  confined  to  a few  is  not  a re- 
flection upon  the  ability  or  integrity  of  other 
surgeons,  but  a matter  of  good  business  on 
the  part  of  the  insurance  carrier. 

If  bills  are  padded,  if  dressings  are  made 
too  frequently,  if  a case  is  prolonged  un- 
necessarily, it  should  be  realized  that  an  ex- 
perienced claim  man,  chosen  for  his  keen- 
ness and  understanding  of  human  nature, 
educated  to  be  on  the  defensive  by  neces- 
sity, in  a position  to  have  access  to  and 
compare  thousands  of  similar  cases,  will 
become  wise  to  any  situation  almost  imme- 
diately. While  proving  a padded  bill  may 
be  almost  impossible,  avoidance  of  the 
guilty  surgeon  will  be  the  result  in  the  fu- 
ture. 

The  attitude  of  insurance  carriers  is  that 
the  claimant  should  receive  all  that  he  is 
entitled  to  by  law.  No  man  is  to  be  de- 
prived of  compensation  to  which  he  is  legi- 
timately entitled,  and  not  one  thing  more 
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should  be  exacted  of  an  insurance  carrier 
than  that  which  he  should  be  responsible  for 
under  the  compensation  act. 

Absolute  honesty  and  fairness  must  pre- 
vail. The  surgeon  must  be  fair  to  claimant, 
fair  to  insurance  carrier,  and  fair  to  himself 
if  he  would  succeed  in  industrial  work.  If 


this  fact  is  kept  in  mind,  a great  deal  of 
good  may  be  accomplished.  Injured  em- 
ployees will  be  restored  to  usefulness.  Mal- 
ingerers will  be  circumvented.  Fake  claims 
will  be  reported  and  the  intent  and  purpose 
of  the  Workmen's  Compensation  Act  will 
be  carried  out  with  value  to  society. 


NATURAL  AVOIDANCE  OF  CONCEPTION* 

CYRUS  W.  ANDERSON,  M.D. 

DENVER 


This  paper  is  a preliminary  report  upon 
a work  in  which  I am  intensely  interested 
at  this  time  and  which  I am  convinced  will 
prove  to  be  valuable  when  sufficient  data 
can  be  collected.  Data  of  this  character  has 
been  difficult  to  obtain  in  the  past  for  vari- 
ous reasons.  In  the  first  place  little  or  noth- 
ing was  known  up  until  three  years  ago  con- 
cerning the  time  of  ovulation  in  the  human 
female.  Lacking  this  knowledge  there  was 
no  scientific  basis  for  determining  just  when 
conception  took  place  and  when  it  was  the- 
oretically impossible.  After  centuries  of  ab- 
solutely erroneous  teaching  in  regard  to  so- 
called  “safe  periods,”  it  is  not  surprising 
that  physicians  as  well  as  patients  have 
scorned  the  idea  of  there  being  any  such 
thing  as  a safe  period. 

Woman  has  come  to  be  regarded  as  an 
animal  defying  laws  of  reproduction  which 
hold  good  for  all  other  species.  Conception 
cannot  and  does  not  take  place  in  other 
mammals  except  at  rhythmic  intervals.  The 
average  woman  does  not  keep  a permanent 
record  of  menstruation,  and  usually  if  she 
keeps  any  record  at  all  it  is  done  in  a hap- 
hazard way  by  making  a mark  on  some 
calendar  sheet  which  is  torn  off  and  thrown 
away  from  month  to  month.  My  contention 
is  that  a permanent  record  of  menstruation 
and  ovulation  should  be  kept  by  every  wom- 
an. Certainly  no  difficulty  or  objection  can 
be  found  to  keeping  a record  of  menstrua- 
tion, and  in  my  limited  experience  I have 
found  that  the  majority  of  women  can  be 
taught  to  know  when  they  ovulate.  By 
pointing  out  the  distinct  advantages  in  re- 
gard to  marital  relations  and  birth  control. 


♦Presented  before  the  Denver  County  Medical 
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I find  my  patients  eager  and  willing  to  co- 
operate in  keeping  these  records.  In  order 
to  simplify  this  procedure  I have  perfected 
a slide  rule  which  when  set  and  adjusted 
for  each  individual  patient  shows  at  a glance 
the  safe  periods,  the  time  when  ovulation 
should  occur,  the  time  when  conception  is 
most  likely,  and  has  a space  on  the  reverse 
side  for  a permanent  record  of  menstruation 
and  ovulation.  My  interest  in  this  study  be- 
gan about  two  years  ago  while  I observed 
in  the  course  of  an  operation,  as  many  of 
you  have,  a freshly  ruptured  graafian  or 
ovarian  follicle.  Certainly  if  we  saw  similar, 
shall  I say,  lesions  in  any  other  organ  we 
would  expect  to  associate  them  with  symp- 
toms of  some  sort  illicited  by  the  patient. 
Does  it  not  seem  reasonable  that  a woman 
should  be  able  to  tell  when  a rupture  or 
perforation  of  this  delicate  organ,  the  ovary, 
takes  place,  even  though  it  is  a regular  nor- 
mal monthly  occurrence?  I determined  to 
work  out  this  problem.  Naturally  the  one 
who  afforded  me  the  best  opportunity  to 
study  was  my  wife,  and  I am  indebted  to 
her  for  her  very  accurate  records.  I wish 
to  apologize  for  reference  to  such  an  imme- 
diate member  of  my  family,  but  she  made 
an  ideal  subject  for  this  study  for  several 
reasons.  In  the  first  place,  she  has  kept  an 
accurate  record  of  her  menstrual  periods 
since  October  6,  1917 — nearly  sixteen  years. 
In  this  sixteen  years  her  menstruation  has 
been  regular  and  normal  with  few  excep- 
tions, occurring  on  an  average  interval  of 
twenty-nine  days,  the  shortest  interval  be- 
ing twenty-six,  and  the  longest  about  thirty- 
nine  days.  She  had  never  been  aware  of 
intermenstrual  pain  or  any  other  symptom 
of  ovulation  previous  to  my  study.  She  had 
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experienced  four  normal  pregnancies  occur- 
ring in  the  years  1923,  1925,  1927,  1930. 
She  had  had  no  miscarriages.  Acting  upon 
the  information  of  recent  investigators  of 
the  subject — that  ovulation  occurred  some- 
where between  the  twelfth  and  the  eigh- 
teenth days  following  the  onset  of  menstrua- 
tion— I asked  her  to  note  and  report  any 
symptoms  (no  matter  how  slight)  in  the  na- 
ture of  a cramp,  dull  ache,  bearing-down 
sensation,  or  feeling  of  weight  in  the  pelvis. 
Much  to  her  surprise  she  was  able  to  note 
that  within  this  ‘mid-period  she  had  symp- 
toms which  were  of  such  character  that  she 
could  identify  them  as  being  different  from 
any  others  which  might  occur  concurrently, 
such  as  intestinal  cramping  from  gas,  indi- 
gestion, et  cetera,  and  yet  they  were  so 
slight  that  although  she  probably  has  had 
them  all  throughout  her  menstrual  history 
she  had  never  paid  any  attention  to  them. 
After  a couple  of  months  she  began  record- 
ing ovulation  along  with  her  permanent  rec- 
ord of  menstruation.  The  result  is  the  fol- 
lowing table: 


Menstruation 

Ovulation 

Interval 

June  12,  1932 

June  27. 

15  days 

July  10,  1932  ... 

July  23 

13  days 

August  6,  1932 

August  25 

. 19  days 

September  7,  1932 

September  24 

14  days 

October  7,  1932 

October  26 

19  days 

November  8,  1932 

November  20 

....  12  days 

December  2,  1932 

December  20 

...  18  days 

January  4,  1933 

...  January  17  

13  days 

January  29,  1933 

....  February  13 

15  days 

February  25,  1933 

...  March  11 

14  days 

March  23,  1933 

....  April  8 

15  days 

April  22,  1933 

May  7 ....  

.15  days 

Interval  between  menstruation  and  ovula- 


tion varies  between  12  days,  shortest,  and 
19  days,  longest,  interval.  Average,  15.3 
days.  Variation,  7 days.  Rearranging  this 
to  show  the  interval  between  ovulation  and 
menstruation,  we  have  the  following  table: 


Ovulation  Menstruation  Interval 

June  27,  1932  July  10,  1932  13  days 

July  23,  1932  Aug.  6,  1932  14  days 

August  25,  1932  Sept.  7,  1932  13  days 

September  24,  1932.  Oct.  7,  1932  13  days 

October  26.  1932:  ...  Nov.  8,  1932  13  days 

November  20,  1932  Dec.  2,  1932  12  days 

December  20,  1932  . Jan.  4,  1933  15  days 

January  17,  1933  Jan.  29,  1933  .12  days 

February  13,  1933  Feb.  25,  1933  12  days 

March  11,  1933  March  23,  1933 12  days 

April  8,  1933  April  22,  1933  14  days 


Ovulation  to  following  period  thus  varied 
from  12  to  15  days.  Average,  13  days; 
variation,  3 days. 


The  uniformity  with  which  menstruation 
followed  ovulation,  and  the  variance  be- 
tween menstruation  and  ovulation,  in  this 
one  case  led  me  to  suspect  that  ovulation 
determined  the  time  of  the  following  period 
and,  in  searching  the  literature,  I found  that 
Ogino  says,  "The  peak  of  ovulation*  deter- 
mines the  following  menstrual  period  and 
has  no  connection  with  the  preceding  one." 
Also,  says  he,  "Ovulation  always  occurs  be- 
tween the  twelfth  and  sixteenth  days  pre- 
ceding the  next  menstruation."  Knaus  has 
shown  by  extensive  study  that  the  unmated 
egg  cell  retains  germinating  ability  only  for 
about  twenty-four  hours  after  it  leaves  the 
ovary.  I arbitrarily  decided  that  to  begin 
with,  four  days  would  be  safer  to  rely  upon. 
Patients  who  came  to  me  for  birth  control 
advice  were  then  instructed  to  watch  for 
symptoms  of  ovulation,  and  when  they  were 
able  to  distinguish  the  symptoms  they  could 
absolutely  rely  upon  a safe  period  beginning 
four  days  later.  Most  of  these  patients  were 
sufficiently  interested  to  watch  for  symp- 
toms. In  nearly  every  case,  where  instruc- 
tions were  carefully  followed,  they  were 
able  to  tell  when  ovulation  took  place  and 
in  not  a single 'case  has  there  been  a preg- 
nancy in  patients  using  this  safe  period. 
I do  not  have  sufficient  data  to  report  these 
cases  in  detail  as  yet:  however,  similar  find- 
ings have  been  reported  by  reliable  authors. 
Siegel  in  his  studies  in  Germany  during  the 
war  reports  that  "conception  did  not  result 
in  a single  case  when  the  husband's  retu  n 
coincided  with  the  twenty-third  day  after 
the  beginning  of  menstruation."  Ogino.  after 
seven  years’  experimentation,  says,  "Cohabi- 
tation after  the  term  of  ovulation  has  re- 
mained sterile  in  spite  of  attempts  made 
many  months  throughout  many  years."  Oth- 
er investigators  who  took  statistics  during 
the  world  war,  while  they  admit  a compara- 
tive safe  period  preceding  menstruation,  are 
not  willing  to  admit  a definite  sterile  or  safe 
period.  Dickinson  reports  quite  a large  se- 
ries of  cases  in  which  he  estimates  that  the 
chances  of  pregnancy  in  this  period  are 
about  7 per  cent.  Admitting  this  figure  to 
be  correct,  an  explanation  will  be  offered 
later  in  this  paper.  Many  will  doubt  my 
statement  that  the  majority  of  women  should 
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be  able  to  tell  when  they  ovulate.  In  scan- 
ning the  literature  I found  that  inter- 
menstrual  pain  as  a pathologic  entity  is  often 
described.  In  1872,  Sir  William  Priestly 
first  described  a condition  to  which  he  gave 
the  name  "Intermenstrual  pain.  By  the 
Germans  the  condition  is  spoken  of  as  “mit- 
telschmertz.  Emil  Novak,  in  his  mono- 
graph. "Menstruation  and  Its  Disorders’ 
(1928),  devotes  a short  chapter  to  the  sub- 
ject. Quoting  from  this  article  in  regard 
to  the  frequency  of  occurrence,  "The  total 
number  of  cases  reported  in  the  literature  is 
not  very  large,  but  all  those  who  have  writ- 
ten on  the  subject  insist  that  the  condition 
is  by  no  means  as  rare  as  is  generally  be- 
lieved. Theilhaber  emphasizes  the  fact  that 
careful  inquiry  into  the  history  will  place  in 
this  category  many  cases  which  otherwise 
would  pass  unnoticed.  Kelly  gives  a record 
of  a typical  case  of  intermenstrual  pain 
showing  periodicity  with  a chart  similar  to 
mine  and  remarks  that  the  date  of  the  ap- 
proaching period  could  be  foretold  from  the 
day  when  the  intermenstrual  pain  appeared. 
Both  Kelly  and  Heany  emphasize  the  fre- 
quency with  which  sterility  is  observed  in 
women  subject  to  intermenstrual  pain.  Bear 
in  mind  that  we  are  now  speaking  of  path- 
ologic intermenstrual  pain,  viz.,  ovulation 
symptoms  which  are  severe  enough  to  cause 
the  woman  to  consult  a physician.  (I  found 
only  one  author  who  claimed  that  he  could 
detect  what  he  termed  intermenstrual  con- 
gestion in  one-third  of  one  thousand  women. 
Pierra  reports  increase  in  the  size  of  ovaries, 
tubes,  and  uterus,  and  tenderness  in  pelvic 
nerves — which  symptoms  he  said  might  in- 
dicate the  ovulation  period.)  My  explana- 
tion of  the-  fact  that  patients  with  severe 
intermenstrual  pain  are  frequently  sterile, 
is  that  women  who  suffer  with  excessive 
intermenstrual  pain  refrain  from  intercourse 
at  this  most  fertile  time  because  intercourse 
hastens  ovulation  and  they  soon  learn  that 
intercourse  at  this  period  brings  on  their 
pain.  Palmer,  in  1892,  was  probably  the 
first  to  guess  the  etiology  of  intermenstrual 
pain.  He  considered  it  to  be  an  oophoritis 
or  perioophoritis  which  prevented  the  rup- 
ture of  the  graafian  follicles.  Little  or  no 
attention  was  paid  to  him  however,  for 


although  Novak  in  his  monograph  men- 
tions Palmer's  explanation  in  his  discus- 
sion of  the  etiology,  he  begins  the 
paragraph  with  the  statement,  "Practically 
nothing  of  definite  nature  is  known  concern- 
ing the  etiology  of  this  interesting  disorder." 
We  must  remember,  however,  that  the  time 
of  ovulation  was  not  definitely  proved  until 
about  three  years  ago.  I shall  endeavor  to 
describe  the  symptoms  caused  by  the  rupture 
of  a graafian  follicle.  I have  chosen  to  des- 
ignate this  rupture  in  itself  as  ovulation,  al- 
though the  term  ovulation  in  its  full  meaning 
includes  both  the  growth  and  the  expulsion 
of  the  unfertilized  ovum.  The  actual  time 
of  expulsion  and  a short  interval  thereafter 
is  the  only  part  of  the  process  which  should 
give  rise  to.  symptoms.  These  symptoms  are 
rather  difficult  to  describe  and  vary  in  se- 
verity from  the  normal  heretofore  unnoticed 
discomfort  to  pain  in  occasional  cases  suffi- 
cient to  seek  medical  aid.  A composite  pic- 
ture of  these  symptoms  is  as  follows:  "A 
mild,  cramp-like  pain  coming  on  suddenly, 
followed  by  a sort  of  bearing-down  sensa- 
tion or  feeling  as  if  the  bottom  had  dropped 
out  of  the  pelvis,  and  lasting  only  a couple 
of  hours.  The  pain  is  comparable  to  a gas 
pain  low  down  in  the  pelvis  and  is  very 
mild  but  unmistakable  once  it  is  discovered. 
It  is  unlike  any  other  sort  of  pain."  In  re- 
gard to  these  symptoms,  the  following  ques- 
tions have  been  brought  to  my  attention. 
Is  it  advisable  to  bring  to  a woman's  atten- 
tion symptoms  which  heretofore  have  been 
unnoticed?  Will  not  the  majority  of  women 
be  constantly  looking  for  and  finding  pain 
whether  or  not  it  actually  exists?  I do  not 
think  so.  There  is  only  a period  of  four  or 
five  days  in  which  she  need  to  look  for  the 
symptoms.-  The  duration  of  the  pain  is  so 
short  that  should  she  find  symptoms  all 
throughout  that  period  you  can  be  sure  that 
she  has  not  learned  to  differentiate  them. 
Ail  of  the  women  whom  I have  instructed 
thus  far  have  displayed  a keen  interest  in 
watching  for  symptoms  and  once  they 
have  been  discovered  they  seem  to  get  a 
sense  of  well-being,  comfort,  and  satisfac- 
tion knowing  that  after  allowing  three  or 
four  days'  time  for  the  death  of  the  ovum 
they  need  not  fear  conception  from  inter- 
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course  on  the  following  ten  days  up  to  the 
time  of  the  next  menstruation.  They  also 
can  figure  the  exact  day  when  the  next  men- 
struation will  begin. 

Since  the  time  I started  to  write  this  pa- 
per so  much  convincing  evidence  from  good 
authority  has  come  into  my  hands  that  I have 
extended  the  safe  period  to  cover  a much 
longer  time  than  I had  originally  intended, 
so  that  it  extends  in  the  twenty-eight 
day  or  longer  cycles,  not  only  up  to  the  be- 
ginning of  menstruation,  but  throughout  the 
menses  and  for  four  days  following.  This  is 
almost  as  liberal  as  the  time  allowed  by 
Latz  in  his  book  called  “Rhythm, ” which  is 
based  on  the  Ogino-Knaus  theory.  I feel 
that  some  explanation  is  necessary  here,  for 
no  less  an  authority  than  Dickinson  makes 
the  statement  that  “Conception  during  men- 
struation is  relatively  frequent  (about  13 
per  cent),  and  in  view  of  the  common  avoid- 
ance of  intercourse  during  the  period  the 
percentage  here  quoted  may  indicate  a lower 
capacity  for  conception  than  actually  ex- 
ists.” I noticed  in  Dr.  T.  Mitchell  Burns’ 
private  notes  he  criticizes  Latz  for  his  disre- 
gard of  these  statistics.  These  statistics  are 
in  all  probability  accurate;  however,  even 
accurate  statistics  are  often  misleading,  and 
I can  offer  an  explanation.  Dickinson's  sta- 
tistics were  collected  without  grouping  the 
cases  as  to  the  length  of  their  menstrual  cy- 
cles. You  will  notice  that  I qualify  my  state- 
ments as  regards  sterility  during  and  after 
the  menses  to  women  having  menstrual  cy- 
cles of  definite  lengths.  There  are  women 
who  menstruate  every  two  weeks.  Most  au- 
thorities agree  that  ovulation  takes  place 
twelve  to  sixteen  days  before  the  onset  of 
menstruation.  If  this  is  true  in  the  case  of 
the  woman  who  menstruates  every  fourteen 
days,  my  contention  is  that  there  is  an  over- 
lapping of  the  cycle  and  that  a second  ovu- 
lation is  taking  place  before  menstruation 
has  completed  the  first  cycle.  This  will  ac- 
count for  at  least  some  of  the  pregnancies 
which  occur  from  intercourse  in  the  week 
preceding  menstruation  and  will  also  ac- 
count for  some  of  the  cases  who  menstruate 
once  after  conception  has  taken  place.  In 
an  exhaustive  study  of  4500  menstrual  his- 


tories by  Sanes,  3.8  per  cent  of  women 
menstruate  every  twenty-one  days.  These 
women  ovulate  very  shortly  after  menstrua- 
tion. The  oestrus  period  for  these  women 
should  occur  then  during  menstruation 
which  accounts  for  their  indulgence  at  this 
time,  and  Hoehne  has  shown  that  menstrual 
blood  is  a particularly  favorable  medium  for 
the  persistence  of  the  motility  of  the  sperm. 
Theoretically,  coitus  just  before  or  during 
menstruation  for  these  women  with  short 
menstrual  cycles  should  result  in  a high  per- 
centage for  fertilization  and  pregnancy,  be- 
cause, although  the  menstruating  uterus  is 
not  at  this  time  in  a receptive  condition  for 
the  newly  fertilized  ovum,  Ogino  has  dem- 
onstrated that  it  takes  ten  days  for  the  ovum 
to  reach  the  uterus — at  which  time  it  should 
be  in  an  excellent  receptive  state.  I think 
that  I am  safe  in  saying  that  intercourse  dur- 
ing menstruation  is  not  nearly  so  common 
in  women  having  longer  cycles,  and  Dickin- 
son’s statistics  are  still  probably  accurate, 
but  his  suggestion  for  coitus  during  the  pe- 
riod as  means  of  overcoming  sterility  will 
fall  flat  except  for  three  or  four  per  cent, 
viz.,  these  women  with  short  cycles.  I have 
recommended  this  practice  in  many  cases 
without  results. 

I have  just  spoken  of  the  oestrus  period 
in  the  human  female.  Most  authorities  who 
have  worked  with  animals  have  regarded 
this  period  or  phase  as  lacking  or  having 
been  lost  in  woman.  Perhaps  this  is  true  as 
far  as  outward  indications  are  concerned, 
but  Papanicalaou,  who  in  1917  pointed  out 
by  vaginal  smears  a typical  congestive  or 
pseudomenstrual  stage  in  the  guinea  pig 
closely  resembling  menstruation  in  women, 
has  by  the  same  method  (in  an  article  to 
be  published  soon)  demonstrated  four  dis- 
tinct vaginal  cycles  in  the  human  female: 
First,  the  “menstrual  or  congestive  phase" 
from  the  first  to  the  seventh  day.  Second, 
the  follicular  or  copulative  phase  from  the 
eighth  to  the  twelfth  day.  (Note  that  this 
oestrus  phase  comes  just  where  it  should  be 
in  the  twenty-eight  day  cycles.)  Third,  the 
proliferative  from  the  thirteenth  to  the  sev- 
enteenth day.  Fourth,  pre-menstrual  from 
the  eighteenth  to  the  first  day. 
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Condensing  the  information  at  hand  we 
have  the  following  facts: 

1 . The  process  of  ovulation  normally 
goes  on  in  a regular  cyclic  or  rhythmic  suc- 
cession. 

2.  Ovulation  always  occurs  twelve  to 
sixteen  days  preceding  the  next  menstrua- 
tion. 

3.  In  most  mammals  it  is  spontaneous, 

i.  e.,  maturation  and  spontaneous  rupture  of 
follicles  occurs  whether  or  not  there  has 
been  copulation. 

4.  Sexual  intercourse  may  hasten  ovula- 
tion. In  the  rabbit,  cat,  and  ferret,  copula- 
tion must  occur. 

5.  The  unmated  egg  cell  retains  germ- 
inating ability  only  for  about  twenty-four 
hours  after  it  leaves  the  ovary  (Knaus). 

6.  The  sperm  lose  their  power  to  fer- 
tilize the  ovum  after  two  or  three  days  in 
the  female  genital  tract. 

7.  The  motility  of  the  sperm  is  no  indi- 
cation of  its  power  to  fecundate  (Moench). 
On  these  facts  the  Ogino-Knaus  theory  ex- 
pounded by  Latz  is  based.  This  theory  in 
brief  is  that  the  period  during  which  the 
woman  is  apt  to  be  fecundated  does  not  ex- 
ceed seven  or  eight  days  (five  days  for  ovu- 
lation and  two  or  three  days  for  the  life  of 
the  sperm). 

Conclusions 

1.  Women  can  be  taught  to  recognize 
the  symptoms  of  ovulation. 

2.  Women  should  be  taught  to  keep  a 
permanent  record  of  ovulation  as  well  as 
menstruation. 

3.  Women  who  have  regular  menstrual 
cycles  have  definite  safe  periods  upon 
which  they  can  depend. 

4.  Determining  the  exact  time  of  ovula- 
tion in  each  individual  case  greatly  reduces 
the  chance  of  error  in  determining  the  safe 
period. 

5.  The  Ogino-Knaus  theory  is  based  on 
sound  facts  and  will  hold  good  if  errors  are 
not  made  in  using  the  simple  blanket  for- 
mulas and  calculations. 

6.  No  physiologic  law  can  be  100  per 
cent  reliable  and  this  theory  is  no  exception. 
However,  there  is  much  certainty  that  preg- 


nancy will  not  occur  during  the  sterile  pe- 
riods. 
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Seven  Wonders  of  Medicine 

Dr.  Bowman  C.  Crowell,  associate  direct- 
or of  the  American  College  of  Surgeons,  at 
a community  health  meeting  held  in  St. 
Louis  during  the  recent  annual  session  of 
the  college,  listed  the  seven  wonders  of 
medicine  as  follows: 

1.  Immunity  or  resistance  to  diseases. 
2.  Anesthesia  and  analgesia  giving  relief 
from  pain.  3.  Antisepsis  preventing  wound 
infection  and  blood  poisoning.  4.  Knowl- 
edge of  vitamins  and  food  values.  5.  Light 
and  ventilation.  6.  Organotherapy  such  as 
feeding  liver  to  pernicious  anemia  patients, 
giving  insulin  to  diabetics,  and  thyroid  gland 
extract  to  cretins.  7.  Periodic  health  ex- 
aminations to  prevent  the  effects  of  certain 
diseases  such  as  cancer. 
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ACUTE  AND  CHRONIC  SINUS  DISEASE 

MORE  ABOUT  THAT  BANE  OF  THE  R H I NO  LOG  I ST’S  EXISTENCE 

FRANK  CARROLL,  M.D. 

FORT  COLLINS 


The  article  in  the  }.  A.  M.  A.  of  February 
11,  1933,  by  Dr.  Ferris  Smith  of  Grand 
Rapids,  Michigan,  on  “Chronic  Sinus  Dis- 
ease," interested  me  keenly,  yet  I do  not 
agree  with  him  that  there  is  no  successful 
treatment  for  this  distressing  condition  with- 
out the  use  of  extensive  surgical  procedure. 
In  common  with  many  rhinologists  who 
have  treated  sinus  disease  for  long  years, 
I feel  that  the  suffering  patient,  as  well  as 
the  physician,  has  been  much  disappointed 
in  end  results.  Surgery  of  the  various 
sinuses  has  been  extremely  unsatisfactory, 
and  but  little  more  could  be  said  of  any 
form  of  treatment. 

However,  in  very  recent  years  a treat- 
ment has  been  devised  which  will  give  re- 
lief. If  persisted  in  as  it  should  be,  a perma- 
nent cure  is  obtained  in  many  cases.  This 
treatment  will  succeed  in  all  cases  except 
those  which  have  been  mutilated  by  so- 
called  radical  cure  surgery.  The  treatment 
will  succeed  splendidly  in  recent  acute 
cases  of  sinus  disease  and  will  also  produce 
the  desired  result  in  chronic  cases  of  long 
standing  provided  the  treatment  be  per- 
sisted in  for  a sufficient  length  of  time. 

A certain  amount  of  surgery  is  essential, 
but  in  this  the  sinuses  themselves  are  let 
severely  alone.  This  surgery  consists  in  re- 
moving anything  in  the  nostrils  which  blocks 
the  entrance  to  the  normal  sinus  ostia. 
Polypi  are  removed,  septa  resected  when 
necessary  and  if  the  middle  turbinates  ob- 
struct the  normal  ostium,  such  portions  of 
these  middle  turbinates  are  removed  as  will 
leave  the  ostium  freely  opening  into  the 
nares.  I often  tell  my  patients  that  these 
obstructions  act  in  the  same  manner  as  a 
cork  in  a bottle  and  that  free  drainage  can- 
not be  hoped  for  until  these  obstructions  are 
removed. 

In  acute  cases,  treatment  should  begin  at 
once  and  the  necessary  surgery,  which  will 
aid  materially  in  preventing  a return  of  the 


disease  deferred  until  the  actute  symptoms 
have  subsided.  Having  cleared  the  nos- 
trils of  these  mechanical  obstructions  and 
allowed  sufficient  time  for  healing  to  take 
place,  we  are  now  ready  to  proceed  with 
the  treatment. 

First  we  pack  the  nose  with  cotton 
pledgets  soaked  in  10  per  cent  ichthyol  in 
glycerine.  One  small  pledget  on  each  side 
should  be  placed  high  up,  above  the  normal 
ostium  and  above  the  middle  turbinate. 
Larger  pledgets  should  be  placed  over  the 
inferior  turbinates  on  each  side  and  these 
pledgets  should  extend  back  the  full  length 
of  the  inferior  turbinates.  With  the  pledgets 
in  place  and  our  patient  provided  with 
plenty  of  towels  to  catch  the  drip,  we  next 
place  him  under  a strong  infra-red  lamp  in 
such  position  as  will  allow  the  heat  to  strike 
him  full  over  the  frontal  and  ethmoid  sinuses 
and  allow  him  to  remain  under  the  heat  for 
twenty  minutes.  The  packing  with  ichthyol 
and  the  application  of  the  infra-red  ray  is 
used  to  empty  the  cells  of  the  mucous  mem- 
brane in  the  nares  of  the  secretion  with 
which  these  cells  are  filled  and  thus  ma- 
terially decongest  the  whole  of  the  mucous 
membrane  in  the  nostrils.  After  the  appli- 
cation of  the  infra-red  and  the  removal  of 
the  pledgets,  have  the  patient  rlean  forward 
and  blow  the  nose  to  clear  it  of  the  ma- 
terial released  into  the  nares  by  our  medi- 
cation and  the  infra-red. 

Next,  examine  the  nose,  and  if  there  still 
remains  a swelling  of  the  mucous  membrane, 
apply  adrenalin  or  any  decongestant  to 
cause  complete  contraction  of  the  membrane 
and  to  leave  the  natural  sinus  ostia  free  to 
drain  into  the  nasal  space  or  vestibules. 
Then  have  an  irrigator  holding  about  two 
quarts  of  warm  normal  saline  solution  sus- 
pended some  distance  above  the  head  of  the 
patient  and  preferably  over  a sink.  A rub- 
ber tube  from  the  irrigator  has  on  the  end 
a hard  rubber  nasal  tip  with  an  opening 
about  one-fourth  inch  across.  Another 
nasal  tip  of  the  same  size  is  attached  to  a 
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suction  apparatus  operated  by  a water 
pump.* 

The  patient  is  then  instructed  to  place  one 
tip  in  each  nostril  and  place  the  head  down 
in  the  sink  in  the  same  position  as  if  stand- 
ing on  the  head.  To  draw  a full  breath, 
close  the  mouth  and  hold  the  breath.  The 
clip  is  then  released  on  the  irrigator,  allow- 
ing the  warm  normal  salt  solution  to  flow 
into  one  nostril,  into  the  sinuses  on  that 
side,  across  to  the  other  nostril  and  into  the 
sinuses  on  that  side.  At  the  same  time,  the 
water  tap  is  opened  allowing  the  suction  to 
operate.  The  gravity  effect  from  the  eleva- 
tion of  the  irrigator  jar  and  the  suction 
caused  by  the  water  pump  will  allow  the 
normal  salt  solution  to  fill  and  thoroughly 
wash  each  and  every  sinus  and  the  results 
easily  show  in  the  jar  of  the  suction  appa- 
ratus. After  allowing  a quart,  at  least,  of 
the  irrigating  solution  to  flow  into  one 
nostril,  reverse  tips  and  allow  the  irri- 
gating fluid  to  flow  up  opposite  nostril, 
using  suction  and  irrigating  simultane- 
ously as  before.  This  combination  of  irri- 
gator and  suction  apparatus  will  effectual- 
ly cleanse  all  sinuses  and  is  not  at  all  dis- 
agreeable to  the  patient  if  care  is  taken  in 
the  operation  of  the  apparatus.  The  treat- 
ment should  be  used  once  or  twice  a day, 
depending  on  the  severity  of  the  case.  Re- 
lief from  the  distressing  sinus  pain  will  be 
experienced  immediately  following  the  first 
treatment  and  the  continued  use  of  the  treat- 
ment will  eventually  produce  the  desired  re- 
sult. 

There  is  one  class  of  cases  that  this  meth- 
od will  control  but  will  not  cure — cases 
which  have  been  severely  operated  upon. 
I have  cured  every  primary  acute  case  which 
has  come  to  me,  all  chronic  cases  which 
have  never  been  operated  upon,  but  I have 
failed  in  a number  of  cases  where  the  fron- 
tals  and  ethmoids  have  been  operated  upon 
intranasally  and  have  also  failed  in  some 
cases  where  radical  antrum  operations  have 
been  performed.  Acute  cases  require  from 
one  to  three  weeks  of  daily  treatments  to 

*Wregg,  Inc.,  279  Second  Ave.,  New  York,  put 
out  this  entire  apparatus,  irrigator  and  suction 
pump  complete. 


perfect  a cure;  chronic  cases  from  four  to 
twelve  weeks. 

Summary 

1.  The  first  requisite  in  the  successful 
treatment  of  sinus  disease  is  to  remove  ob- 
structions from  the  normal  ostia. 

2.  Avoid  all  other  surgery. 

3.  Give  treatment  often  enough  to  keep 
patient  free  from  pain. 

4.  At  each  treatment,  continue  irriga- 
tion and  suction  until  solution  comes  into 
wash  bottle  clear. 

5.  Do  not  expect  a few  treatments  to 
perfect  a cure,  and  above  all  things,  do  not 
tell  patient  that  he  will  not  have  sinus  trou- 
ble again.  The  same  conditions  which 
caused  it  the  first  time  may  produce  it  again. 

6.  The  treatment  of  sinus  disease  has 
heretofore  been  unsatisfactory  both  to  the 
patient  and  the  physician. 

7.  The  treatment  here  outlined  is  not 
difficult  to  administer,  is  not  displeasing  to 
the  patient,  is  practically  painless,  and  af- 
fords more  positive  assurance  of  a cure  than 
any  other  yet  devised. 
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EARLY  DIAGNOSIS 

+K  =■  — 

GASTRIC  CANCER 

R.  K.  DIXON,  M.  D. 

DENVER 

The  successful  treatment  of  carcinoma  of 
the  stomach  is  directly  dependent  upon  its 
early  diagnosis.  The  diagnostic  features  of 
the  typical,  well  advanced  carcinoma  of  the 
stomach  are  well  known.  It  must  be  empha- 
sized, however,  that  early  in  the  course  of 
the  disease,  there  are  no  characteristic  clini- 
cal features,  and,  if  the  condition  is  to  be 
recognized  early  enough  for  successful  treat- 
ment, the  lesion  must  be  discovered  before 
it  has  produced  characteristic  signs  and 
symptoms.  The  advances  of  the  past  twenty 
years  in  the  roentgenological  examination  of 
the  gastro-intestinal  tract  have  contributed 
materially  to  the  early  diagnosis  of  cancer 
of  the  stomach. 

It  is  sad  to  reflect  that  Russel  D.  Car- 
man, who  contributed  so  generously  to  the 
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advances  made  in  the  x-ray  interpretations 
of  cancer  of  the  stomach,  should  have  him- 
self been  a victim  of  the  disease.  Carman' 
repeatedly  emphasized  the  importance  of 
early  diagnosis.  A quotation  from  one  of 
his  papers  on  Roentgenologic  Diagnosis 
reads  as  follows:  “Since  operation  offers 
the  only  hope  of  cure,  it  is  of  the  utmost  im- 
portance that  the  diagnosis  be  made  early 
and  before  the  lesion  has  become  inopera- 
ble." When  patients  suffering  with  malig- 
nancy of  the  stomach  finally  reach  the  gas- 
tro-enterologist  or  the  Roentgenologist,  from 
90  to  98  per  cent  of  the  malignant  lesions 
can  be  readily  demonstrated  by  means  of  the 
Roentgen  ray.  It  is  scarcely  necessary  to 
urge  that  full  use  be  made  of  this  highly  ef- 
ficient method  of  diagnosis. 

The  ability  to  visualize  early  small  lesions 
is  directly  dependent  upon  the  examiner's 
skill  and  experience  in  the  use  of  fluoroscopy 
with  palpation  of  the  stomach.  The  exam- 
ination should  be  made  both  in  the  vertical 
and  horizontal  positions — the  latter  particu- 
larly when  attempting  to  visualize  a lesion 
at  or  near  the  cardia.  Even  the  taking  of 
multiple  films  will  fail  in  a high  percentage 
of  instances  to  show  early  lesions.  The  films 
should  serve  only  as  checks  on  the  fluoro- 
scopic examination  and  the  fact  that  the  le- 
sion seen  in  the  fluoroscope  is  not  seen  in 
the  film  should  not  prevent  the  examiner 
from  giving  a positive  opinion. 

If  cancer  is  to  be  recognized  early,  it  must 
be  remembered  that  it  occurs  at  all  ages. 
The  average  age  in  a series  of  1,000  cases 
of  carcinoma  of  the  stomach  reported  from 
the  Mayo  Clinic  was  fifty-four  years:  37.6 
per  cent  were  between  forty  and  forty-five 
years  of  age.  Cancer  is  not  uncommon  in 
people  between  thirty  and  forty  years  of 
age  and  occasionally  occurs  in  youth. 

The  absence  of  free  hydrochloric  acid  in 
the  stomach  has  for  many  years  been  con- 
sidered a pre-requisite  to  the  diagnosis  of 
carcinoma  of  the  stomach.  Especially  in  early 
cases,  the  presence  or  absence  of  free  hydro- 
chloric acid  is  of  little  diagnostic  signifi- 
cance. In  a series  of  1000  cases  of  carcinoma 
of  the  stomach  reported  by  Balfour',  free 
hydrochloric  was  found  in  43.8  per  cent. 

It  is  not  particularly  uncommon  for  pa- 


tients with  carcinoma  of  the  stomach  to 
have  an  associated  marked  anemia.  Other 
symptoms  referable  to  the  stomach  may  be 
entirely  absent.  Therefore,  it  is  very  im- 
portant in  the  investigation  of  anemia  of 
unknown  etiology  to  exclude  neoplasm  in 
the  stomach.  As  pointed  out  by  Rivers', 
carcinoma  of  the  stomach  rarely  is  the  cause 
of  hematemesis.  Rivers  worked  up  a series 
of  411  cases  that  gave  a history  of  gross 
hemorrhage  from  the  stomach.  “In  only  1 
per  cent  of  the  entire  series  was  gross  bleed- 
ing found  to  be  attributed  to  carcinoma.” 
Occult  bleeding,  however,  is  almost  contin- 
uously taking  place  from  malignant  lesions, 
and  this  is  one  of  the  most  reliable  signs  in 
relation  to  neoplasm  of  the  gastro-intestinal 
tract.  If  the  stools  are  consistently  nega- 
tive for  occult  blood,  this  can  be  interpreted 
as  strong  evidence  against  a malignant  le- 
sion being  present.  On  the  other  hand,  if 
the  technic  of  testing  for  occult  blood  is 
properly  carried  out  and  other  obvious 
sources  of  bleeding  are  eliminated,  the  pres- 
ence of  occult  blood  in  the  stool  calls  for 
careful  investigation. 

If,  in  any  given  case,  there  is  a clinical 
history  suggestive  of  a lesion  in  the  stomach 
or  intestinal  tract  and  occult  blood  is  repeat- 
edly present  in  the  stools,  the  patient  de- 
serves the  benefit  of  abdominal  exploration 
even  though  the  lesion  cannot  be  demon- 
strated by  x-ray.  Such  cases  require  keen 
clinical  judgment.  Early  diagnosis  and  op- 
eration may  save  the  patient's  life,  while 
procrastination  until  the  lesion  is  obviously 
demonstrable  may  mean  that  the  time  has 
passed  when  successful  treatment  could 
have  been  carried  out. 

It  is  impossible  to  consider  the  early  diag- 
nosis of  cancer  of  the  stomach  without  at 
the  same  time  considering  benign  gastric 
ulcer.  It  is  not  within  the  scope  of  this  pa- 
per to  discuss  the  different  schools  of 
thought  as  to  what  percentage  of  cancers 
develop  on  a previously  existing  ulceration 
of  the  stomach.  Bueerman4  made  a very 
comprehensive  study  of  the  subject  and 
brought  out  several  points  that  are  worthy 
of  brief  mention.  ( 1 ) Carcinomatous  gas- 
tric ulcers  are  highly  malignant,  78.9  per 
cent  occurring  in  grades  3 and  4,  the  higher 
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grade  of  malignancy  according  to  Broder’s 
classification.  (2)  Carcinoma  develops  upon 
ulcer  infrequently.  (3)  Of  the  1142  gastric 
cancers  studied  by  Bueerman,  only  3.8  per 
cent  gave  an  ulcer  type  of  history  of  five 
years  or  over  as  compared  with  a group  of 
200  benign  gastric  ulcers,  53.9  per  cent  of 
which  gave  a history  of  five  years  or  more. 
(4)  Finally,  the  clinician,  the  roentgenolo- 
gist, and  the  surgeon  all  err  in  a relatively 
high  percentage  of  instances  in  attempting 
to  differentiate  benign  and  malignant  ulcers 
of  the  stomach.  The  subject  was  recently 
very  well  summarized  by  the  following  par- 
agraph published  in  an  editorial  in  the  Jour- 
nal of  the  American  Medical  Association': 
“It  would  seem  that  the  question  of  percent- 
age of  gastric  ulcers  becoming  malignant  is 
purely  academic,  and  the  most  important 
and  practical  issues  underlying  the  whole 
problem  is  that  there  are  no  known  criteria 
by  which  the  clinician,  the  roentgenologist 
or  the  surgeon  can  decide  definitely  the  ex- 
act nature  of  a given  ulcer.  Microscopic 
examination  alone  will  reveal  its  true  na- 
ture.” In  the  face  of  these  conclusions,  it  is 
apparent  that  gastric  ulcer  should  be  treated 
medically  only  when  certain  mitigating  cir- 
cumstances make  the  risk  of  operation 
greater  than  the  possibility  of  error  in  diag- 
nosis, and  then  should  be  done  under  con- 
stant and  continued  clinical  and  roentgeno- 
logical observation. 

In  spite  of  our  increasing  knowledge  of 
the  subject  and  with  perfected  aids  in  diag- 
nosis, the  death  rate  from  gastric  cancer  re- 
mains high  while  the  successful  operability 
rate  remains  discouragingly  low.  There  is 
little  possibility  of  further  progress  in  suc- 
cessful treatment  of  cancer  of  the  stomach 
until  the  layman  thoroughly  realizes  the  im- 
portance of  early  examination  of  all  persons 
with  gastric  complaints.  It  is  equally  im- 
portant that  the  physician  fully  appreciate 
his  responsibility  and  recognize  his  inability 
to  separate  the  symptomatology  of  gastric 
malignancy  from  benign  lesions  or  func- 
tional disturbances  of  the  gastro-intestinal 
tract  without  first  carrying  out  a thorough 
clinical  and  laboratory  investigation. 
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ABLATIO  PLACENTAE;  A REPORT 
OF  FOUR  CASES 

P.  W.  WHITELEY,  M.D., 
and  C.  W.  DORSEY,  M.D. 

DENVER 

The  following  four  cases  are  reported 
from  the  Denver  General  Hospital,  and 
were  seen  during  a four  month  service,  on 
which  there  was  an  average  of  sixty  deliv- 
eries per  month,  giving  an  incidence  of 
nearly  one  and  two-thirds  per  cent. 

CASE  1 

Mrs.  A.  M.,  white,  aged  18  ; para  1,  was  admitted 
to  the  hospital  on  July  27, 1931,  on  which  date  she 
was  first  seen  in  the  prenatal  clinic.  Her  com- 
plaints were  as  follows : Enormous  swelling  of 
the  hands,  feet  and  legs,  and  headaches.  Her 
last  menses  began  on  Dec.  10,  1930.  Her  past 
history  was  irrelevant,  as  also  was  her  family 
history.  Physical  examination  revealed  a well- 
developed  and  well  nourished  young  white  wom- 
an with  extreme  swelling  of  the  hands,  feet,  and 
legs.  The  abdomen  was  rounded,  and  the  fundus 
of  the  uterus  was  palpable,  the  uterus  being  the 
size  of  a seven  months  pregnancy.  The  heart 
and  lungs  were  normal,  B.  P„  168/90.  The  fol- 
lowing laboratory  reports  were  made  on  July  29, 
1931.  Urine:  specific  gravity,  1.025;  albumin, 
3 plus ; many  hyaline  casts.  The  Wassermann 
was  negative.  Blood:  hgb.,  75  per  cent;  leucocytes, 
5,000;  erythrocytes,  3,320,000.  Blood  chemistry: 
N.  P.  N.,  48  mg.;  urea  N.,  25  mg.,  creatinine  2 
mg.  A diagnosis  of  (1)  pre-eclamptic  toxemia 
or  (2)  nephritic  toxemia  was  made.  The  patient 
was  given  the  usual  dietary  and  medical  treat- 
ment for  the  condition,  but  the  blood  pressure 
remained  at  approximately  tht  same  level.  At 
8:30  p.  m.  on  Aug.  1,  1931,  the  patient  began  to 
have  slight  pains  and  a little  bleeding.  At  9 :30 
p.  m.  the  B.  P.  was  185/100,  and  as  the  pains 
were  very  severe,  the  patient  received  morphine 
sulphate  gr.  % hypodermically  at  this  time.  Slight 
bleeding  with  clots  continued  during  the  night, 
and  the  pains  remained  strong.  Morphine  sul- 
phate gr.  1/6  was  administered  hypodermically  at 
7:00  a.  m.  on  Aug.  2.  At  8:00  a.  m.  the  bleeding 
increased.  Rectal  examination  at  11:00  a.  m. 
revealed  complete  cervical  dilatation,  so  the  pa- 
tient was  removed  to  the  delivery  room  and  the 
membranes  were  ruptured.  A stillborn  male  baby 
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weighing  4 pounds  was  delivered  at  11 :30  a.  xn. 
The  placenta  was  depressed  in  approximately 
one-half  its  entire  surface,  and  exhibited  firm 
blood  clots.  The  patient  made  an  uneventful  re- 
covery, and  was  dismissed  from  the  hospital  in 
good  condition  on  August  13. 

CASE  2 

Mrs.  E.  M.,  colored,  aged  24,  para  4,  was  admitted 
to  the  hospital  at  10:20  a.  m.  on  July  9,  1931.  She 
was  bleeding  profusely  at  the  time.  Clots  were 
also  being  passed.  Her  present  illness  began  at 
6 :00  a.  m.  the  same  day,  with  a sudden  severe 
abdominal  pain  followed  by  hemorrhage.  There 
was  no  pain  at  the  time  of  admission.  Her  last 
menses  were  on  Dec.  1,  1930,  and  she  had  slight 
bleeding  at  intervals  until  April,  1931.  During 
this  time  she  was  receiving  prenatal  care  from 
a private  physician.  Her  past  and  family  histories 
were  irrelevant.  Her  three  previous  pregnancies 
and  labors  had  been  normal.  Physical  examina- 
tion was  negative  except  for  the  bleeding.  Rectal 
examination  did  not  reveal  bogginess  or  pulsa- 
tion. The  laboratory  report  showed  an  essen- 
tially negative  urine  and  a negative  Wassermann. 
A diagnosis  of  ablatio  placentae  was  made.  At 
10  :30  a.  m.  the  patient  was  given  morphine  sul- 
phate gr.  44  hypodermically.  The  bleeding  con- 
tinued, and  at  11 : 20  a.  m.  slight,  irregular  pains 
began.  At  2 :30  p.  m.  a large  Vorhees  bag  was 
inserted,  and  the  bleeding  stopped  within  half 
an  hour.  Pains  became  more  severe  in  another 
hour  and  a half,  and  the  bag  was  passed  at  5 :45 
p.  m.  Further  pains  seemed  ineffectual,  so  for- 
ceps were  applied,  and  a 4 lb.  female  baby  was 
delivered  at  8:00  p.  m.  Examination  of  the  baby’s 
chest  revealed  an  atelectasis.  The  baby  died  at 
4:00  a.  m.  on  July  10.  The  placenta  showed  a 
depressed  area  with  adherent  blood  clots,  com- 
prising one  fourth  the  maternal  surface.  The  pa- 
tient recovered  normally,  and  was  discharged  on 

Julv  20  in  good  condition., 
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CASE  3 

Mrs.  V.  M.,  white,  aged  18,  para  1,  was  admitted 
to  the  hospital  at  7 :25  p.  m.  on  July  6,  1931,  com- 
plaining of  slight  pains  every  four  minutes.  Her 
last  menses  were  Nov.  17,  1931.  She  had  received 
no  prenatal  care.  The  past  and  family  histories 
were  not  obtained.  The  physical  examination 
was  essentially  negative  except  for  a slight  edema 
of  the  ankles,  and  a B.  P.  of  180/110.  Rectal 
examination  showed  two  fingers  dilatation,  head 
high,  cervix  partially  effaced,  and  membranes 
intact.  At  9:30  p.  m.  the  patient  received  mor- 
phine sulphate  gr.  44  hypodermically  because  of 
the  severity  of  the  labor  pains,  which  seemed  to 
continue  after  the  uterine  contractions  had 
ceased.  At  11:20  P-  m.  the  patient  had  a convul- 
sion. Urinalysis  of  specimen  taken  after  the 
convulsion  showed  4 plus  albumin,  many  hyaline 
casts,  and  a few  pus  cells.  A diagnosis  of 
eclampsia  was  made.  Second  and  third  convul- 
sions occurred  at  12:20  a.  m.  and  2:00  a.  m.  on 
July  7.  Some  slight  bleeding  had  begun  at  10:00 
p.  m.  and  was  continuous,  with  passage  of  clots. 
At  the  time  of  the  third  convulsion,  a second 
hypodermic  as  above  was  administered.  The 
uterus  became  mere  tense  between  pains.  As  the 
cervix  was  fully  dilated,  mid-forceps  were  ap- 
plied, and  a stillborn  male  baby  weighing  4 lb. 

9 oz.  was  delivered  at  3:32  a.  m.  on  July  7.  The 
placenta  showed  two  depressed  areas  which  were 
covered  by  adherent  blood  clots,  said  areas  com- 
prising one-third  of  the  total  placental  surface. 
The  patient  had  a rather  stormy  convalescence, 
having  four  post  partum  convulsions.  She  was 
given  25  per  cent  glucose  and  20  c.c.  doses  of 


10  per  cent  magnesium  sulphate  intravenously. 
She  was  dismissed  from  the  hospital  in  fair  con- 
dition on  July  20. 

CASE  4 

Miss  H.  K.,  white,  aged  17,  para  1,  a waitress, 
was  admitted  to  the  hospital  at  10  :56  a.  m.  on 
Aug.  15,  1931,  complaining  of  bleeding  and  quite 
severe  pains,  which  had  begun  at  9 :00  a.  m.  The 
date  of  her  last  period  was  doubtful,  as  she  had 
bled  during  her  pregnancy  at  intervals  until  July 
4.  She  was  four  days  late  with  her  period  in 
November,  1930.  She  had  previously  been  per- 
fectly regular.  She  had  received  no  prenatal 
care.  The  membranes  had  ruptured  four  days 
before  admission.  Her  past  and  family  histories 
contained  no  pertinent  information.  Her  physical 
examination  gave  the  picture  of  a young  white 
woman,  approximately  eight  months  pregnant,  in 
the  first  stage  of  labor,  with  rather  severe  pains, 
some  slight  bleeding,  and  passing  small  clots. 
There  was  no  dilatation  of  the  cervix,  which  was 
not  effaced.  The  laboratory  report  was  entirely 
negative.  At  1 :10  p.  m.  the  patient  received  mor- 
phine sulphate  gr.  44  hypodermically,  with  no  re- 
lief from  pain.  Bleeding  became  fairly  profuse 
at  -4  :45  p.  m.  and  continued  until  delivery.  Low 
forceps  were  applied  at  7:35  p.  m.  and  a 4 lb.  12 
oz.  baby  girl  was  delivered  at  8:00  p.  m.  The 
baby  was  cyanosed  from  birth,  and  died  at  4:10 
the  following  morning  from  atelectasis.  The  pla- 
centa was  ironed  out  in  one-fourth  to  one-third  of 
its  surface,  and  clots  were  present  at  this  area. 
The  mother  made  an  uneventful  recovery. 

In  all  cases,  the  placenta  was  examined 
by  the  senior  author,  who  delivered  three 
of  the  patients.  Of  the  cases  mentioned, 
only  two  were  bleeding  on  admission,  both 
of  whom  gave  a history  of  interval  bleeding 
throughout  the  pregnancy.  In  Case  4,  the 
bleeding  was  slight,  the  diagnosis  being 
made  on  the  history,  while  in  Case  2 the 
bleeding  was  profuse. 

Three  of  the  four  cases  were  primiparae. 
In  all  but  Case  2,  the  outstanding  features 
were  the  slight  bleeding  with  clots,  and  the 
relative  disproportion  between  the  severity 
of  the  pains  and  the  stage  of  the  labor. 
There  was  no  severe  post  partum  hemor- 
rhage in  any  case. 

In  presenting  these  cases,  the  authors 
have  in  mind  two  points:  First,  that  the  in- 
cidence of  this  condition  seems  higher  than 
often  reported.  Second,  it  is  their  belief  that 
if,  during  the  course  of  an  otherwise  normal 
labor,  clots  are  passed,  no  matter  how  little 
the  bleeding,  and  if,  with  or  without  this 
bleeding,  there  is  a relative  disproportion 
between  the  severity  of  the  pains  and  the 
progress  of  the  labor,  careful  examination  of 
the  placenta  will  reveal  an  area  of  premature 
separation  which  they  feel  is  often  over- 
looked. 
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Editor:  J.  W.  AMESSE,  M.D. 
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Principles  in  a Health  Education  Program 

1 . The  goal  of  health  education  is  to  es- 
tablish habits,  attitudes,  and  knowledge 
which  will  contribute  to  the  physical,  men- 
tal, and  emotional  health. 

2.  Health  education  is  based  upon  the 
needs  of  the  group  to  be  reached. 

3.  Health  is  not  an  isolated  subject,  but 
is  integrated  with  the  whole  experience  of 
living. 


4.  Classroom  situations  provide  the  chief 
basis  for  health  activities. 

5.  Ideally  the  school  supplements  the 
home  in  health  training,  but  oftentimes  in 
practice  it  must  assume  the  responsibility 
of  educating  the  parent  as  well  as  the  child. 

6.  The  classroom  teacher  is  the  key- 
stone in  the  arch  of  health  training. 


I have  faith  that  some  day,  in  whatever 
poignant  shape,  the  truth  will  come  to  man 
that  life  is  an  art,  and  that  in  art  there  is 
no  place  either  for  violence  or  for  sentimen- 
tality.— Havelock  Ellis. 


Health  Facts 

Statistics  among  Metropolitan  policy- 
holders reveal  some  interesting  health  facts: 

Tuberculosis  reaches  a new  minimum  for 
the  sixth  successive  year.  Again  the  out- 
standing public  health  fact  of  the  year  was 
the  reduction  of  the  tuberculosis  deathrate 
to  a new  low  point.  The  drop  in  a single 
year  was  8.6  per  cent,  the  greatest  year  to 
year  decrease  in  a decade. 

The  death  rate  for  the  four  principal  com- 
municable diseases  of  childhood  has  dropped 
exactly  50  per  cent  in  four  years,  and  al- 
most 70  per  cent  in  ten.  The  death  rate 
for  each  of  these  diseases,  except  scarlet 
fever,  is  the  lowest  ever  recorded;  and  that 
for  scarlet  fever  is  one  of  the  lowest. 

Diabetes  mortality  sets  new  high  record. 
The  fact  that  diabetics  live  longer  today 


than  ever  before,  and  that  the  death  rate 
has  declined  among  persons  under  45,  is 
encouraging.  However,  among  older  peo- 
ple and  particularly  among  women,  the  rate 
has  increased.  It  is  in  this  group  that  the 
rise  has  more  than  counter-balanced  the 
drop  in  the  younger  age  groups.  The  in- 
crease in  the  last  two  years  has  amounted 
to  practically  25  per  cent.  The  death  rate 
for  this  disease  has  now  risen  continuously 
for  eight  years. — Statistical  Bulletin,  Jan- 
uary, 1933. 


'Alcohol  and  Man,”  by  Katharine  Biggs 
McKinney,  while  written  for  the  laity,  much 
of  the  material  in  the  book,  though  pre- 
sented clearly,  is  necessarily  of  a highly  sci- 
entific nature.  That  alcohol  is  a depressant 
and  not  a stimulant;  that  modern  medicine 
does  not  find  whiskey  valuable  in  the  treat- 
ment of  pneumonia,  diabetes,  tuberculosis 
or  other  serious  illness;  that  prolonged  use 
permanently  damages  the  central  nervous 
system,  through  the  concentration  of  alco- 
hol in  the  brain  rather  than  in  the  stomach 
resulting  in  deterioration  of  memory,  of  initi- 
ative, of  will  power,  of  reasoning,  are 
among  the  facts  supported  by  medical  testi- 
mony. Despite  its  dignified  and  non-parti- 
san manner  of  discussing  a very  contro- 
versial subject,  this  book  offers  many  con- 
clusions which  would  seem  to  indicate  that 
alcohol,  at  least  in  moderate  amounts,  has 
not  done  any  lasting  injury  to  the  human 
race. 


"Morale:  The  Mental  Hygiene  of  Un- 
employment” has  been  prepared  by  George 
K.  Pratt,  M.D.,  to  help  public  health  nurses, 
relief  workers,  clergymen,  educators  and 
others  ministering  to  human  nature  in  these 
difficult  times.  How  people  react  to  depri- 
vation and  frustration;  what  is  meant  by 
emotional  as  against  economic  insecurity; 
what  communities  can  do  and  are  doing  in 
meeting  the  mental  and  emotional  needs  of 
the  unemployed — these  and  other  psycho- 
logical aspects  of  the  problem  are  discussed 
in  a sympathetic  and  practical  manner. — 
From  ‘‘Public  Health  Nursing,”  March. 
1933. 
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LIBRARY  NOTES 

"A  Library  Is  a Summons  to  Scholarship' 

»-K-  - ==-  >£»• 


A Gift  of  Rare  Books 


To  the  valuable  collection  of  rare  and  old 
books  in  our  library  there  has  recently  been 
added  several  volumes  presented  by  Dr.  F. 
H.  McNaught.  They  consist  of  “Some 
Notes  on  Midwifery’’  by  Henry  Marshall 
of  Scotland,  in  the  author’s  own  handwrit- 
ing, dated  1790;  a volume  bearing  the  date 
1815,  “A  Popular  Treatise  on  the  Venereal 
Diseases"  by  Robert  John  Thornton,  M.D., 
member  of  the  Royal  College  of  Physicians; 
a large  volume  dated  1698  entitled  “Lazari 
Riverie  Opera  Medica  Omnia,"  and  a well- 
preserved  book  of  botanical  specimens  from 
Scotland  more  than  one  hundred  years  old 
collected  by  the  McNaught  family  and  of 
great  individual  value.  The  thanks  of  the 
Society  is  hereby  conveyed  to  Dr.  Mc- 
Naught for  his  generosity. 


BOOK  REVIEWS 
+K  ■>*♦ 

Lectures  on  Endocrinology.  By  Walter  Timme, 
M.D.  Senior  Attending  Neurologist,  Neurolo- 
gical Institute,  New  York;  Professor  of  Clinical 
Neurology,  Columbia  University  (College  of 
Physicians  and  Surgeons);  Past  President,  As- 
sociation for  the  Study  of  Internal  Secretions 
and  Association  for  Research  in  Nervous  and 
Mental  Disease.  With  thirty-eight  illustrations. 
Second  Edition.  New  York;  Paul  R.  Hoeber, 
Inc.  1932.  192  pages.  Price  $2.50. 

In  this  book  the  student,  the  general  practi- 
tioner, and  the  specialist  will  find  in  a very 
concise  and  clear  form  the  most  salient  features 
on  the  advances  in  endocrinology.  The  author 
has  rewritten  and  revised  all  the  material  of  his 
original  volume  so  as  to  give  a clear  conception 
of  his  present  knowledge  of  the  endocrine  glands 
in  a small  and  usable  book. 

A chapter  is  devoted  to  each  gland  of  the  endo- 
crine system,  and  he  takes  up  the  diagnostic  fea- 
tures of  hypo-  and  hyper-function  of  each  gland, 
with  suggestions  as  to  treatment.  Under  each 
gland,  pluriglandular  states  are  discussed,  which 
helps  clarify  this  rather  complex  condition. 

The  subject  of  calcium  metabolism  is  very 
clearly  discussed  with  the  parathyroid  glands. 
Comparisons  are  made  between  normal  persons 
and  those  with  disturbed  glandular  conditions,  as 
to  their  calcium  utilization.  Three  very  useful 
tables  are  given  to  illustrate  and  more  clearly 
explain  deficient  calcium  utilization. 

The  book  is  illustrated  to  demonstrate  each 
glandular  condition.  Every  practitioner  of  medi- 


cine, no  matter  what  line  he  follows,  should  care- 
fully study  this  little  book.  He  will  then  have  a 
better  understanding  of  the  endocrine  glands  and 
their  functions. 

W.  B.  YEGGE,  M.D. 


The  Wisdom  of  the  Body.  By  Walter  B.  Cannon, 
M.B.,  Sc.D.,  LL.D.  George  Higginson,  Professor 
of  Physiology,  Harvard  Medical  School.  New 
York;  W.  W.  Norton  and  Company,  Inc.,  Pub- 
lishers. 312  Pages. 

Architects  estimate  the  average  life  of  their 
buildings  to  be  forty  years.  After  such  a brief 
period  they  are  no  longer  suited  to  the  purpose 
of  the  time.  Contrast  these  few  years  of  useful- 
ness with  the  psalmist’s  estimate  of  the  life  of 
man.  “The  days  of  a man’s  years  are  three  score 
and  ten.”  Of  what  is  this  long  enduring  edifice 
composed — this  house  not  made  with  hands?  Of 
brick?  Of  stone?  Of  steel?  No,  of  none  of  these 
but  of  the  most  delicate  substance  imaginable — 
of  protoplasm. 

If  this  enigma  arouses  one’s  wonder,  he  will 
be  attracted  to  Prof.  Cannon’s  book,  “The  Wisdom 
of  the  Body.”  It  presents  in  an  easy,  interesting 
way  the  organized  responses  to  both  internal 
and  external  environment  which  keep  a body  of 
the  frailest  structure  within  the  narrow  limits 
called  “health.”  For  many  years  Professor  Can- 
non has  engaged  in  investigation  of  swallowing, 
thirst,  hunger,  pain,  and  emotion.  It  now  occurs 
to  him  that  all  he  learned  in  these  widely  separate 
fields  of  research  fits  together  like  the  parts  of 
a jig-saw  puzzle.  It  shows  the  processes  by  which 
a constantly  changing  body  is  kept  apparently 
changeless  throughout  its  allotted  time,  long 
though  it  be. 

It  is  the  business  of  a scientist  to  discover 
facts.  It  is  the  aim  of  a philosopher  to  bring 
these  facts  together  into  a great,  noble,  and 
harmonious  scheme.  Cannon  began  life  as  a 
scientist.  Now,  in  the  rich  years  of  maturity  he 
becomes  a philosopher.  Thirst,  hunger,  pain,  and 
emotion  assume  new  importance  when  it  is  ob- 
served how  they  keep  the  body  within  that 
straight  and  exceeding  narrow  path  which  some- 
one ignorant  of  his  native  tongue  called  “nor- 
malcy.” 

The  author  discusses  the  nature  of  the  blood; 
how  its  volume  is  kept  constant  and  its  pressure 
maintained;  how  thirst  and  hunger  assure  sup- 
plies ; how  salt,  sugar,  protein,  and  fat  are  kept 
in  proper  quantity  and  relation;  how  oxygen  sup- 
ply is  assured  and  neutrality  is  guaranteed ; how 
temperature  is  regulated  and  maintained  in  spite 
of  external  heat  or  cold.  He  calls  attention  to 
the  large  margin  of  safety  in  the  functions  of  the 
body  making  ample  provision  for  unusual  de- 
mands. He  shows  the  broad  purposes  of  the  two 
nervous  systems,  one  responding  to  changes  in 
external  events,  the  other  attending  to  internal 
adjustments.  Lastly,  the  author  considers  the 
social  body  in  an  interesting  chapter.  He  holds 
truly,  that  biological  discoveries  are  applicable 
in  social  economy. 

C.  S.  ELDER. 


Radiologic  Maxims.  By  Harold  Swanberg,  B.  Sc., 
M.D.,  F.A.C.P.,  Editor,  The  Radiologic  Review; 
Radiologist,  Saint  Mary’s  Hospital  and  Bless- 
ing Hospital,  Quincy,  Illinois;  Past  President, 
Section  of  Radiology  Illinois  State  Medical  So- 
ciety, Secretaries’  Conference  Illinois  State 
Medical  Society,  Illinois  Radiological  Society, 
Adams  County  Medical  Society  (Illinois),  Staff 
of  Saint  Mary’s  Hospital  of  Quincy;  etc.  Quincy, 
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Illinois  : Radiological  Review  Publishing  Com- 
pany, 1932.  127  pages.  Price  $1.50. 

As  stated  in  the  preface  of  this  book,  it  is  prin- 
cipally a compilation  of  the  maxims  that  have 
already  appeared  in  the  Radiological  Review  dur- 
ing the  past  six  years.  The  foreword  by  Dr. 
Schmitz  contains  very  succinct  and  valuable  in- 
formation and  advice  for  the  members  of  the 
medical  profession  in  regard  to  the  position  of 
radiology  in  the  fields  of  cancer  diagnosis  and 
therapy. 

The  author  has  divided  his  material  into  three 
general  classes : 1.  General  Radiology ; 2.  Roent- 

gen Diagnosis;  3.  Radiation  Therapy.  Under  the 
first  heading,  one  of  his  maxims  is:  “No  depart- 
ment of  Medicine  requires  a more  general  knowl- 
edge than  does  radiology.”  Roentgen  Diagnosis 
is  divided  into  the  following  groups : Bone 
Pathology,  Chest,  Gall  Bladder,  Gastro-Intestinal 
Tract,  Genito-Urinary  Tract,  Obstetrics  and 
Gynecology,  and  Skull.  Radiation  Therapy,  the 
third  main  division,  has  four  subdivisions:  (a) 
General;  (b)  Roentgen  Therapy;  (c)  Radium 
Therapy;  and  (d)  Spectral  Radiation  other  than 
X-Ray  and  Radium.  At  the  end  of  each  section 
there  are  quotations  from  well  known  surgeons 
and  physicians.  They  are  in  the  nature  of  testi- 
monials on  the  value  of  radiology. 

The  maxims  themselves  are  short,  concise,  and 
to  the  point,  because  Dr.  Swanberg  believes  with 
Horace,  Sophocles,  and  Shakespeare  whose  senti- 
ments he  uses  to  head  the  three  main  divisions, 
that  “brevity  is  the  soul  of  wit.”  The  classifica- 
tion of  material  is  well  done,  although  it  might 
have  been  carried  a little  farther  to  place  maxims 
of  definitely  related  ideas  in  sequence  with  one 
another.  The  book  is  interesting,  and  can  be  of 
value  if  ready  of  access  as  a quick  reference  for 
facts  needed  in  a hurry.  Not  the  least  important 
section  of  the  little  volume  is  its  index  which 
contains  references  to  both  the  authors  and  the 
subject  matter.  JOHN  S.  BOUSLOG. 


The  Colon,  Rectum  and  Anus,  by  Fred  W.  Rankin, 
B.A.,  M.A.,  M.D.,  F.A.C.S.  Division  of  Surgery, 
The  Mayo  Clinic.  Associate  Professor  of  Sur- 
gery The  Mayo  Foundation.  J.  Arnold  Bargen, 
B.S.,  M.D.,  M.S.  in  Medicine,  F.A.C.P.  Division 
of  Medicine,  The  Mayo  Clinic.  Assistant  Pro- 
fessor of  Medicine,  The  Mayo  Foundation.  Louis 
A.  Buie,  B.A.,  M.D.,  F.A.C.S.  Section  of  Proct- 
ology, The  Mayo  Clinic.  Association  Professor 
of  Proctology,  The  Mayo  Foundation.  With  435 
illustrations.  W.  B.  Saunders  Company.  Phila- 
delphia and  London.  1932.  846  pages,  price 

$9.50. 

This  volume  of  812  pages  considers  in  detail 
all  phases  of  our  knowledge  in  relation  to  the 
normal  and  abnormal  colon,  rectum,  and  anus. 
It  takes  up  the  embryology,  anatomy,  and  physi- 
ology of  these  organs  stressing  the  important  ad- 
vances, particularly  those  with  practical  applica- 
tions. It  does  much  to  controvert  popular  mis- 
conception, particularly  in  relation  to  the  colon. 
It  covers  in  detail  symptomatology,  diagnosis,  and 
treatment,  both  medical  and  surgical,  of  the  dis- 
eases of  these  structures.  The  practical  aspects 
of  proctosigmoidoscopy  and  roentgenography  are 
especially  well  treated. 

Because  of  the  enormous  field  encompassed  by 
this  volume,  it  would  be  futile  and  inadvisable 
to  attempt  to  cover  in  any  detail  the  subject  mat- 
ter in  a review  of  this  kind.  Because  of  its  com- 
pleteness, splendid  bibliography,  and  instructive 
illustrations,  it  is  excellent  for  reference  work. 

This  contribution  is  distinctive  and  outstanding 
in  that  it  discards  many  of  the  unimportant  and 


questionable  facts,  in  regard  to  the  colon,  which 
fill  so  many  of  our  texts.  It  disproves  beyond  any 
question  many  of  the  antiquated  notions  regard- 
ing the  bowel.  The  work  is  based  upon  the 
abundant  material  of  the  colon  service  of  the 
Mayo  Clinic,  which  is  probably  the  largest  and 
best  coordinated  in  the  world.  The  entire  work 
is  intensely  practical  and  authoritative.  It  should 
serve  the  profession  well. 

LOUIS  S.  FAUST. 


Diagnosis  and  Treatment  of  Diseases  of  the  Thy- 
roid Gland.  By  George  Cole  and  Associates. 
Contributors : Louis  E.  Adams,  John  P.  Ander- 
son, Emma  M.  Barr,  Alexander  T.  Bunts,  George 
Crile,  Jr.,  Robert  S.  Dinsmore,  Wallace  S.  Dun- 
can, James  H.  Dunlap,  Russell  L.  Haden, 
Charles  L.  Hartsock,  Henry  J.  John,  James  A. 
Lehman,  D.  Roy  McCullagh,  Robert  H.  McDon- 
ald, William  V.  Mullin,  E.  W.  Netherton,  Ber- 
nard H.  Nichols,  Abbie  R.  Porter,  U.  V.  Port- 
mann,  A.  D.  Ruedemann,  John  W.  Shirer,  John 
Tucker.  Edited  by  Any  F.  Rowland.  Illus- 
trated. W.  B.  Saunders  Company.  Philadel- 
phia, London.  1932.  508  pages.  Price  $6.50. 

The  name  of  Crile  on  a book  immediately 
stamps  it  as  being  something  more  than  worth 
while  and  this  book  is  no  exception.  This  book 
seems  to  be  a little  different  from  many  of  Crile’s 
works,  although  the  theoretical  and  scientific  as- 
pects of  diseases  of  the  thyroid  are  treated  in  his 
usually  thorough  and  minutely  exhaustive  manner. 
However,  the  conclusions  are  reached  without  go- 
ing too  far  afield,  and  these  usually  dry  subjects 
are  presented  in  a most  interesting  and  readable 
manner. 

Crile  still  clings  to  the  idea  that  he  can  lessen 
the  shock  by  attempting  to  steal  a goitre — per- 
haps Crile  can  do  it,  but  the  experience  of  many 
who  tried  it  has  not  been  as  satisfactory  as  his, 
and  the  conclusions  of  most  surgeons  is  that  the 
place  for  a surgical  operation  is  in  a properly 
equipped  operating  room  and  that  the  only  person 
fooled  is  the  surgeon  who  thinks  he  has  fooled 
the  patient. 

There  is  scant  comfort  in  the  book  for  the  doc- 
tor who  thinks  that  toxic  goitre  can  be  treated 
medically.  He  mentions  the  theories  but  main- 
tains without  hesitancy  that  the  treatment  of 
goitre  is  surgical. 

The  illustrations  are  ample  and  the  technic  of 
the  operations  are  thoroughly  described  and  the 
various  steps  of  the  operation  are  well  illustrated. 

The  complications  following  thyroidectomy  and 
their  treatment  are  thoroughly  discussed.  The 
book  is  undoubtedly  the  best  book  on  the  subject 
which  any  doctor  interested  in  diseases  of  the 
thyroid  may  obtain  today. 

H.  R.  McKEEN. 


The  Blind  in  School  and  Society.  By  Thomas  D. 

Cutswmrth,  Ph.D.  New  York:  D.  Appleton  and 

Company.  1933.  Cloth.  283  pages. 

This  is  “A  Psychological  Study.”  But  those 
who  have  studied  and  combatted  the  causes  of 
blindness  should  know  more  about  its  psychology. 
The  first  chapter,  upon  The  Preschool  Blind 
Child,  23  pages,  throws  a new  light  on  the  effects 
of  congenital  blindness  and  the  relations  of  sight 
to  the  child’s  early  development.  With  the  key 
here  furnished,  it  is  easy  to  understand  the  men- 
tal, emotional,  educational,  and  social  peculiari- 
ties and  incongruities  of  the  blind.  The  enormous 
importance  of  the  education  of  touch,  to  those 
who  lack  sight,  is  generally  unknown  to  parents 
and  should  be  better  understood  by  all  physi- 
cians. 
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The  visual  implications  of  words,  of  which  the 
blind  have  no  experience,  give  importance  to 
the  chapter  on  “Verbalism.”  Chapters  on  emo- 
tional life,  sex  behavior,  and  esthetic  life  of  the 
blind,  are  a revelation  of  the  world  in  which  the 
blind  live.  “Personality  problems  in  institutions 
for  the  blind”  is  a chapter  that  gives  interpreta- 
tions that  are  needed  by  those  who  have  given 
years  to  the  management  and  guidance  of  the 
blind  in  such  institutions.  The  obstacles  which 
they  have  to  contend  with  are  well  pointed  out 
in  this  chapter. 

The  book  is  well  printed  in  good  sized  type 
that  makes  it  available  to  persons  with  poor 
sight.  There  is  a good  index  and  a glossary  of 
terms  unfamiliar  to  those  who  have  not  studied 
psychology.  There  is  a very  suggestive  appendix 
of  “problems  for  further  study”  and  another  giv- 
ing a good  bibliography  of  works  for  reference. 
This  book  will  open  a new  field  of  thought  to 
physicians,  teachers,  and  humanitarians  inter- 
ested in  the  welfare  of  the  blind.  The  author's 
special  fitness  for  the  writing  of  this  book  is  evi- 
dent when  we  know  that  he  became  blind  when 
eleven  years  old  and  continued  his  studies  through 
the  university,  taking  a Master’s  Degree  in  Social 
Sciences. 

EDWARD  JACKSON. 


The  Pelvis  in  Obstetrics.  A practical  manual  of 
Pelvjmetry  and  cephalometry,  including  chap- 
ters on  roentgenological  measurement.  By 
Julius  Jarcho,  M.D.,  F.A.C.S.  Consulting  Gynec- 
ologist, Hastings  Hillside  Hospital;  Attending 
Obstetrician  and  Gynecologist,  Sydenham  Hos- 
pital. 140  illustrations,  51  tables.  New  York: 
Paul  B.  Hoeber,  Inc.  1933.  365  pages.  Price 

$6.00. 

This  book  presents,  in  a rather  statistical  style, 
the  subject  of  pelvic  measurements.  There  is  an 
interesting  chapter  dealing  with  the  history  of 
pelvimetry,  and  with  the  various  instruments  in- 
vented from  time  to  time  for  that  purpose. 

The  chapter  dealing  with  the  actual  modus 
operandi  of  pelvimetry  is  clearly  written,  and 
well  illustrated  with  excellent  drawings.  The 
chapters  on  roentgen-ray  pelvimetry  and  cephal- 
ometry are  interesting  and  instructive.  Whether 
or  not  this  complicated  procedure  offers  suffi- 
ciently more  over  plain  stereoscopic  plates  to 
justify  its  use,  except  in  the  very  exceptional 
case,  is  a question. 

An  exhaustive  bibliography  from  foreign  and 
domestic  sources  is  appended. 

The  chief  adverse  criticism  is  the  large  amount 
of  space  given  to  tables  and  paragraphs  of  a 
statistical  nature,  of  pelvic  measurements  both 
normal  and  abnormal  from  hospitals  and  clinics 
throughout  the  world,  which  material  is  likely 
to  be  of  more  interest  to  the  statistician  than  to 
the  clinical  obstetrician.  Also  the  author  has  in- 
discriminately used  the  English  and  metric  sys- 
tems of  mensuration,  especially  in  the  numerous 
references  and  quotations  from  the  early  authors, 
so  that  for  the  American  reader,  trained  in  the 
metric  system,  concepts  of  measurements  and  dif- 
ferences therein  are  difficult  to  form  as  he  reads. 

On  the  whole,  it  is  the  reviewer's  opinion  that 
this  volume  offers  little  which  cannot  be  obtained 
from  the  standard  text-books  of  obstetrics,  and 
perhaps  better  in  the  latter,  due  to  a more  com- 
plete correlation  of  pelvimetry  with  its  anatomical 
and  pathological  bases,  and  a closer  practical 
clinical  application. 

LYMAN  W.  MASON. 


Tumors  of  Bone.  By  Charles  F.  Geschickter,  M.D., 
Surgical  Pathological  Laboratory.  Department 
of  Surgery,  Johns  Hopkins  Hospital  and  Uni- 
versity, Baltimore,  and  Murray  M.  Copeland, 
M.D.,  Memorial  Hospital,  New  York  City.  With 
forewords  by  Dean  Lewis,  M.D.,  Professor  of 
Surgery,  Johns  Hopkins  Hospital  and  Univer- 
sity, and  Joseph  Colt  Bloodgood,  M.D.,  Clinical 
Professor  of  Surgery,  Johns  Hopkins  Hospital 
and  University,  Baltimore.  The  American  Jour- 
nal of  Cancer,  654  Madison  Avenue,  New  York 
City.  1931.  709  pages. 

This  is  beyond  all  doubt  the  most  informative 
volume  on  bone  tumors  that  has  ever  been  writ- 
ten. The  authors  have  correlated  the  clinical, 
radiological,  and  surgical  features  with  the  his- 
tological picture.  This  is  the  reason  the  book  is 
outstanding  and  should  be  studied  by  every  one 
who  has,  or  ever  expects  to  have,  a case  of  bone 
tumor  in  his  practice. 

Every  radiologist  or  surgeon  who  attempts  to 
diagnose  bone  lesions — benign,  malignant,  pri- 
mary, or  metastatic — should  have  framed  on  the 
wall  of  his  study  the  chart  (Figure  378)  giving 
the  roentgenographic  diagnosis  for  diseases  and 
tumors  of  bone.  This  chart  alone  is  well  worth 
the  price  of  the  volume  and  gives  in  the  most 
concise  manner  possible  the  differential  diagnosis 
of  bone  tumors  and  diseases. 

I have  two  criticisms  on  this  work : First,  the 
reproduction  of  photomicrographs  and  roentgeno- 
graphic plates  is,  on  the  whole,  rather  poor.  It, 
however,  must  be  understood  that  these  illustra- 
tions are  taken  from  material  many  years  old. 
Second,  the  authors  have  in  several  instances 
originated  a descriptive  terminology  of  their  own 
not  conforming  to  the  pathological  terms  gener- 
ally used  over  the  country.  This  fact  makes  the 
volume  less  easily  understood  by  the  average 
physician-reader. 

SANFORD  WITHERS. 


Intern’s  Handbook.  A guide  to  rational  drug 
therapy,  clinical  procedures,  and  diets.  By 
members  of  the  faculty  of  the  College  of  Medi- 
cine, Syracuse  University.  Under  the  direction 
of  M.  S.  Dooley,  A.B.,  M.D.,  Chairman.  Publica- 
tion Committee.  Philadelphia  and  London : J. 
P».  Lippincott  Company.  254  pages,  price  $3.00. 
This  small  book  is  a very  complete  and  practi- 
cal guide  for  carrying  out  the  common  procedures 
which  the  intern  is  called  upon  to  do  in  all  the 
different  specialties.  Other  chapters  include  a 
drug  list,  serums  and  vaccines,  and  treatment  of 
poisoning.  No  doubt  such  a handy  reference 
work  is  of  considerable  value  for  emergencies 
and  for  the  inexperienced  intern,  but  certainly 
should  not  in  any  manner  supplant  the  invaluable 
advice,  supervision,  and  discussion  which  should 
be  eagerly  sought  from  the  staff  physician  and 
the  resident.  Should  such  a book  tend  to  keep 
the  intern  away  from  his  text  books  and  periodi- 
cals, it  would  do  more  harm  than  good.  After 
all,  the  manner  in  which  most  difficulty  with 
interns  arises  is  not  in  their  lack  of  knowledge, 
but  in  their  unwillingness  to  work  and  to  co- 
operate. 

The  book  is  a little  too  bulky  to  appear  neat 
in  an  intern's  pocket.  It  would  be  better,  there- 
fore, to  have  several  copies  placed  in  the  intern's 
quarters  and  other  logical  places  in  the  hospital. 

RALPH  W.  DANIELSON. 

(Continued  on  Page  Fourteen,  Advertising  Section) 
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SILAS  WEIR  MITCHELL 

(Continued  from  May  Issue) 

Dr.  Mitchell’s  literary  interest  continued 
throughout  his  lifetime;  today  he  ranks 
among  the  great  outstanding  American  nov- 
elists of  the  nineteenth  century.  His  fond- 
ness for  history  and  traditions  influenced 
him  to  write  historical  novels,  such  as  “Hugh 
Wynne,  the  best  known  of  his  books.  It 
deals  with  Colonial  life  in  Philadelphia  dur- 
ing the  Revolution.  The  Quakers  held  a 
meeting  in  1897  and  objected  to  the  book 
and  the  author  because  the  Quaker  in  the 
story  appeared  in  such  a way  as  to  wrong 
them.  They  brought  out  a review  of  the 
novel  in  “Friends  Intelligencer  of  Phila- 
delphia. later  publishing  a small  pamphlet 
to  correct  some  of  Dr.  Mitchell’s  descrip- 
tions of  the  manners  and  customs  of  the 
“Friends " at  the  time  of  the  Revolution. 

Some  biographers  have  stated  that  Dr. 
Mitchell  did  not  write  fiction  until  he  was 
fifty  years  of  age.  However,  two  books  for 
children,  “The  Children's  Hour,’’  1866,  and 
“The  Wonderful  Story  of  Fuz-Buz  the  Fly 
and  Mother  Grabem  the  Spider,’’  1867,  were 
written  twelve  and  thirteen  years  earlier. 
“The  Children’s  Hour,”  written  by  E.  W.  S. 
and  S.  W.  M.,  has  this  verse  on  the  title 
page: 

“Between  the  hour  and  the  daylight. 

When  the  night  is  beginning  to  lower. 
Comes  a pause  in  the  day’s  occupation, 
That  is  known  as  the  Children’s  Hour. 

The  small  volume  contains  the  following 
short  stories:  “The  Curly  Fish,”  “The  Wolf 
That  Wanted  a Doctor,”  “Old  Wine 
in  a New  Bottle,”  “Real  Magic,  “The 
Tale  of  the  Great  Giant,  Smokey  Pokey, 
The  following  poems  are  also  included  in 


the  book:  “Bun  the  Squirrel,”  “The  Bird 
and  the  Field  Mouse,  “Little  Bobby  Red- 
breast,” “Tomorrow’11  Be  Christmas,” 
“Naughty  Harry,'  “Harry's  Birthday,” 
“Careless  Sophia,”  "Tommy’s  Trials,”  “Lit- 
tle Mabel."  This  book  portrays  Dr.  Mitch- 
ell’s interest  and  study  in  the  natural  sci- 
ences. Outside  of  these  two  books  he  did 
very  little  literary  work  until  1880,  when 
a volume  appeared  containing  three  stories: 
“Hephzibah  Guinness,”  “Thee  and  You, 
and  “A  Draft  on  the  Bank  of  Spain.”  From 
this  time  numerous  novels  and  volumes  of 
poems  appeared  regularly  until  his  death. 
His  first  novel,  “In  War  Time,”  appeared 
in  1885;  his  last  novel,  “Westways,”  written 
in  his  eighty-fourth  year,  was  published  in 
1913.  In  his  latter  years  the  summer  months 
were  devoted  to  writing  as  a diversion  from 
medical  work. 

Dr.  Mitchell  s literary  style  showed  he 
understood  clearly  the  things  he  was  writing 
about.  His  insight  and  comprehension  of 
human  nature  combined  with  his  descriptive 
power  were  among  the  things  that  made  him 
a great  novelist.  He  had  the  gift  and  versa- 
tility of  writing  not  only  the  simple  fairy 
story,  “Fuz-Buz,”  but  also  the  psychological 
tragedy,  “The  Adventure  of  Francois,”  as 
well  as  one  of  the  greatest  American  his- 
torical novels,  “Hugh  Wynne." 

Many  of  his  stories  are  drawn  from  medi- 
cal experiences,  some  of  them  portraying  in- 
cidents in  such  a vivid  manner  that  they 
were  often  spoken  of  by  contemporary  re- 
viewers as  “medicated  novels.”  In  many 
of  his  stories  the  characters  are  so  vividly 
portrayed  that  they  seem  to  resemble  people 
in  real  life. 

(To  Be  Continued) 
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Tell  Us  If  You  Are 
Going  to  Milwaukee 

INDICATIONS  are  that  the  combination  of  at 
tractions  in  connection  with  the  June  12-June 
16  annual  session  of  the  American  Medical  Asso- 
ciation at  Milwaukee  will  result  in  an  exceptional 
attendance  of  Colorado  physicians. 

Reservations  already  in  hand  seem  to  assure 
the  operation  of  a special  Pullman  from  Denver, 
leaving  at  4:30  p.  m.  Saturday,  June  10,  on  the 
Burlington  Aristocrat.  But  there  is  still  room 
for  more  on  the  car,  and  if  we  “run  over”  we  can 
arrange  easily  for  two  cars. 

For  many  reasons  besides  the  operation  of  the 
special  car,  the  Executive  Office  of  the  Society 
would  appreciate  hearing  from  every  member 
planning  to  attend  the  A.  M.  A.  meeting.  Let  the 
central  office  know  of  your  transportation  plans 
and  requirements,  particularly  if  we  can  be  of 
any  service  in  helping  make  your  arrangements. 

Railroad  rates  are  very  attractive.  The  lowest 
rates  are  obtained  by  buying  16-day  round  trip 
tickets  to  Chicago  and  separate  round-trip  tickets 
from  there  to  Milwaukee,  because  of  the  low  rates 
established  for  the  Chicago  World’s  Fair.  There 
is  even  a fare-and-a-half  rate  this  year  for  round- 
trip  Pullman  tickets.  Here  is  the  railroad  fare 
set-up  which  will  apply  from  Denver  on  16-day 
tickets,  and  which  will  be  used  for  those  on  the 
special  Pullman:  Round-trip  railroad,  Denver  to 
Chicago,  $41.05;  round-trip  lower-berth  Pullman, 
Denver  to  Chicago,  $16.35;  round-trip  railroad, 
Chicago  to  Milwaukee,  $4.08;  round-trip  parlor 
car  seat  fare,  Chicago  to  Milwaukee,  $1.50 ; grand 
total:  $62.98.  These  rates  apply  not  only  from 
Denver,  but  also  from  Colorado  Springs  and  Pueb- 
lo. and  are  only  slightly  higher  from  Western 
Slope  points. 

* >4  -4 

Innovations  for 
Our  State  Meeting 

OFFICERS  and  Committees  in  charge  of  ar- 
rangements for  the  Sixty-third  Annual  Ses- 
sion at  Colorado  Springs  have  determined  upon 
a few  changes  in  the  usual  schedule  of  events 
destined,  they  hope,  to  make  the  meeting  more 
attractive  than  ever. 

A frequent  objection  has  been  heard  in  the  past 
to  the  system  whereby  members  of  the  House 
of  Delegates  must  leave  their  homes  a day  earlier 
than  the  average  member  of  the  Society,  in  order 


to  take  part  in  the  opening  business  meeting 
of  the  House  held  the  evening  preceding  the  main 
convention.  The  usual  plan  of  each  meeting 
leaves  a half-day  free  for  entertainment,  golf, 
etc.,  sometimes  in  the  three-day  session.  A dove- 
tailing of  these  events  has  therefore  been  worked 
out  for  the  September  session.  The  resulting 
schedule  gives  more  time  to  the  meetings  of  the 
House  of  Delegates  than  heretofore,  allows  the 
same  time  for  scientific  programs,  golf,  and  enter- 
tainment, yet  holds  the  entire  meeting  within 
three  days:  Thursday,  Friday,  and  Saturday, 
September  14,  15,  and  16,  1933. 

The  following  condensed  schedule  is  present 
below,  in  advance  of  definite  program  announce- 
ments. so  that  delegates  in  particular  may  famil- 
iarize themselves  with  the  plan  which  will  save 
them  from  a half  to  a full  day  of  time  away  from 
their  homes. 

Physical  arrangements  of  the  session  will  large- 
ly duplicate  those  of  the  1931  meeting,  which 
proved  to  be  the  largest  ever  held  by  the  Society. 
All  scientific  meetings,  meetings  of  the  House 
of  Delegates,  and  all  scientific  and  commercial 
exhibits,  will  be  in  the  Colorado  Springs  municipal 
auditorium.  Headquarters  offices,  committee 
rooms,  and  official  luncheons  will  be  in  the  Ant- 
lers Hotel.  The  annual  reception,  banquet,  and 
dance  will  be  at  the  Broadmoor  Hotel. 

The  tentative  condensed  schedule  follows  : 

Thursday,  September  14 

Morning:  First  meeting  cf  House  of  Delegates 
and  first  flight  of  golf  tournament  (for  all  except 
members  of  the  House  of  Delegates). 

Afternoon:  Scientific  program  and  second 

flight  of  golf  tournament  (for  members  of  the 
House  of  Delegates). 

Evening:  Second  meeting  of  House  of  Dele- 

gates. 

Friday,  September  15 

Morning : Scientific  Program. 

Noon  : Official  luncheons. 

Afternoon:  Scientific  program. 

Evening : Presidential  reception,  annual  ban- 
quet, dancing. 

Saturday,  September  16 

Morning:  9:00  to  11:00.  Scientific  program; 
11:00  to  12:30,  third  and  final  meeting  of  House 
of  Delegates. 

Afternoon:  Scientific  program. 

Evening : Entertainment. 


June,  1933 
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COLORADO  OPHTHALMOLOGICAL  SOCIETY 
March  18,  1933 

Dr.  M.  Jean  Gale,  Presiding 

Drs.  D.  H.  O’Rourke  and  L.  L.  Davis  presented 
a case  of  bilateral  glaucoma  in  which  an  iriden- 
cleisis  operation  had  given  very  satisfactory  im- 
mediate lowering  of  tension.  Dr.  Wm.  C.  Finnoff 
presented  a young  woman  with  retrobulbar  neu- 
ritis apparently  due  to  apical  abscesses  on  sev- 
eral teeth.  Dr.  Wm.  H.  Crisp  again  presented  a 
fifty  year  old  lady  with  an  elevation  in  the 
macula,  the  differential  diagnosis  being  between 
neoplasm  and  an  exudate.  Dr.  J.  M.  Shields  pre- 
sented a thirty-seven  year  old  nurse  whose  fundus 
showed  many  peculiar  pittings  in  the  macula  and 
elsewhere,  simulating  hole  in  the  macula.  Drs. 
Edna  Reynolds  and  Maurice  Marcove  presented 
a young  man  who  had  had  a spontaneous  absorp- 
tion of  a traumatic  (contusion)  cataract.  Dr. 
George  Stine  reported  a case  of  tear  gas  burn 
of  the  face  and  eyes.  Dr.  F.  R.  Spencer  reported 
a case  of  corneal  injury  from  an  explosion. 

:}:  * ^ 

BOULDER  COUNTY 

The  Boulder  County  Medical  Society  held  its 
regular  monthly  meeting,  Thursday,  May  11,  at 
the  Boulderado  Hotel,  Boulder. 

The  scientific  program  for  this  meeting  was  fur- 
nished by  members  of  the  Denver  County  Medical 
Society.  Dr.  John  M.  Foster,  Jr.,  read  a paper 
on  “Carcinoma  of  the  Lower  Lip,”  Dr.  Duval  Prey 
a paper  on  “Gunshot  Wounds  of  the  Abdomen,” 
and  Dr.  Wilfred  S.  Dennis  a paper  on  “Duodenal 
Lesions  Other  Than  Ulcer.”  The  papers  were 
illustrated  with  lantern  slides  and  were  followed 
by  a general  discussion. 

Dinner  preceded  the  scientific  program. 

MARGARET  L.  JOHNSON, 

Secretary. 

* * * 

CROWLEY  COUNTY 

The  Crowley  County  Medical  Society  held  its 
regular  meeting  May  12  in  Ordway. 

The  scientific  program  was  furnished  by  Drs. 
H.  T.  Low  and  J.  S.  Norman  of  Pueblo.  Dr.  Low 
presented  a moving  picture  of  '“Transurethral 
Resection  of  the  Prostate,”  and  Dr.  Norman  illus- 
trated the  “Modern  Methods  of  Treating  Tubercu- 
losis following  Bone  Injuries.” 

Dr.  J.  A.  Hipp  presented  a case  of  “Broken 
Ulna  and  a Dislocated  Radius  at  the  Elbow  Joint.” 
Dr.  Norman  discussed  the  seriousness  of  such 
injuries  and  their  management. 

The  June  meeting  of  the  Crowley  County  Med- 
ical Society  will  be  held  at  the  home  of  Dr.  W. 
M.  Desmond  at  Ordway,  June  14,  7 :30  p.  m.  The 
program  for  this  meeting  will  be  furnished  by 
Dr.  J.  E.  Jeffery  and  Dr.  E.  O.  McCleary. 

J.  A.  HIPP, 
Secretary. 

* * * 

DENVER  COUNTY 

There  were  one  hundred  and  sixty-three  mem- 
bers present  at  the  first  May  meeting  of  the 
Medical  Society  of  the  City  and  County  of  Den- 
ver, held  in  the  Auditorium  of  the  Capitol  Life 
Insurance  Company  Building,  May  2. 

Dr.  Kenneth  C.  Sawyer  was  elected  to  member- 
ship. 

Dr.  George  L.  Monson,  Chairman  of  the  Com- 


mittee on  Relations  with  Denver  General  Hospital, 
read  a preliminary  report  of  the  Committee,  which 
was  discussed  by  Dr.  George  Miel  and  Dr.  H.  S. 
Finney. 

Dr.  C.  F.  Kemper  reported  for  the  Committee 
on  Medical  Economics,  and  made  a plea  for  all 
members  of  the  Society  to  become  familiarized 
with  medical  economics  problems  by  reading  and 
conferences  with  other  members. 

Dr.  Roy  P.  Forbes  reported  for  the  Committee 
on  Relations  with  Public  Schools  combined  with 
the  Committee  on  Relations  with  the  Department 
of  Health.  In  this  report  Dr.  Forbes  set  forth 
ten  specific  recommendations  as  follows : 

1.  Smallpox  vaccination  for  all  new-born  babies 
occupying  free  beds  at  Denver  General  and  Colo- 
rado General  Hospitals. 

2.  Immunization  of  all  babies  admitted  to  wel- 
fare stations.  This  immunization  would  be  done 
by  the  attending  pediatrician  and  would  include 
smallpox  (if  not  previously  given)  and  toxoid. 

3.  Free  immunization  of  school  children  by 
the  Health  Department  of  the  City  or  by  the 
School  Health  Department  in  such  schools  as  are 
located  in  the  poorer  districts.  In  the  better  dis- 
tricts, immunization  might  be  provided  to  such 
poor  families  as  are  certified  by  a school  nurse. 

4.  Literature  on  diphtheria  and  smallpox  im- 
munization would  be  edited  under  the  joint  aus- 
pices of  the  Denver  City  Health  Department,  the 
School  Health  Department  and  the  Denver  Coun- 
ty Medical  Society. 

5.  Such  literature  would  be  used  freely  in  the 
event  of  a case  of  diphtheria  or  smallpox  appear- 
ing in  one  of  the  public  schools. 

6.  School  examination  reports  which  are  re- 
turned to  the  parents  should  indicate  the  need  of 
immunization  if  such  has  not  been  accomplished. 
The  parents  should  be  urged  to  consult  the  fam- 
ily physician  for  this  purpose  and  given  a form 
for  him  to  fill  out  when  he  has  immunized  the 
child. 

7.  Emphasis  should  be  placed  on  the  immuni- 
zation of  the  pre-school  child  and  literature  used 
freely  among  P.  T.  A’s.  and  the  P.  T.  A.  pre- 
school clinics.  The  parents  should  be  given  the 
same  form  used  in  the  public  schools  and  in- 
structed to  consult  the  family  physician  who  will 
immunize  the  child  and  fill  in  the  form. 

8.  The  County  Society  should  sponsor  a cam- 
paign of  education  among  physicians  preparing 
them  for  the  immunization  of  babies  and  children. 
This  campaign  should  also  be  directed  at  special 
groups  and  should  include  a demonstration  of 
technic  in  giving  toxoid,  the  Schick  test  and  small- 
pox vaccination. 

9.  An  average  fee  of  $5.00  for  diphtheria  im- 
munization, including  the  Schick  test,  if  done  at 
the  doctor’s  office. 

10.  An  average  fee  of  $2.00  for  smallpox  vac- 
cination, if  done  at  the  doctor’s  office. 

This  report  was  discussed  by  Drs.  Jaffa,  Beagh- 
ler,  Schoonover,  and  Monson.  The  report  was 
adopted. 

Dr.  R.  G.  Leland,  Director  of  the  Bureau  of 
Medical  Economics  of  the  American  Medical  As- 
sociation, gave  a half-hour  informal  discussion 
of  Medical  Economics  problems. 

There  was  general  discussion  of  the  Compen- 
sation Bill,  House  Bill  557,  and  by  a vote  of  97 
to  7 the  County  Society  voted  to  oppose  the  bill. 

The  second  regular  May  meeting  was  held  May 
16  at  the  Auditorium  of  the  Capitol  Life  Building. 
This  was  the  last  meeting  before  the  summer 
holidays. 

The  scientific  program  for  this  meeting  was 
presented  by  members  of  the  Osier  Society. 
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Dr.  C.  W.  Anderson  presented  a paper  on  “Nat- 
ural Contraception.  " This  paper  was  discussed  by 
Drs.  T.  M.  Burns,  Cuthbert  Powell,  Peterson  and 
Gottesfeld. 

Dr.  W.  S.  Dennis  read  a paper  on  “Tumors  of 
the  Heart,"  which  was  discussed  by  Dr.  Sanford 
Withers. 

Dr.  Jack  Hutton  presented  a case  of  “Lympho- 
granuloma Inquinale,’’  which  was  discussed  by 
Dr.  John  Ambler. 

Eighty-four  members  of  the  Society  were  pres- 
ent at  this  meeting. 

O.  S.  PHILPOTT, 

Secretary. 

* * * 


EL  PASO  COUNTY 

Dr.  H.  T.  Low  of  Pueblo  and  Dr.  George  Shivers 
of  Colorado  Springs  presented  the  scientific  pro- 
gram at  the  regular  May  meeting  of  the  El  Paso 
County  Medical  Society,  held  at  the  Day  Nursery, 
Wednesday,  May  10. 

Dr.  Low  read  a paper  on  “Transurethral  I’ros- 
tatic  Resection''  and  Dr.  Shivers  presented  a pa- 
per on  “Chordoma.”  Both  papers  were  illustrated 
with  lantern  slides. 

CARL  S.  GYDESEN, 

Secretary. 

* * * 

FREMONT  COUNTY 

Dr.  Maurice  H.  Rees,  Dean  of  the  University 
of  Colorado  Medical  School  and  Hospitals,  was 
the  guest  speaker  at  the  regular  meeting  of  the 
Fremont  County  Medical  Society  held  April  24  in 
the  Municipal  Building  at  Canon  City.  Dr.  Rees 
spoke  on  “Expenses  of  Medical  Care”  and  illus- 
trated his  talk  with  lantern  slides. 

The  Fremont  County  Medical  Society  held  its 
regular  monthly  meeting  May  22  at  Florence.  Dr. 
V.  A.  Hutton  of  Florence  read  a paper  on  “Coro- 
nary Occlusion.”  The  paper  was  discussed  by 
members  of  the  Society. 

A new  constitution  and  by-laws  and  fee  bill 
were  adopted  by  the  Society  at  this  meeting. 

A.  BEE, 
Secretary. 

* * * 


LARIMER  COUNTY 

Dr.  Glen  E.  Cheley  of  Denver  was  the  guest 
speaker  at  the  regular  meeting  of  the  Larimer 
County  Medical  Society  held  Wednesday,  May  3, 
at  Turner’s  Inn.  Dr.  Cheley  delivered  an  address 
on  “Embryology  and  Surgery  of  Clefts  of  the  Lip 
and  Palate.” 

The  scientific  meeting  was  preceded  by  a din- 


ner. 


DUANE  F.  HARTSHORN, 

Secretary. 


PUEBLO  COUNTY 

The  first  May  meeting  of  the  Pueblo  County 
Medical  Society  was  held  Tuesday,  May  2,  at  the 
Hotel  Congress.  Dr.  Leonard  J.  Walsh  was  the 
principal  speaker  and  talked  on  “Problems  in 
Orthodontia.” 

The.  second  May  meeting  was  held  Tuesday, 
May  16,  at  the.  Hotel  Congress.  Dr.  R.  S.  John- 
ston of  La  Junta  was  the  guest  speaker  and  gave 
a talk  cn  “Embolism." 

Dr.  G.  W.  Hawley  of  Bridgeport,  Conn.,  was  the 
guest  speaker  at  the  special  meeting,  held  May 
23,  at  the  Hotel  Congress.  Dr.  Hawley  gave  an 
illustrated  lecture  on  the  “New  Methods  of  Treat- 
ing Fractures.” 

J.  L.  ROSENBLOOM. 

Secretary'. 


ODbituary 


(farbmt  (Sillaapir 

Dr.  Carbon  Gillaspie,  born  in  Sunshine,  Colo- 
rado, July  27,  1879,  son  of  Mr.  and  Mrs.  John  W. 
Gillaspie,  died  suddenly  at  his  Boulder  home,  May 
5,  1933.  He  received  his  preparatory  education 
in  Colorado,  and  his  degree  of  M.D.  from  the 
University  of  Colorado  School  of  Medicine  in  1905. 
On  July  3,  1906,  he  married  Grace  Fairchild  of 
Mexico,  Missouri. 

Dr.  Gillaspie  engaged  in  the  practice  of  his 
profession  at  Nederland  from  1905  to  1909,  when 
he  moved  to  Boulder,  where  he  resided  to  the 
time  of  his  death.  He  was  associate  professor 
of  anatomy  at  the  University  of  Colorado  School 
of  Medicine,  a member  of  the  American  College 
of  Surgeons,  the  American  Association  of  Anato- 
mists, a Fellow  of  the  American  Medical  Associa- 
tion, and  a member  of  the  Colorado  State  Medical 
Society  since  1905. 

Dr.  Gillaspie  was  active  in  civic  affairs  both  in 
Nederland  and  Boulder.  While  practicing  in  Ned- 
erland he  served  as  mayor.  In  Boulder  he  was  a 
member  of  the  city  council  for  six  years,  a member 
of  the  board  of  education  for  six  years  and  a 
director  of  the  Chamber  of  Commerce.  He  was  a 
member  of  the  American  Legion  and  the  Reserve 
Officers  Corps  and  physician  for  the  Veterans 
Bureau. 

Dr.  Gillaspie  is  survived  by  his  widow  and  one 
son,  Dr.  John  D.  Gillaspie,  to  whom  the  Colorado 
State  Medical  Society  extend  their  sincere  sym- 
pathy. 
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WOMAN’S  AUXILIARY 
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EL  PASO 

El  Paso  County  Auxiliary  to  the  County  Medical 
Society  has  elected  new  officers  and  will  immedi- 
ately make  plans  for  the  coming  fall  meeting  of 
the  State  Society. 

The  following  officers  were  elected : 

President,  Mrs.  G.  B.  Webb;  first  vice  presi- 
dent, Mrs.  E.  L.  Timmons  ; second  vice  president, 
Mrs.  Clifford  Goodson;  secretary,  Mrs.  George 
Stine;  treasurer  and  social  secretary,  Mrs.  C.  S. 
Morrison ; corresponding  secretary,  Mrs.  E.  B. 
Liddle. 

The  newly  elected  officers  are  planning  a din- 
ner dance  in  the  very  near  future — this  dinner 
dance  to  include  the  doctors  and  their  families 
and  the  bachelor  members  of  the  County  Society. 


The  fiscal  year  closes  with  election  of  officers 
being  held  throughout  the  state.  These  will  be 
published  as  soon  as  the  reports  are  in  and  com- 
plete. 


PUEBLO 

The  annual  meeting  of  Pueblo  County  Medical 
Auxiliary  was  a luncheon  meeting  held  May  first. 
Tables  and  room  decorations  were  in  spring  flow- 
ers with  candles  of  pastel  shades.  A musical  pro- 
gram was  given  by  the  children  of  the  members 
and  closed  with  a vocal  solo  by  one  of  the  mem- 
bers. The  president,  Mrs.  W.  S.  Johnston,  called 
a short  business  meeting  which  included  officers’ 
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reports  and  reports  of  all  committees  showing  the 
amount  of  work  accomplished  by  this  young  or- 
ganization. Election  of  officers  was  then  held, 
with  the  following  results : Mrs.  J.  J.  Pattee, 
president;  Mrs.  J.  J.  McDonnell,  vice  president; 
Mrs.  R.  E.  Davis,  corresponding  secretary;  Mrs. 
J.  T.  Rosenblum,  recording  secretary;  Mrs.  E.  H. 
Steinhardt,  treasurer;  Mrs.  H.  T.  Low,  auditor; 
Mrs.  J.  J.  Pattee  and  Mrs.  R.  C.  Robe,  delegates 
to  the  state  meeting,  with  Mrs.  ('.  W.  Maynard 
and  Mrs.  F.  J.  Peirce  as  alternates.  With  this 
excellent  selection  of  officers,  Pueblo  should  have 
a most  successful  ye&r  next  year. 


DENVER 

Denver  County  Auxiliary  held  its  last  regular 
meeting  of  the  year  at  the  nurses'  home  of  the 
Denver  General  Hospital  on  Monday,  May  15. 
After  the  annual  business  of  reports,  the  follow- 
ing officers  were  elected:  Mrs.  John  Met 'aw, 
president:  Mrs.  Claude  Cooper,  first  vice  presi- 
dent; Mrs.  Arnold  Minnig,  second  vice  president: 
Mrs.  Clyde  Cooper,  secretary;  Mrs.  Virgil  Sells, 
treasurer;  Mrs.  T.  Mitchell  Burns,  parliamen- 
tarian, and  Mrs.  John  G.  Ryan,  auditor.  The  pro- 
gram consisted  of  musical  selections  by  Miss  Jane 
Reycr,  cellist,  accompanied  by  Hazel  Whait-Reyer. 
The  speaker  of  the  day  was  Dr.  Amos  L.  Beagh- 
ler,  who  spoke  concerning  some  of  the  legitimate 
health  activities  of  the  Auxiliary.  Because  of  the 
excellent  suggestions  given  by  Dr.  Beaghler, 
every  effort  will  be  made  to  publish  his  complete 
talk  in  the  next  news  of  the  Auxiliary  in  the 
July  number  of  Colorado  Medicine.  Mrs.  H.  R. 
McKeen,  retiring  president,  introduced  Mrs.  Mc- 
Caw,  incoming  president,  who  gave  words  of 
greeting  and  hope  for  the  Auxiliary  next  year. 

■ Resides  news'  of  elections,  an  interesting  item 
was  received  from  Mrs.  P.  J.  McHugh,  press  chair- 
man of  Larimer  county,  saying  that  the  wives 
of  the  physicians  of  Erie,  Fort  Collins,  .Johnstown, 
Berthcud,  Loveland,  Estes  Park,  and  Louisville 
were  entertained  by  the  wives  of  the  Longmont 
physicians  Friday,  May  5,  at  luncheon  and  a so- 
cial afternoon  with  music  and  reading  at  the 
home  of  Mrs.  J.  A.  Matlock. 

Our  thoughts  now  turn  to  the  state  meeting, 
which  is  to  be  held  in  Colorado  Springs  this  fall. 
The  activities  of  the  Auxiliaries  have  grown  in 
the  past  few  years  and  more  and  more  are  we 
looking  forward  to  seeing  old  friends  and  mak- 
ing new  ones  at  these  annual  meetings.  The  pro- 
gram will  appear  at  a later  date  in  these  col- 
umns. 


COLORADO  NEWS  NOTES 

+-K- 

COLORADO  SPRINGS— D>-.  Gerald  B.  Webb  and 
Dr.  John  A.  Sevier  attended  the  meeting  of  the 
American  Congress  of  Physicians  and  Surgeons 
at  Washington. 

COLORADO  SPRINGS— Dr.  M.  O.  Shivers  at- 
tended the  annual  meeting  of  the  American  As- 
sociation for  the  Study  of  Goiter  at  Memphis, 
Tenn.,  May  15,  16,  17. 

COLORADO  SPRINGS— Dr.  D.  A.  Vanderhoof 
was  elected  president  of  the  Colorado  Otola- 
ryngological  Society  at  its  annual  meeting  held 
in  Denver,  May  6,  1933. 

DENVER — Dr.  George  B.  Kent  of  Denver  attended 
the  annual  meeting  of  the  American  Association 


for  the  Study  of  Goiter  at  Memphis,  Tenn.,  May 
15,  16,  17. 

FOWLER — Dr.  G.  E.  Van  Der  Schouw  has  re- 
turned after  a vacation  spent  in  Florida. 


AMERICAN  PUBLIC  HEALTH  ASSOCIATION 
Sixty-Second  Annual  Meeting 

The  American  Public  Health  Association,  fore- 
most sanitary  organization  in  the  United  States, 
announces  its  Sixty-second  Annual  Meeting,  to  be 
held  in  Indianapolis,  Indiana,  October  9-12,  1933. 

It  was  in  Indianapolis  in  1900  at  the  Twenty- 
ninth  convention  of  the  American  Public  Health 
Association  that  Dr.  Walter  Reed  read  a paper 
entitled  “The  Etiology  of  Yellow'  Fever — A Pre- 
liminary Note”  indicating  that  the  mosquito 
serves  as  the  intermediate  host  for  the  parasite 
of  yellow  fever.  History  was  being  made  in  the 
Old  German  House  that  day,  yet  it  is  reported 
by  some  of  those  present  that  the  epochal  report 
was  received  with  only  mild  interest. 

At  the  Sixty-second  Annual  Meeting  it  is 
planned  to  honor  the  only  living  participant  in 
the  famous  Yellow  Fever  experiment,  Dr.  John 
Kissinger,  at  a special  memorial  session. 

The  scientific  program  will  discuss  every  aspect 
of  modern  public  health  practice,  from  the  view- 
point of  the  health  officer,  the  laboratory  worker, 
the  epidemiologist,  the  child  hygienist,  the  indus- 
trial hygienist,  the  nurse,  the  vital  statistician,  the 
health  educator,  the  food  and  nutrition  expert, 
the  sanitary  engineer.  Distinguished  scientific 
pronouncements  may  be  expected  from  the  out- 
standing personalities  in  the  public  health  pro- 
fession who  will  contribute  to  the  program. 

The  American  Public  Health  Association,  450 
Seventh  Avenue,  New  York  City,  will  be  glad  to 
send  more  complete  information  about  its  In- 
dianapolis annual  meeting,  to  anyone  interested. 


THE  AMERICAN  COLLEGE  OF  PHYSICIANS 
Chicago,  1934 


The  American  College  of  Physicians  will  hold 
its  Eighteenth  Annual  Clinical  Session  in  Chicago, 
with  headquarters  at  the  Palmer  House,  April 
16-20,  1934. 

Announcement  of  these  dates  is  made  particu- 
larly with  a view  not  only  of  apprising  physicians 
generally  of  the  meeting,  but  also  to  prevent  con- 
flicting dates  with  other  societies  that  are  now 
arranging  their  1934  meetings. 

Dr.  George  Morris  Piersol,  of  Philadelphia,  is 
President  of  the  American  College  of  Physicians, 
and  will  arrange  the  program  of  general  sessions. 
Dr.  James  B.  Herrick,  emeritus  professor  of  medi- 
cine of  Rush  Medical  College,  Chicago,  has  been 
appointed  general  chairman  of  local  arrange- 
ments and  will  be  in  charge  of  the  program  of 
clinics.  Mr.  E.  R.  I.oveland,  executive  secretary, 
133-135  S.  36t.h  Street,  Philadelphia,  Pa.,  is  in 
charge  of  general  and  business  arrangements, 
and  may  be  addressed  concerning  any  feature  of 
the  forthcoming  session. 

NATIONAL  HEALTH  FOUNDATION 


Dr.  William  Muhlberg  of  Cincinnati,  past  presi- 
dent of  the  American  Association  of  Life  Medical 
Directors,  has  been  made  a member  of  the  Board 
of  Trustees  of  the  National  Health  Foundation. 
The  National  Health  Foundation  is  an  institution 
chartered  under  an  Act  of  Congress  in  the  Dis- 
trict of  Columbia.  Its  purpose  is  primarily  one 
of  popular  education  pertaining  to  the  health  of 
mankind. 
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Yellowstone  Park 
Meeting  Postponed 

/'"'SWING  to  the  withdrawal  of  the  Idaho 
State  Medical  Society  from  the  joint 
meeting,  officers  of  the  Wyoming  State 
Medical  Society  have  decided  to  postpone 
the  Yellowstone  Park  meeting  until  some 
other  year. 

Dr.  H.  W.  Stone,  Secretary-Treasurer  of 
the  Idaho  State  Medical  Society,  under  date 
of  April  19,  wrote: 

“I  regret  to  inform  you  that  the  councillors  of 
the  Idaho  State  Medical  Association  have  decided 
that  it  will  be  impossible  for  our  Society  to  meet 
with  Wyoming  in  our  proposed  meeting  at  Yel- 
lowstone Park  in  August  this  year.  The  Council- 
lors felt  that  due  to  financial  conditions  it  would 
not  be  advisable  to  hold  the  meeting  in  a location 
which  is  so  far  removed  from  such  a large  num- 
ber of  our  Idaho  doctors.  The  doctors  from  the 
north  end  of  the  state  would  be  required  to  take 
a drive  of  from  two  to  four  days  in  order  to  get 
there. 

“I  hope  that  conditions  will  be  such  another 
year  that  we  can  meet  with  you  in  Yellowstone, 
and  that  this  will  be  a postponement  of  our  meet- 
ing rather  than  an  end  of  it.  I hope  also  that 
this  decision  will  not  inconvenience  you.” 

It  would  be  most  selfish  and  unfair  for 
Wyoming  alone  to  hold  the  Yellowstone 
Park  meeting.  We  must  realize  the  truth 
of  the  argument  put  forth  by  the  Idaho  State 
Medical  Association,  and  agree  in  postpon- 
ing to  a future  year  our  joint  meeting.  The 
Utah  State  Society  decided  last  year  to 
postpone  the  Yellowstone  Park  meeting. 
Surely  Wyoming  can  only  agree  to  the  post- 
ponement. 

It  is  a great  disappointment  to  all  the 
medical  men  of  Idaho,  Utah,  and  Wyoming 
to  give  up  the  joint  meeting  this  year,  but 


it  only  means  a postponement — never  an 
abandonment  of  the  idea.  Memories  of  the 
past  will  never  fade  and  our  hopes  are  only 
intensified  for  a wonderful  meeting  there  in 
a year  or  two.  Such  great  meetings  can 
never  die,  but  shall  grow  better  and  better 
as  years  roll  on. 

It  is  now  up  to  the  Wyoming  Medical 
Society  to  decide  where  and  when  it  wishes 
to  meet  this  year.  We  have  just  received 
an  invitation  from  the  Cody  doctors  and  the 
Cody  Club  for  the  Society  to  meet  this  year 
in  Cody.  They  showed  us  a good  time 
when  we  met  there  in  1924.  The  last  two 
meetings  have  been  held  on  the  Union  Pa- 
cific in  the  southern  part  of  Wyoming,  and 
it  would  be  fair  to  hold  this  year's  meeting 
in  either  the  central  or  northern  part  of 
the  state. 

The  Sheridan  County  Medical  Society 
would  be  pleased  to  entertain  the  State  So- 
ciety some  time  in  either  August  or  Septem- 
ber. It  is  true  that  Sheridan  was  favored 
in  1930,  but  Sheridan  would  be  pleased  to 
have  the  State  Society  again  this  year  if  it 
is  desired.  Meeting  places  for  the  past  few 
years  have  been  as  follows:  1922,  Sheridan: 
1923,  Laramie:  1924,  Cody:  1925,  Buffalo; 
1926,  Lander;  1927,  Cheyenne:  1928,  Yel- 
lowstone Park;  1929,  Casper:  1930,  Sheri- 
dan; 1931,  Rawlins.  1932,  Rock  Springs. 
Your  President,  Dr.  F.  L.  Beck,  is  putting  it 
up  to  the  membership  to  decide  in  an  article 
in  this  issue.  If  a state  meeting  is  decided 
upon  it  will  have  to  be  held  late  in  the  sum- 
mer, as  it  will  not  be  possible  to  arrange  a 
fine  program  for  the  dates  selected  for  the 
Yellowstone  Park  meeting. 

If  it  is  to  be  a Wyoming  meeting  this  year 
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it  is  up  to  the  Wyoming  doctors  to  make  the 
program  by  presenting  not  two  or  three  pa- 
pers, but  many  of  them.  We  hold  that  our 
own  men  are  on  a par  with  the  medical  men 
of  any  state  in  the  Union.  They  can  deliver 
the  goods  if  they  want  such  a meeting.  It 
is  up  to  the  membership  to  decide;  so  write 
our  President,  Dr.  F.  L.  Beck,  at  Cheyenne, 
your  ideas  on  the  subject  at  once. 

E.  W. 

4 4 4 

Do  You , or  Do  You  Not, 

Want  a State  Society 
Meeting  This  Year? 

jlTEMBERS  of  Wyoming  State  Medical 
Society: 

At  the  Rock  Springs  meeting  last  year  it 
was  fully  understood  that  the  much-talked- 
of  Tri-State  session  at  Yellowstone  Park 
would  be  carried  out  without  a hitch. 
Through  no  fault  of  your  officers,  and  with 
no  criticism  of  the  action  of  the  Montana 
Society,  the  officers  of  that  state  found  they 
could  not  meet  beyond  the  state  boundary 
lines.  Recently  the  councillors  of  the  Idaho 
Society  decided  that  they  cannot  ask  their 
men  to  make  the  long  trip  from  northwest 
Idaho  to  the  park  and  hence  feel  that  in  this 
time  of  depression  they  are  justified  in  with- 
drawing from  the  Park  meeting  plan. 

Your  secretary  has  endeavored  to  get  the 
sentiment  of  the  county  secretaries  as  to  ( 1 ) 
going  ahead  on  our  own  with  a Park  meet- 
ing; (2)  holding  a two-day  session  at  some 
other  point  with  the  idea  of  having  a union 
meeting  in  the  Park  in  a year  or  two  when 
financial  conditions  are  improved;  (3) 
abandoning  the  idea  of  holding  any  meet- 
ing this  year,  as  it  is  reported  some  states 
are  doing. 

Objections  to  holding  a Park  meeting  are 
the  large  expense  to  which  the  Society 
would  be  obligated  and  the  improbability  of 
leading  men  from  the  East  and  West  being 
willing  to  travel  long  distances  to  appear 
before  a small  group  instead  of  the  large 
gathering  we  had  expected  to  have.  Objec- 
tions to  the  second  plan  exist  in  the  general 
lethargic  condition  in  which  we  all  find  our- 
selves, and  the  very  real  desire  in  many  not 
to  lose  any  opportunity  to  make  a dollar 


nor  to  expend  any  funds  except  for  necessi- 
ties. 

Objections  to  abandoning  the  holding  of 
a session  this  year  are  that  the  House  of 
Delegates  should  meet  for  the  transaction  of 
business  and  the  election  of  officers  and  that 
we  all  need  to  get  together  for  acquaintance' 
sake  and  the  renewal  of  old  friendships,  to 
say  nothing  of  the  inspiration  to  better  work, 
the  new’  ideas  acquired  or  the  confirmation 
of  the  value  of  our  own  methods  that  come 
from  meeting  our  fellows  in  conferences, 
discussions,  and  clinics. 

While  the  disruption  of  our  plans  at  this 
late  date  is  a very  serious  blow,  your  offi- 
cers are  loath  to  believe  that  it  would  be 
impossible  to  carry  on  and  have  a splendid 
meeting  at  a later  date,  say  September  or 
October.  However,  replies  received  to  date 
w'ould  indicate  that  a majority  prefer  to 
wait  until  next  year  and  then  have  a big 
Park  meeting  even  if  we  go  it  alone.  But 
we  wish  the  opinion  of  every  member  of 
the  Society. 

What  is  your  thought  in  the  matter, 
brother?  Reach  for  the  fountain  pen  and 
a three-cent  stamp  or  a postal  card  and  let 
us  know'  at  once,  addressing  F.  L.  Beck, 
President,  Wyoming  State  Medical  Society, 
408  Hynds  Building,  Cheyenne,  Wyo. 


(0  b i t u a r g 


Albrrt  t.  ISroitmrigg 

Dr.  Albert  E.  Brownrigg,  Manager,  Veterans 
Administration  Faculty,  Sheridan,  Wyoming, 
since  September  1,  1932,  died  at  his  home  in 
Nashua,  New  Hampshire,  Wednesday,  May  3, 
1933.  Funeral  services  will  be  held  in  the  Main 
Street  Methodist  Church  of  that  city  at  2:00  p.  m. 
Saturday,  May  6,  1933. 

He  was  born  in  Pictou,  Nova  Scotia,  Canada, 
September  28,  1872.  After  completing  his  pre- 
liminary college  education,  he  entered  the  Balti- 
more Medical  College,  now  the  University  of 
Maryland,  and  was  graduated  in  1897.  This  was  * 
followed  by  special  graduate  work  at  the  Harvard 
Medical  College,  for  which  he  received  a “cum 
laude”  degree  as  Doctor  of  Medicine.  Being  in- 
terested in  the  treatment  of  nervous  and  mental 
diseases,  shortly  following  his  medical  college 
work  he  became  a member  of  the  staff  at  the 
New  Hampshire  State  Hospital,  and  early  in  his 
career  became  prominent  in  medical  circles.  We 
who  worked  with  him  recognized  his  ability  not 
only  as  a psychiatrist  and  executive  officer  in 
hospital  work,  but  also  that  he  was  exceptional- 
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ly  well  informed  in  general  medicine  and  sur- 
gery. 

During  Dr.  Drownrigg’s  stay  in  Sheridan,  he 
made  several  talks  before  various  organizations, 
some  of  which  he  was  a member,  and  contrib- 
uted freely  to  local  activities. 

Prior  to  March  8,  he  appeared  to  be  in  quite 
vigorous  health,  although  there  was  some  history 
later  obtained  of  symptoms  which  may  have  re- 
ferred to  early  developments  of  his  fatal  illness. 
On  the  evening  of  this  date,  Dr.  Brownrigg  called 
one  of  our  staff,  at  which  time  the  first  definite 
symptoms  of  his  last  illness  was  observed.  Al- 
though he  continued  performing  his  usual  duties, 
he  did  not  improve  to  any  great  extent.  During 
the  night  of  April  8 his  condition  became  very 
serious  and  remained  so  without  improvement, 
and  he  was  unable  to  return  to  duty.  Dr.  Brown- 
rigg, throughout  his  illness  while  he  remained 
at  this  station,  continued  in  his  usual  good  spirits, 
cordial  and  appreciative  to  everyone  for  favors 
shown  him  or  assistance  rendered  during  his  ill- 
ness. Prior  to  leaving  Sheridan  he  full  realized 
the  seriousness  of  his  condition  and  at  his  own 
request,  after  conferring  with  one  of  our  consult- 
ing staff,  arrangements  were  made  for  his  re- 
turn to  his  home  at  Nashua,  New  Hampshire. 
Upon  departure  from  Sheridan,  many  of  his 
friends  were  at  the  station.  His  condition  was 
such  that  he  could  not  greet  each  of  them  per- 
sonally, but  when  leaving  the  station  he  asked 
that  the  drawing  room  window  be  raised  and  re- 
ciprocated their  farewell  greetings  by  waving  to 
them  and  further  extended  his  best  wishes 
through  those  who  had  an  opportunity  to  speak 
with  him  in  the  drawing  room.  Enroute  to  his 
home  he  was  met  by  friends,  one  of  them  Dr. 
Harry  R.  Carson,  formerly  in  charge  of  this  sta- 
tion, who  advised  that  he  was  given  every  assist- 
ance possible  in  transfer  at  Chicago. 

To  Mrs.  Brownrigg  and  relatives,  in  behalf  of 
the  personnel  at  Fort  Mackenzie  and  his  friends 
in  Sheridan,  we  wish  to  extend  our  sympathy 
in  their  bereavement  in  the  loss  of  Dr.  Brown- 
rigg. our  distinguished  citizen. 

THOS.  G.  McLIN. 

— ■ >4+ 

WYOMING  NEWS  NOTES 
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SHERIDAN  COUNTY 

The  Sheridan  ( 'ounty  Medical  Society  held  a 
special  meeting  at  the  home  of  Dr.  and  Mrs.  E.  G. 
Dennison,  Tuesday,  April  25- 

This  meeting  was  arranged  as  a special  scien- 
tific meeting.  It  was  felt  that  sufficient  time  for 
discussion  of  papers  presented  was  not  allowed 
following  the  regular  monthly  meetings  of  the 
staff  of  the  Sheridan  County  Memorial  Hospital 
held  the  second  Tuesday  of  each  month.  It  had 
been  voted  two  weeks  before  to  hold  meetings  of 
the  Sheridan  County  Medical  Society  on  the 
fourth  Tuesday  of  each  month  as  strictly  scien- 
tific meetings. 

Nearly  all  the  members  of  the  Society  attended 
this  meeting  and  the  following  program  was  en- 
joyed by  those  present : 

“Coronary  Occlusion,”  by  Dr.  L.  C.  Meredith: 
“Therapeutics  of  the  Intravenous  Drip,”  by  Dr. 
J.  E.  Carr.  Discussion  which  followed  each  paper 
greatly  added  to  the  program. 

Following  the  program  delightful  refreshments 
were  served  by  the  hostess. 


A Health  Department 

A health  department,  whether  federal, 
state,  or  local,  is  an  agency  of  government 
created  by  the  people  for  mutual  protection 
against  a host  of  common  enemies — enemies 
just  as  real  and  much  more  destructive  in  a 
given  period  of  time  than  would  be  the 
enemy  of  an  invading  country. 

Its  activity  is  directed  to  the  prevention 
and  control  of  disease  and  to  the  promotion 
of  higher  standards  of  health  rather  than  to 
the  treatment  and  cure  of  disease.  It  deals 
with  cause  rather  than  effect,  for  a case  of 
disease  is  the  effect  of  a preceding  cause.  It 
is  the  organized  effort  of  society  to  control 
cause  and  prevent  effect  just  as  truly  as  the 
system  of  jurisprudence  is  society’s  effort 
to  control  crime  and  protect  civil  rights. 
That  the  causes  with  which  it  is  concerned 
are  less  obvious  to  the  eye  than  the  causes 
of  crime,  does  not  mean  they  are  less  real 
but  only  that  they  are  the  more  insidious, 
treacherous,  and  dangerous.  The  child 
strangling  with  diphtheria  is  attacked  by  an 
enemy  as  real  as  the  child  throttled  by  a 
criminal. 

Fundamentally  the  purposes  of  preventive 
medicine,  as  carried  out  by  the  health  de- 
partment, are  to  postpone  the  event  of 
death,  to  make  life  more  livable  by  the  con- 
trol of  preventable  sickness,  and  to  promote 
human  happiness  by  the  prevention  of  hu- 
man suffering. — Dr.  E.  L.  Bishop,  Commis- 
sioner of  Health,  State  of  Tennessee. 


Vera  Cruz  Goes  Modern 

News  comes  from  Vera  Cruz  that  they 
have  legalized  birth  control  in  the  steriliza- 
tion of  criminals  and  mental  defectives. 
They  are  going  to  prevent  the  marriage  of 
persons  who  are  mentally  defective.  This 
new  law  is  the  result  of  the  efforts  of  Dr. 
Salvador  Mendoza.  The  law  will  be  en- 
forced under  the  State  Bureau  of  Eugenics 
and  Mental  Hygiene.  Sex  education  is  to 
be  made  obligatory,  and  the  treatment  of 
social  diseases  and  evils  is  also  made  oblig- 
atory in  Vera  Cruz. 


Take  this  Journal  home  to  your  wife. 


Tuberculosis  Abstract. 


A Review  for  Physicians 

ISSUED  MONTHLY  BY  THE  NATIONAL  TUBERCULOSIS  ASSOCIATION 
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TUBERCULOSIS  in  the  American  Negro  with  its  high  mortality  rate  is  an  urgent 
problem.  The  literature  dealing  with  this  subject  has  much  to  say  as  to  the  pres- 
ence or  absence  of  a racial  susceptibility  of  the  Negro  to  this  disease.  Many  of  the 
theories  advanced,  however,  rest  on  conjectural  rather  than  factual  evidence,  and  there 
is  a notable  lack  of  definite  clinical  and  pathological  data. 

Pinner  and  Kasper  compared  and  reported  the  postmortem  findings  in  303  Negro 
and  219  white  patients  dead  of  tuberculosis.  The  study  not  only  points  out  certain  sig- 
nificant differences  between  the  two  races,  but  also  throws  light  on  the  pathogenesis  of 
tuberculosis  in  general.  An  abstract  of  the  article  follows. 


TUBERCULOSIS  IN  THE  NEGRO 


The  authors  were  impressed  by  apparently  sig- 
nificant differences  between  colored  and  white 
patients  dead  of  tuberculosis  and  decided  to  replace 
their  impressions  by  carefully  collected  data.  It 
has  been  shown  that  the  most  significant  factor 
in  the  development  of  tuberculosis  is  the  propaga- 
tion of  lesions  within  the  body,  and  that  one  of 
the  most  important  and  probably  the  only  definitely 
established  fact  about  immunity  is  the  diminution 
of  spread  of  reinfecting  bacilli  in  a sensitized  or- 
ganism as  compared  with  a non-allergic  one.  A 
comparison  of  white  and  colored  patients  dead  of 
tuberculosis  as  to  the  relative  frequency  of  lym- 
phatic and  haematogenous  spread  (paying  partic- 
ular attention  to  the  type  and  extent  of  metastases) 
was  deemed  to  be  of  value  in  that  it  would  indicate 
with  fair  reliability  the  degree  of  resistance  during 
life.  Some  of  the  more  notable  findings  are  as 
follows : 

Miliary  Tuberculosis 

Miliary  tuberculosis  was  found  at  least  twenty 
per  cent  more  frequently  in  the  Negro  in  every 
decade  of  life  up  to  50  and  this  is  believed  to  be 
indicative  of  a low  level  of  resistance.  However, 
since  on  the  other  hand  it  may  indicate  nothing 
more  than  a mechanical  accident,  all  cases  of  mil- 
iary tuberculosis  are  excluded  from  further  con- 
sideration, and  the  remaining  data  deal  with  190 
Negroes  and  185  whites. 

Haematogenous  Spread 

Pointing  out  that  the  absence  of  metastases 
does  not  mean  that  blood  stream  invasion  has  not 


occurred  but  may  rather  denote  the  degree  of 
resistance  (specific  or  non-specific)  to  such  spread, 
the  authors  observe  that  haematogenous  propaga- 
tion occurs  twice  as  often  in  the  Negroes  as  in 
the  whites,  only  grossly  visible  lesions  being  taken 
into  account. 

Lymphatic  Spread 

From  the  point  of  view  of  resistance,  spread 
via  the  lymphatics  regularly  occurs  following  first 
localization  and  indicates  presumably  that  state  of 
resistance  which  is  characteristic  of  “virgin  soil.” 

Eliminating  all  calcified  foci  in  lymph  nodes 
since  they  might  be  part  of  the  primary  complex 
and  taking  into  consideration  only  grossly  visible 
lesions,  spread  via  the  lymphatics  occurred  nearly 
seven  times  as  frequently  in  the  colored  as  in  the 
white  group. 

Isolated  Phthisis 

In  contrast  to  the  foregoing  is  the  occurrence 
of  isolated  phthisis  or  tuberculous  disease  of  one 
organic  system  with  no  evidence  of  involvement 
of  distant  organs,  and  which  would  presumably 
indicate  a high  degree  of  resistance. 

This  type  of  lesion  was  present  in  nearly  half 
the  white  patients  and  less  than  3 per  cent  of  the 
Negroes. 

Duration  of  Disease 

This,  information  which  was  available  for  96 
whites  and  47  Negroes  gave  a total  average  for 
Negroes  of  324  days  and  for  whites  995  days. 

The  authors  were  aware  that  the  nature  of 
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their  material  (postmortem)  imposes  limitations, 
since  the  differences  noted  between  the  two  races 
are  probably  more  pronounced  on  the  postmortem 
table  than  in  a sanatorium,  and  more  definitely 
there  than  in  an  ambulant  clinic.  Nevertheless 
they  feel  that  the  material  presented  justifies  some 
rather  definite  conclusions.  In  summary  they  find 
that  the  differences  between  Negroes  and  whites 
are  as  follows: 

“The  Negro  shows  much  more  frequently 
haematogenous  and  lymphogenous  spread  after 
a definite  focus  of  tuberculosis  is  established;  this 
tendency  is  indicated,  too,  by  the  fact  that  miliary 
tuberculosis  is  greatly  more  frequent  in  the  Negro 
at  all  ages.  His  foci  are  more  frequently  exudative 
in  nature,  they  are  more  frequently  massive,  and 
more  often  surrounded  by  collateral  infiltrations 
or  haemorrhagic  zones.  The  most  conspicuous  of 
the  differences  is  the  much  greater  tendency  to 
lymphatic  involvement.  The  Negro  exhibits  at 
times  a predominantly  lymphatic  involvement, 
which  is  an  exceedingly  rare  occurrence  in  white 
adults.  A generalized  nodular  tuberculosis  occurs 
in  some  instances  in  Negroes  which  is  hardly  ever 
seen  in  whites.  In  addition,  tuberculous  lesions  in 
the  Negro  perforate  more  often  than  in  whites.” 

These  pathological  peculiarities  in  the  Negro 
are  submitted  as  proof  of  a diminished  resistance. 

Various  Theories  Analyzed 

Several  writers  have  offered  explanations  to  ac- 
count for  the  lower  resistance  of  the  Negro: 

a)  It  is  said  that  the  Negro , having  been  in 
contact  with  tuberculosis  for  a much  briefer  time 
than  the  white  has  not  as  yet  had  an  opportunity 
to  acquire  the  same  measure  of  “ inherited  im- 
munity.” 

The  authors  reply  that  this  stands  on  unsafe 
ground  since  a true  inheritance  of  acquired  im- 
munity has  never  been  demonstrated. 

b)  It  is  said  that  the  Negro  escapes  childhood 
infection  more  frequently  than  the  whites ; there- 
fore, an  infection  acquired  later  in  life  occurs  in 
virgin  ( non-allergic ) soil  and  produces  rapidly 
progressive  (< childhood  type,>  tuberculosis. 

The  authors  point  to  the  results  of  large  sur- 
veys, notably  those  of  Opie  and  Aronson,  which 
indicate  clearly  that  this  theory  must  be  abandoned. 

c)  It  is  alleged  that  the  apparent  differences  are 
due  to  environmental  conditions  and  to  the  mental 
attitude  of  the  Negro  in  regard  to  disease. 
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Metastases  in  single  organs  more  frequent  in  Negroes  than  in  whites. 
(Submitted  as  partial  evidence  of  lower  resistance  in  the  Negro.) 

The  authors  comment  that  undoubtedly  the 
greater  opportunity  for  infection  in  crowded,  un- 
sanitary quarters  from  many  undiagnosed  cases  of 
open  tuberculosis  is  probably  one  of  the  most  im- 
portant factors  causing  the  high  tuberculosis  inci- 
dence in  the  Negro,  but  it  is  difficult  to  see  how 
environmental  conditions  contribute  to  the  quali- 
tative peculiarities  in  Negroes.  When  unfavorable 
living  conditions  in  Germany  sent  the  tuberculosis 
mortality  soaring,  no  reports  came  forth  to  tell  of 
qualitative  changes  in  the  course  and  in  the  ana- 
tomical character  of  the  disease. 

d)  It  is  suggested  that  there  exists  a true  racial 
difference  between  the  two  races,  which  confers 
high  resistance  on  one  and  low  resistance  on  the 
other  race. 

This  hypothesis  recommends  itself  strongly  to 
the  authors  because  of  the  apparent  impossibility  of 
explaining  the  matter  by  any  other  alternative, 
and  while  this  does  not  constitute  proof,  it  seems 
at  the  present  time  the  logical  postulate  and  further 
studies  should  show  whether  it  can  be  converted 
into  an  actual  fact. 

They  would  deplore  violent  attacks  against  such 
a theory  on  the  ground  that  its  acceptance  might 
paralyze  campaign  measures  now  in  use. 

Pathological  Peculiarities  of  Tuberculosis  in  the 
American  Negro,  Max  Pinner  and  Joseph  A.  Kas- 
per, Am.  Rev.  of  Tuberc.,  Nov.  1932. 
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For  uniform  temperature  and 
a valuable  aid  to 
robust  health 


Sig: — Take  Daily,  Fall  to  Spring 

This  prescription  can  be  filled  at 
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“DRYCO  Babies”  are  fortified  against  the  hot  dags 
of  July  and  August  because: 


PRESCRIBE 


DRYCO 


Made  from  superior  quality  milk  from  which  part  oj  the 
butterjat  has  been  removed,  irradiated  by  the  ultraviolet 
ray,  under  license  by  the  Wisconsin  Alumni  Research 
Foundation  (U.  S.  Patent  Wo.  1,680,818),  and  then  dried 
by  the  “Just"  Roller  Process. 

ALL  DRYCO  IN  THE  HANDS  OF 
DRUGGISTS  IS  IRRADIATED 


] DRYCO  is  free  from  all  pathogenic  bacteria, 
therefore  no  danger  of  milk-borne  infection. 
It  requires  no  refrigeration. 

2 DRYCO  meets  the  needs  of  babies — sick  or 
well.  One  of  its  great  advantages  is  the  pos- 
sibility of  varying  the  relation  between  wa- 
ter, fat  and  other  elements  of  the  milk.  Its 
lowered  fat  content,  its  flexibility  (Dryco 
can  be  given  in  all  degrees  of  concentrations 
and  modifications)  allow  of  easy  regulation 
of  the  quantity  of  water  to  be  ingested  for  a 
given  amounts  of  nutritive  elements. 

3 DRYCO  is  digested  and  assimilated  when 
other  foods  fail.  “It  has  been  the  author’s 
clinical  observation  that  dry  milk  is  better 
tolerated  by  those  infants  who  have  already 
received  a food  injury  than  raw  milk  or 
boiled  milk  mixtures.” 

and  because  of  the  added  Vitamin  D Content 

llahieg  receive  a 11  t o m a t i c protection 
against  rickets,  the  most  common  nu- 
tritional iliscase  of  infancy  and  childhood. 

THE  DRY  MILK  COMPANY,  Inc. 

Dept.  C,  205  En*t  42nd  St.,  New  York 

| Please  send:  Acute  & Habitual  Vomiting  in  Infants,  Diarrhea, 

1 Milk'  Irradiated  by  the  Carbon  Arc  Lamp  (Abs).  The  Prevention 
f and  Cure  of  Rickets  through  Irradiated  Milk;  Dryco — The  Irradi- 
! pted  Milk  (Booklet) . 
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OFFICERS 

FRANK  J.  WALTER  GUY  M.  HANNER  JOHN  ANDREW,  M.D.  SISTER  SEBASTIAN  WALTER  G.  CHRISTIE  WILLIAM  S.  McNARY 

President  President-Elect  First  Vice  President  Second  Vice  President  Treasurer  Exec.  Sec.  Univ.  of  Colo. 

Saint  Luke’s  Hospital  Beth-El  Hospital  Longmont  Hospital  Mercy  Hospital  Presbyterian  Hospital  School  of  Med.  and  Hosps. 

Denver  Colorado  Springs  Longmont  Denver,  Colorado  Denver  Denver 


J.  E.  SWANGER  GUY  M.  HANNER 

Modem  Woodmen  of  America  Beth-El  Hospital 
Sanatorium  Colorado  Springs,  Colo. 

Woodmen,  Colorado 


— TRUSTEES 

G.  WALTER  HOLDEN,  M.D.  MAURICE  H.  REES,  M.D.  ROBERT  B.  WITHAM 

Denver,  Colorado  Univ.  of  Colo.  School  of  Children’s  Hospital 

Medicine  and  Hospitals  Denver,  Colorado 

Denver.  Colorado. 


Coming  Meetings: 

Colorado  Hospital  Association  Meeting — Pueblo, 
June  27. 

Catholic  Hospital  Association  Meeting — Saint 
Louis,  June  12-15. 

American  Protestant  Hospital  Association — 
Milwaukee,  September  8-11. 

American  Hospital  Association  Meeting — Mil- 
waukee, September  11-15. 

American  College  of  Surgeons  Meeting — Chi- 
cago, October  9-12. 

American  Dietetic  Association  Meeting,  Chi- 
cago, October  9-12. 

* * * 

Hospital 

Insurance 

The  following  resolution  was  passed  by 
the  trustees  of  the  American  Hospital  Asso- 
ciation: 

Resolved,  that  the  Board  of  Trustees  of 
the  American  Hospital  Association  approves 
the  principle  of  hospital  insurance  as  a prac- 
tical solution  of  the  distribution  of  the  costs 
of  hospital  care,  which  would  relieve  from 
financial  embarrassment  and  even  from  dis- 
aster in  the  emergency  of  illness  those  who 
are  in  receipt  of  limited  incomes:  The  trus- 
tees, therefore,  refer  this  subject  to  the 
Council  on  Community  Relations  and  Ad- 
ministrative Practice  for  further  study  and 
recommendations. 

The  action  of  the  Trustees  in  adopting 
the  resolution  approving  group  hospitaliza- 
tion will  be  a very  important  factor  in  the 
decision  of  hospitals  which  have  been  de- 
bating as  to  whether  or  not  they  should 
adopt  such  a plan.  In  approving  the  plan, 
the  American  Hospital  Association  calls  the 
attention  of  hospital  administrators  to  the 
necessity  for  being  very  careful  as  to  what 
plans  they  adopt,  and  to  the  selection  of  re- 
sponsible organizations  to  assist  in  the  un- 
dertakings. Following  the  report  of  the 
Committee  on  the  Cost  of  Medical  Care,  ap- 
proximately five  hundred  different  groups 
were  organized  to  sell  this  insurance,  each 
having  a plan  of  its  own.  Some  are  sound 


and  ethical:  others  are  not.  Hence,  caution 
should  be  observed. 

The  American  Hospital  Association  fur- 
ther recommends  that  in  communities  where 
there  are  more  than  one  hospital  the  group 
plan  be  put  into  effect  jointly  by  all  the  hos- 
pitals. This  will  allow  the  patients  abso- 
lute freedom  of  choice  in  the  matter  of  se- 
lecting physicians  and  hospitals. 

* <4 

Six  Principles  of 
Group  Hospitalization 

Dr.  Malcolm  T.  MacEachern,  Associate 
Director  of  the  American  College  of  Sur- 
geons, has  outlined  six  points  which  should 
be  considered  in  organizing  any  group  hos- 
pitalization plan.  They  are  as  follows: 

1.  That  the  patient  should  have  free 
choice  of  approved  hospitals  in  the  com- 
munity and  free  choice  of  attending  physi- 
cian from  the  staff  of  the  hospital  con- 
cerned. 

2.  That  the  fees  for  hospitalization  and 
medical  services  be  adequate  and  entirely 
separate,  the  attending  doctor  collecting  his 
own  fees  independently. 

3.  That  there  be  no  limitation  of  essen- 
tial hospital  or  medical  services. 

4.  That  any  solicitation  for  business  or 
membership  be  carried  on  entirely  outside 
the  hospital  or  medical  group  concerned,  but 
in  accordance  with  ethical  practices  en- 
dorsed by  the  local  medical  society  and  lo- 
cal hospital  association. 

5.  That  any  plan  of  group  hospitaliza- 
tion or  medical  care  have  the  endorsement 
of  organized  medicine  and  hospitals. 

6.  That  the  best  interests  of  the  patient 
be  always  of  primary  consideration  and 
that  the  relation  of  patient  and  physician 
be  maintained  so  as  to  preserve  the  status 
of  the  independent  practitioner  of  medicine. 


Eleven 
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BUILDING  THE  DOCTOR’S  SURPLUS 


In  the  previous  issue  of  “Colorado  Medi- 
cine” we  stated  that  constant  supervision  of 
investments  was  one  of  the  most  important 
principles  in  the  successful  building  of  an 
income  producing  surplus.  The  rapid  rate 
at  which  our  economic  life  has  changed  in 
the  past  sixty  days  makes  it  imperative  that 
we  devote  another  article  to  this  important 
principle. 

The  need  for  supervision  might  be  traced 
back  for  many  decades.  However,  space 
does  not  permit,  so  let  us  look  at  the  super- 
vised fund  since  January  1,  1930.  At  that 
time  capable  supervision  realized  that  we 
were  entering  a period  of  decreasing  busi- 
ness and  an  adjustment  of  all  security  val- 
ues. As  it  was  impossible  in  advance  to 
foretell  the  extent  of  this  adjustment,  the 
supervised  fund  was  invested  in  those  se- 
curities which  would  be  the  least  affected 
by  decreasing  earnings,  such  as  the  utilities, 
foods,  drugs  and  specialties  like  Gillette  or 
Coca-Cola.  While  this  fund  received  a 
shrinkage  of  values,  earnings  were  main- 
tained at  approximately  the  1929  figure. 


In  the  past  sixty  days  we  have  gone  from 
the  black  despair  of  the  bank  holiday  to  the 
present  outlook  of  a future  brightened  by 
increasing  business,  increasing  earnings  and 
rising  commodity  prices.  But  all  corpora- 
tions will  not  benefit  equally  from  this  ex- 
pansion of  business.  Some  have  large  in- 
ventories which  will  add  to  earnings  with 
rising  commodity  prices.  Some  are  depend- 
ent upon  industries  which  are  lagging  be- 
hind the  growth  of  this  country.  For  ex- 
ample, intelligent  supervision  now  dictates 
the  sale  of  utilities  and  the  purchase  of  the 
rails,  steels,  chemicals,  etc. 

There  is  no  absolutely  secure  investment. 
Since  this  is  true,  all  investments  need  con- 
stant supervision,  and  wise  supervision  will 
keep  an  investment  fund  in  tune  with  chang- 
ing economic  conditions — we  may  truthfully 
say  that  never  before  has  the  financial  world 
experienced  a greater  need  for  supervision 
of  investments  than  at  present. 

WOODFORD  MATLOCK,  Jr. 


$395,000.00 

worth  of 

INCORPORATED  INVESTORS 

were  purchased  by  Colorado 
investors  during  the  last  month. 

Incorporated  Investors  may  be  purchased  for  cash  or  by  means  of  an 
Investors  Mutual  Fund,  a time  purchase  plan,  for  as 
little  as  $10  a month. 


SIDLO,  SIMONS,  DAY  6-  COMPANY 

First  National  Bank  Bldg.  Denver  TAbor  6271 

Please  send  information  on — 

Cl  Incorporated  Investors  Name 

Address 


□ Investors  Mutual  Fund 
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BABY  LAND 

A.  Complete  Line  of  Infants  Wear 

Hygienic  undergarments  recommended  by 
the  medical  professon. 

Dainty  coats,  bonnets,  dresses,  bootees, 
blankets. 

Telephone  orders  invited.  We 
gladly  send  any  article  on  ap- 
proval to  your  hospital  or  resi- 
dence. 


Mohana’s  Baby  Land 

Only  One  Store 

612-14  Sixteenth  St.  Keystone  6000 
Denver 


Printing 

in  All  Its  Forms 


— for  Physicians,  Dentists, 
Hospitals,  Sanitariums 


Stationery  — engraved  or 
printed,  booklets,  profes- 
sional cards,  programs  or 
whatever  you  may  need. 


We  ask  the  privilege  of 
planning  your  designs 


Reprlnta  from 
Colorado  Medicine 
our  Specialty 


Western  Newspaper  Union 

P.  O.  Box  1320 
Denver,  Colorado 


National 
Hospital  Day 

^pHE  first  task  of  the  State  Committee  on 
Public  Relations  was  the  carrying  out  of 
the  program  of  National  Hospital  Day.  May 
12.  Throughout  the  state,  the  day  was  ob- 
served by  appropriate  publicity — gather- 
ings in  the  hospitals,  radio  talks,  and  ad- 
dresses before  luncheon  clubs.  In  Denver, 
two  of  the  civic  groups  turned  their  meet- 
ings over  to  the  hospitals.  Each  of  the 
Senior  High  Schools  gave  one  of  its  assem- 
bly hours  to  speakers  who  addressed  the 
students  on  the  subject  of  hospitals.  KOA 
and  KLZ  each  turned  over  a period  during 
the  day’s  program  to  the  hospital  people  so 
that  speeches  might  be  broadcasted. 

The  National  Committee  was  very  active 
likewise;  and  on  National  Hospital  Day  pre- 
sented special  programs  over  the  National 
and  Columbia  broadcasting  systems.  Also 
during  the  day  mention  was  made  of  Na- 
tional Hospital  Day  in  other  programs  over 
both  of  these  national  systems. 

Your  committees,  both  national  and  local, 
are  attempting  to  place  hospitals  before  the 
public  in  an  ethical  way,  not  for  the  benefit 
of  any  standard,  approved  hospital  more 
.than  another,  but  in  an  effort  to  make  the 
public  hospital-minded.  The  speeches  and 
newspaper  releases  sent  out  by  the  national 
committee  for  the  purpose  of  contacting  the 
public  have  been  utilized  by  many  of  our 
local  administrators  during  the  past  two 
weeks. 

* >4  * 

A New 
Racket 

It  has  been  reported  that  individuals  are 
soliciting  in  the  Denver  business  offices  for 
magazine  subscriptions,  stating  that  they  are 
members  of  a certain  training  school  in  Den- 
ver, and  are  compelled  to  use  this  means  of 
defraying  their  training  school  expenses. 
One  of  the  solicitors  gave  her  name  as 
“Cousins,”  and  stated  that  she  was  working 
with  a crew  of  six  solicitors  under  the  super- 
vision of  a “Mr.  Hughes."  The  hospital 
with  which  she  claimed  to  be  enrolled  re- 
ports that  it  has  not  at  this  time  and  never 
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PAINTING  and  PAPERHANGING 

Interior  Decorating,  Interior  and  Exterior  Painting,  Varnish- 
ing of  all  kinds,  Paper  Cleaning  and  Wall  Washing — Wall 
Paper  removed  by  the  latest  steam  process.  Electric  system 
of  Floor  Cleaning,  Scrubbing,  Waxing,  Polishing.  Spray 
Painting. 

GEO.  C.  BERGMAN  DECORATING  CO. 

1953  Pennsylvania  Street  TAbor  2'909 


TAbor  1830 


1534  COURT  PL. 


STURGEON  ELECTRIC  CO. 

D.  D.  (DAVE)  STURGEON 

1 for  your  old  coffee  pot  on  the  pur- 
^ chase  of  new  Silex  Coffee  Maker. 

REPAIRING  APPLIANCES  LAMPS 


W.T.  ROCHE 

Ambulance  Service  Co. 


The  organization  which  gave  Denver  and 
vicinity  its  first  real  ambulance  service. 

For  eleven  years  we  have  maintained  serv- 
ice and  confidence  of  our  patrons. 

We  will  continue  to  do  our  utmost  to  earn 
your  approval  and  patronage. 

YOrk  0900  YOrk  0901 


18th  at  Gilpin 


SANITARY  SPECIALTIES  COMPANY 

2819-21  Larimer  St.  Manufacturers  and  Jobbers  DENVER,  COLORADO 

OBSTETRIC  NAPKINS 
CRESOLIS  COMPOSITUS 
DEODORANTS 
FLOOR  WAXES 

HOSPITAL  SOAP  EQUIPMENT 

“ Everything  for  the  Sanitation  and  Maintenance  of  Hospitals  and  Institutions ’’ 


NEUTRAL  CLEANING  SOAPS 
INFANT’S  LIQUID  SOAP 
LIQUID  TOILET  SOAPS 
GREEN  SOAP  U.  S.  P. 
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FERRIC  AMMONIUM 
CITRATE  JQederle 


FOR  INCREASING  HEMOGLOBIN 


^LINICAL  work  during  the  last  two  years  shows 
^ that  secondary  anemias  due  to  hemorrhage,  in- 
adequate diet,  chlorosis,  usually  respond  satisfac- 
torily whenlargedosesof  iron  areadministered.  Cer- 
tain cases  of  pernicious  anemia  in  which  a complete 
remission  has  not  been  established  by  even  large 
amounts  of  liverextract  also  improve  rapidly  when 
ferric  ammonium  citrate  is  included  in  the  treatment. 

FERRIC  AMMONIUM  CITRATE  Lederte 

supplied  in  bottles  containing  loocapsules,eachcapsule 
containing  approximatelyo.5gram(7grains)of  thesalt, 
equivalent  to  0.08  gram  (1.25  grains)  of  metallic  iron. 
Literature  on  Request 

Distributed  by 

HEALY  & OWENS 

1400  Larimer  Denver,  Colorado 

LEDERLE  LABORATORIES,  Inc.,  New  York 


WHEEL  CHAIRS  FOR  SALE  OR  RENT 

WM.  JONES 

Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 
Phone  KEystone  2702 
Denver,  Colo. 


has  had  in  its  training  school  a person  of 
the  name  given. 

Certainly  this  is  a new  scheme  for  ‘‘mak- 
ing their  way  through  college.” 


BOOK  REVIEWS 


(Continued  from  Page  236) 

Medicine  and  the  State.  By  Sir  Arthur  News- 
holme,  K.C.B.,  M.D.,  F.R.C.P.,  with  foreword 
by  William  H.  Welch,  M.D.,  LL.D.;  London. 
George  Allen  and  Unwin,  Ltd.;  Baltimore:  Wil- 
liams and  Wilkins  Co.  1932. 

Any  contribution  from  tbe  pen  of  the  most  dis- 
tinguished authority  in  sanitary  science  of  this 
generation  will  be  welcomed  by  students  of  public 
health  the  world  over.  This  is  the  final  volume 
in  a series  of  four  and  embraces  the  summary 
and  conclusions  from  the  author’s  international 
studies  on  the  relation  between  the  private  and 
official  practice  of  medicine,  with  special  refer- 
ence to  the  prevention  of  disease,  in  practically 
all  of  the  political  units  of  Europe.  The  epochal 
surveys,  which  have  been  freely  drawn  upon  by 
the  American  Committee  on  the  Costs  of  Medical 
Care,  were  undertaken  for  the  Milbank  Memorial 
Fund : their  expansive  sweep  includes  a critical 
appraisement  of  the  entire  field  of  medical  serv- 
ices with  special  emphasis  on  the  various  forms 
of  social  insurance  now  bulking  so  large  on  our 
economic  horizon. 

While  the  investigations  were  limited  to  coun- 
tries where  sickness  and  unemployment  insur- 
ances are  already  available,  the  experience  of 
Europe  will  unquestionably  guide  our  own  people 
in  the  various  experiments  now  being  conducted 
locally  throughout  the  United  States,  to  the  end 
that  extravagant,  impracticable  plans  may  be 
avoided.  In  this  connection  Newsholme  remarks 
that  “severe  criticism  of  certain  aspects  of  insur- 
ance medical  practice  will  be  called  for,  but  the 
insurance  principle  as  applied  to  medical  care  is 
good;  and  what  is  needed  when  the  principle  is 
applied  badly  is  reform  and  not  annihilation.”  In 
his  discussion  of  hospitals  and  hospital  policy, 
to  which  he  allocates  considerable  space,  the  im- 
plication is  apparent  that  among  the  agencies 
commonly  incriminated  as  contributing  to  the 
excessive  encroachments  on  private  medical  prac- 
tice, hospitals  occupy  a rather  unenviable  place ; 
ill-advised  activities  of  social  workers  are  like- 
wise not  overlooked.  A final  chapter  on  Medicine 
and  Character  completes  the  text,  and  the  writer's 
conclusions  then  epitomize  at  some  length  the 
lines  of  research  to  be  followed  in  developing 
our  national  health  programs. 

J.  W.  AMESSE. 


Community  Health  Organization.  A manual  of 
administration  and  procedure  for  cities  of  100,- 
000,  with  suggested  modifications  for  larger 
and  smaller  urban  units.  Edited  by  Ira  V. 
Hiscock,  Professor  of  Public  Health,  Yale 
School  of  Medicine.  New  York;  The  Common- 
wealth Fund.  1932.  261  pages. 

Community  Health  Organization,  a volume  pre- 
pared by  the  Committee  on  Administrative  Prac- 
tice of  the  American  Public  Health  Association, 
is  the  result  of  twelve  years  of  study  by  this  com- 
mittee. This  book,  an  expression  of  the  best 
thought  in  present  public  health  practices,  should 
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Yellow 

Cab 


rJ,HE  doctor  can  safely  recom- 
mend this  service  to  his  pa- 
tients for  trips  between  their 
homes  and  his  office,  or  to  the 
hospital. 

The  service  stands  on  a founda- 
tion of  long  experience  and  a 
never  ceasing  effort  to  maintain 
a standard  that  merits  the  ap- 
proval of  its  patrons. 

The  rates  are  within  reach  of 
every  pocketbook. 


Phone 

TAbor 

5151 


Owned  and  operated  by 


ROCKY  MOUNTAIN 
MOTOR  COMPANY 


Roe  Emery,  Pres. 


Th  E MENACE  OF 
VITAMIN  D DEFICIENCY 


during  pregnancy 


No  physician  needs  to  be  told  how  critical  the  pre- 
natal period  is  to  both  mother  and  child.  Even  a 
slight  Vitamin  D deficiency  at  this  time  may  manifest 
itself  in  softening  of  the  mother’s  bones  and  teeth — or 
may  seriously  affect  the  developing  foetus. 

For  Vitamin  D,  as  you  know,  controls  the  absorp- 
tion and  utilization  of  calcium  and  phosphorus;  and 
the  demand  for  these  two  essential  minerals  is  at  least 
twice  as  great  during  pregnancy  as  under  normal 
conditions. 

Many  physicians  safeguard  the  developing  child — 
and  protect  the  mother’s  bones  and  teeth — by  pre- 
scribing Cocomalt.  It  contains  not  less  than  30  Steen- 
bock  (300  ADMA)  units  of  Vitamin  D per  ounce. 
Prepared  as  directed,  each  glass  is  equivalent  in  Vita- 
min D content  to  not  less  than  two-thirds  of  a tea- 
spoonful of  standard  cod  liver  oil.  Laboratory  analyses 
show  that  Cocomalt  increases  the  protein  content  of 
milk  45%  — the  carbohydrate  content  184%  — the 
mineral  content  (calcium  and  phos- 
phorus) 48%. 

Comes  in  powder  form — at  grocers 
and  drug  stores  in  )^-lb.  and  1-lb.  cans. 

Also  in  5-lb.  cans  for  hospital  use,  at  a 
special  price. 

Free  to  Physicians 

Send  your  name  and  address  for  a trial-size  can  of 
Coco  malt,  free . 


Cocomalt  is  ac- 
cepted by  the 
Committee  on 
Foods  of  the 
American  Med- 
ical Association 


(ocomait 

DELICIOUS  HOT  OR  COLD 

Cocomalt  is  a scientific  food  concentrate  of  sucrose,  skim  milk,  selected 
cocoa,  barley  malt  extract,  flavoring  and  added  Sunshine  Vitamin  D. 

ADDS  70%  MORE  FOOD-ENERGY  NOURISHMENT  TO  MILK 

( Prepared  according  to  label  directions  ) 


^uctoy*  focpb**1 

!hOCOtAT*  ^ 


R.  B.  DAVIS  CO.,  Dept.  >«  Hoboken,  N.  J. 
Please  send  me  a trial-size  can  of  Cocomalt,  free. 


Address 


City.. 
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MULTIGRAPHING 

MIMEOGRAPHING 

ADDRESSING 

MAILING 

Promptness  and  Fair  Prices 

CHRISTY  LETTER  SHOP 

1824  California  St.  MAin  7965 

Ground  Floor  Denham  Bldg. 


m 

Small  Animal 

1 •% 

Hospital 

1 w'<kr 

'I)  ll1  ; rakA, 

mm 

''VSJP;' 

v\  m 

Expert  animal  surgery 
made  possible  by  mod- 
ern equipment. 

DR. 

H. 

G.  WEIGAND 

DR. 

M. 

E.  SPRATLIN 

2750  South  Broadway  Plioue  SPruce  0391 

Denver 

COAL  or  GAS 
FURNACES 

REPAIRING 

INSTALLING 

CLEANING 

Friendly  service  always 
at  a price  you  are  glad 
to  pay. 


tiuot  "tsssr 


W.  F.  HIND 

1139  LIPAN  ST.,  DEN  VER  KEystone  2631 


be  in  the  library  of  every  public  health  worker 
and  every  medical  man  interested  in  public 
health. 

The  private  physician  will  derive  much  benefit 
from  this  volume  because  of  its  presentation  of 
ways  in  which  cooperation  between  private  prac- 
tice and  health  departments  can  be  established 
to  mutual  advantage.  For  example:  If  private 
physicians  were  required  to  report  all  cases  of 
venereal  disease  and  tuberculosis  to  a health  de- 
partment, they  could  place  the  responsibility  for 
the  surveillance  of  the  case  upon  this  department 
until  cured  or  until  released  by  the  private  physi- 
cian. Thus  the  public  would  be  protected  and 
the  private  physician  would  have  the  satisfaction 
of  following  his  case  to  the  end.  The  book  indi- 
cates many  opportunities  for  preventive  medicine' 
now  missed  by  the  private  physician. 

The  personnel  necessary  to  a successful  health 
department  is  described,  and  budget  details  are 
given.  The  various  activities  of  a health  depart- 
ment and  of  voluntary  health  agencies  are  listed. 

The  layman  will  find  in  this  book  a background 
that  will  enable  him  to  discuss  intelligently  the 
various  health  activities  of  his  community. 

It  is  difficult  to  understand  how  the  committee 
succeeded  in  giving  so  much  information  in  so 
small  a volume  and  in  such  a readable  form. 

A.  L.  BEAGHLER. 


New  and  Nonofficial  Remedies,  1933,  containing 
descriptions  of  articles  which  stand  accepted 
by  the  Council  on  Pharmacy  and  Chemistry  of 
the  American  Medical  Association  on  Jan.  1, 
1933.  Cloth.  Price,  postpaid,  $1.50.  Pp.  498; 
Ivi.  Chicago : American  Medical  Association. 
Among  the  new  preparations  admitted  during 
the  past  year  are:  Trichlorethylene-Calco,  an  in- 
halation anesthetic  proposed  especially  for  use  in 
trigeminal  neuralgia;  Nostal,  an  additional  bar- 
bituric acid  compound;  Decholin  and  Decholin  So- 
dium, bile  salt  preparations  for  use  in  functual  in- 
sufficiency of  the  liver,  the  sodium  salt  being 
suitable  for  intravenous  use  when  necessary; 
Biliposol,  Bismo-Cymol,  and  Iodobismitol.  bismuth 
compounds  for  use  in  obtaining  the  systemic  ef- 
fects of  bismuth,  especially  in  syphilis;  Triphal, 
a gold  salt  proposed  for  use  in  the  treatment  of 
lupus  erythematosus;  a number  of  improved  liver 
preparations  for  use  in  the  treatment  of  perni- 
cious anemia ; two  halibut  liver  oil  preparations 
of  high  vitamin  A and  vitamin  D content;  and 
Pentnucleotide,  the  sodium  salts  of  the  pentose 
nucleotides  derived  from  the  ribonucleic  acid  of 
yeast,  proposed  for  use  in  infectious  conditions 
accompanied  by  a leukopenia  or  neutropenia. 

The  book  contains  general  articles,  descriptive 
of  the  classification  under  which  the  various 
drugs  are  listed.  According  to  the  preface,  more 
or  less  thorough-going  revisions  have  been  made 
of  the  articles : Arsenic  Compounds ; Dyes,  Iodin 
Compounds;  Liver  and  Stomach  Preparations; 
Radium  and  Radium  Salts  and  Silver  Prepara- 
tions. 


Annual  Reprint  of  the  Reports  of  the  Council  on 
Pharmacy  and  Chemistry  of  the  American  Medi- 
cal Association  for  1932.  Cloth.  Price,  $1.00. 
Pp.  104.  Chicago ; American  Medical  Asso- 
ciation. 

Among  the  reports  of  special  interest  are: 
Amertan,  an  unoriginal  mixture  of  tannic  acid 
and  merthiolate  in  a water  soluble  jelly,  mar- 
keted under  a proprietary,  uninforming  name; 
Antiopin,  a mixture  of  indefinite  composition  of- 
fered under  a nondescriptive,  therapeutically  sug- 
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GoniOaifS 


FLORAL  SHOP 


1064  South  Gaylord 
Phone  PEarl  0622 


We  Deliver  Flowers 
for  Every  Occasion 


Whose  Birthday  or  Anniversary  Is  Today? 

Tear  out  this  coupon  and  mail  or  phone 
1 Deliver  to — 

I Name  | 


Address  

{ Time  

I Charge  to — 

N ame  

| Address  

Amount  $ 


Card 

Cut  Flowers ... 
Potted  Plants 

Basket 

Spray 

Corsage 


DOCTORS,  WE  SOLICIT  YOUR  PATRONAGE 


CHAS.  A.  LINDWALL 

INSTALLATIONS 

The  Doctor's  Plumber 

REPAIRS 

ALTERATIONS 

1902  E.  16th  Ave.  FRanklin  1605 

The  requirements  of  the  Medical  Pro- 

Denver 

fession  receive  special  attention. 

The  Physicians,  Surgeons,  and  Dentists  friend  of  recreations  just  around  the  corner  from  the 
medical  group  district,  receives  highest  congratulations  on  the  grand  opening  of  the  newest 
and  most  attractive  sporting  goods  store  known  as  the 

HAROLD  COOK  SPORTING  GOODS  CO. 

1608  Glenarm  St. 

DISPLAYING  THE  MOST  POPULAR  VARIETIES  OF  SPORTING  GOODS  IX  ALL  LINES 

NEW  1933  STOCK  AT  NEW  1933  PRICES 

Physicians  who  seek  pastime  recreation  in  Fishing,  Golfing,  Tennis,  Guns  and  Ammunition  and 
other  sports  can  select  their  favorite  equipment  from  their  professional  businessman  neighbor 
at  prices  lowest  in  Denver.  Hunting  and  Fishing  licenses  issued. 


TAbor  2838 


Your  Time  Is  Valuable 


Let  us  run  your  errands — Every  call  a special. 
Our  rates  will  please  you. 


MESSENGER  SERVICE,  Inc. 

Harvey  Pugh,  Prop.  619  19th  St. 
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Colorado  Medicine 


A CENTURY 

of 

PROGRESS 

To  the  Live  Men  of  Denver  I Say: 
Only  cats  have  nine  lives.  We  in- 
sure men  only. 

This  time — WHO? 

Next  Time— WHO? 

Sometime — YOU  ? 

Guess  you  know  what  we  mean. 

To  the  Inflationists  l Say: 

We  only  know  what  is  behind,  not 
ahead,  so  life  insurance  was  in- 
vented. Purchasing  power  of  the 
dollar  may  shrink,  but  not  the  “sale” 
or  “collateral”  values  of  a policy. 

GEORGE  W.  MATTSON 

“Buy  Life  Insurance  and  Make  Busi- 
ness Better,  Now  and  Later, 
for  Everybody!” 

226  Republic  Bldg.  KEystone  6495 


Nature 
Made  It! 


ORIGINAL 

MANITOU 

Sparkling 

Water 

IN  ACIDOSIS 

It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  1.  e.,  cal- 
cium and  magnesium  bi- 
carbonates and  bicarbo- 
nate and  potassium  sul- 
phate. 


The 

Manitou  Mineral  Water  Go. 

Manitou,  Colorado 


gestive  name  and  marketed  in  a way  that  may 
foster  the  drug  habit;  Eubetin,  another  insulin 
substitute  for  oral  administration  marketed  under 
a proprietary  uninforming  name  with  unwarrant- 
ed claims;  Ferro-Copral,  a mixture  of  sacchari- 
nated  ferric  oxide,  manganese  citrate  and  copper 
proteinate  proposed  for  use  in  the  treatment  of 
pernicious  anemia  and  marketed  under  a propri- 
etary name  with  unwarranted  therapeutic  claims; 
Hepatex  P.A.F.,  a liver  preparation  proposed  for 
intravenous  use  and  marketed  under  a proprietary 
and  insufficiently  descriptive  name  with  no  satis- 
factory evidence  of  the  safety  of  its  recommended 
intravenous  use ; Bi-So-Dol,  an  unscientific  “al- 
kalinizing-’  mixture  offered  under  an  uninforming 
proprietary  name  with  exaggerated  and  unwar- 
ranted claims  of  therapeutic  usefulness;  Gan- 
Aiden,  consisting  mainly  of  the  well-known  ethyl 
amino-benzoate  (benzocaine),  a preparation  of  un- 
declared composition  marketed  under  a nonin- 
forming, proprietary  name ; Myodin,  Subidin,  and 
Sanguiodin,  unscientific  preparations  of  iodine 
marketed  with  unwarranted  claims  and  indefinite, 
incorrect  statements  of  composition,  under  pro- 
prietary uninforming  names,  and  Tonikum-Roche 
(Now  Elixir  Arsylen  Compositum-Roche) , a “shot- 
gun’’ proprietary  “tonic”  marketed  with  mislead- 
ing therapeutic  claims. 

Besides  the  reports  on  rejected  articles,  the 
volume  contains  “Preliminary”  and  “Special”  re- 
ports of  exceptional  timeliness  and  value : The 
preliminary  report  on  Thorotrast,  a collodial 
thorium  dioxide  preparation  proposed  for  use  in 
retrograde  pyelography  and  for  roentgen  visuali- 
zation of  the  liver  and  spleen  by  intravenous  ad- 
ministration, is  an  excellent  example  of  this  class 
of  reports.  The  articles  on  Nirvanol  and  Tri- 
ethanolamine are  also  interesting  and  effective 
preliminary  reports.  Among  the  “special”  reports 
those  on  Sulpharsphenamine  and  Mercurochrome 
are  outstanding. 


What  the  Public  Should  Know  About  Childbirth. 

By  Walker  Bourne  Gossett,  M.D.,  Minneapolis, 

Minn.;  The  Midwest  Company,  1645  Hennepin 

Ave.  1931.  290  pages.  Price  $2.00. 

This  is  a concise  review,  for  popular  use,  of 
the  present  status  of  obstetrics.  It  discusses  the 
historical  and  the  sociological  side  at  length  and 
with  ability.  Anesthesia  is  taken  up  at  some 
length.  I could  wish  that  the  chapter  on  Prenatal 
Care  had  been  more  elaborate  and  the  subject 
considered  more  minutely.  However,  this  book 
is  a worthwhile  addition  to  popular  literature  on 
this  important  subject. 

It  may  well  be  recommended  to  our  patients. 

G.  HEUSINKVELD. 

Carbon  Monoxide  Poisoning  in  Garage 
With  Doors  Open 

A member  of  the  staff  of  the  Maryland 
Department  of  Health  collapsed  in  his 
garage  while  tinkering  on  his  automobile 
and  with  the  doors  of  the  garage  open  while 
he  worked.  This  case  serves  to  illustrate 
that  carbon  monoxide  poisoning  is  a matter 
of  the  concentration  of  the  gas  wherever  it 
is,  enclosure  or  no  enclosure. 


Take  this  Journal  home  to  your  wife. 
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IMPERIAL  PHARMACY 

Distri  butors 

319  Sixteenth  St.  KEystone  1550 

Denver 


The  Rustless  Instrument  Disinfectant 

Dries  rapidly  and  leaves  no  deposit. 
Kills  ordinary  pathogenic  bacteria  in  less 
than  thirty  seconds  contact.  More  resis- 
tant bacteria,  such  as  anthrax  and  te- 
tanus, in  less  than  thirty  minutes. 

Will  not  rust  or  attack  any  fine  point 
or  edge  made  of  steel,  nickel,  chromium, 
silver  or  gold. 

ZOTOX  evaporates  swiftly  and  does 
not  need  to  be  rinsed  or  wiped  from  ster- 
ile instruments.  This  feature  contrib- 
utes materially  to  the  maintenance  of 
asepsis.  Recommended  for  hospitals, 
surgeons  and  dentists.  Write  for  des- 
criptive literature. 


DISTRIBUTION  WITHOUT  WASTE 

PRINTED  MATTER— SAMPLES 

We  have  prepared  a thoroughly  complete  and  authoritative  analysis  of  Denver’s 
front  doors.  We  distribute  to  the  homes  you  wish  to  reach  in  accordance  with 
our  blue  print  detail.  There  is  no  guess  work  with  our  service. 

GILMAN  DISTRIBUTING  CO. 

127  W.  BAYAUD  DENVER  PEarl  8135 


FAMILY  FOOD  BUDGET 

The  United  Parents’  Association  of  New  York  City  made  a study  of 
how  to  feed  a typical  family  well  at  a reasonable  cost.  The  family  was 
assumed  to  consist  of  father  and  mother,  a boy  of  14,  a girl  of  10  and 
a boy  of  4 years.  The  following  is  the  food  purchased  for  the  week: 

Cereals  and  Breads — Whole  wheat  bread,  4 loaves;  white  bread,  4 
loaves;  flour,  3%  pounds;  macaroni,  2 pounds;  rice,  2 %yz  pounds,  oatmeal, 
1 pound;  cornmeal,  1 package;  whole  wheat,  1 package. 

Meats,  Eggs  and  Cheese — Meat,  8 pounds;  fish,  2 pounds;  eggs,  1 
dozen;  cheese,  *4  pound. 

Milk — Twenty-eight  quarts  (for  one  week). 

Fruits  and  Vegetables — Potatoes,  15  pounds;  spinach,  3 pounds;  cab- 
bage, 4 pounds;  tomatoes,  1 can;  onions,  2 pounds;  beets,  1 can;  beans 
(dried),  1 pound;  peas,  1 can;  corn,  1 can;  apples,  3 pounds;  oranges,  1 
dozen;  bananas,  9;  peaches,  1 can;  raspberries,  1 can;  prunes,  1 pound; 
raisins,  1 pound. 

Fats  and  Oils — Butter,  2 pounds;  lard,  ^2  pound;  salad  oil,  1 pint. 

Sweets — Sugar,  3 pounds;  molasses,  1 pint. 

Carlson-Frink  Co. 

MAin  0111  1230  13th  St. 
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I 

INVEST 

Building  and  Loan  Shares 

7%  Full  Paid  Shares 
7%  Installment  Shares 
6%  Optional  Payment  Shares 

We  invite  you  to  investigate 
this  desirable  form  of  invest- 
ment. Let  our  representative 
help  you  select  the  plan  you 
■want. 


We 

EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A Permanent  Guarantee  Capital  Ass’n 
Under  State  Supervision 


Solving  an  old , old , problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDSOR-MEADOW  GOLD 

MAin  5131 


Health  Service  Gives  Results  of  Influenza 
Study 

Studies  made  after  the  1918-19  influenza 
epidemic  show  that  an  average  of  294  out 
of  every  1,000  persons  were  stricken  in  all 
localities,  and  that  this  disease  was  most 
prevalent  among  children  from  five  to  nine 
years  old,  the  United  States  Public  Health 
Service  stated  February  12,  in  summarizing 
results  of  these  surveys. 

Except  in  two  localities,  a slightly  higher 
rate  of  prevalence  was  found  among 
females,  according  to  the  Service,  and  the 
disease  did  not  appear  to  be  one-third  as 
common  among  old  persons  as  among  the 
young.  The  summary  of  the  studies,  pub- 
lished in  the  Service's  current  issue  of  “Pub- 
lic Health  Reports”,  follows: 

Special  surveys  were  undertaken  at  the 
close  of  the  1918-19  epidemic  of  influenza 
to  determine  for  a population  of  known  sex. 
age,  and  color  composition  the  approximate 
incidence  of  the  disease,  and  also  to  ascer- 
tain the  relations  between  the  epidemic  mor- 
bidity, the  incidence  of  pneumonia,  and  the 
mortality.  Preliminary  reports  on  the  sur- 
veys were  published  at  the  completion  of 
the  work. 

The  incidence  of  influenza  (including 
pneumonia  and  ‘‘doubtful”  cases)  was  294 
per  1 ,000  for  all  localities,  varying  from  535 
to  150.  These  rates  correspond  closely  with 
what  was  found  in  other  surveys  of  the  same 
general  character.  There  seemed  to  be  no 
clear  indication  of  a geographical  difference 
in  incidence. 

The  incidence  was  highest  among  very 
young  persons  (age  group  5 to  9 years), 
with  a secondary  peak  at  about  thirty  years. 
The  rate  of  attack  fell  off  rapidly  in  older 
life.  Among  old  people  the  incidence  ap- 
peared to  be  not  more  than  one-third  of  that 
among  the  young. 

Slightly  higher  influenza  rates  were 
among  females  (except  in  two  localities), 
but  it  seemed  possible  that  this  was  due  to 
the  fact  that  most  of  the  reports  as  to  illness 
came  from  the  women,  who  might  remember 
their  own  illnesses  better  than  those  of  other 
members  of  the  family.  The  colored  popu- 
lation had  lower  rates  of  influenza  inci- 
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ORTHOPEDIC  SHOES 


/^\UR  ORTHOPEDIC  SHOES  are  made  for  the  patient  who  is  suffering 
with  ill-fitting  shoes.  These  shoes  are  made  with  snug-fitting  heels 
— elongated  counters — straight  inside  line — room  for  the  toes.  We  special- 
ize in  fitting  correctly  “the  hard  to  fit  feet.”  Doctors  are  invited  to  send 
or  bring  their  patients  to  this  store.  Your  suggestions  appreciated. 

SHOES  FOR  IIE.V  AND  WOMEN 


REPUBLIC  ORTHOPEDIC 

n I,  r Ji  New  Address 

uyne  collar  327  SIXTEENTH  STREET 

Street  Floor  Republic  Building 


SHOE  CO. 

A.  C.  Haaker 
MAin  6024 


Gilbert  S.  Landell,  Superintendent 
and  Manager  of  The  Colorado  Con- 
densed Milk  Company  of  Johnstown 
and  Fort  Lupton,  Colorado,  while 
driving  home  from  Denver,  crashed 
into1  a parked  truck  at  the  side  of  the 
road  and  was  fatally  injured.  He  car- 
ried two  health  and  accident  policies 
in  the  F.  E.  Fields  Agency.  One  pol- 
icy paid  $2,500  in  a lump  sum,  the  oth- 
er pays  the  beneficiary  $50  per  month 
for  thirty-four  months. 


Insurance  companies  cannot  relieve  sorrow,  but  they  do  much,  by  checks  promptly 
forwarded  to  pay  death  claims,  to  relieve  the  financial  embarrassments  of  the  family 
which  follow  the  events  which  cause  sorrow. 


During  1931  this  company  sent  more  than  FIVE  MILLION  DOLLARS  into  the 
homes  of  its  policyholders  to  meet  the  losses  occasioned  by  disability  and  death,  $95,- 
117.24  of  which  was  sent  to  homes  in  Colorado. 


All  our  policies  are  non-cancellable.  We  write  first  day  coverage  or  with  an  elim- 
ination of  5,  10,  30,  60  or  90  days  as  desired. 


We  write  any  form  of  life  insurance  desired. 


219  Patterson  Bldg.,  F.  E.  FIELDS,  State  Agent  Phone  KEystone  5813 

Denver,  Colo. 
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Colorado  Medicine 


The  Colorado  Springs  Psychopathic  Hospital 

A Private  Hospital  for  Nervous  and  Mental  Diseases 

Situated  in  a beautiful  valley  two  miles  south  of  Colorado  Springs,  which  is  nationally  known 
as  a health  center.  New  building  for  mild  cases  of  Functional  Neurosis,  affording  complete 
classification  of  patients.  Home-like  surroundings,  scientific  medical  treatment  and  nursing 
care.  Booklet  and  rates  on  application.  E.  J.  Brady,  M.  D.,  Superintendent,  Colorado  Springs, 
Colorado. 


THE  CHILDREN’S  HOSPITAL  ASSOCIATION 

of  DENVER 

NON-SECTARIAN NON-PROFIT 

Providing  medicinal  and  surgical  aid  to  sick  and  crippled  children  of  the  Rocky 
Mountain  Region  from  Birth  to  Maturity 

Every  modern  scientific  aid  available  to  the  physicians  and  surgeons  of  Colo- 
rado and  Wyoming 

Rated  Class  A Full  Three- Year 

By  A.  C.  S.  and  A.  M.  A.  Nurses’  Training  Course 
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CRAGMOR 

SANATORIUM 

The  Cragmor  Sanatorium  is  an  institution  designed  especially  for  the 
treatment  of  tuberculosis;  but,  building  upon  the  soundest  principles  of 
medical  science  always,  it  also  recognizes  a need  for  mental  buoyancy. 

There  is  ever  an  air  of  human  happiness  about  the  place — caught  perhaps 
from  the  sunshine,  the  freshest  of  mountain  air,  the  delight  of  days  that 
will  not  allow  one  to  remain  ill! 

Well  up  on  the  rise  of  Austin  Bluffs,  five  miles  from  the  heart  of  Colorado 
Springs,  Cragmor  commands  an  excellent  panorama  of  Pikes  Peak  and  the 
Rampart  Range.  Restful  but  not  oppressive  quiet  pervades  everywhere. 

Cragmor  Village,  in  connection  with  Cragmor  Sanatorium,  occupies  the 
wide  swing  of  Austin  Bluffs  to  the  east  of  the  sanatorium  proper  and  con- 
sists of  eighteen  commodious  homes  where  the  patients  may  continue  con- 
valescence under  the  supervision  of  the  Cragmor  Staff. 

For  Further  Information  Write  to  the  COLORADO  SPRINGS 

Physician-in-Chief  COLORADO 


WOODGROFT  HOSPITAI^-PUEBLO,  COLORADO 

Woodcroft  Hospital  was  established  in  1896  by  Dr.  Hubert  Work,  since  which  time  over  six 
thousand  cases  have  been  treated.  The  ideal  climate  of.  Pueblo,  which  enjoys  almost  daily  sun- 
shine, is  an  advantageous  factor  in  the  location  of  this  hospital.  The  hospital  is  arranged  to 
care  for  all  forms  of  nervous  and  mental  diseases,  allowing  segregation  of  the  different  types 
and  thus  avoiding  unpleasant  contacts.  In  addition  to  the  strictly  neuropsychiatric;  cases  we  also 
specialize  in  the  treatment  of  drug  addiction  and  alcoholism.  Hydrotherapy,  physiotherapy,  physi- 
cal exercise  and  other  therapeutic  measures  are  employed  when  indicated.  Special  emphasis  is 
placed  upon  occupational  therapy,  individual  care  and  attention,  and  an  endeavor  to  make  the 
surroundings  as  homelike  as  possible.  Tennis,  croquet,  pool,  miniature  golf  course  and  radio 
offer  means  of  recreation.  The  accommodations  range  from  single  room  with  or  without  bath 
to  rooms  en  suite.  Illustrated  booklet  will  be  sent  on  request. 

For  detailed  information  and  reservations  address 

CRUM  EPI.ER,  M.D.,  Superintendent 

P.  A.  DRAPER,  M.D.,  Resident  Physician  F.  M.  HELLER,  M.D.,  Neurologist  and  Internist 
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Colorado  Medicine 


Seven  years’  use 

has  demonstrated  the 
value  of 

The  Surgical  Solution 

MERCUROCHROME,  H.  W.  & D. 

in 

PREOPERATIVE  SKIN  DISINFECTION 

This  preparation  contains  2%  Mer- 
curochrome  in  aqueous-alcohol-ace- 
tone solution  and  has  the  advantages 
that : 

Application  is  not  painful. 

It  dries  quickly. 

The  color  is  due  to  Mercurochrome 
and  shows  how  thoroughly  this  anti- 
septic agent  has  been  applied. 

Stock  solutions  do  not  deteriorate. 

Now  available  in  4,  8 and  16  oz.  bottles 
and  in  special  bulk  package  for  hospitals. 

Literature  on  request 

HYNSON,  WESTCOTT  & DUNNING,  INC. 

BALTIMORE,  MARYLAND 


dence,  but  it  is  possible  that  the  reporting 
among  them  was  less  complete. 

A special  effort  was  made  to  determine 
the  incidence  of  pneumonia  as  complicating 
the  origanal  case  of  influenza.  For  all  local- 
ities, the  pneumonia  rate  was  17.6  per  1,000 
persons,  varying  from  25.8  to  6.7.  In  other 
words,  about  6 per  cent  of  the  influenza 
cases  were  complicated  by  pneumonia. 

The  peak  in  young  adult  life  suggested  in 
the  epidemic  morbidity  as  a whole  comes  out 
with  remarkable  clarity  in  the  pneumonia 
incidence.  For  all  localities,  the  rate  is  about 
25  per  1,000  at  the  beginning  of  life,  falls 
to  about  11  in  the  age  group  10  to  14,  and 
then  rises  to  a secondary  mode  of  about  31 
in  the  age  group  25  to  29. 

After  that,  the  rate  falls  rather  steadily  to 
the  end  of  life.  This  age  distribution  is,  of 
course,  fundamentally  different  from  the 
normal  course  of  pneumonia  incidence, 
which  is  high  among  the  very  young  and 
among  the  very  old.  The  striking  mode  in 
young  adult  life  is  found  in  each  locality 
without  exception. 

The  pneumonia  incidence  rates  were 
slightly  higher  among  males,  the  difference 
being  especially  marked  in  young  adult  life. 
The  recorded  pneumonia  incident  was 
higher  among  the  white  than  among  the 
colored. 

The  deaths  from  influenza-pneumonia 
during  the  epidemic  period  were  obtained 
primarily  to  determine  the  relations  as  to 
case  fatality.  The  fatality  per  100  cases  of 
influenza  (total  epidemic  morbidity)  was 
1.70  for  all  localities,  and  that  per  100  cases 
of  pneumonia  alone  was  25.5.  The  fatality 
for  the  surveyed  localities  (total  epidemic 
morbidity)  seemed  about  the  same  as  that 
recorded  in  other  studies. 

The  fatality  seemed  lower  in  the  southern 
and  central  localities,  which  is  in  line  with 
other  reports  on  this  epidemic.  It  appeared 
that  the  incidence  of  pneumonia,  rather  than 
that  of  influenza  as  a whole,  determined  the 
mortality  in  the  various  localities. 

The  fatality  of  influenza  (total  epidemic 
morbidity)  was  very  high  among  young 
adults,  as  would  be  expected  in  view  of  the 
high  peak  of  pneumonia  at  these  ages.  The 
fatality  of  pneumonia  did  not  show  this 
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The  use  of  Tryparsamide  should 
have  first  consideration 


Clinical  reports  after  Tryparsamide  treatment  indicate  that  forty  to  fifty  per  cent  of  cases  of  early 
paresis  show  symptomatic  improvement.  The  treatment  is  inexpensive;  does  not  disrupt  the 


patient's  daily  routine  of  life  and  is  available  through  the  services  of  his  personal  physician. 


Clinical  reports  and  treatment  methods  will  be  furnished  on  request. 

MERCK  &.  CO.  Inc.,  Rahway,  N.  J. 


MCOICAl 


Manufactured  by  Arrangement  with  The  Rockefeller  Institute  for  Medical  Research — Patentee  and  Registrant 


HEAT  WITH  OIL! 


Consult  your  physician  in  regard  to  the  kind 
of  heat  that  is  most  healthful  for  you  and  your 
family. 

Our  oils  are  of  the  finest  quality  and  meet  the 
manufacturer  s recommendations  prescribed 
for  your  burner . 
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THE  NAVY  GAS  AND  SUPPLY  CO. 

(SHELL  PRODUCTS) 

4700  YORK  PHONE  KEy.  5141 
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Colorado  Medicine 


In  the  event  of  a claim  for  damages  in 
connection  with  professional  services, 


/Etna  Professional 
Liability  Insurance 

affords  the  following  protection  to 
the  physician,  surgeon  or  dentist: 

1.  Safeguards  the  practitioner’s 
reputation  with  the  very  best 
of  legal  advice. 

2.  Wins  the  case  or — 

3.  Pays  the  judgment  within 
policy  limits. 

4.  Pays  court  costs  and  legal  ex- 
pense. 


^TNA  LIFE 
INSURANCE 
COMPANY 

Fred  E.  Breiscli,  Manager 


529  Midland  Savings  Building 
KEystone  6205 


METROPOLITAN 

Window  Cleaning  Co. 

929  17th  ST.  MAin  5637 

Cleaners  of 

Windows,  Wallpaper,  Kal- 
somine,  Painted  Walls, 
Woodwork,  Floors,  Terra 
Cotta,  Brick,  etc.  In  Homes, 
Hospitals,  Offices,  etc. 


BEST  WORK  AT  THE  LOWEST 
PRICES 


peak,  showing  that  the  tendency  to  a severe 
toll  at  these  ages  was  characteristic  of  the 
pneumonia  itself,  rather  than  of  death 
from  it. 

The  fatality  rates,  both  for  influenza  and 
for  pneumonia,  were  higher  among  men  than 
women.  In  the  case  of  influenza,  this  may 
reflect  the  tendency  of  the  women  to  report 
more  adequately;  but  that  would  hardly  ex- 
plain the  difference  in  the  case  of  pneumonia 
fatality.  The  excess  was  most  marked  in 
young  adult  life. 

The  pneumonia  case  fatality  was  much 
higher  among  the  colored  than  among  the 
white  population. 
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Manager:  “Vot?  You  come  into  zees  famous 
restaurant,  drink  ze  glass  of  water,  an’  zen  walk 
calmly  out!” 

Scot:  “Hoots,  mon!  Did  ye  expect  me  to  stag- 
ger oot?” 

* * * 

Small  Hopeful : “Mother,  we’ve  had  the  best 
time  playing  postman.  We  gave  a letter  to  every- 
body in  the  block.” 

Mother:  “But  where  did  you  get  the  letters?” 

Small  Hopeful : “Oh,  we  found  them  in  your 
trunk  in  the  attic,  all  tied  up  with  blue  ribbon.” 
* * * 

A man's  great  thrills  are  the  first  time  he  kisses 
a girl  and  the  first  time  he  hears  his  office  boy 
say  he  is  in  conference. 

* * * 

“Was  the  patient's  condition  encouraging  all 
through  the  day?”  asked  the  Doctor.  Whereupon 
Mary,  the  nurse,  answered,  “Oh,  yes,  Doctor.  He 
was  encouraging  me  to  kiss  him  all  the  time.” 

* * * 

“Anyhow,  I'm  glad  the  world  is  filled  with  sun- 
shine.” 

“An  optimist,  eh?” 

“No,  a straw  hat  salesman.” 

* * * 

Chicago  people  must  be  brave  to  attempt  a 
world's  fair  in  these  times. 

Well,  none  but  the  brave  deserve  the  fair! 

* * * 

Paw  says  matrimony  is  educational — it  teaches 
a man  to  hang  four  suits  of  clothes  on  one  hook. 
* * * 

A woman  rushed  into  a police  station  with  a 
photograph  in  her  hand. 

“My  husband  has  disappeared,”  she  sobbed. 
“Here  is  his  photograph.  I want  you  to  find  him.” 

The  sergeant  looked  at  the  photograph. 

“Why?”  he  asked. 

* * * 

“And  you  don't  know  anything  about  religion?” 
queried  the  missionary. 

“Well,  we  got  a little  taste  of  it  when  the  last 
missionary  was  here,”  replied  the  cannibal  chief. 
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EVERY  PATIENT 


APPRECIATES  AN  ATMOSPHERE  OF 
CLEANLINESS  IN  HIS  DOCTOR’S  OFFICE 


— When  your  rugs  become  laden  with  dust — - 
— And  the  reds  and  the  blues  change  to  rust, 

- — When  your  furniture  sags  and  flaunts  your  neglect, 
And  the  whole  darn  thing  has  lost  its  respect. 


Just 


DON’T  WORRY!! 


‘SEND  ’EM  OUT  TO  DICK  AND  DAN’ 

and  THEY’LL  RETURN  ’EM  ‘SPICK  AND  SPAN’” 

(Now  Try  and  Forget  Our  Name) 

We  specialize  in  cleaning,  repairing  and  mothproofing  rugs,  Over- 
We  Clean  Office  Rugs  stuffed  sets,  Carpets  and  Auto  Upholstery 

WitThem  Bpkins  2260  BROADWAY  We  Call  and  Deliver  Free  KEyStone  5637 


The  Leading  Art  School 


Denver  Art  College 

Summer  Terms — 

Six  Weeks  Each 

Enter  Any  Time — Day  or  Evening:  Classes 

1511  E.  Colfax  Avenue  YOrk  0040 


I NO- NAP" 

□ - ■ □ 

A sterile  rubber  cup  for  intravaginal  use,  of- 
fered to  those  women  whose  physical  structure  per- 
mits as  an  outstanding  contribution  in  catamenial 
devices. 

Where  physical  conditions  indicate  its  use,  NO- 
NAP eliminates  all  need  for  pads  and  belts. 

NO-NAP  is  comfortable,  odorless,  hygienic,  and 
economical.  The  price  is  $1.50,  which  will  be  prompt- 
ly refunded  without  question  to  any  dissatisfied  cus- 
tomer. Send  for  illustrated  pamphlet. 

Tlie  NO-NAP  Company 

BOX  265  ENGLEWOOD,  COLO. 


The  school  that  prepares  you 
for  a paying  career.  Many 
students  are  holding  fine  posi- 
tions. 

(Credit  Given) 
Certificates  and  Diplomas 


Individnal  Instructions 
Commercial,  Costume  Design 
Interior  Decoration  and  all 
Art  Subjects 

CHILDREN'S  CLASSES 
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Colorado  Medicine 


Guard  Your  Family  Against 
Cold  Draughty  Rooms 


INSTALL  A 


Uniform  heat  eliminates  cold 
and  sickness  from  your  home. 


Barnett  Fuel  & Oil  Co. 

3800  Wynkoop  Phones  KEystone 
Denver  2323-5700 


Son:  ‘ Father,  do  you  remember  the  story  you 
told  me  about  how  you  were  expelled  from  col- 
lege?” 

Dad:  “Yes.” 

Son  : “Well,  isn't  it  funny  how  history  repeats 
itself?” 

* # * 

“Goodness,  George!  This  is  not  our  baby! 
This  is  the  wrong  carriage.” 

“Shut  up!  This  is  a better  carriage.” 


WANTADS 


POSITION  WANTED 

Laboratory  Technician.  Experienced  in  all 
lines  of  laboratory  work.  Eight  years'  experience 
in  hospitals.  Office  or  Hospital  work.  Typing 
and  Physiotherapy.  Miss  Ober,  2942  W.  55th 
Avenue,  Denver ; telephone  GAllup  5600-J. 


PHOTOGRAPHER 

Experienced  photographer,  late  of  Colorado 
School  of  Medicine,  will  make  your  lantern  slides, 
prints  for  publication,  copies,  etc. 

PAT  LEVERTY, 

304  So.  Broadway,  Denver. 


POSITION  WANTED 

Registered  technologist  and  registered  x-ray 
technician  with  eighteen  years’  experience  in  tu- 
berculosis work,  the  last  sixteen  years  at  Agnes 
Memorial  Sanitarium.  Now  seeking  location  due 
to  closing  of  the  sanitarium  on  July  1,  1932. 
Margery  M.  Malins,  2265  Forest  St.,  Denver;  tele- 
phone FRanklin  1997-J. 


DIAMONDS 

WATCHES 

JEWELRY 

A complete  assortment  of  quality 
merchandise  at  very  moderate  prices. 

Phone  your  requirements  and  we  will 
gladly  send  anything  from  our  stock 
to  your  office  for  your  examination. 


Jos.  (froalstone 

W.  E.  LeFaivre,  Jr.,  Manager 

JEWELER 

Formerly  Charles  J.  Doersam  Jewelry  Co. 

TAbor  3782  405  16th  St.  Denver 


Furniture  re- 
pairing of  all 
Kinds 

2tenri(  Meyer 
Upholsterer  and 
Furniture  Manufacturer 

DENVER 

538  East  17th  Ave.,  at  Pearl  St. 
Phone  TAbor  4087 


24-HOUR  SERVICE 

AMBULANCE  and 

PULMOTOR  SERVICE 

DAY  AND  NIGHT  PHONE 

Main  830 

John  E.  Wylie,  Mgr. 

112  Exchange  Place,  Colo.  Springs,  Colo. 
Packard  Invalid  Sedan 
Regular  Equipped  Ambulance 


Fine  Uphol- 
stered Furniture 
Made  to  order 
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WHY  THE  DOCTOR  MUST  WAIT 

BY  CARL  W.  SORENSEN' 

Too  often,  when  a patient  receives  a state- 
ment covering  the  cost  of  medical  or  surgi- 
cal services,  the  doctor  s statement  is  ‘‘filed 
away''  for  payment  at  some  future  date. 

Precedence  usually  is  given  to  the  bills 
received  from  the  grocer,  the  butcher,  the 
landlord  and  for  such  services  as  light,  gas 
and  telephone.  When  only  such  necessities 
are  given  the  “right  of  way”  the  doctor 
considerately  accepts  second  place. 

However,  the  inclination  to  let  the  doctor 
wait  does  not  stop  there.  Bills  for  merchan- 
dise and  for  articles  purchased  on  the  install- 
ment plan  also  are  given  precedence  in  a 
vast  majority  of  instances.  The  average 
man  has  been  'educated''  to  make  prompt 
payment  on  his  installment  purchases.  His 
income  is  budgeted  not  only  for  his  regular 
monthly  expenditures,  but  also  for  obliga- 
tions charted  out  on  a monthly  payment 
plan. 

Seldom,  however,  is  any  adequate  provi- 
sion made  for  accumulation  of  larger  sums 
to  meet  emergencies  or  to  take  care  of  lump 
sum  payments  when  due.  A very  reasonable 


TURN  YOUR  SLOW 
ACCOUNTS  INTO  CASH 

Our  Morris  Plan  loan  service  can  be  used 
profitably  to  convert  slow-paying  accounts 
into  immediate  cash. 

Note:  We  are  not  a collection  agency. 

First  l NPU^l<lAl-  Bank 

1638  WELTON  STREET 
DENVER,  COLO. 

COMPLETE  INFORMATION  ON  REQUEST 


bill  for  medical,  surgical  or  hospital  service 
may  look  like  an  insurmountable  debt.  Even 
when  it  is  suggested  to  the  patient  that  he 
pay  what  he  can,  on  account,  the  average 
man  seldom  reshapes  his  thinking  sufficient- 
ly to  make  such  payments  to  his  doctor  on  a 
regular,  monthly  basis. 

Long  experience  in  the  business  of  per- 
sonal financing  has  shown  that  the  great 
majority  of  people  are  honest.  But  with  the 
best  of  intentions,  a trip  to  the  doctor’s  of- 
fice to  pay  a bill  may  be  put  off  almost 
indefinitely. 

As  a result,  the  professional  man  must 
consider  his  patient's  welfare  as  something 
involving  more  than  medical  or  .surgical 
services.  The  doctor  must  be  informed  as 
to  practicable  and  convenient  means  where- 
by the  patient  can  pay  for  services  rendered, 
and,  very  likely,  for  services  needed  but 
now  being  deferred.  When  arranged  on  a 
definite  week-by-week  or  month-by-month 
basis,  the  money  due  for  services  no  longer 
seems  so  insurmountable  as  when  considered 
in  a lump  sum. 
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Insomnia  may  easily  defeat  therapeutic  meas- 
ures. It  robs  the  patient  of  needed  rest  during 
the  choicest  hours  for  repose — from  eleven  on. 

Amytal  (iso-amyl  ethyl  barbituric  acid)  in- 
duces soft  forgetfulness  for  a continuous  period, 
eases  tired  minds,  insures  rest.  Amytal  is  non- 
toxic within  the  latitude  of  hypnotic  require- 
ments. 


Eli  Lilly  and  Company 

Indianapolis,  Indiana,  U.  S.  A. 
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Impressions  From 
A.  M.  A.  Meeting 

|^\NE  was  rather  proud  of  the  representa- 
tion  from  Colorado — not  all  from  the 
larger  cities;  even  Steamboat  Springs  had 
an  emissary.  Hotel  rates  were  good  enough, 
beer  was  for  those  who  cared,  the  lake 
shore  drive  for  the  motorist,  the  Chicago 
exposition  (ballyhoo,  and  how!)  en  route 
. . . It’s  a long  way  to  go  from  Colorado 
to  play  golf,  but  some  did  it  . . . The  Presi- 
dent and  Executive  Secretary  got  lost 
among  the  breweries  (there  entirely  by 
chance)  and  saw  a forty-seven-car  freight 
train  pull  out  with  forty-seven  carloads  of 
beer  . . . One  Milwaukee  restaurant 

served  only  St.  Louis  beer!  . . . Some  of  our 
finest  saw  the  1933  Gold  Diggers  (by  con- 
fession) . . . 

Radiologists  had  a special  entertainment 
one  evening.  A prestidigitator  worried  some 
of  us  about  our  paper  money,  but  it  came 
back  undamaged.  The  loudest  talking  man 
I ever  heard,  he  was  . . . 

Presidents  reception,  as  usual — some 
wore  ’em  and  some  didn't  . . . House  of 
delegates  met  in  private  groups  and  caucuses 
to  do  the  real  stuff.  Open  meetings,  rather 
tiresome.  Reactionary  attitude  evident 
throughout.  The  writer  once  wrote  an  edi- 
torial giving  a scheme  for  certification  of 
specialists  (along  about  1920  or  1921). 
Glad  to  see  the  delegates  finally  got  around 
to  adopt  his  plan.  Wish  I could  feel  the 
fruit  grew  on  that  tree. 

The  President-elect  is  a good  choice  for 
these  parlous  (look  that  up)  times  . . . Old 


acquaintances  and  new.  Am  beginning  to 
understand  how  our  Denver  run-abouts  be- 
come nationally  known  . . . Exhibits,  worth 
the  trip.  Soon  available  for  us  all  is  a new 
radiopaque  solution  for  x-ray  demonstration 
of  urinary  tract,  oral  administration.  Films 
after  oral  method  just  as  good  as  after  intra- 
venous method.  Colorado  orthopods  would 
have  enjoyed  the  cadaver  dissection  show- 
ing ruptured  and  frayed  supraspinatus  ten- 
don and  ruptured  subacromial  bursa.  Iden- 
tical twins  and  triplets  were  shown  by  x-ray 
to  have  identical  skeletal  development,  even 
to  anomalies. 

Section  meetings — I saw  my  own.  Good 
review;  some  things  new.  Claude  went  over 
fine  in  his,  discussed  by  reactionaries.  Did 
the  mike  fuss  him  a little? 

These  impressions  stick  in  one’s  mind: 

Scientific  practice  is  the  goal — the  road 
is  open  to  all. 

Organization  matters  are  the  means,  con- 
ducted by  a few. 

We  shouldn’t  put  the  cart  before  the 
horse,  but  we  shouldn’t  minimize  the  con- 
tingent problems.  The  horse  should  be  fed 
and  the  road  smoothed. 

One  always  carries  back  home  something 
worth  while.  The  finishing  touch  is  often 
what  makes  the  difference. 

The  rewards  of  merit  are  slow,  but  last- 
ing. The  rewards  of  push  are  quicker,  but 
enemies  are  made;  mean  things  are  said  and 
thought. 

Cancer  is  still  X. 

Maybe  we  do  some  things  pretty  well  at 
home. 
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Colorado  Medicine 


Practice  and  research  are  quite  different 
occupations,  but  they  can  blend.  Relief  of 
human  suffering  composes  very  little  of  the 
incentive 'to  research.  Even  with  the  most 
zealous,  accomplishment  of  the  experiment 
and  solving  the  problem  provide  the  main 
interest. 

The  fellowship  is  worth  a lot.  Would  like 
to  go  oftener. 

F.  B.  S. 

4 4 4 

A granulocytosis 

^CHULTZ,  in  1922,  first  reported  a con- 
dition  termed  agranulocytic  angina, 
since  called  also  malignant  neutropenia, 
granulocytopenia,  and  idiopathic  neutro- 
penia. These  terms  refer  to  a marked  low- 
ering of  the  leucocytes  either  without 
known  etiology,  accompanied  by  ulceration 
of  the  mouth  and  soft  tissues,  or  following 
sepsis  elsewhere  in  the  body.  It  was  at 
first  believed  to  be  invariably  fatal,  but  in 
recent  years  undoubted  cases  have  recov- 
ered following  various  therapeutic  proce- 
dures— among  them  x-raying  of  long  bones, 
blood  transfusions,  arsenic  and  liver  ex- 
tract administration. 

Pentose  nucleotides,  derived  chiefly  from 
living  cell  nuclei,  are  present  in  normal  hu- 
man blood;  nucleic  acid  and  some  of  its 
derivatives  stimulate  leucocyte  formation. 
With  these  facts  at  hand,  Reznikoff  in  1930 
reported  recovery  in  three  cases  following 
administration  of  purine  salts  derived  from 
nucleotides.  A nucleotide  committee  has 
since  been  working  at  Harvard  to  carry  on 
this  study.  They  have  reported  74  per  cent 
recovery  in  sixty-nine  cases.  The  original 
preparation,  “Nucleotide  K96,  is  now 
known  as  Pentnucleotide  (Smith,  Kline  and 
French  Co.)  after  the  suggestion  of  the 
Council  on  Pharmacy  and  Chemistry.  It 
is  given  in  amounts  of  0.7  gm.  dissolved  in 
10  c.c.  of  sterile  distilled  water,  intramus- 
cularly, twice  daily  until  rise  of  the  white 
count,  then  once  daily  until  the  count  has 
been  normal  for  three  days.  The  same  pro- 
cedure is  repeated  in  the  face  of  relapses. 
In  urgent  cases  the  same  dosage  may  be 
given  intravenously  in  100  c.c  of  normal 
saline  solution.  The  latter  method  is  avoided 


in  myocardial  weakness,  as  there  may  be  a 
reaction  consisting  of  nausea  and  dyspnea. 
The  white  and  differential  counts  are  nor- 
mal by  the  tenth  day  of  treatment  in  most 
cases. 

More  recently  Foran.  Scheaff,  and  Trim- 
mer has  reported  remissions  in  five  cases  of 
granulopenia  following  parenteral  and  oral 
use  of  liver  extract.  They  injected  the 
equivalent  of  100  grams  of  liver  intravenous- 
ly or  intramuscularly  every  8 to  12  hours 
until  there  was  a definite  rise  in  the  total 
white  and  granulocyte  counts  or  until 
marked  clinical  improvement.  The  extract 
was  diluted  to  a volume  of  20c. c.  with  dis- 
tilled water.  After  recovery,  oral  or  parent- 
eral liver  administration  was  continued  in 
amounts  sufficient  to  maintain  normal  leuco- 
cyte count.  The  disease  has  been  consid- 
ered due  to  defective  function  of  the  bone 
marrow.  This  appears  logical  in  view  of 
the  leucopoiesis  noted  in  studies  upon  the 
parenteral  use  of  liver  extract  in  pernicious 
anemia. 

It  is  hoped  that  the  new  treatments  will 
save  many  lives  which  would  otherwise  be 
lost. 

4 4 4 

Calcium 

Therapy 

\V/E  NOTE  with  interest  the  increasing 

y scope  and  usefulness  of  calcium  ad- 
ministration. Its  importance  in  metabolism 
is  receiving  greater  recognition  and  the 
significance  of  dysfunctions  more  clinical 
consideration.  The  function  it  plays  in  tooth 
structure  and  skeletal  growth  have  long 
been  recognized.  So  also  has  its  use  in  pep- 
tic ulcer  therapy  wherein  it  acts  as  an  effi- 
cient antacid  without  giving  rise  to  alkalosis. 
Vitamin  D therapy,  together  with  calcium, 
is  used  in  pulmonary  tuberculosis.  Other 
indications  are  many — among  them  allergic 
phenomena,  nervous  instability,  spastic  con- 
ditions, and  blood  dyscrasias. 

More  recently  we  observe  the  efficacy  of 
calcium  against  various  forms  of  pain.  Good 
results  have  been  obtained  in  neuritis,  neu- 
ralgia, chronic  arthritis,  and  headache.  Its 
administration  may  or  may  not  be  accom- 
panied by  the  parathyroid  hormone.  Incur- 
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able  cancer  pain  has  yielded  to  calcium  in  a 
few  reported  instances.  Progressive  myopia 
in  growing  children  is  frequently  accom- 
panied by  calcium  deficiency;  favorable  re- 
sults are  reported,  in  several  instances,  fol- 
lowing calcium  therapy. 

Surely  calcium  deserves  a prominent  place 
among  our  useful  drugs.  Gratifying  results 
will  follow  its  more  frequent  use  in  the 
many  conditions  now  known  to  warrant  its 
administration. 

4 4 4 

Chronic  Bone  Disease  and 
the  Parathyroid  Glands 

RELEVANT  to  consideration  of  calcium 
metabolism,  we  note  the  role  of  the 
parathyroid  hormone  in  its  control.  As 
early  as  1903,  it  was  believed  that  parathy- 
roid dysfunction  caused  changes  in  the 
blood  calcium  and  in  the  bones.  It  was 
later  noted  that  their  extirpation  caused 
tetany.  Analogous  to  hyperinsulinism,  fol- 
lowing the  development  of  certain  tumors  of 
the  Islands  of  Langerhans,  is  the  fibrocystic 
decalcification  type  of  bony  changes  from 
hyperparathyroidism  accompanying  para- 
thyroid tumors.  In  recent  years,  the  litera- 
ture has  contained  a great  deal  of  clinical 
and  experimental  data  verifying  the  latter 
relationship.  Certain  workers  have  ven- 
tured to  recommend  removal  of  parathyroid 
tissue  in  cases  of  fibrocystic  diseases  of 
bone,  even  in  the  absence  of  tumors  in  these 
glands.  Favorable  results  are  recorded. 
This  procedure  is  difficult  surgically  due  to 
the  varying  location  of  these  bodies.  Great 
hope  is  therefore  held  for  roentgen  therapy 
in  such  cases,  particularly  where  no  tumor 
is  palpable. 

Medical  workers  in  every  field  are  inter- 
ested in  this  subject  and  feel  that  many  of 
the  rarer  bone  diseases  may  yield  their 
secrets  of  etiology  within  the  pale  of  para- 
thyroid dysfunction.  One  author  avers  that, 
since  calcification  is  associated  with  the 
healing  of  tuberculous  lesions,  voluntary  al- 
teration and  control  of  parathyroid  function 
may  some  day  cure  tuberculosis. 


Alleged 

Malpractice 

rjHYSICIANS  in  a number  of  states  have 
been  informed  that  malpractice  insur- 
ance premiums  have  been  raised — in  many 
instances  more  than  doubled.  This  is 
another  by-product  of  the  depression. 

At  least  one  type  of  lawsuit  is  avoidable, 
in  spite  of  the  fact  that  their  increased  inci- 
dence 'is  due  to  former  patients  looking  for 
“easy  money’  from  the  physician  who  has 
remained  a vulnerable  member  of  society. 
We  should  remember  that  many  collection 
suits  now,  if  won,  would  yield  naught  but  a 
worthless  judgment.  In  some  of  these  in- 
stances the  procedure  will  only  devise  mis- 
chief for  the  defendant's  idle  hands.  He 
may  reply  with  a counter-claim  of  malprac- 
tice, groundless  or  not.  There  is  special 
danger  among  dissatisfied  patients  who 
would  prefer  an  allegation  of  malpractice 
to  a fair  settlement  of  the  bill.  Danger  also 
exists  among  the  unscrupulous  ones  who 
would  resort  to  any  meanness  to  procure  a 
judgment  against  a responsible  physician  or 
insurance  company. 

Now,  more  than  ever  before,  it  would  be 
better  to  contact  the  patient  tactfully — per- 
sonally if  possible.  A frank  discussion  of 
pertinent  facts,  and  the  signing  of  a note 
or  declaration  of  a moratorium,  would  ulti- 
mately yield  more  money  and  preserve  the 
good  will  upon  which  the  private  practice 
of  a profession  depends.  Why  send  good 
money  after  bad,  lose  valuable  time,  create 
ill  feeling,  and  court  litigation? 

* <4  -4 

Oversupply  of 
Physicians 

A CCORDING  to  statistics,  if  the  present 

^ ratio  of  increase  in  the  number  of  physi- 
cians is  maintained  in  this  country,  there 
will  be  171,700  physicians  in  1940;  186.600 
in  1960;  and  210,800  in  1980.  Probably 
120,000  could  now  care  for  our  medical 
needs;  there  are  25,000  more  than  needed. 

Those  responsible  for  medical  education 
and  licensure  must  act  according  to  these 
figures  if  the  quality  of  service  and  type  of 
student  seeking  the  high  professional  status 
are  to  be  unimpaired. 
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COMPLICATIONS  IN  THE  TREATMENT  OF  CONGENITAL 
DISLOCATION  OF  THE  HIP* 

ROBERT  G.  PACKARD,  M.D.,  and  HAMILTON  I.  BARNARD,  M.D. 

DENVER 


The  purpose  of  this  paper  is  to  describe 
the  methods  of  treatment  in  the  many  com- 
plications of  dislocation  of  the  hips.  While 
our  primary  objective  is  to  secure  a stable 
joint  with  obliteration  of  the  limp,  we  must 
also  bear  in  mind  the  chances  of  subsequent 
arthritis  or  joint  strain  in  imperfect  reduc- 
tions, and  provide  measures  for  their  relief. 
In  dislocations  reduced  by  manipulation  be- 
fore the  age  of  three  years,  a permanent  cure 
results  in  a large  percentage  of  cases  with 
almost  normal  hips  resulting,  but  in  older 
children  various  open  procedures  in  bone 
and  joint  surgery  are  often  necessary.  The 
number  of  good  final  results  is  still  far  from 
satisfactory. 

The  etiology  of  congenital  hip  dislocation 
is  still  unknown,  although  many  causes  have 
been  suggested.  The  two  most  feasible 
theories  are  abnormal  intra-uterine  pressure 
and  developmental  anomaly  of  the  joint 
structure.  Dislocation  is  found  twice  as 
frequently  in  girls  as  in  boys,  occurs  more 
often  unilaterally  than  bilaterally,  and  is 
often  associated  with  other  congenital  de- 
formities. Races  are  probably  affected 
alike,  though  the  French.  Italians,  and  Por- 
tuguese seem  to  present  a greater  incidence. 
So  far  as  we  know  now,  the  condition  is 
due  purely  to  a structural  or  mechanical 
fault  and  is  not  the  result  of  any  inflamma- 
tory or  infectious  process. 

The  symptoms  depend  to  a great  extent 
upon  the  age  of  the  child.  The  first  indi- 
cation of  abnormality  is  usually  a limp,  de- 
scribed as  a waddling  gait,  seen  when  the 
child  begins  to  walk.  This  limp  is  due  to 
the  instability  of  the  hip  and  shortening  of 
one-half  to  two  inches  in  the  lower  extrem- 
ity. Examination  then  shows  a prominent 
trochanter  above  Nelaton’s  line,  a wide 
perineum,  a deepening  of  the  inguinal  fold, 
and  a moderate  lumbar  lordosis  with  more  or 
less  of  a lateral  curvature  depending  upon 

♦Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  10,  1932. 


the  amount  of  shortening.  The  Trendelen- 
berg  test  for  instability  of  the  hip  is  positive. 
There  is  usually  no  muscle  spasm,  tender- 
ness, or  restriction  of  joint  motion.  Palpa- 
tion reveals  the  femoral  head  to  be  absent 
from  the  acetabulum  and  dislocation  usually 
upward  and  backward.  The  diagnosis  is 
made  conclusive  by  the  x-ray,  which  shows 
either  a simple  dislocation  or  one  combined 
with  additional  anatomic  variations.  It  is 
sometimes  difficult  to  determine  whether 
the  condition  did  exist  at  the  time  of  birth 
or  occurred  later.  However,  if  there  is  no 
evidence  of  inflammatory  process  and  there 
is  no  history  of  trauma,  the  condition  is  usu- 
ally considered  a congenital  dislocation. 

While  the  existence  of  congenital  dislo- 
cation has  been  recognized  since  the  time 
of  Hippocrates,  treatment  has  not  become 
standardized  but  has  always  varied  consid- 
erably. At  present  there  is  a growing  ten- 
dency to  open  reduction  as  routine.  History 
tells  us  that  Pare  attempted  on  several  occa- 
sions to  reduce  dislocations  but  was  unsuc- 
cessful. In  1888,  Paci  tried  the  manipula- 
tive or  closed  method  and  advocated  its  use. 
In  the  same  year  Pogi  corrected  a case  by 
open  reduction.  However,  Lorenz  of  Vienna 
succeeded  in  popularizing  the  closed  method 
in  Europe,  while  Ridlon,  in  this  country, 
claimed  that  open  reduction  was  almost 
never  indicated  and  was  so  successful  that 
it  was  heresy  to  contradict  him.  It  remained 
for  Haffa  to  describe  the  open  surgical 
method  of  reduction.  Thus  for  years  the 
Lorenz  and  Ridlon  manipulations  were  used 
almost  exclusively,  but  in  the  last  ten  or 
fifteen  years,  with  the  x-ray  playing  a more 
prominent  role,  the  late  results  have  not 
been  considered  satisfactory.  Now  the  pen- 
dulum is  swinging  over  to  open  reduction, 
even  though  open  surgery  means  the  extra 
risk  of  infection,  additional  shock,  and  often 
later  traumatic  or  pressure  arthritis. 

However,  it  is  not  purely  a question  as  to 
whether  we  must  decide  once  for  all  be- 
tween the  manipulative  or  closed  method 


July,  1933 


249 


and  the  open  surgical  reduction.  There  are 
clear  indications  for  each  type  of  treatment. 
The  objective,  of  course,  is  primarily  reduc- 
tion with  restoration  of  the  hip  function  to 
as  near  normal  as  possible,  with  good  weight 
bearing,  good  stability,  and  a good  degree 
of  motion.  The  question  of  overcoming  or 
greatly  diminishing  the  shortening  is  sec- 
ondary, though  a limb  equal  in  length  to  its 
fellow  is  naturally  desired.  Yet  it  must  be 
remembered  that  a movable  but  painful  joint 
is  not  as  good  a final  result  in  adolescent 
and  adult  cases  as  a stiff  yet  painless  joint. 

The  type  of  treatment  then  depends  upon 
a number  of  factors.  First  of  all,  especially 
in  the  younger  children,  is  the  dislocation 
simple  or  complicated?  In  the  simple  dis- 
placement, we  find  the  acetabulum  well  de- 
veloped with  a good  more  or  less  horizontal 
roof  covering  a socket  of  fair  depth.  The 
head  of  the  femur,  developing  and  showing 
the  normal  relation  to  the  shaft,  is  displaced 
upward  and  backward.  In  this  type  of  sim- 
ple dislocation,  there  are  two  kinds  of  treat- 
ment available — either  the  closed  method  of 
Lorenz,  Ridlon,  or  Putti,  or  one  of  the  many 
open  methods  now  practiced.  The  manipu- 
lative procedure  should  certainly  first  be 
tried  as  soon  as  the  diaper  stage  is  passed. 
The  child  is  anesthetized,  preferably  with 
ether,  and  the  Lorenz  closed  method  of  re- 
duction attempted.  The  muscles  of  the  up- 
per femur  are  thoroughly  and  slowly 
stretched  by  forcible  full  flexion  and  abduc- 
tion, then,  by  circumduction,  the  femoral 
head  is  made  to  pass  from  behind  forward 
and  downward  underneath  the  acetabulum, 
then  to  slip  up  over  the  inferior  lip  into  the 
socket.  If  the  head  reduces  readily  and 
good  stability  seems  present,  a plaster  cast 
is  applied — a spica  of  the  hip  from  the  rib 
margin  down  to  the  base  of  the  toes,  hold- 
ing the  lower  extremity  in  the  so-called  frog 
position  with  the  thigh  abducted  to  90°  or 
100°,  the  knee  behind  the  plane  of  the  body, 
the  leg  flexed  to  90°,  the  amount  of  rotation 
of  the  limb  depending  upon  the  position  of 
best  stability.  If  a stereoscopic  x-ray  a day 
or  so  later  shows  the  head  in  good  relation, 
the  cast  is  left  on  for  about  three  months. 
In  a unilateral  case  after  a few  days,  the 
child  is  allowed  up  on  some  contrivance  like 


a Kiddie  Car  and  in  two  weeks  is  able  to 
walk,  with  the  heel  of  the  opposite  shoe 
raised  about  two  and  one-fourth  inches.  In 
bilateral  cases,  the  continuance  of  the  Kiddie 
Car  is  advocated  longer.  At  the  end  of 
three  months  the  cast  is  changed  and  the 
thigh  brought  down  to  about  60°  abduction 
in  the  second  cast.  This  process  is  repeated 
every  ninety  days  until,  at  the  end  of  twelve 
or  fourteen  months,  the  thigh  is  down  in  a 
fairly  normal  position  and  the  child  is  al- 
lowed to  walk  with  or  without  crutches,  the 
thigh  still  assuming  a slight  abduction  by 
keeping  the  heel  of  the  opposite  shoe  raised 
by  one-half  or  three-fourths  of  an  inch. 

However,  if  reduction  cannot  be  accom- 
plished on  manipulation,  no  cast  is  applied 
and  the  child  is  again  allowed  to  walk  and 
play  for  a few  weeks  before  returning  to 
the  hospital.  Before  open  treatment,  the 
child  should  be  in  bed  for  two  or  three  days 
to  build  up  its  resistance  with  rest,  forced 
fluids,  and  sugar.  The  hip  should  be  pre- 
pared as  for  any  major  operation.  Any  one 
of  many  classic  incisions  is  made  over  the 
hip  joint,  the  acetabulum  and  head  exposed, 
the  constriction  in  the  capsule  divided  and 
the  socket  cleaned  out  if  necessary,  so  that 
the  head  may  be  forced  into  the  acetabulum. 
The  good  roof  shown  by  preoperative  x-ray 
will  be  demonstrated  at  operation.  The  cap- 
sule and  other  structures  are  closed  without 
drainage.  A plaster  cast  is  applied  with  the 
thigh  held  in  a little  internal  rotation  and 
slight  abduction.  The  cast  is  left  on  for 
twelve  to  sixteen  weeks  only.  The  prog- 
nosis in  such  cases  is  usually  good  for  early 
function. 

So  much  for  the  simple  displacements,  but 
there  are  the  other  types  of  cases  with  com- 
plications either  shown  on  examination  pre- 
vious to  the  attempt  at  reduction  or  encoun- 
tered during  the  course  of  treatment.  We 
have  met  with  the  following:  (1)  Persistent 
absence  or  shallowness  of  the  acetabulum, 
(2)  Occlusion  of  acetabulum.  (3)  Absence 
or  lack  of  development  of  the  femoral  head 
or  capital  epiphysis.  (4)  Anterior  or  poste- 
rior version  of  the  head  and  neck  of  the 
femur.  (5)  Subsequent  obturator  disloca- 
tion. (6)  Fracture  of  femoral  neck  or  up- 
per shaft.  (7)  Injury  to  sciatic  nerve  on 
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Fig.  1.  A simple  type  of  congenital  dislo- 
cation of  the  hip  in  a child  of  2%  years 
before  reduction  by  the  closed  method. 
It  shows  a good  femoral  head  and  ace- 
tabulum with  an  oblique  roof. 


Fig.  5.  Dislocation  in  a child  of  3 years. 
Closed  reduction  was  tried  but  not  ac- 
complished. Open  reduction  showed  good 
femoral  head  and  acetabular  roof,  but 
capsule  constricted  and  acetabulum  oc- 
cluded. 


Fig.  7.  An  example  of  shallow  or  deficient 
acetabulum  before  reduction  in  child  of 
7 years,  a high  age  for  closed  reduction. 


Fig.  2.  Dislocation  reduced  by  closed  meth- 
od. Acetabular  roof  is  less  oblique  after 
16  months  making  joint  more  secure. 


Fig.  6.  Satisfactory  reduction  with  subse- 
quent good  functional  and  anatomical  re- 
sults. 


Fig.  8.  Same  case  five  months  later.  A 
good  false  acetabulum  created  by  shelv- 
ing operation  making  serviceable  hip.  Re- 
duction to  true  acetabulum  was  not  prac- 
tical in  this  child. 


These  figures  have  been  selected  from  the  series  of  lantern  slides  shown  at  the  meeting  and 
bear  their  original  numbers. 
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manipulation.  (8)  Subsequent  arthritis  or 
joint  strain  with  or  without  ankylosis  or 
deformity.  (9)  Cases  beyond  the  age 
limit. 

Cases  of  persistent  absence  or  shallowness 
of  the  acetabulum  and  cases  of  older  chil- 
dren with  high  displacement  of  the  femoral 
head  are  not  so  successfully  treated  by  the 
methods  described.  The  usual  procedure 
now  practiced  is  known  as  the  shelf  opera- 
tion. By  one  of  the  classical  approaches  to 
the  hip,  the  entire  joint  is  exposed,  likewise 
the  outer  face  of  the  ilium  above  and  behind 
the  socket.  After  the  head  has  been  brought 
down  and  restored  to  as  near  its  normal  re- 
lationship to  the  acetabulum  as  practicable, 
an  outer  layer  of  the  ilium  is  raised  by  chis- 
eling above  and  behind  the  site  of  the  socket, 
forming  by  its  ilial  atfachment  a flap  of  fresh 
bone  which  is  thrown  forward  and  outward 
as  a shelf  or  ledge  over  the  femoral  head. 
Additional  bone  chips  are  taken  from  the 
outer  face  of  the  ilium  to  help  sustain  this 
shelf.  Another  procedure  similar  to  shelving 
is  the  dropping  down  of  the  lower  half  of 
the  upper  lip  of  the  acetabulum  after  split- 
ting the  lip  in  two  and  inserting  a graft  of 
bone  to  maintain  the  lowered  half  in  its  new 
relation  to  the  socket.  In  either  case  the 
wound  is  closed  without  drainage  and  a cast 
applied  with  the  thigh  in  slight  abduction 
and  internal  rotation  in  which  position  the 
patient  remains  about  twelve  weeks  or  until 
the  new  socket  seems  adequate. 

A lot  has  been  written  about  another 
complication,  namely,  the  anteversion  or 
forward  angulation  of  the  femoral  head  and 
neck.  Its  importance  has  been  strongly 
stressed  by  many  operators  and  as  often  be- 
littled by  others,  many  of  whom  claim  the 
anomaly  will  right  itself  after  early  reduc- 
tion. We  believe,  however,  that  in  no  small 
number  of  cases,  after  primary  closed  or 
open  reduction,  the  best  final  results  are 
obtained  by  a subtrochanteric  or  supra- 
condylar osteotomy. 

Let  me  now  mention  another  complica- 
tion occurring  in  the  course  of  treatment 
that  we  have  not  found  mentioned  in  the 
literature,  namely,  a subsequent  obturator 
dislocation.  One  of  our  cases,  a child  aged 
three  years,  showed  such  a dislocation  fol- 


lowing a normal  reduction,  as  confirmed  by 
x-ray.  The  reduction  of  the  obturator  dis- 
location was  accomplished  by  adhesive  plas- 
ter traction  downward  after  removal  of  the 
cast. 

An  unfortunate  complication,  occasionally 
occurring  early  or  late  during  the  course  of 
treatment,  is  fracture  of  the  femoral  neck 
or  shaft.  We  observed  a case  of  congenital 
bilateral  dislocation  of  the  hip  two  years 
after  treatment  was  instituted.  At  the  time 
of  the  first  manipulation,  the  one  hip  was 
successfully  reduced,  but  forcible  manipula- 
tion of  the  opposite  hip  produced  a subtro- 
chanteric fracture. 

Another  complication  that  we  had  was 
that  of  sciatic  nerve  injury  with  permanent 
paralytic  foot  drop,  due  probably  to  stretch- 
ing or  severe  bruising  of  the  nerve  at  the 
time  of  attempt  at  reduction  by  the  closed 
method.  This  case  showed  a poor  final  re- 
sult with  bone  atrophy,  shortening  of  the 
limb,  and  peroneal  paralysis.  The  redeem- 
ing feature,  however,  was  that  the  perma- 
nent foot  drop  compensated  to  a slight  de- 
gree for  the  resulting  shortening  of  the  limb. 

A major  complication  that  occurs  in  late 
adolescent  or  adult  cases  is  the  pain  that 
supervenes  in  reduced  cases.  This  may  be 
due  to  the  joint  strain  resulting  from  increas- 
ing weight  where  the  hip  dislocation  has  not 
been  perfectly  reduced  on  account  of  the 
age  of  the  individual  or  on  account  of  the 
primary  marked  displacement.  It  may  also 
be  due  to  what  we  are  pleased  to  call  a trau- 
matic, pressure,  or  absorptive  arthritis.  Such 
a case  of  arthritis  occurred  in  an  older  child 
where  a shelving  operation  was  done.  About 
thirteen  months  later  x-ray  showed  an  excel- 
lent false  acetabulum  formation  created  by 
the  shelving  operation.  There  was,  how- 
ever, a considerable  arthritis  present  with 
pain  and  loss  of  motion.  For  further  treat- 
ment in  such  a discouraging  complication, 
four  operative  procedures  may  be  offered: 
(1)  Arthrodesis.  (2)  Osteotomy  at  or  be- 
low the  trochanter  to  make  more  contact 
between  the  head  and  the  ilium  so  as  to 
prevent  muscle  strain.  (3)  Shelf  operation. 
(4)  Excision  of  the  head,  probably  to  be 
followed  by  some  ambulatory  caliper  brace 
to  take  the  body  weight.  Of  these  four 
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methods,  probably  the  best  one,  by  far,  is 
arthrodesis  to  get  definite  relief  of  pain, 
even  if  it  means  sacrificing  the  little  motion 
present. 

Our  final  complication  is  that  of  over-age. 
This  is  especially  true  in  bilateral  cases  in 
children  beyond  the  age  of  nine,  where  the 
limbs  are  of  equal  length  and  the  hips  are 
fairly  stabile. 

In  our  series  of  over  a hundred  cases,  al- 
most one-half  showed  one  or  more  of  the 
complications  enumerated  and  necessitated 


a change  in  the  ordinary  routine  of  treat- 
ment. The  final  results,  while  usually  bene- 
fiting the  patients,  have  not  been  entirely 
satisfactory.  The  type  of  treatment  to  use 
is  often,  of  course,  debatable.  We  should 
treat  all  cases  as  early  as  possible.  Attempt 
closed  reduction  between  the  ages  of  three 
and  five.  If  unsuccessful,  do  open  reduction 
and  when  necessary  shelve  the  acetabulum, 
treating  the  complications  as  they  present. 
In  cases  of  subsequent  arthritis,  arthrodesis 
generally  affords  the  best  final  functional 
result. 


CORRECTIVE  TREATMENT  OF  COMPRESSION  FRACTURES  OF 

THE  SPINE* 

ATHA  THOMAS.  M.D.,  and  CHARLES  E.  SEVIER.  M.D. 

DENVER 


Compression  fractures  of  the  spinal  ver- 
tebrae occur  more  frequently  than  generally 
is  realized,  and  often  result  from  apparently 
trivial  injuries  with  relatively  mild  local 
symptoms.  For  that  reason  they  are  com- 
monly overlooked,  being  dismissed  as  sim- 
ple contusion  or  back  strain. 

These  fractures  are  the  result  of  a sudden 
violent  forward  flexion  of  the  spine,  com- 
pressing the  vertebral  body  in  its  vertical 
axis  and  producing  the  characteristic  wedge- 
shaped  deformity,  so  plainly  seen  in  the  lat- 
eral radiograph.  Crushing  blows  across  the 
back  and  shoulders  from  falling  objects,  falls 
from  a height  with  the  back  bent  forward, 
and  automobile  accidents  in  which  the  in- 
jured person  is  thrown  upward  and  forward, 
forcing  the  spine  into  sudden  flexion,  are  the 
most  common  causes.  The  vertebrae  most 
frequently  involved  are  the  twelfth  dorsal 
and  the  first  and  second  lumbar,  but  none 
is  exempt. 

As  stated,  the  pain  is  often  slight  and  the 
seriousness  of  the  injury  is  not  realized.  In 
all  accident  cases  complaining  of  back  pain 
and  giving  a history  of  having  been  struck 
across  the  back,  or  having  been  thrown,  or 
having  fallen,  it  is  a safe  rule  to  insist  on 
carefully-taken  x-rays  with  lateral  as  well 


*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  10,  1932. 


as  antero-posterior  views — for  only  by  such 
x-rays  can  a positive  diagnosis  be  made. 

The  patient  suffering  with  such  a fracture 
complains  of  pain  in  the  back,  sometimes  ra- 
diating anteriorly  along  the  ribs  or  into  the 
abdomen;  but,  as  emphasized,  this  pain  may 
be  trivial  and  is  often  located  below  the 
site  of  fracture.  Considerable  abdominal 
distension  may  be  present  but  usually  does 
not  manifest  itself  for  several  hours  or  even 
days  after  accident.  Tenderness  and  swell- 
ing over  the  spinous  processes  of  the  af- 
fected vertebrae  are  common  findings.  De- 
formity, as  evidenced  by  a localized  knuck- 
ling or  kyphosis  at  the  site  of  fracture  is 
present  only  if  the  wedging  of  the  vertebral 
body  is  quite  marked  and  often  does  not 
appear  except  in  old  untreated  cases.  Limi- 
tation of  motion  and  rigidity  or  spasm  of  the 
spinal  muscles  are  always  present  to  some 
degree.  Neurological  signs  are  exceptional, 
unless  there  is  a complicating  dislocation  or 
damage  to  the  vertebral  arches.  In  old,  un- 
treated cases  with  increasing  deformity, 
there  may  be  paresthesias,  increased  re- 
flexes, and  weakness  in  the  legs,  evidencing 
cord  irritation. 

Until  recently,  the  treatment  of  these 
fractures  has  consisted  of  prolonged  fixation 
with  cast,  brace,  or  frame  with  the  hope  of 
obtaining  bony  union,  regardless  of  deform- 
ity. Operative  fusion  of  the  spine  at  the 
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Fig.  1.  Diagrammatic  draw- 
ing illustrating  the  me- 
chanics of  correction  of 
compression  fracture 
of  a vertebra  by  hyper- 
extension of  the  spine, 
and  showing  the  part 
played  by  the  common 
anterior  ligament  in 
bringing  about  this  cor- 
rection. “The  interlock- 
ing segments  of  the 
spine  above  and  below 
the  level  of  the  fracture 
provide  a pair  of  unus- 
ually powerful  levers, 
which  correct  the  de- 
formity by  a pull  ex- 
erted through  the  com- 
mon anterior  ligement.” 
— R.  Watson  Jones,  Brit- 
ish Medical  Journal 
1:  1931. 


site  of  fracture  also  has  been  carried  out 
with  the  hope  of  lessening  the  marked  dis- 
ability that  is  the  usual  result  of  such  frac- 
tures. Neither  of  these  methods  has  proved 
very  satisfactory,  however,  as  revealed  by 
a study  of  a large  series  of  reported  cases. 
In  1927,  one  of  the  writers'  reported  forty- 
six  cases  of  compression  fracture  among  in- 
dustrial workers,  in  which  more  than  half  of 
the  number  had  a permanent  disability  aver- 
aging over  50  per  cent.  Cleary"  has  reported 
fifty-two  cases  in  which  the  rating  was  40 
to  50  per  cent  and  higher.  In  Johnson’s3 
series,  the  disability  varied  between  45  and 
75  per  cent.  Eikenbary1  states  that  in  more 
than  seventy-five  state  industrial  patients 
not  more  than  five  were  returned  to  hard 
labor  without  considerable  disability,  figures 
ranging  from  10  per  cent  up.  He  further 
states  that  in  a series  of  over  150  cases  in 
which  fusion  operations  were  done,  not  one 
was  able  to  return  to  his  former  occupation. 
Harbaugh  and  Haggard',  in  a most  compre- 
hensive study  of  the  end  results  in  fractures 
of  the  lower  spine  examined  and  rated  by 
the  California  State  Industrial  Accident 
Commission,  report  an  average  disability 
rating  of  45  to  50  per  cent,  the  disability  in 
cases  operated  upon  being  slightly  higher 
than  in  those  treated  conservatively.  Kess- 


ler", in  his  recent  book  on  the  medico-legal 
aspects  of  Workmen’s  Compensation,  gives 
50  per  cent  as  the  average  permanent  dis- 
ability rating  of  cases  with  compression 
fracture. 

Within  recent  years,  however,  certain 
corrective  methods  of  treating  these  cases 
have  been  described,  which  bid  fair  to  over- 
come this  gloomy  prognosis.  Langworthy7, 
Thomson",  Davis",  Dunlop'0,  Rogers11,  and 
R.  Watson  Jones1'  have  described  proce- 
dures which  correct  the  spinal  deformity 
and  restore  the  compressed  vertebral  body 
to  its  normal  contour.  These  methods,  while 
varying  in  detail,  have  this  important  prin- 
ciple in  common — correction  of  the  de- 
formed vertebral  body  by  extreme  hyperex- 
tension of  the  spine.  As  stated  by  Rogers11, 
this  correction  of  the  deformity  of  the 
crushed  body  is  necessary  to  assure  restora- 
tion of  function  of  the  back,  as  the  forward- 
bent  position  results  in  a compensatory  lum- 
bar lordosis  which  is  maintained  only  by 
sustained  muscle  action.  Strain  follows, 
causing  backache,  fatigue,  and  economic 
disability. 

The  method  of  correction  described  by 
Davis"  consists  of  placing  the  anesthetized 
patient  prone  upon  a table  with  the  feet  fas- 
tened together  and  suspended  by  a rope 
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Fig.  2.  Compression  frac- 
ture of  first  lumbar  ver- 
tebra, corrected  two 
weeks  after  accident  by 
immediate  manipulation 
in  hyperextension  with- 
out anesthesia. 

A.  Before  correction. 

B.  After  correction 
(through  cast). 


passed  through  an  overhead  pulley.  The 
legs  are  elevated  until  the  pelvis  and  lower 
trunk  are  lifted  from  the  table  and  pressure 
is  exerted  over  the  site  of  fracture,  forcibly 
hyperextending  the  spine.  A body  cast  is 
applied  with  the  spine  in  this  position. 

Dunlop'0  obtains  correction  by  placing  the 
anesthetized  patient  face  up  with  the  spine 
hyperextended  across  a folded  sheet  passed 
transversely  beneath  the  body  and  held  taut 
by  two  assistants.  Strong  traction  is  exerted 
on  the  hands  and  feet  of  the  patient  by  oper- 
ator and  assistant  and  the  patient  is  tossed 
straight  up  in  the  air  and  his  weight  caught 
on  the  taut  sheet  in  the  descent,  extreme 


care  being  exercised  to  keep  the  spine  in  hy- 
perextension. A body  cast  then  is  applied, 
maintaining  hyperextension. 

The  Rogers1'  method  differs  from  the 
above  two  in  that  correction  is  obtained  by 
a very  gradual  hyperextension  of  the  spine 
by  means  of  an  adjustable  frame.  The  pa- 
tient is  placed  on  the  frame  with  a slight 
upward  concavity;  then  hyperextension  is 
increased  gradually  until  an  angle  of  45  to 
60  degrees  is  reached.  This  takes  a week 
or  ten  days,  and  then  what  is  described  as 
a “three-point  jacket"  is  applied.  The  three 
points  held  fixed  by  the  cast  are  the  upper 
end  of  (he  sternum,  and  anterior  superior 


Fig.  3.  Compression  frac- 
ture of  the  twelfth  dor- 
sal vertebra,  corrected 
twenty-four  hours  after 
accident  by  immediate 
manipulation  in  hyper- 
extension under  general 
anesthesia. 

A.  Before  correction. 

B.  After  correction 
(through  cast). 
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spines  in  fronflJand  the  site  of  fracture  pos- 
terity. In  this  way,  the  extreme  hyper- 
epctension  is  maintained.  Such  a cast  can 

■&*  -V 

be  applied  by  the  use  of  the  well-known 
Goldthwaite  irons,,  described  in  all  ortho- 
pedic textbooks,  or  simply  by  suspending  the 
patient  prone  on . a canvas  sling  with  the 
hyperextension  well  maintained. 

The  most  recent  method  is  that  described 
by  Watson  Jonesi;  in  the  British  Journal  of 
Surgery.  It  is  simplicity  itself  and,  judging 
from  his  reports,  is  just  as  effective  as  the 
other  more  complicated  methods.  It  is  espe- 
cially applicable  where  proper  equipment  , 
and  assistance  are  lacking.  Two  tables  are 
arranged  end  to  end,  with  the  space  between 
slightly  greater  than  the  length  of  the  pa- 
tient’s trunk.  The  front  table  is  raised  on 
blocks  or  chairs,  so  that  it  is  about  two  feet 
higher  than  the  other.  The  patient  is  now 
lifted  face  downward  into  such  a position 
that  he  is  gripping  the  edge  of  the  higher 
table  with  his  abducted  arms.  The  lower 
table  supports  his  lower  limbs  as  high  as  the 
upper  thigh,  but  between  the  neck  and  the 
groins  there  is  no  support.  In  this  position 
the  spine  sags  gently  into  full  hyperexten- 
sion. Not  only  is  a general  anesthetic  unnec- 
essary, but  the  position  required  can  be 
maintained  much  more  easily  by  a conscious 
patient  than  by  an  anesthetized  one.  A plas- 
ter of  Paris  jacket  is  applied  in  this  position, 
well  moulded  to  the  curve  of  the  spine,  the 
sacrum,  and  the  iliac  crests,  and  extending 


up  to  the  neck,  front  and  back.  Jones  re- 
ports excellent  results  in  sixty-five  cases. 

The  after  care  of  these  patients  is  most 
important.  The  plaster  jacket  is  kept  on  for 
a period  of  two  to  four  months,  during  the 
latter  part  of  which  time  the  patient  can  be 
ambulatory.  A steel  brace  of  the  Taylor 
type,  extending  from  sacrum  to  neck,  is  then 
applied;  this  is  worn  for  about  a year. 
Union  takes  place  slowly  in  the  fractured 
body  and  it  is  important  that  every  precau- 
tion be  taken  to  maintain  the  hyperextended 
position  and  prevent  recurrence  of  the  de- 
formity. 

iQne  important  cause  of  weakness,  pain, 
and  disability,  especially  in  the  industrial 
cases,  is  the  marked  muscle  wasting  that 
takes  place  during  the  prolonged  period  of 
immobilization.  To  prevent  this,  a system 
of  exercises  to  be  carried  out  daily  is 
strongly  recommended.  Such  exercises  re- 
store muscle  tone,  shorten  convalescence, 
and  put  the  patient  in  much  better  physical 
condition  to  return  to  manual  labor.  Briefly, 
the  exercises  are  as  follows:  With  the  pa- 
tient lying  on  face,  ( 1 ) each  thigh  is  lifted 
alternately  from  the  table  with  the  knee 
straight;  (2)  both  thighs  are  lifted  together; 
(3)  the  head  and  neck  are  raised  against 
resistance.  These  exercises  can  be  carried 
out  while  the  patient  is  still  in  bed  and  in  a 
cast.  Their  importance  cannot  be  empha- 
sized too  strongly,  as  stated  by  Rogers, 
Watson  Jones,  and  Hempel13. 


Fig.  4.  Compression  frac- 
ture of  the  twelfth  dor- 
sal vertebra,  corrected 
by  immediate  manipula- 
tion under  general  anes- 
thesia, by  Dr.  John 
Foster,  and  reported 
with  his  permission. 

A.  Before  correction. 

B.  After  correction. 
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Fig.  5.  Compression  frac- 
ture with  dislocation  of 
twelfth  dorsal  vertebra, 
corrected  by  immediate 
manipulation  under  gen- 
eral anesthesia,  by  Dr. 
J.  E.  Struthers,  and  re- 
ported with  his  permis- 
sion. 

A.  Before  correction. 

B.  After  correction 
(through  cast). 


Conclusions 

By  means  of  corrective  methods  of  treat- 
ing compression  fractures  of  the  vertebrae, 
normal  restitution  of  the  fractured  vertebrae 
is  obtained,  disabling  deformity  is  prevented, 
periods  of  temporary  total  disability  are 
shortened,  and  permanent  disability  is  les- 
sened. 

Summary 

(1) .  Compression  fractures  of  the  ver- 
tebral bodies  are  common  injuries,  often  due 
to  apparently  trivial  causes,  and  are  fre- 
quently overlooked. 

(2) .  Disability  is  marked  and  prolonged 
under  older  methods  of  fixation. 

(3) .  Anatomical  restitution  of  the  de- 
formed vertebra  is  desirable  and  can  be  ob- 
tained by  corrective  methods  based  on  the 
principle  of  extreme  hyperextension  of  the 
spine. 

(4) .  Regular  daily  exercises  of  the  trunk 
muscles  constitute  an  important  part  of  the 
convalescent  care  of  such  cases. 

(5) .  Radiographs  illustrating  compres- 
sion fractures  corrected  by  such  methods  are 
shown. 
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A Bequest  for  a Cancer  Cure 

Under  the  terms  of  the  will  of  Mrs.  Kath- 
erine B.  Judd  of  New  York  City,  a bequest 
of  a $30,000  trust  fund  was  left  to  the  Johns 
Hopkins  Hospital  in  Baltimore.  The  will 
provides  that  an  income  of  $1,000  be  paid 
annually  “to  the  person  who,  in  the  judg- 
ment of  the  trustees,  shall  have  made  the 
greatest  advancement  toward  the  discovery 
of  a cure  for  cancer.  The  rest  of  the  in- 
come is  to  be  used  for  the  relief  of  cancer 
patients.  A $15,000  bequest  is  made  avail- 
able from  the  principal  upon  satisfactory 
proof  that  a cure  for  cancer  has  been  dis- 
covered and  perfected. — (N.  Y.  Times, 
January  6,  1933.) 
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THE  GENERAL  PRINCIPLES  OF  RADIATION  THERAPY  OF 

TUMORS* 

W.  WALTER  WASSON,  M.D. 

DENVER 


From  the  combined  efforts  of  many  scien- 
tists, radiation  therapy  has  advanced  from 
the  realms  of  experiment  and  controversy  to 
be  accepted  as  a definite  aid  in  the  treat- 
ment of  many  diseases.  If  one  can  select 
even  one  disease  in  which  it  is  of  value,  and 
a few  of  the  recognized  methods  of  treat- 
ment of  that  disease,  then  real  progress  has 
been  made.  For  the  successful  management 
of  any  disease  there  must  be  mutual  agree- 
ment within  the  medical  profession  upon  the 
general  principles  in  the  treatment  of  that 
disease.  Such  an  attempt  in  the  radiation 
therapy  of  tumors  offers  considerable  hope 
of  success.  While  the  number  of  years  in 
which  this  method  of  treatment  has  been 
used  is  not  great,  the  advancement  has  been 
unusually  rapid.  The  rapidity  of  advance- 
ment has  been  due  to  the  combined  efforts 
of  scientists,  working  both  individually  and 
in  the  laboratories  of  our  universities;  the 
observations  of  surgeons,  physicians,  and 
radiologists;  and  finally,  the  building  of 
adequate  equipment  by  the  manufacturers 
of  apparatus.  The  scientist  has  been  par- 
ticularly interested  because  the  x-rays  have 
given  him  a means  of  attack  upon  the 
very  basis  of  matter.  The  physician  has 
been  particularly  interested  in  the  knowl- 
edge of  the  x-ray  and  radium  gained  by  the 
scientist,  as  this  knowledge  has  given  him 
new  agents  for  the  attack  of  disease.  There 
probably  is  a very  close  relationship  be- 
tween molecular  disintegration  and  cellular 
destruction. 

The  first  consideration  in  the  radiation 
treatment  of  tumors,  as  in  the  treatment  of 
any  disease,  is  an  accurate  diagnosis.  An 
accurate  diagnosis  is  dependent  upon  the 
effort  expended  in  the  search  for  symptoms 
and  the  analytical  evaluation  of  these  symp- 
toms. Since  this  paper  is  concerned  with 
general  considerations  rather  than  the  de- 
tails of  any  one,  it  is  not  advisable  to  enter 
upon  a description  of  the  methods  of  diag- 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932. 


nosis.  The  methods  employed  are  not  dif- 
ferent from  those  employed  in  the  diagnosis 
of  other  disease  and  are  dependent  upon  the 
skill  and  judgment  of  the  physician.  How- 
ever, as  the  results  of  treatment  depend  so 
much  upon  it,  I do  wish  to  emphasize  the 
necessity  for  accuracy.  Most  diseases  have 
a great  tendency  toward  recovery,  if  the 
physician  is  not  too  meddlesome;  but  this 
is  not  true  with  cancer.  The  human  being 
has  very  little  resistance  to  cancer,  and  for 
it  the  physician  must  choose  a course  of 
active  treatment  in  which  the  results  will 
depend  almost  entirely  upon  his  judgment 
in  the  selection  of  the  method  of  treatment 
and  his  percentage  of  accuracy  in  its  appli- 
cation. 

This  brings  me  to  the  second  considera- 
tion, which  is  the  question  of  the  micro- 
scopical study  of  a section  of  the  tumor.  It  is 
true  that  the  attending  physician  or  surgeon 
may  often  make  an  accurate  diagnosis  dif- 
ferentiating a benign  or  inflamed  tumor  from 
a cancer  by  the  gross  appearance  or  by  the 
sense  of  touch.  Yet,  at  the  present  time, 
one  must  obtain  a section  whenever  pos- 
sible. There  are  conditions,  however,  which 
regulate  the  removal  of  sections.  If  the  field 
of  removal  is  to  be  contaminated,  and  if  any 
remaining  tumor  cells  may  be  taken  up  by 
the  blood  or  lymph  stream,  then  no  section 
of  tissue  should  be  made.  It  is  considered 
permissible  to  take  a section  from  a cervix 
if  the  surgeon  is  careful  in  his  manipulation, 
but  never  through  a tumor  of  the  breast 
where  the  nodule  is  closed  after  the  opera- 
tion. In  the  case  of  the  breast  tumor,  only 
a block  resection  should  be  done,  and  even 
that  is  questionable  without  preoperative 
radiation  therapy.  Of  course,  the  study  of 
the  microscopical  section  must  be  made  by 
one  especially  skilled  in  that  field  and, 
wherever  there  is  any  doubt,  a consultation 
of  pathologists  should  be  held.  Too  infre- 
quently an  inflammatory  mass  is  called  can- 
cer, and  a successful  result  is  attributed  to 
radiation  therapy  or  to  a radical  operation. 
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On  the  other  hand,  too  frequently  a cancer 
is  overlooked. 

The  third  point  for  discussion  is  that  of 
metastases.  The  malignancy  of  a tumor  is 
dependent  upon  its  ability  and  tendency  to 
form  metastases.  It  is  conceivable  that  a 
tumor  may  be  potentially  malignant  by  its 
cells  being  only  loosely  attached  to  their 
supporting  framework,  but  owing  to  the 
location  of  the  tumor  or  from  its  being  sur- 
rounded by  connective  tissue,  it  is  not  read- 
ily accessible  to  the  blood  or  lymph  chan- 
nels. On  the  other  hand,  I have  observed 
the  first  sign  of  cancer  of  the  prostate  to 
be  the  enlargement  of  the  glands  above  the 
left  clavicle.  In  such  a case  the  cancer  has 
spread  along  the  retroperitoneal  glands  and 
the  thoracic  duct  to  emerge  above  the  clavi- 
icle  where  the  thoracic  duct  empties  into  the 
left  subclavian  vein.  Surgery  or  radiation 
therapy  of  the  prostate  in  such  a case  are 
of  little  value.  It  therefore  becomes  of  the 
greatest  importance  to  endeavor  to  deter- 
mine the  extent  of  possible  metastases  as 
soon  as  the  diagnosis  of  cancer  has  been 
made.  As  just  stated,  the  location  and  na- 
ture of  the  tumor  particularly  influences  one 
in  suspecting  the  probability  of  blood  or 
lymph  stream  contamination.  A search 
should  be  made  for  metastases  in  distant 
organs  as  well  as  in  the  immediate  regional 
lymph  nodes.  I have  repeatedly  seen  the 
radiograph  of  the  chest  reveal  an  unsus- 
pected metastasis  in  a sarcoma  of  the  bone 
or  cancer  of  the  breast.  It  is  now  generally 
conceded  that  unless  the  original  tumor  and 
its  regional  metastases  can  be  entirely  re- 
moved, surgery  is  seldom  indicated.  Like- 
wise, in  such  a case  radiation  therapy  should 
not  only  be  directed  to  the  primary  tumor 
but  to  a considerable  area  beyond  the  known 
secondary  metastases.  It  is  not  the  primary 
tumor  but  the  metastases  that  usually  kill! 

The  degree  of  malignancy  must  be 
thought  of  as  separate  and  distinct  from  the 
question  of  metastases.  A highly  malignant 
tumor  without  metastases  can  be  more  dan- 
gerous than  a fibrous  tumor  of  low  malig- 
nancy with  metastases.  Frequently  one  will 
see  the  tumor  cells  lying  free  in  the  blood  or 
lymph  channels  ready  to  be  dislodged  and 


carried  to  the  nearest  lymph,  node  or  distant 
organ  by  the  manipulation  of  surgery  or  by 
even  the  customary  diagnostic  examination. 
The  approach  to  the  treatment  of  such  a tu- 
mor will  be  a point  of  controversy  for  future 
years.  Given  a primary  tumor  of  high  de- 
gree of  malignancy  and  no  metastases,  sur- 
gery is  the  present  method  of  choice  pro- 
vided a clean  removal  may  be  made.  The 
question  of  a complete  and  clean  removal  is 
always  so  doubtful  that  even  here  preop- 
erative radiation  therapy  is  being  given 
great  consideration.  Certainly  if  such  a 
tumor  is  not  readily  accessible  and  a clean 
removal  cannot  be  made,  or  if  metastases 
are  present,  preoperative  radiation  therapy 
is  justifiable  and  offers  hope  of  a higher 
percentage  of  cures.  It  has  been  my  expe- 
rience that  x-ray  therapy  directed  toward  a 
cancer  of  the  cervix  until  the  healing  has 
begun,  and  then  followed  by  the  dilatation 
of  the  cervix  and  implantation  of  radium, 
gives  fewer  cases  of  metastases  into  the 
broad  ligaments  than  if  the  dilatation  and 
implantation  of  radium  is  the  earlier  pro- 
cedure. Certainly  our  first  consideration 
should  not  be  the  local  tumor  of  the  cervix, 
but  the  probability  of  metastases. 

Frequently  the  problem  of  treatment  of 
an  advanced  malignancy  is  presented.  Such 
cases  appear  so  hopeless  and  the  cost  so 
great  that  any  treatment  seems  inadvisable. 
It  is  not  justifiable  to  treat  such  a case  by 
radiation  therapy  or  any  other  method  for 
a period  of  months  with  no  results  and  leave 
the  family  with  a debt  that  will  require 
years  to  pay.  On  the  other  hand,  I have 
observed  many  families  kept  intact  from 
two  to  four  years  as  a result  of  radiation 
therapy  when  the  case  had  appeared  hope- 
less. Many  times  such  periods  mean  much 
to  the  family.  Judgment  must  be  exercised 
by  the  physician  in  such  cases,  and  the  fam- 
ily must  assume  some  of  the  responsibility 
in  the  decision  of  no  treatment.  Cases  such 
as  wide-spread  sarcomas  involving  vital  or- 
gans, such  as  the  liver,  may  be  carried  until 
the  patient  has  finished  a certain  piece  of 
work  or  enjoyed  a long  postponed  trip.  Ju- 
dicious treatment  in  advanced  tumors  les- 
sens the  pain  and  discomfort  of  the  final 
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stages.  In  the  less  advanced  cases  which  are 
non-operative,  radiation  therapy  may  bring 
about  healing  to  the  point  where  operation 
is  advisable.  Usually  my  results  from  opera- 
tion in  these  cases  have  been  discouraging. 
If  a case  has  been  truly  an  advanced  malig- 
nancy with  widespread  metastases,  and  it 
has  responded  to  radiation  therapy,  then  it 
is  wise  to  be  content  with  whatever  relief 
is  gained  by  the  therapy.  By  an  occasional 
application  of  radiation  therapy,  such  a case 
may  be  carried  for  years.  Happy  results  of 
this  type  are  not  the  unusual  experience  of 
radiologists.  I observed  a case  of  metastatic 
cancer  of  the  right  lower  quadrant  follow- 
ing the  removal  of  a cancer  of  the  cecum 
of  a young  girl  for  whom  radiation  therapy 
held  the  process  in  check  for  ten  years.  The 
patient  was  able  to  enjoy  life  during  this 
time  and  died  from  an  intestinal  obstruction. 

If  after  the  foregoing  consideration,  radia- 
tion therapy  is  decided  upon  as  the  method 
offering  the  most  for  the  patient,  then  the 
technic  of  its  application  should  be  left  to 
one  especially  skilled  in  its  use.  Today,  the 
effects  of  the  roentgen  ray  and  radium  ema- 
nation are  well  understood,  and  these  rays 
can  be  accurately  measured.  Results  de- 
pend upon  the  intelligent  application  of  the 
various  quality  rays  for  the  part  - involved 
and  the  kind  of  tumor  treated.  It  is  not 
sufficient  for  the  physician  undertaking  this 
work  to  have  a second-hand  knowledge  or 
some  general  idea  of  the  effects  and  dosage 
of  the  roentgen  ray  or  the  gamma  ray  of 
radium.  If  any  physician  wishes  to  make 
this  method  of  treatment  a part  of  his  prac- 
tice of  medicine,  then  he  should  spend  the 
same  time  in  preparing  himself  for  it  as  he 
would  for  surgery  or  any  other  specialized 
branch  of  medicine.  A specialty  is  not  a 
branch  of  medicine  alotted  to  a few  by  the 
laws  or  rules  of  special  societies,  but  by  spe- 
cial qualifications  from  years  of  study. 

Some  malignant  tumors  are  very  sensi- 
tive to  radiation  therapy.  I recall  one  tu- 
mor of  the  kidney,  with  lung  metastases, 
which  broke  down  very  rapidly  under  the 
mildest  doses  of  roentgen  ray,  and  the 
patient  died  of  brain  embolus.  The  less 
fibrous  tissue  any  tumor  may  contain, 
and  the  more  embryonic  the  cellular  con- 


tent, the  more  easily  it  will  respond  to  ra- 
diation therapy.  The  quantity  of  rays  which 
would  destroy  a cellular  tumor  would  have 
no  effect  upon  a scirrhus  one.  The  technic 
of  radiation  therapy  then  comprises  know- 
ing what  quality  and  amount  of  radiation  to 
give  any  certain  tumor  and  the  metastases 
at  any  given  distance  from  the  skin  surface 
or  any  given  distance  from  the  tube  of  ra- 
dium. The  frequency  of  treatment  is  of 
equal  importance.  The  best  results  are  not 
obtained  by  one  single  large  dose,  but  by 
frequent  small  doses  at  regular  intervals 
over  a considerable  period  of  time.  The 
patient’s  reaction  and  a knowledge  of  the 
rapidity  of  cell  division  are  the  guiding  fac- 
tors in  the  frequency  of  the  treatments.  It 
is  not  sufficient  to  insert  a tube  of  radium 
into  a tumor  such  as  a carcinoma  of  the  cer- 
vix for  a given  number  of  hours  and  consid- 
er that  the  patient  has  been  given  every 
possible  benefit  to  which  she  is  entitled. 

The  management  of  a case  undergoing 
radiation  therapy  can  best  be  handled  by  the 
consultation  of  the  physician  in  charge,  a 
surgeon,  and  the  radiologist.  As  just  stated, 
the  technic  of  application  of  radiation,  in- 
cluding the  frequency  of  dosage,  should  be 
left  to  the  judgment  of  the  radiologist. 
There  are,  however,  many  points  concern- 
ing the  patient  which  he  would  prefer  to 
leave  to  the  internist  or  surgeon.  The  ques- 
tion of  local  infection  of  the  tumor  is  a most 
important  one  and  frequently  is  the  exciting 
cause  in  extreme  degrees  of  malignancy. 
The  surgeon’s  advice  is  often  indispensable 
in  such  cases.  On  the  other  hand,  the  bio- 
chemical problems  which  play  such  a promi- 
nent part  in  cases  undergoing  radiation 
therapy  can  best  be  handled  by  the  internist 
who  is  daily  thinking  along  biochemical 
lines.  Finally,  there  are  those  emergencies 
which  are  constantly  arising  with  these  pa- 
tients who  are  critically  ill  and  which  can 
best  be  handled  by  a consultation  of  those 
with  intimate  knowledge  of  the  problems 
involved.  It  is  not  correct  to  blame  some 
unexpected  and  obscure  complaint  during  or 
after  a course  of  radiation  therapy  upon  the 
roentgen  or  gamma  ray.  The  patient  may 
have  some  other  pathological  condition 
which  has  been  overlooked. 
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The  follow-up  of  patients  who  have 
had  radiation  therapy  is  of  value  almost 
equal  to  the  original  radiation  treatments. 
To  the  patient  it  means  constant  observation 
and  the  benefits  to  be  derived  from  treat- 
ment at  the  first  evidence  of  any  return  of 
malignancy.  Such  treatment  may  mean  the 
arrest  of  a returning  malignancy  or  even  a 
complete  eradication  of  the  disease.  The 
patient  is  seldom  able  to  evaluate  his  symp- 
toms and  may  postpone  returning  for  ex- 
amination until  there  is  a large  tumor  pres- 
ent. Therefore  examinations  should  be 
at  least  every  three  months  during  the  first 
two  years  after  treatment  and  once  a year 
for  succeeding  three  years.  I recall  one  case 
with  a breast  cancer  in  which  there  was  a re- 
turn twelve  years  after  the  last  treatment.  In 
another  patient  who  had  a return  eight  years 
after  her  breast  amputation,  the  pathologist 
was  able  to  state  that  the  cancerous  nodules 
in  the  skin  had  originated  in  the  breast. 
This  case  responded  to  roentgen  therapy. 
Beside  the  value  to  the  patient,  there  is  a 
great  value  to  the  physician  himself  from 
study  of  these  follow-up  cases.  In  no  other 
way  can  the  radiologist  have  a knowledge 
of  the  benefits  derived  from  his  treatments. 
Every  radiologist  must  keep  such  a list  and 
make  frequent  follow-up  examinations.  It 
means  considerable  work  without  pay,  but 
adds  greatly  to  his  ability  to  advise  for 
or  against  certain  types  of  treatment.  Fur- 
ther, it  gives  him  an  intimate  knowledge  of 
the  changes  which  take  place  in  the  resolu- 
tion and  healing  of  pathological  processes. 

As  a final  consideration,  I wish  to  discuss 
the  symptoms  of  pain  in  those  patients  who 
have  had  treatment,  surgical  or  radiation 
therapy,  for  malignancy.  I have  been  im- 
pressed with  how  often  the  attending  physi- 
cian passes  by  the  symptom  of  pain  as  of 
no  consequence.  Usually  it  is  called  ar- 
thritis, and  the  patient  is  given  aspirin.  This 
is  never  justifiable  until  a careful  search  for 
metastases  has  been  made,  and  even  then 
the  patient  must  be  asked  to  return  for  fre- 
quent examinations.  A patient  who  has  had 
a recent  malignancy  and  then  suddenly  de- 
velops localized  pain  with  or  without  ten- 
derness and  without  previous  arthritis,  most 
certainly  has  a metastasis.  Such  cases  are 


common.  Recently  I saw  a case  in  which 
the  roentgenogram  showed  an  area  of  rare- 
faction in  the  second  lumbar  vertebra  and 
the  attending  physician  suspected  arthritis. 
A nodule  removed  from  the  scar  of  the 
right  breast  a few  days  later  confirmed 
the  diagnosis  of  metastasis  to  the  lumbar 
spine.  In  another  case  I made  repeated 
roentgenograms  of  the  thoracic  and  lumbar 
spine  because  of  pain  in  the  lower  thoracic 
region,  only  to  find  that  the  metastasis 
was  in  the  liver.  In  my  opinion,  after  treat- 
ment for  malignancy,  pain  is  usually  the  first 
warning  signal  of  metastasis. 

Conclusions 

In  presenting  this  paper  on  the  general 
principles  of  radiation  therapy  of  tumors,  I 
have  endeavored  to  select  those  principles 
which  are  broad  in  their  scope,  of  great  im- 
portance to  the  patient,  and  concerning 
which  there  can  be  no  great  amount  of  con- 
troversy. It  is  hoped  that  they  may  be  of 
value  to  the  attending  physician  in  his  ap- 
proach to  the  treatment  of  a tumor,  and  aid 
in  his  follow-up  of  the  case  after  treatment. 
The  selection  and  arrangement  has  been 
based  upon  my  personal  experience  and  the 
present  day  accepted  information  upon  the 
subject.  There  are  nine  points  which  I have 
presented: 

1.  There  should  be  a careful  examination 
of  the  patient  with  an  analytical  evaluation 
of  the  symptoms  present. 

2.  There  should  be  a judicious  and  never 
a contaminated  removal  of  a section  of  the 
tumor  for  the  microscopical  diagnosis  be- 
tween inflammatory,  benign,  and  malignant 
neoplasm. 

3.  In  the  preliminary  examination,  the 
amount  and  extent  of  metastases  should  be 
determined.  It  is  nearly  always  the  metas- 
tases that  are  fatal  to  the  patient. 

4.  The  degree  of  malignancy  is  of  great 
importance  in  selecting  the  method  of  treat- 
ment— surgical  or  radiation  therapy.  It  even 
governs  the  manipulation  of  the  tumor  dur- 
ing the  preliminary  examination. 

5.  In  advanced  cases  of  malignancy,  if 
any  treatment  at  all  is  justifiable,  radiation 
therapy  is  nearly  always  the  method  of 
choice.  The  economic  problem  must  be 
given  special  consideration  in  these  cases. 
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6.  If  radiation  therapy  is  selected  as  the 
method  of  choice,  then  it  should  be  applied 
by  one  especially  qualified  for  the  particular 
task  at  hand. 

7.  The  general  management  of  the  case 
should  be  under  the  direction  of  a radiolo- 
gist, a surgeon,  and  the  attending  physician. 

8.  Every  radiologist  should  keep  an  ac- 
tive follow-up  list  of  his  cases  which  have 
undergone  radiation  therapy. 

9.  Pain  following  surgical  or  radiation 
treatment  is  usually  the  first  warning  signal 
of  a return  of  active  malignancy  in  either 
the  primary  tumor  or  its  metastases. 

ABSTRACT  OF  DISCUSSION 

T.  Leon  Howard,  M.D.,  Denver:  I heard  Dr. 
Stevens  read  a paper  not  long  ago  in  Wyoming 
in  which  he  demonstrated  bone  metastatic  growths 
from  a malignant  prostate,  and  I am  going  to 
discuss  Dr.  Wasson’s  paper  from  a urological 
standpoint.  It  is  strange  how  many  patients 
come  to  the  general  practitioner  (and  the  general 
practitioner  sees  these  patients  before  a urologist 
ever  sees  them)  complaining  of  pain  in  the  perin- 
eum and  down  the  adductor  muscles.  If  a patient 
is  at  the  prostatic  or  cancer  age,  I certainly 
would  be  suspicious  that  the  patient  might  have 
a metastatic  growth  in  the  pelvic  bones  secondary 
to  a malignancy  of  the  prostate.  Do  you  realize 
how  often  cancers  of  the  prostate  occur?  Twenty 
per  cent  of  all  prostatic  tumors  are  malignant 
in  men  past  fifty.  Do  you  realize  how  many 
prostates  are  removed  supposedly  benign  that 
turn  up  in  the  next  four  years  malignant?  It  is 
astounding,  but,  practically  speaking,  20  per  cent 
of  those  cases  come  back  as  malignancies,  and 
frequently  their  first  symptom  is  pain  in  the 
region  of  their  adductor  muscles  and  in  the  per- 
ineum. 

What  is  to  be  done  with  a cancer  of  the  pros- 
tate? Very  little!  Dr.  Wasson  has  tried  to  show 
you  that  the  least  that  is  done  with  a lot  of 
these  malignancies  under  certain  conditions,  the 
better  off  we  are,  and  this  is  true  in  cancers  of 
the  prostate.  If  you  let  these  cancers  of  the 
prostate  alone  and  do  as  little  with  them  as 
possible  from  a surgical  standpoint,  those  pa- 
tients live  the  longer,  but  try  to  remove  the 
prostate  and  your  patient  is  dead  in  a few 
months.  I advise  all  of  my  patients  in  whom 
cancers  of  the  prostate  have  involved  the  bone, 
and  the  pain  is  from  that  area,  to  take  radiation. 
You  are  not  curing  that  patient  but  are  giving 
some  relief,  because  apparently  radiation  of  those 
bones  does  give  relief  from  pain. 

There  are  three  primary  cancer  areas  that  pro- 
duce metastatic  changes  in  the  pelvic  bones.  The 
greatest  majority  are  from  cancer  of  the  prostate; 
second,  a rare  condition  of  an  adenocarcinoma  of 
the  kidney;  and  the  breast  is  the  third  one. 
Testicular  cancer  is  the  most  malignant  of  all 
cancers,  in  my  experience,  and  I have  seen  those 
so-called  teratomata  absolutely  dissipated  through 
the  entire  system  by  the  osteopath  who  massaged 
them.  I have  seen  secondaries  appear  on  the 
end  of  the  patient’s  nose  and  the  tip  end  of  his 
fingers  following  osteopathic  massage,  and  this 
only  goes  to  show  that  you  had  better  be  careful 


of  this  tumor  unless  you  know  what  you  are 
doing.  Tlmy  recur,  as  a rule,  around  the  pelvis 
of  the  kidney,  being  transmitted  through  the 
lymphatic  system.  It  has  been  the  custom  in 
the  past  of  many  urologists  to  attempt  to  remove 
all  the  post-peritoneal  lymphatics  following  the 
removal  of  a malignant  testicle.  To  me  that  is 
impossible.  To  my  mind,  the  lymphatic  system 
is  the  poorest  worked  out  of  our  anatomical  sys- 
tems. There  is  less  known  about  it,  less  atten- 
tion paid  to  it,  and  the  lymphatics  of  the  urinary 
system  least  accurate  of  all.  Lately  we  have 
been  working  on  the  genito-urinary  lymphatic 
system,  and  there  is  an  intercommunication  be- 
tween the  two  sides,  back  of  the  abdominal  aorta, 
and  the  venae  cavae,  and  if  there  is  a communi- 
cation between  these  two  systems,  there  is  no 
reason  why  the  lymphatics  cannot  transfer  from 
one-half  of  the  body  to  the  other  a malignant 
growth.  Why  remove  post-peritoneal  glands  from 
one  side  if  it  is  possible  to  transfer  malignant 
cells  to  the  other.  In  my  opinion,  no  one  can 
go  back  of  the  peritoneal  cavity  and  remove  all 
the  lymphatics  following  the  removal  of  a testicle 
and  hope  to  cure  that  patient  by  so  doing.  These 
cases  should  be  radiated  early,  for  as  has  just 
been  shown,  this  type  of  cell  is  very  amenable 
to  radiation. 

Kenneth  D.  A.  Allen,  M.D.,  Denver:  I wish  to 
subscribe  heartily  to  Dr.  Wasson’s  conservative 
advice  for  team  work  in  treating  cancer.  Another 
point  I would  like  to  emphasize  is  the  use  of  x- 
ray  therapy  in  a diagnostic  manner.  Many  tumors 
which  cannot  be  biopsied  for  reasons  presented 
by  the  essayist,  can  be  diagnosed,  or  evidence  can 
be  gained  toward  diagnosis,  by  observing  their 
response  to  a scout  treatment  of  x-ray  therapy. 
Another  point  is  the  effort  to  alleviate  apparently 
hopeless  cases  of  carcinoma  which  have  metasta- 
sized. Nearly  every  case  will  have  less  pain. 

F.  R.  Spencer,  M.D.,  Boulder:  I’d  like  to  ask 
Dr.  Wasson  if  some  such  classification  of  car- 
cinoma, or  other  malignant  tumors,  as  Dr.  Broder 
has  brought  out  is  helpful.  This  classification 
has  been  a great  help  to  otolaryngologists  in 
classifying  the  amount  of  malignancy.  We  know 
patients  are  more  likely  to  die  with  a very  ma- 
lignant type  of  tumor  than  if  it  is  a mixed  tumor 
and  shows  only  a slight  degree  of  malignancy. 

F.  B.  Stephenson,  M.  D.,  Denver:  There  are 
four  reasons  for  treating  hopeless  cancer  patients 
radiologically: 

1.  Relief  of  pain,  especially  valuable  in  metas- 
tasis to  the  spine.  It  relieves  excruciating  pain 
very  materially  and  often  entirely. 

2.  Unusual  and  surprising  results  sometimes 
occur  in  apparently  hopeless  cases. 

3.  Retardation  of  growth  and  lengthening  of 
life  with  a much  more  comfortable  life  period 
and  good  psychologic  effect  on  the  patient. 

4.  Healing  of  large,  superficial,  ulcerating,  of- 
fensive, broken-down  lesions,  such  as  in  breast 
cancer,  the  patient  having  an  easier  death  from 
internal  metastasis. 

Dr.  Wasson  (Closing):  The  tumor  problem  is 
one  that  is  very  active  and  virulent  at  the  present 
time.  Some  of  us  perhaps  feel  it  more  than  oth- 
ers, but  the  general  practitioner,  the  attending 
physician,  sees  these  cases  first.  What  is  going 
to  be  his  approach  to  that  problem? 

I tried  in  this  paper  to  tell  him  how  to  ap- 
proach the  treatment  of  this  case.  His  approach 
means  everything  to  the  patient.  If  he  recog- 
nizes the  case  and  places  it  in  the  proper  hands, 
frequently  he  can  save  this  patient  not  only  a 
few  months  but  many  years. 
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THE  PHYSICIAN  LOOKS  AT  HIMSELF* 

LORENZ  W.  FRANK,  M.D. 

DENVER 


Once  each  year  business  firms  take  an 
inventory  of  their  stocks  in  order  to  deter- 
mine what  they  are  worth  and  to  search  out 
those  articles  that  are  obsolete  and  unsal- 
able. These  methods  might  well  be  emulated 
by  physicians  and  applied  to  themselves  in 
a modified  way.  With  increasing  frequency 
we  find  articles  in  magazines  and  news- 
papers in  which  “the  physician  looks  at 
crime,"  “the  physician  looks  at  marriage,’’ 
or  “the  physician  looks  at  economics.” 
Therefore  this  might  be  an  appropriate  time 
for  the  physician  to  “look  at  himself" — to 
take  stock  of  himself.  His  stock  in  trade  is 
his  services  to  mankind  delivered  in  high- 
grade  and  efficient  form  in  an  ethical  and 
professional  manner.  On  every  side  we 
hear  that  there  is  something  wrong  with  the 
practice  of  medicine  and  with  the  medical 
profession. 

Due  to  the  changed  order  of  things  and 
particularly  during  times  of  economic  de- 
pression, we  are  accused  of  not  meeting  our 
problems  and,  if  organized  medicine  does 
not  meet  the  problems  from  within,  adjust- 
ments will  be  made  from  without.  Taking 
stock  of  ourselves  reveals  that  our  greatest 
need  is  concerted,  harmonious,  and  earnest 
effort  to  solve  the  innumerable  problems 
that  confront  us.  I take  this  occasion  to 
make  a plea  for  help  from  each  individual 
member  of  this  society.  These  problems 
cannot  be  solved  through  resolutions  pre- 
sented on  the  spur  of  the  moment,  but  will 
require  much  thought  and  planning  on  the 
part  of  each  one  of  us.  If  the  so-called  pub- 
lic mass  movement  is  going  to  necessitate 
a change  in  the  practice  of  medicine,  let  us 
make  this  change  ourselves  in  such  a way 
that  it  will  restore  and  keep  the  confidence 
of  both  the  public  and  the  profession  in  it. 
In  the  very  nature  of  things  our  calling  is 
an  individualistic  one  and,  in  my  opinion, 
this  is  its  saving  grace.  We  cannot  and  will 
not  give  up  the  ethical  ideals  that  have  been 
practiced  for  centuries  by  our  predecessors. 


♦Presidential  Address  delivered  before  the 
Denver  County  Medical  Society,  January  3,  1932. 


On  the  other  hand,  few  will  deny  that  there 
is  a new  business  in  medicine  and  those  few, 
who  have  not  recognized  it,  will  do  so  be- 
fore the  present  depression  is  over.  Even 
though  this  is  the  case,  it  is  not  beyond  the 
realms  of  possibilities  to  reconcile  our  pro- 
fessional ideals  with  the  newer  economic 
adjustments. 

In  plain  language,  these  newer  economic 
adjustments  mean  a search  for  ways  and 
means  to  reduce  the  cost  of  sickness.  To  a 
great  extent  the  medical  profession  is  held 
responsible  for  the  high  cost  of  being  sick 
though  their  fees  are  essentially  the  same 
that  they  have  always  been  and  in  times 
such  as  we  are  living  in  only  a minor  per- 
centage of  them  are  collected.  A “Commit- 
tee on  the  Costs  of  Medical  Care,"  national 
in  scope,  was  organized  to  study  the  eco- 
nomic aspects  of  the  prevention  and  care  of 
sickness,  including  the  adequacy,  availabil- 
ity, and  compensation  of  the  persons  and 
agencies  concerned.  This  committee,  under 
the  chairmanship  of  Dr.  Ray  Lyman  Wilbur, 
included  prominent  representatives  from  al- 
most all  walks  of  life.  They  have  completed 
a five-year  survey  and  their  conclusions  on 
many  phases  of  the  subject  are  available  in 
book  and  pamphlet  form.  The  report  is  par- 
ticularly significant  since  it  covers  a period 
of  prosperity  and  a period  of  depression. 

Based  on  data  from  this  five-year  study 
which  shows  the  distribution  of  the  nation's 
total  medical  bill  of  $3,647,000,000  for  the 
year  1929,  they  divide  our  medical  dollar 
as  follows:  Physicians  in  private  practice 
receive  29.9  cents:  hospital,  25.5  cents:  medi- 
cines, 18.2  cents:  cultists,  3.4  cents;  dentists, 
12.3  cents:  public  health,  3.3  cents:  nurses, 
5.2  cents:  all  others,  4.2  cents.  In  publica- 
tion No.  14  by  C.  Rufus  Rorem  and  Robert 
P.  Fischelis,  they  report  that  the  annual  bill 
for  medicines  in  the  United  States  is  ap- 
proximately $715,000,000.  This  is  nearly 
as  large  as  the  amounts  spent  annually  for 
physicians  or  for  hospitals.  More  than  70 
per  cent  of  the  total  expenditure  for  drugs 
and  medicines  is  for  self-medication.  In  pub- 


July,  1933 


263 


lication  No.  16  by  Louis  S.  Reed,  it  is  shown 
that  there  are  in  this  country  7650  osteo- 
paths, 16,000  chiropractors,  2500  naturo- 
paths and  allied  practitioners,  and  10,000 
Christian  Science  and  New  Thought  heal- 
ers. Each  year  the  public  spends  $125,000,- 
000  on  these  practitioners.  He  makes  the 
comment  that  although  these  individuals 
treat  the  sick,  they  are  not  so  well  trained 
in  the  medical  sciences  as  are  doctors  of 
medicine.  While  the  results  of  these  studies 
are  perfectly  obvious  to  physicians,  they  will 
also  be  of  educational  value  to  the  public, 
coming  as  they  do  from  non-medical 
sources. 

The  final  report  of  the  Committee  is  of 
the  greatest  importance  to  the  medical  pro- 
fession. Among  other  things  they  recom- 
mend: 1.  That  medical  service,  both  pre- 
ventive and  therapeutic,  should  be  furnished 
largely  by  organized  groups  of  physicians, 
dentists,  nurses,  pharmacists  and  other  asso- 
ciated personnel.  Such  groups  should  be 
organized,  preferably  around  a hospital,  for 
rendering  complete  home,  office  and  hos- 
pital care.  The  form  of  organization  should 
encourage  the  maintenance  of  high  stand- 
ards and  the  development  or  preservation 
of  a personal  relation  between  patient  and 
physician.  2.  The  Committee  recommends 
that  the  costs  of  medical  care  be  placed  on 
a group  payment  basis,  through  the  use  of 
insurance,  through  the  use  of  taxation,  or 
through  the  use  of  both  these  methods.  This 
is  not  meant  to  preclude  the  continuation  of 
medical  service  provided  on  an  individual 
fee  basis  for  those  who  prefer  the  present 
method.  Cash  benefits,  i.  e.,  compensation 
for  wage  loss  due  to  illness,  if  and  when 
provided,  should  be  separate  and  distinct 
from  medical  services.  In  other  words, 
State  Medicine.  The  recommendations  of  a 
minority  group  composed  of  doctors  and 
dentists  does  not  agree  with  these. 

The  final  report  of  the  Committee  is  not 
only  universally  condemned  by  physicians, 
but  it  has  drawn  much  adverse  criticism 
from  the  press.  Thus  the  Washington  Star 
says,  “If  medicine  is  to  be  socialized,  why 
not  socialize  food,  clothing,  rent,  and  fuel? 
Why  not  socialize  education,  lawyers,  or 


the  clergy?  It  should  not  be  forgotten  that 
the  American  people  are  the  healthiest  peo- 
ple in  the  world  and  that  their  ordinary  state 
of  well-being,  culture,  and  prosperity  was 
achieved  under  what  is  traditionally  known 
as  the  American  system  of  civilization,  not 
the  Marxian  system."  The  Boston  Evening 
Transcript  calls  the  report  a flight  of  fancy 
which  will  add  for  the  moment  to  interest 
in  life.  Thereafter,  it  is  reasonably  safe  to 
predict  this  report,  like  so  many  others  that 
created  excitement  upon  their  appearance, 
will  find  a place  in  a pigeon-hole,  for  the 
time  is  not  yet,  if  it  is  ever  to  arrive,  when 
more  than  passing  notice  will  be  given  to 
proposals  to  put  the  Government  into  medi- 
cine on  a scale  that  would  tend  to  make 
medicine  a Government  monopoly.  The 
Philadelphia  Record  thinks  that  the  eminent 
Committee  has  spent  a lot  of  time  and  money 
trying  to  answer  this  question,  and  has  suc- 
ceeded only  in  out-Wickershamming  the 
Wickershammers. 

Another  problem  in  which  the  medical 
profession  is  vitally  interested  is  the  opera- 
tion of  free  clinics  and  hospitals,  federal, 
state  and  municipal  health  agencies  and  oth- 
er more  limited  public  health  movements. 
We  have  an  obligation  toward  and  an  in- 
terest in  these  agencies  that  we  cannot 
shirk.  They  must  be  controlled  and  di- 
rected by  the  organized  medical  profession 
or  they  will  be  poorly  administered  from 
without  to  the  detriment  of  all. 

A progressive  attitude  is  so  well  de- 
scribed in  an  editorial  of  the  March,  1932, 
number  of  the  Annals  of  Internal  Medicine 
that  I wish  to  quote  a paragraph  from  it: 
“If  State  Medicine  is  not  to  come,  if  insti- 
tutional practice  is  not  to  be  more  common 
than  it  is  now,  if  charitable  clinics  and  gov- 
ernmental medical  agencies  are  not  to  con- 
tinue their  progressing  encroachments,  then 
the  rank  and  file  must  not  be  content  with 
this  shifting  of  responsibility  to  their  lead- 
ers, but  must  do  their  part  as  individuals. 
Open  warfare  against  all  clinics,  good  and 
bad,  and  social  movements  of  various  sorts 
whose  objective  is  the  care  of  the  sick  will 
not  only  be  futile,  but  is  certain  to  be  detri- 
mental to  the  entire  professional  body. 
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Charitable  clinics,  however  much  they  per- 
mit abuses,  however  much  they  may  im- 
pinge on  the  individual’s  practice,  have  a 
legitimate  objective  and  were  started  with 
the  best  of  intentions.  Over-enthusiasm, 
sincere  enough,  and  over-ambition  on  the 
part  of  a paid  secretary,  are  usually  respon- 
sible for  the  over-activity  and  the  associ- 
ated abuses.  The  individual  doctor  may  do 
much  through  personal  contact  with  his  ac- 
quaintances and  patients,  who  are  members 
of  lav  boards.  Properly  approached  they 
cannot  fail  to  recognize  that  the  doctor  has 
an  interest  at  least  equal  to  their  own  in 
community  welfare.  It  might  be  well  to  re- 
mind them  that  these  clinics  are  dependent 
on  the  doctors  for  their  very  existence,  and 
that  the  public  is  today  asking  the  doctor  to 
carry  a disproportionate  philanthropic  load 
as  compared  with  other  individuals  in  the 
community.” 

One  of  the  most  urgent  problems  con- 
fronting us  at  this  time  is  the  ever  increas- 
ing tendency  toward  contract  practice  be- 
ginning with  the  workmen's  compensation 
insurance  down  through  innumerable  modi- 
fications of  accident  and  health  insurance. 
Most  of  these  recent  schemes  purport  to 
lighten  the  load  of  the  so-called  middle  class 
during  sickness  or  accident.  Some  of  them 
are  frankly  insurance  companies,  others  are 
hospital  associations,  some  are  contract 
practice  schemes  to  serve  certain  specified 
groups,  and  even  organizations  within  medi- 
cal societies  have  been  proposed,  such  as 
the  Dr.  Walter  B.  Coffey  State  Medical  So- 
ciety Plan  in  California.  All  of  them  in- 
tend to  render  medical  service  for  a small 
yearly  premium  or  fee  usually  for  a limited 
time,  but  they  provide  little  or  no  choice 
of  physician  and  they  invariably  tend  to- 
ward an  inferior  grade  of  medicine  service. 

There  are  some  good  and  many  bad  fea- 
tures embodied  in  these  varied  schemes.  An 
example  is  the  Columbia  Casualty  Company 
Sickness  Insurance.  The  Columbia  Casu- 
alty Company  is  a subsidiary  of  the  Ocean 
Accident  and  Guarantee  Corporation  of 
London,  England.  The  scheme  is  proposed 
to  extend  over  the  groups  of  states  on  the 
Pacific  coast  and  near  by.  Four  grades  of 


protection  are  provided.  The  correspond- 
ing premiums  vary  from  $3.00  to  $10.00  per 
month.  The  service  differs  principally  in 
regard  to  hospitalization.  The  cheaper 
grades  furnish  only  general  ward  and  floor 
nursing  without  drugs  and  medicines  for  a 
period  of  not  more  than  six  weeks.  The 
highest  class  service  provides  the  hospital 
care  for  twenty-six  weeks  with  a private 
room  at  a rate  not  exceeding  $15.00  per 
day  with  whatever  nursing  service  and 
whatever  drugs  and  medicines  may  be  pre- 
scribed by  the  surgeons  or  hospital.  The 
other  grades  of  service  provide  care  mid- 
way between  these  two.  The  medical 
groups  are  selected  to  cover  specific  terri- 
tories and  the  contract  is  made  with  the 
group. 

Another  example  of  a new  form  of  medi- 
cal practice  is  that  of  the  Los  Angeles 
Record.  The  Record  now  offers  to  its  sub- 
scribers— old  and  new — medical  service  in 
every  need,  either  at  reduced  rates  or  for 
$1.33  per  month,  paid  regularly  while  you 
are  in  good  health.  Your  subscription  to 
the  Record  for  one  year,  plus  $1.00  registra- 
tion fee,  is  the  sole  requirement  for  mem- 
bership in  The  Record  Health  Service 
League.  Is  this  a punishment  or  a retalia- 
tion for  the  non-advertising  policy  of  the 
medical  profession?  There  may  be  some 
good  features  incorporated  in  these  health 
insurance  schemes,  but  manifestly  most  of 
them  are  organized  for  the  financial  gain 
of  their  promoters.  It  is  barely  possible 
that  the  enthusiasm  of  the  proponents  of 
health  insurance  may  limit  or  remove  the 
menace  for  the  medical  profession  on  pure- 
ly financial  grounds.  Many  life  insurance 
companies  have  eliminated  the  disability 
clause  from  their  policies. 

In  an  address  entitled  “Ominous  Abuses 
Threatening  the  Insurability  of  Workmen’s 
Compensation,  F.  Robertson  Jones,  Gen- 
eral Manager  of  the  Association  of  Casual- 
ty and  Surety  Executives,  says:  "Unless 
some  drastic  action  is  taken  soon  to  bring 
the  Workmen's  Compensation  laws  of  this 
country  back  to  a status  of  reasonableness 
and  to  correct  the  many  abuses  incident  to 
their  administration  and  enforcement,  I am 
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fearful  that  there  will  be  a complete  break- 
down of  the  whole  system  (including  insur- 
ances supporting  it)  so  laboriously  devel- 
oped during  a period  of  over  twenty  years.’ 
He  continues:  "How  to  deal  with  the  dead- 
ly abuse  of  the  medical  benefits  is  a prob- 
lem of  which  I am  unable  to  offer  any  so- 
lution. It  is  an  unsolved  problem  every- 
where that  compensation  insurance  covers 
unlimited  medical  benefits.  And  it  is  just 
about  as  far  from  a satisfactory  solution 
under  the  principal  European  state  system 
of  health  insurance.”  He  concludes:  " Let’s 
get  back  to  first  principles.” 

Another  urgent  problem  requiring  imme- 
diate consideration  is  the  number  of  medi- 
cal graduates.  The  graduates  of  medical 
schools  in  the  United  States  for  the  fiscal 
year  ending  June  30,  1931,  numbers  4,735. 
Deducting  the  number  of  physicians  whose 
obituaries  were  published,  there  was  a net 
addition  to  the  ranks  of  the  profession  for 
the  year  of  1,783.  There  is  an  evident 
over-production  of  medical  men.  The 
world’s  supply  of  doctors  is  one  doctor  to 
2,070  people.  In  the  United  States  there 
is  one  to  789  people.  Dr.  B.  T.  Beasley  of 
Atlanta,  Georgia,  offers  the  following  sug- 
gestion: Require  medical  colleges  to  reduce 
the  number  of  graduates  25  per  cent  each 
year  until  a ratio  of  one  doctor  to  2,000 
population  is  reached.  This  suggestion  may 
be  too  drastic,  but  some  limitation  approach- 
ing a balance  between  supply  and  demand 
is  certainly  indicated. 

The  medical  profession  is  not  demanding 
anything  that  is  unreasonable;  we  have  pa- 
tiently borne  many  kinds  of  class  legisla- 
tion which  would  bring  a storm  of  protest 
from  other  members  of  the  body  politic.  But 
we  do  feel  that  in  the  light  of  past  accom- 
plishments, if  for  no  other  reason,  we  are 
entitled  to  practice  our  profession  in  peace 
without  outside  interference  for  a fair  and 
reasonable  compensation. 


~ — 

EARLY  DIAGNOSIS 

MILD  COMPRESSION  FRACTURES 
OF  THE  SPINE 

HAMILTON  I.  BARNARD,  M.D. 

DENVER 

With  the  ever  increasing  number  of  re- 
cognized compression  fractures  of  the  body 
of  the  vertebrae,  and  with  the  necessity  of 
making  a definite  and  early  diagnosis,  all 
must  be  on  the  alert  for  the  mild  compres- 


Fig.  1.  Showing  slight  narrowing  of  second 
lumbar  vertebra. 
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Fig.  1A.  View  taken  with  small  focal  spot  tube. 
A definite  line  of  compression  is  shown  through 
the  body  of  the  second  lumbar  vertebra. 

sion  fractures,  particularly  the  type  in  which 
there  is  no  evidence  of  any  cord  or  nerve 
injury.  With  the  state  compensation  and 
liability  insurance  so  closely  related  to  these 
injuries,  and  with  every  case  a potential 
court  case,  it  is  quite  important  to  rule  in 
or  rule  out  a compression  fracture.  Even 
with  our  modern  equipment,  a considerable 
number  is  overlooked. 

Certain  types  of  injuries  should  always 
warn  us  of  such  possibility.  A few  clinical 
symptoms  and  signs  should  suggest  to  us. 


Fig.  2.  Taken  after  five  weeks,  showing  callus 
formation  through  line  of  compression. 


and  proper  series  of  x-ray  should  finally 
determine  for  us,  the  presence  of  a com- 
pression fracture.  The  types  of  injuries  are 
jack-knifing  of  the  body  as  through  the  fall 
of  a heavy  load  on  the  head  and  shoulders; 
striking  the  head  up  against  the  top  of  a car 
while  in  the  sitting  position,  as  in  certain 
automobile  accidents;  or  the  jumping  or  fall- 
ing from  a considerable  height  and  landing 
on  the  feet  with  the  knees  extended.  Follow- 
ing any  of  these  accidents,  if  the  patient  has 
any  of  the  following  symptoms:  localized 
percussion  tenderness,  pain  in  the  back,  mus- 
cle spasm,  weakness,  restriction  of  motion. 


Fig.  3.  Showing  reconstruction  of  the  area  two 
and  one-half  months  after  injury.  Vertebral 
body  is  normal  except  for  slight  narrowing. 


abdominal  distension  or  distress,  he  should 
be  kept  in  bed  until  we  are  certain  there  is 
no  compression  fracture.  Unfortunately  the 
diagnosic  signs  of  fractures  of  long  bones, 
that  is,  deformity,  crepitus,  unnatural  mo- 
bility and  ecchymosis,  are  not  present.  Then 
the  final  judge  is  the  x-ray.  Quoting  from 
a roentgenologist: 

“The  spine  is  deeply  situated  in  the  body  and 
therefore  requires  unusual  radiographic  skill  and 
carefully  selected  x-ray  apparatus  to  permit  the 
rendering  of  an  opinion  of  “negative”  from  the 
evidence  evinced  on  the  x-ray  plate  following  an 
injury  to  the  spine.  Each  vertebral  body  upon 
which  opinion  is  given  must  be  visualized  with 
the  surfaces  and  borders  presented  in  clear  relief 
in  both  the  antero-posterior  and  lateral  plates,  the 
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latter  preferably  stereoscopic.  This  can  only  be 
accomplished  by  establishing  the  proper  distance 
and  proper  tube  slant  according  to  the  type. 

“The  discovery  of  a traumatic  derangement  of 
bone  structure  constituting  a small  but  complete 
compression  fracture  such  as  that  shown  in  the 
figures  illustrating  this  article  requires  the  recog- 
nition of  type  and  use  of  the  corresponding  tech- 
nic. A good  Bucky  diaphragm  and  an  x-ray  tube 
of  high  power  capacity  but  with  a focal  spot  5/64 
of  an  inch  or  smaller  are  other  requisites.  Still 
another  factor  is  a complete  immobilization  of  the 
patient.  This  is  best  obtained  by  making  the 
patient  comfortable  and  supported  by  ten  to  fif- 
teen sandbags. 

“Any  vertebra  which  appears  at  all  suspicious 
in  the  original  plates  of  the  entire  lumbar  spine 
should  be  studied  in  more  detail  by  the  use  of  a 
small  cone  which  isolates  the  vertebra  in  ques- 
tion.” (Figs.  1,  2,  and  3.) 

The  case  which  I present  is  of  a patient 
who  received  injury  to  his  back  while  riding 
in  an  automobile,  the  force  being  indefinite 
and  with  very  few  symptoms  immediately 
following.  He  did  have  some  pain  in  the 
low  back,  particularly  in  the  sacro-iliac 
joint,  the  first  few  days,  with  pain  on  per- 
cussion over  the  second  and  third  lumbar 
vertebrae,  a little  weakness  and  very  slight 
muscle  spasm.  But  after  few  days  these 
symptoms  became  more  noticeable  and  to 
them  was  added  abdominal  distension  and 
distress.  At  no  time  was  there  evidence  of 
cord  lesion,  any  deformity  in  the  back  or 
any  evidence  of  contusion  of  the  soft  tissue. 
X-rays*  taken  immediately,  Figs.  1 and  1A. 
showed  very  slight  narrowing  of  the  second 
lumbar  vertebrae  and  with  a small  focal  spot 
tube  showed  a definite  line  through  the 
body,  which  was  very  suggestive.  Further 
check  x-ray,  Fig.  2,  after  five  weeks  showed 
a definite  compressed  line  with  definite  cal- 
lus formation,  and  finally.  Fig.  3,  reconstruc- 
tion of  the  area  so  that  the  bone  structure 
was  practically  normal  excepting  for  the 
slight  narrowing,  still  present.  Therefore, 
in  all  cases  of  questionable  back  injury,  care- 
ful physical  examination  and  diagnostic  lat- 
eral x-ray  views  should  be  made  of  the 
questionable  areas.  These  procedures 
should  be  instituted  without  delay.  Proper 
early  treatment  will  alleviate  deformity,  pos- 
sible cord  injury,  and  subsequent  disability. 


‘The  x-rays  and  x-ray  technic  are  given  through 
the  courtesy  of  the  Presbyterian  Hospital. 


— ■ — 

PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 

- ---=  >** 

Many  believe  that  the  future  control  of 
contagious  disease  lies  largely  in  prophylac- 
tic vaccination,  and  all  over  the  world,  ef- 
forts are  being  made  to  discover  vaccines. 
Concerning  these,  when  they  are  discov- 
ered, as  well  as  for  those  for  which  vaccines 
are  already  known,  there  must  be  given  to 
the  public  information  accompanied  by  ad- 
vice which  may  be  so  urgent  as  to  partake 
somewhat  of  the  character  of  compulsion. 
How  should  such  a campaign  be  carried  out? 
The  highest  success  has  been  attained  by 
enlisting  the  aid  and  cooperation  of  the 
family  physician — in  other  words,  the  clini- 
cian. It  is  a matter  of  wisdom  for  the  health 
officer  to  keep  in  close  touch  with  those 
who  reach  the  largest  proportion  of  the 
population,  to  consult  with  them,  and  to  ac- 
cept their  advice.  Any  antagonism  which 
may  be  aroused  seriously  injures  the  cause 
which  the  health  officer  has  at  heart,  and 
may  result  in  a large  degree  of  failure,  not 
only  for  that  particular  scheme,  but  for  oth- 
ers of  like  character  elsewhere. — Editorial, 
American  Journal  of  Public  Health,  May, 
1933. 

Important  Advances  in  Public  Health 
Recorded  During  1932 

Important  advances  were  made  in  every 
field  of  science  during  1932. 

1 . Demonstration  that  tooth  decay  is 
caused  by  inadequate  calcium,  phosphorus, 
and  vitamin  D,  and  further  discoveries  of 
the  chemical  nature  of  vitamins. 

2.  A toxoid  injection  which  will  build  up 
resistance  to  scarlet  fever,  and  also  a con- 
centrated and  purified  toxin  for  use  in  pre- 
paring the  toxoid,  were  developed  by  the 
U.  S.  Public  Health  Service. 

3.  Immunity  to  yellow  fever  is  made  pos- 
sible by  a new  method,  making  use  of  mouse 
serum,  reported  Drs.  T.  P.  Hughes  and  W. 
A.  Sawyer  of  the  Rockefeller  Foundation, 
New  York  City,  who  have  also  devised  a 
test  for  the  effectiveness  of  the  protection. 

4.  Experimental  evidence  that  virus  dis- 
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eases  of  plants  and  animals  are  caused  by 
a non-living  chemical  substance  analogous 
to  enzymes  was  reported  by  Dr.  Carl  G. 
Vinson  of  the  University  of  Missouri. 

5.  The  common  cold  lasts  only  three  or 
four  days  and  gives  immunity  for  three 
months,  longer  illnesses  being  due  to  sec- 
ondary infections,  Dr.  Wilson  G.  Smillie, 
Harvard,  reported. 

6.  Inhaling  carbon  dioxide  relieves 
whooping  cough,  Professor  Yandell  Hender- 
son of  Yale  reported. 

7.  Vaccine  promising  to  give  immunity 
to  endemic  typhus  fever  was  developed  by 
Drs.  R.  E.  Dyer,  W.  G.  Workman,  A.  Rum- 
reich,  and  L.  F.  Badger,  U.  S.  National  In- 
stitute of  Health. 

8.  That  lack  of  phosphorus  and  vitamin 
D in  the  diet  is  the  chief  cause  of  dental 
decay  was  reported  by  Dr.  R.  Gordon  Ag- 
new  of  West  China  Union  University, 
whose  results  bear  out  those  reported  last 
year  by  Dr.  E.  V.  McCollum  and  associates 
of  Johns  Hopkins  University. 

9.  Discovery  that  murrina,  fatal  horse 
disease,  is  transmitted  by  the  vampire  bat, 
marking  the  third  instance  of  a mammal  be- 
ing a disease-vector,  was  reported  by  Dr. 
H.  C.  Clark,  director  of  the  Panama  labora- 
tories of  the  Gorgas  Memorial  Institute, 
where  the  discovery  was  made. 

10.  Infantile  paralysis  is  contracted  from 
a germ  or  virus  entering  through  the  mem- 
branes of  the  nose  and  passing  along  the 
nerves  of  smell  to  the  brain  and  spinal  cord, 
it  was  concluded  by  Dr.  Simon  Flexner,  di- 
rector of  the  Rockefeller  Institute  for  Medi- 
cal Research. 

11.  Infantile  paralysis  occurs  repeatedly 
in  the  same  families,  indicating  a possible 
hereditary  factor,  reported  Dr.  W.  Lloyd 
Aycock  of  Boston. 

12.  The  germs  of  typhus  fever  and  of 
spotted  fever,  though  much  alike,  grow  in 
different  parts  of  the  cells  they  invade,  Dr. 
Henry  Pinkerton  of  Peter  Bent  Brigham 
Hospital,  and  Dr.  G.  M.  Hass  of  Children's 
Hospital,  Boston,  reported. 

13.  Mosquitoes  may  carry  tularemia, 
scientists  of  the  U.  S.  Public  Health  Service 
found. 


♦K—  

BOOK  REVIEWS 

»K- 

Urine  and  Urinalysis,  by  Louis  Gershenfeld, 
Ph.M.,  B.Sc.,  P.D.  Professor  of  Bacteriology 
and  Hygiene  and  Director  of  the  Bacteriological 
and  Clinical  Chemistry  Laboratories  at  the 
Philadelphia  College  of  Pharmacy  and  Science. 
Illustrated  with  36  engravings.  Lea  & Febiger, 
Philadelphia.  1933.  272  pages,  price  $2.75. 

This  treatise  is  intended  for  graduates  in  phar- 
macy, chemistry,  bacteriology  and  allied  profes- 
sions, the  nursing  profession,  technicians,  as  well 
as  for  practitioners  in  medicine.  Although  the 
author  does  not  possess  a medical  degree,  he  has 
managed  fairly  satisfactorily  with  the  clinical 
aspects  of  urinalysis. 

The  reviewer  read  with  interest  the  historical 
phases  of  the  development  of  urinalysis  not  gen- 
erally seen  in  this  type  of  treatise. 

Quantitative  methods  of  determining  total  ni- 
trogen, creatinine,  uric  acid,  etc.,  of  the  urine 
have  been  excluded  from  the  book  because  their 
determination  is,  in  the  opinion  of  the  author,  of 
little  or  no  practical  clinical  value. 

The  original  and  the  Friedman  modification  of 
the  Aschheim-Zondek  test  are  described.  The 
latter  has  been  erroneously  spelled  in  the  book 
with  one  “h.” 

It  seems  that  tests  for  the  presence  in  the  urine 
of  certain  drugs  occasionally  found  therein  should 
have  been  included.  Likewise,  no  mention  is 
made  of  trichomonas  which,  when  found  in  the 
urine,  will  point  to  the  advisability  of  a vaginal 
examination  in  which  organ  they  produce  a dis- 
tinct disease  entity. 

The  illustrations  consist  mostly  of  line  draw- 
ings, which,  though  recognizable  to  the  informed, 
are  rather  difficult  of  interpretation  on  the  part 
of  the  beginner.  This  difference  will  be  appre- 
ciated when  line  drawings  are  compared  with 
reproductions  of  actual  fields  of  casts  as  found 
in  one  well-known  treatise  on  the  subject. 

The  book  contains  some  handy  tables  such  as 
the  one  on  variation  in  color  of  the  urine  on  p. 
48,  and  the  one  on  abnormal  and  pathological 
constituents  of  urine  on  p.  73. 

The  reviewer  would  have  liked  to  have  seen  a 
resume  or  table  of  the  pathologic  findings  in  the 
various  renal,  bladder  and  urethral  disease  condi- 
tions included  in  the  book. 

The  author  recommends  decanting  the  superna- 
tant urine  after  centrifugalization  when  preparing 
for  a microscopic  examination.  The  reviewer  feels 
that  removal  of  the  sediment  with  a suitable 
pipette  is  likely  to  cause  less  disturbance  of  the 
sediment  and  diminished  loss  of  sedimentary  con- 
stituents. 

The  description  of  the  bacteriologic  examina- 
tion of  the  urine  both  culturally  and  by  stained 
smears  is  inadequate,  no  inclusion  being  made  of 
special  types  of  culture  media  for  isolation  of 
colon  and  typhoid  bacilli  and  no  exact  staining 
technic  being  given  of  the  commoner  micro- 
organisms found  in  the  urine. 

It  seems  that  this  book  is  less  suitable  for  the 
medical  practitioner  than  it  is  for  the  others  men- 
tioned above.  It  is  well  printed,  has  a flexible 
cover,  and  is  well  indexed. 

OTTO  S.  KRETSCHMER. 
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Calcium  Metabolism  and  Calcium  Therapy.  By 

Abraham  Cantarow,  M.D.,  Instructor  in  Medi- 
cine, Jefferson  Medical  College;  in  Charge  of 
Laboratory  of  Biochemistry,  Jefferson  Hospital; 
Assistant  Physician  Philadelphia  General  Hos- 
pital. With  a Foreword  by  Hobart  Amory 
Hare,  B.Sc.,  M.D.,  LL.D.  Late  Professor  of 
Therapeutics,  Materia  Medica,  and  Diagnosis 
in  the  Jefferson  Medical  College,  Philadelphia. 
Second  Edition,  Thoroughly  Revised.  Philadel- 
phia: Lea  and  Febiger.  1933.  252  pages. 

Price  $2.50. 

In  this  book  of  214  pages  the  author  syste- 
matically summarizes  and  correlates  the  extreme- 
ly numerous  articles  concerning  his  subject  which 
have  appeared  in  various  journals  in  recent  years. 
Many  articles  are  analyzed,  some  criticised  ad- 
versely, and  the  many  gaps  in  knowledge  in  this 
field  are  pointed  out.  An  attempt  is  made 
throughout  to  indicate  the  most  generally  ac- 
cepted opinion  on  controversial  points;  this  is 
colored,  of  course,  by  the  thought  of  the  writer. 

The  most  significant  point  in  the  book  seemed 
to  me  to  be  the  emphasis  placed  upon  the  im- 
portant part  played  by  calcium  in  vital  cellular 
processes  and  upon  the  probability  that  all  types 
of  tetany,  of  whatever  etiology,  are  due  in  the 
ultimate  analysis  to  a lessened  concentration  of 
calcium  ions  in  the  blood  and  especially  in  the 
tissue  fluids. 

The  list  of  chapter  headings  indicates  the  logi- 
cal outline  under  which  the  author  considers  his 
subject. 

An  extensive  bibliography  is  given.  The  book 
gives  in  brief  form  much  significant  information 
concerning  a body  constituent  which  plays  an  in- 
teresting and  obviously  very  important  part  in 
the  body  economy. 

PAUL  A.  DICKMAN. 


Wheat,  Egg,  or  Milk  Free  Diets.  By  Ray  M. 

Balyeat,  M.A.,  M.D.,  F.A.C.P.,  Associate  Profes- 
sor of  Medicine  and  Lecturer  on  Diseases  Due 
to  Allergy,  University  of  Oklahoma  Medical 
School ; Chief  of  the  Allergy  Clinic,  University 
Hospital ; Consulting  Physician  to  St.  Anthony's 
Hospital  and  to  the  State  University  Hospital: 
President  of  the  Association  for  the  Study  of 
Allergy,  1930-1931;  Director,  Balyeat  Hay  Fever 
and  Asthma  Clinic,  Assisted  by  Elmer  M.  Rus- 
ten,  M.B.,  M.D.,  Chief  of  Section  Dermatology, 
and  Ralph  Bowen,  B.A.,  M.D.,  Chief  of  Section 
Pediatrics.  149  pages.  Price  $3.00.  Philadel- 
phia, Montreal,  London : J.  B.  Lippincott  Com- 
pany. 

This  is  a book  written  for  the  layman  and  diet: 
tian.  It  tells  briefly  the  role  played  by  food  in 
the  allergic  diseases  such  as  asthma,  hay  fever, 
migraine,  urticaria,  eczema,  and  certain  other  dis- 
eases in  which  the  pathology  is  partly  due  to 
allergic  causes,  such  as  epilepsy,  arthritis,  pru- 
ritis,  cystitis  and  certain  gastro-intestinal  disor- 
ders. The  methods  of  testing  for  food  sensitiza- 
tion are  given. 

The  authors  emphasize  the  fact  that  in  patients 
who  are  sensitive  to  wheat,  eggs,  or  milk,  a great 
deal  of  difficulty  has  been  encountered  in  remov- 
ing them  from  the  diet.  As  a consequence,  they 
have  devoted  nearly  one  hundred  pages  to  recipes 
in  which  one  or  more  of  the  three  foods  above 
mentioned  are  avoided.  The  result  has  been  prac- 
tically a cookbook  of  egg,  wheat,  or  milk  free 
diets. 

ARNOLD  MINNIG. 


Chinin  In  Der  Allegemeinpraxis.  Unter  Beruck- 
sichtigung  Pharmakologischer  Befunde.  Ein 
Nachtrag  Zu  der  1930  Erschienenen  Ausgabe 
von  Dr.  Med.  Fritz  Johannessohn.  Mannheim. 
Bureau  Tot  Bevordering  Van  Het  Kinine-Ge- 
bruik.  Amsterdam — W.  1932.  176  pages. 

These  publications  comprise  an  authoritative 
review  of  the  history,  pharmacology,  and  thera- 
peutics of  quinine  and  its  derivatives.  The  au- 
thors give  a wide  range  of  use  of  the  drug.  As  a 
reference  it  is  worth  a place  on  the  shelf  of  the 
practitioner. 

G.  HEUSINKVELD. 


Medical  Clinics  of  North  America.  (Issued  serially 
one  number  every  other  month.)  Volume  16, 
No.  4.  (Boston  Number — January,  1933)  Oc- 
tavo of  256  pages  with  33  illustrations.  Per 
Clinic  Year  July,  1932,  to  May,  1933.  Paper, 
$12.00 ; cloth,  $16.00  net.  Philadelphia  and  Lon- 
don: W.  B.  Saunders  Company,  1933. 

This  number  of  the  clinics  comes  from  Boston 
and  presents  a well  balanced  discussion  of  most 
all  fields  of  internal  medicine.  Chronic  Dietary 
Deficiency  is  presented  in  an  interesting  way  in 
connection  with  old  and  common  symptoms.  Car- 
diac and  blood  vessel  diseases  are  given  greatest 
prominence.  There  are  clinics  on  Aortic  Stenosis, 
Thrombosis  in  the  Abdominal  Viscera,  Thoracic 
Aneurysm,  Subacute  Bacterial  Endocarditis,  Ni- 
troglycerin Collapse,  Cardiac  Edema,  Coronary 
Occlusion,  Cardiac  Asthma,  and  Electrocardio- 
graphic Observations  in  Diphtheria.  The  clinics 
dealing  with  infection  are  on  Mumps,  Meningo- 
Encephalitis,  Acute  Arthritis,  Agranulocytic  An- 
gina, and  Actinomycosis.  There  are  two  clinics 
on  Goiter  Problems  and  one  on  Ulcerative  Colitis. 
There  is  one  clinic  on  Psychological  Maladjust- 
ment. Three  outstanding  clinics  on  diabetes  are 
especially  worthy  of  mention;  the  one  on  treat- 
ment is  practical  and  clearly  stated. 

Medical  Clinics  of  North  America.  (Issued  serial- 
ly one  number  every  other  month.)  Volume 
16,  Number  5.  (Baltimore  Number — March, 
1933.)  Octavo  of  257  pages  with  16  illustrations. 
Per  clinic  year,  July,  1932,  to  May,  1933. 
Paper,  $12.00 ; cloth,  $16.00  net.  Philadelphia 
and  London:  W.  B.  Saunders  Company,  1933. 
The  Baltimore  number  contains  as  usual  a 
most  interesting  and  diversified  group  of  clinics, 
beginning  with  a clinic  on  Multiple  Myeloma  and 
ending  with  one  on  Status  Thymicolymphaticus. 
There  are  interesting  discussions  on  a variety  of 
conditions,  notably  such  subjects  as  The  Func- 
tions of  the  Stomach  as  Influenced  by  Diseases 
of  other  Organs  and  their  Interrelationship,  and 
Chronic  Diarrheas.  Of  especial  interest  is  a case 
report  and  a discussion  of  The  Eastern  Type  of 
Rocky  Mountain  Spotted  Fever.  This  disease  as 
shown  by  its  symptomatology,  the  nature  of  its 
vector,  and  in  the  type  of  immunity  produced  is 
closely  affiliated  with  or  identical  with  the  Rocky 
Mountain  Spotted  Fever  which  seemed  to  have 
been  confined  to  the  Rocky  Mountain  region. 

LORENZ  W.  FRANK. 

(Continued  on  Page  Sixteen,  Advertising  Section) 
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SILAS  WEIR  MITCHELL 

(Continued  from  June  Issue) 

Dr.  Mitchell’s  historical  romances  deserve 
a place  in  literature,  because  they  are  based 
on  facts  and  accurately  describe  incidents 
around  which  they  were  written.  For  in- 
stance, ‘‘The  Youth  of  Washington’  is  au- 
thentic in  its  historical  details.  The  story  is 
written  in  the  form  of  an  autobiography 
and  conveys  to  the  reader  an  impression 
that  one  is  browsing  through  the  pages  of 
an  old  diary.  It  contains  the  charm  and 
personality  of  Washington. 

Weir  Mitchell  was  at  home  in  the  litera- 
ture of  the  world  and  was  a man  of  wide 
culture,  a skillful  and  accomplished  novelist, 
using  almost  every  form  of  literary  expres- 
sion including  prose  and  verse.  He  has  been 
spoken  of  as  the  “Dean  of  American  nov- 
elists.” 

Speaking  at  a dinner  of  the  alumni  of 
the  University  of  Pennsylvania  in  1912,  he 
said,  “What  you  have  said  of  me  as  a scien- 
tist and  physician,  and  as  a writer  of  fiction 
and  verse  obliges  me  to  be  personal.  When 
success  in  my  profession  gave  me  the  free- 
dom of  long  summer  holidays,  the  despotism 
of  my  habits  of  work  would  have  made  en- 
tire idleness  an  ennui.  I turned  to  what, 
except  for  stern  need,  would  have  been  my 
lifelong  work  from  youth — literature — and 


bored  by  idleness,  wrote  my  first  novel. 
There  is  a lesson  for  you;  never  be  idle. 

“In  any  land  but  this,  such  an  experiment 
as  a successful  novel  would  have  injuriously 
affected  my  professional  career  of  a medical 
consultant,  or  so  I was  told  by  an  eminent 
English  physician.  I need  not  say  this  is 
not  the  American  way  of  looking  at  life.  If 
you  give  your  best  to  medicine  and  the  law, 
you  may  write  novels  or  verse,  or  play  golf, 
or  ride  the  wildest  colt  of  hobbies. 

At  the  age  of  56,  S.  Weir  Mitchell  was 
well  launched  on  a career  as  a writer.  The 
Century  Magazine  mentions  that  he  studied 
seven  years  preparatory  to  writing  "Hugh 
Wynne.”  Dr.  Mitchell  has  been  cited  as 
a good  example  of  the  best  versatile  mind 
in  the  nineteenth  century.  He  has  been 
compared  with  Leonardo  da  Vinci  of  Italy 
in  the  fourteenth  century,  Albrecht  von 
Haller  of  Germany  in  the  eighteenth  cen- 
tury, Goethe  and  Ruskin  in  the  middle  of 
the  nineteenth  century,  and  Oliver  Wendell 
Holmes,  his  contemporary. 

From  the  bulk  of  Dr.  Mitchell’s  writings, 
one  marvels  how  he  could  give  adequate  at- 
tention to  his  extensive  medical  practice, 
although  he  never  permitted  literary  work 
to  interfere  with  his  professional  duties.  It 
has  been  said  by  Owen  Wister  that  Dr. 
Mitchell  never  talked  about  the  sacredness 
of  labor,  but  only  the  joy  of  doing  it. 

(To  Be  Continued) 
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State  Program  to  Appear 
in  Next  Issue 

IITATCH  for  the  program  of  our  State  Meet- 
’ ’ ing  in  the  August  issue  of  Colorado  Medi- 
cine. 

The  Committee  on  Scientific  Work  is  complet- 
ing its  task  of  program  arrangement  just  as 
this,  the  July  issue,  goes  to  press.  Last  month 
we  published  the  skeleton  schedule,  showing  how 
innovations  this  year  will  eliminate  the  need  for 
a night  meeting  of  the  House  of  Delegates  preced- 
ing the  general  meeting,  yet  allowing  ample  time 
for  all  regular  features  of  the  session.  Refer 
again  to  that  statement,  on  Page  238  of  the  June 
issue,  especially  if  you  are  a delegate  or  alternate, 
and  familiarize  yourself  with  the  new  plan. 

Every  doctor  has  had  his  own  special  difficul- 
ties this  year,  in  addition  to  those  economic  back- 
sets common  to  all.  Every  doctor  needs  that 
combination  of  pleasant  vacation  and  stimulating 
post-graduate  work  which  the  Colorado  Annual 
Session  provides.  We  can  promise  that  the  pro- 
gram and  the  arrangements  this  year  will  be  up 
to  every  standard,  above  standard  in  many  re- 
spects. 

Let  nothing  interfere  with  those  dates — Thurs- 
day, Friday  and  Saturday,  September  14,  15  and 
16,  1933.  Colorado  Springs  is  the  host  city.  Need 
more  be  said? 

<4  <4 

Colorado  May 
Well  Be  Proud 

y'^tOLORADO  maintained  her  enviable  reputa- 
tion  for  support  of  American  Medical  Associa- 
tion sessions  at  the  recently  concluded  meeting 
in  Milwaukee.  Despite  hard  times,  she  sent  a 
larger  delegation  than  for  many  years  past.  De- 
spite her  small  medical  population  in  proportion 
to  the  whole  country,  she  was  well  represented 
on  the  scientific  program. 

Forty-two  Fellows  of  the  A.  M.  A.  registered 
from  Colorado,  many  accompanied  by  their  fami- 
lies. Papers  were  read  before  the  sections  by 
Drs.  Edward  Jackson,  William  H.  Crisp,  Claude 
E.  Cooper  and  H.  J.  Corper,  and  other  Coloradans 
took  active  parts  in  the  discussions.  No  doubt 
the  proximity  of  the  Chicago  World’s  Fair  did 
much  to  stimulate  attendance  not  only  from 
Colorado  but  from  all  parts  of  the  country,  but 
none  the  less  A.M.A.  officers  were  pleasantly 
surprised  by  the  total  registration  of  more  than 


4.600  Fellows  and  the  total  attendance  of  some- 
thing like  8,000.  Milwaukee  as  a city  and  her 
medical  profession  as  represented  by  the  county 
and  state  societies  did  themselves  proud  in  gen- 
eral arrangements!  and  entertainment  for  the 
convention. 

Those  registered  from  Colorado  as  Fellows  of 
the  A.M.A.  were: 

J.  W.  Amesse,  Denver;  John  Andrew,  Long- 
mont; Hamilton  I.  Barnard,  Denver;  H.  B.  Beeson, 
Colorado  Springs;  V.  H.  Brobeck,  Colorado 
Springs;  T.  E.  Carmody,  Denver;  K.  S.  Chouke, 
Denver;  Claude  E.  Cooper,  Denver;  Kemp  G. 
Cooper,  Denver;  H.  J.  Corper,  Denver;  George 
K.  Cotton,  Denver;  W.  H.  Crisp,  Denver;  C.  H. 
Darrow,  Denver;  Crum  Epler,  Pueblo ; A.  L.  Es- 
serman,  Denver;  W.  C.  Finnoff,  Denver;  Roy  P. 
Forbes,  Denver;  Philip  Hillkowitz,  Denver;  Ed- 
ward Jackson,  Denver ; J.  R.  Jaeger,  Denver; 
George  S.  Johnson,  Denver;  Wiley  Jones,  Denver; 
Maurice  Katzman,  Denver;  F.  O.  Kettelkamp, 
Colorado  Springs;  May  B.  Kruse,  Denver;  G.  W. 
Larimer,  Salida;  Ray  R.  Lowther,  Denver;  R.  F. 
Maul,  Denver;  C.  W.  Maynard,  Pueblo;  W.  L. 
McBride,  Seibert ; E.  E.  McKeown,  Denver ; D. 
G.  Monaghan,  Denver;  W.  A.  Ohmart,  Denver; 
J.  J.  Pattee,  Pueblo;  C.  W.  Reed,  Grand  Junction; 
C.  A.  Ringle,  Greeley;  Frank  B.  Stephenson,  Den- 
ver; E.  L.  Timmons,  Colorado  Springs;  Virginia 
C.  Van  Meter,  Denver;  E.  C.  Webb,  Canon  City," 
F.  E.  Willett,  Steamboat  Springs ; Hubert  Work, 
Denver. 

<<  <4 

Malpractice  Insurance 
Premiums  Increased 

T>Y  THE  time  this  issue  of  the  Journal  reaches 
its  readers,  most  of  them  will  already  have 
been  informed  by  their  insurance  companies  of 
the  increase  in  malpractice  insurance  premium 
rates  which  are  taking  effect  July  1,  1933. 

Members  of  the  State  Society  generally  will  be 
keenly  disappointed  to  learn  that  hereafter  they 
must  pay  more  than  in  the  past  for  this  vital 
protection  against  malpractice  claims.  Many  may 
be  angered  at  the  insurance  companies  in  the 
feeling  that  of  all  times,  a period  of  depression 
is  the  wrong  time  to  increase  costs. 

It  is  perhaps  small  comfort  to  point  out  that 
the  increase  is  necessary,  that  officers  of  the 
Society  have  been  expecting  it  momentarily  over 
a period  of  several  years,  that  we  in  Colorado 
have  been  extremely  fortunate  in  not  having  felt 
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the  increase  ere  this.  But  all  these  things  are 
true.  It  is  too  much  to  expect  that  an  insurance 
company  can  continue  to  charge  $12.50  a year  for 
policies  that  have  actually  cost  the  company  twice 
as  much  in  actual  “out-go”  for  several  years. 

Your  Executive  Office  is  informed  that  the  ex- 
cellent work  done  by  the  Committee  on  Medical 
Defense  has  been  primarily  responsible  for  delay- 
ing the  increase  in  premium  rates.  For  this  we 
are  thankful,  and  for  this  the  thanks  of  every 
member  is  due  to  the  Committee. 

Insurance  executives  tell  us  privately  that,  in 
the  last  analysis,  doctors  themselves  must  assume 
whatever  responsibility  for  the  increase  is  not 
directly  traceable  to  the  economic  conditions  of 
the  times.  Almost  every  malpractice  claim,  their 
records  show,  has  had  its  inception  in  criticism 
of  a doctor  by  one  or  more  of  his  colleagues, 
criticism  usually  thoughtless  or  careless,  but  too 
often  criticism  born  of  personal  animosity. 

Thus  it  develops  that  continuance  of  the  new 
higher  rates  will  depend  very  largely  upon  the 
attitude  of  our  Colorado  profession,  both  individ- 
ually and  collectively.  Greater  care  on  the  part 
of  physicians  and  individuals  when  discussing 
treatment  of  a patient  by  a colleague,  greater  care 
in  avoiding  the  unjustified  criticism  that  a patient 
uses  as  the  basis  of  a suit,  greater  unity  of  or- 
ganization and  closer  cooperation  in  defeating 
the  many  claims  and  suits  that  have  no  fair 
foundation  and  amount  to  little  better  than  ex- 
tortion— these  may  in  the  not  too  far  distant 
future  bring  malpractice  premium  rates  back 
down. 

In  the  meantime,  while  rates  for  members  of 
the  State  Society  have  increased,  those  for  non- 
members are  still  higher.  The  man  who  keeps 
himself  in  good  standing  in  the  Medical  Society 
still  gets  his  malpractice  insurance  cheaper  than 
can  anyone  else.  The  reduction  for  all  but  the 
smallest  policies  amounts  to  more  than  the  medi- 
cal society  dues. 

At  the  request  of  the  Aetna  Life  Insurance  Com- 
pany, which  insures  a large  majority  of  the  mem- 
bers of  the  State  Society,  we  are  appending  a 
statement  issued  by  the  Company  in  further  ex- 
planation of  this  new  situation,  as  follows : 

The  increasing  hazard  to  the  physician  in  the 
practice  of  medicine  and  surgery  has  brought 
about  a constantly  increasing  number  of  claims 
and  suits,  which  condition  has  caused  the  Insur- 
ance Companies  to  either  discontinue  the  writing 
of  malpractice  insurance  or  materially  increase 
the  rates  in  many  sections  of  the  country.  It 
follows,  of  course,  that  the  conditions  that  make 
this  form  of  insurance  more  costly  and  more 
hazardous  to  the  insurance  companies  make  the 
protection  of  such  insurance  more  desirable  for 
the  doctor. 

The  .SStna  Life  Insurance  Company  has  been 
writing  a large  number  of  the  members  of  the 
Colorado  State  Medical  Society  for  the  past  eigh- 
teen years  at  a very  low  rate,  but  the  matured 
results  indicate  the  necessity  for  a material  in- 
crease in  the  rate  for  this  form  of  insurance  at 
this  time. 


Until  about  three  years  ago  the  results  of  the 
administration  of  this  insurance  in  Colorado  were 
fairly  satisfactory  but  owing  to  changed  eco- 
nomic conditions  the  costs  have  been  continually 
mounting,  and  even  when  cases  are  won  the  ex- 
penses are  considerable,  with  the  result  that  over 
the  entire  period  the  company  has  paid  out  more 
money  than  it  has  taken  in.  Obviously  this  condi- 
tion cannot  continue,  and  it  is  with  the  expecta- 
tion of  at  least  securing  an  even  break  on  future 
business,  that  a higher  rate  of  premium  is  to  be 
charged. 

Malpractice  insurance  is  very  reasonably  priced, 
and  no  other  form  of  insurance  provides  so  much 
protection  for  the  premium  charged.  It  provides 
a bulwark  against  monetary  loss  resulting  from 
claims  for  alleged  malpractice,  and  relieves  a 
doctor  from  worry  over  the  attacks  of  unscrupu- 
lous attorneys  or  ungrateful  patients  who  assail 
the  doctor's  integrity.  The  ^Stna  takes  the  posi- 
tion that  it  is  absolutely  necessary  to  provide 
the  very  best  legal  defense  against  claims  and 
suits,  to  the  end  that  illegitimate  claims  may  be 
prevented  and  defeated.  No  doctor  should  be 
without  malpractice  insurance,  and  he  should  also 
see  that  the  financial  condition  of  his  insurance 
company  is  such  that  there  will  be  no  question 
of  its  being  able  to  meet  its  obligations,  even 
though  it  takes  years  for  them  to  mature,  as  it 
aften  happens  that  several  years  will  elapse  be- 
tween a doctor's  treatment  of  a patient  and  the 
date  of  bringing  suit,  and  its  final  disposition.  A 
doctor's  reputation  being  his  “stock  in  trade,”  it 
behooves  him  to  protect  it  as  far  as  possible  with 
adequate  and  reliable  malpractice  insurance. 


— - — — >*«■ 

MEDICAL  SOCIETIES 

— >*«■ 

COLORADO  OPHTHALMOLOGICAL  SOCIETY 
May  20,  1933 

Dr.  O.  C.  Wise,  Presiding 

A case  for  diagnosis:  Dr.  F.  J.  Pierce  (by  in- 
vitation) presented  a case  of  unilateral  edema  of 
the  disc  and  surrounding  retina  of  uncertain  eti- 
ology. Diagnosis  of  incomplete  inflammatory 
thrombosis  in  the  optic  nerve  was  considered. 

Interstitial  keratitis;  negative  Wassermann, 
positive  Kahn : Dr.  R.  W.  Danielson  reported  a 
case  of  interstitial  keratitis  in  a 16-year-old  girl, 
in  whom  the  blood  Wassermann  was  repeatedly 
negative  and  six  types  of  flocculent  tests  includ- 
ing the  Kahn  were  positive.  No  other  signs  of 
syphilis  were  found,  but  the  condition  responded 
promptly  under  antileutic  treatment,  with  the  re- 
sulting corrected  vision  to  date  of  20/30.  The 
father  and  a sister  had  a positive  Kahn;  another 
sister  was  negative;  the  mother  was  dead,  cause 
unknown. 

Intraocular  tumor ; Dr.  E.  M.  Marbourg  pre- 
sented a married  man,  aged  30,  in  whom  there 
was  a complete  detachment  of  the  retina  and 
glaucoma.  The  symptoms  were  very  significant 
of  intraocular  tumor,  and  enucleation  was  ad- 
vised. 

Benzylaldehyde  poisoning  resembling  methyl 
alcohol  poisoning:  Dr.  G.  H.  Stine  reported  a 
case  of  benzylaldehyde  poisoning  in  a young  man, 
aged  21.  The  symptoms  of  multiple  neuritis, 
headache,  nausea  and  vomiting,  weakness,  blur- 
ring of  vision,  marked  concentric  contraction  of 
the  visual  fields  with  central  scotoma  for  green, 
and  diplopia  developed  a few  hours  after  drink- 
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ing  cccktails  made  of  synthetic  almond  extract 
and  homemade  apricot  brandy.  Three  other  mem- 
bers of  the  drinking  party,  two  women  and  one 
man,  were  dead  within  twenty-four  hours  after 
drinking  the  mixture.  The  eye  grounds  were  es- 
sentially normal.  Although  the  symptoms  com- 
pletely resembled  those  of  methyl  alcohol  poison- 
ing, no  wood  alcohol  (or  hydrocyanic  acid)  was 
found  at  autopsy  or  in  the  liquor.  Under  elimina- 
tion, spinal  drainage  and  supportive  treatment 
there  was  steady  improvement  in  all  the  symp- 
toms up  to  date. 

Pulsating  exophthalmos  and  ligation  of  the 
common  carotid  with  recovery : Dr.  G.  H.  Hopkins 
reported  further  notes  on  the  case  of  pulsating 
exophthalmos  following  fracture  of  the  skull,  in 
which  ligation  of  the  common  carotid  had  given 
complete  relief,  with  recovery  of  vision  to  normal. 
He  also  reported  further  on  a case  of  exophthal- 
mos in  which  a diagnosis  of  hyperthyroidism  had 
been  considered.  The  condition  had  now  sub- 
sided. 

Ligation  of  the  right  internal  carotid  artery 
for  pulsating  exophthalmos : Dr.  J.  J.  Pattee  re- 
ported on  the  progress  of  a case  of  pulsating  ex- 
ophthalmos originally  presented  to  the  society  by 
Dr.  J.  W.  Thompson,  in  which  ligation  of  the 
right  internal  carotid  artery  was  followed  by 
marked  improvement. 

Renal  detachment  and  choroidal  tuberculosis : 
Dr.  C.  E.  Earnest  presented  a case  of  extensive 
retinal  detachment  which  was  probably  due  to 
choroidal  tuberculosis.  There  was  general  active 
tuberculosis  of  both  lungs.  General  and  local 
treatment  was  followed  by  some  improvement  in 
the  general  condition,  but  progression  of  the  re- 
tinal detachment. 

Congenital  cataracts — discission : Dr.  G.  H. 
Hopkins  presented  a case  of  congenital  cataracts 
in  a six  months  old  baby.  The  patient  was  ap- 
parently normal  in  all  other  respects.  Discission 
of  the  left  lens  was  made.  There  had  been  con- 
siderable absorption  of  the  cortex,  but  the  nucleus 
was  now  protruding  into  the  anterior  chamber. 
It  was  planned  to  repeat  the  operation  if  no  fur- 
ther absorption  of  the  lens  occurred. 

Detachment  of  the  retina:  Dr.  G.  H.  Hopkins 
presented  a case  of  bilateral  extensive  detach- 
ment of  the  retina  of  three  years  standing,  prob- 
ably due  to  retinochoroiditis,  in  a woman  aged 
25.  The  patient  was  now  pregnant  and  a ques- 
tion arose  whether  abortion  was  indicated  should 
further  loss  of  vision  occur. 

Extreme  cicatricial  contraction  of  the  lids  fol- 
lowing deep  burns — Thiersch  grafts : Dr.  C.  E. 
Earnest  reported  a case  of  a male  Mexican  in 
which  severe  gasoline  burns  had  caused  marked 
retraction  of  the  lids,  severe  involvement  of  both 
ears,  face,  head  and  hands.  There  was  active 
keratitis  in  the  left  eye  from  exposure.  Seven 
operations  consisting  of  skin  transplants  with 
Thiersch  grafts  restored  normal  lid  function  in 
both  eyes. 

Congenital  amblyopia;  optic  atrophy:  Dr.  O. 
C.  Wise  reported  a case  of  congenital  amblyopia 
in  a man,  aged  45.  There  was  some  involuntary 
spasm  of  the  orbicularis  oculi,  coarse  mixed  nys- 
tagmus, high  hyperopia,  and  optic  atrophy.  In 
spite  of  the  very  poor  vision,  this  man  had  been 
able  to  hitch-hike  to  Texas  four  times  by  himself. 
His  father  and  mother  were  first  cousins.  One 
living  sister  had  the  same  eye  condition;  four 
other  sisters  had  died  of  diabetes  between  the 
ages  of  nine  and  eighteen  years. 

Superficial  linear  keratitis ; Dr.  O.  C.  Wise 
presented  the  case  of  a 37-year-old  man  who  gave 
the  history  of  working  in  intense  heat  in  a zinc 


smelter,  and  of  failing  vision  since  February,  1933. 
Since  then  there  had  been  at  least  three  attacks 
of  corneal  inflammation.  In  both  corneas  there 
were  lattice-like  infiltrates  with  faint  nodules  in 
the  superficial  cornea.  The  condition  very  much 
resembled  corneal  dystrophy  or  superficial  linear 
keratitis.  Local  treatment  and  K.  I.  by  mouth 
was  followed  by  a subsidence  of  the  inflammation. 
The  vision  was  20/200  in  each  eye. 

Intraocular  foreign  body:  Dr.  J.  W.  Thompson 
reported  a case  of  metallic  intraocular  foreign 
body  in  a garage  mechanic,  aged  42.  Many  at- 
tempts at  magnetic  extraction  failed,  but  the  in- 
flammation of  the  eye  had  gradually  quieted  down 
regardless.  There  were  many  vitreous  opacities, 
but  the  patient  could  count  fingers  at  twelve  feet 
and  the  vision  was  slowly  improving. 

Multiple  iron  ore  deposits:  Dr.  C.  E.  Earnest 
reported  the  case  of  a man,  aged  29,  who  in  a 
premature  dynamite  blast  received  many  ferric 
oxide  foreign  bodies  in  the  face,  hands,  and  eyes. 
Both  corneas  had  been  perforated,  and  the  lower 
three-fifths  of  each  cornea  was  badly  scarred  from 
the  foreign  bodies.  There  were  also  traumatic 
cataracts.  A peripheral  iridectomy  above  was 
done  in  the  right  eye,  and  later  the  cataract  was 
needled.  Three  months  later  the  vision  of  the 
right  eye  with  correction  was  20/15,  this  restora- 
tion of  vision  being  maintained  to  date.  The  left 
eye  was  blind. 

New  instruments:  Dr.  H.  C.  Rusk  exhibited  a 
simple  loupe  which  permitted  the  surgeon  the 
use  of  both  hands  and  good  stereoscopic  vision. 
He  also  showed  plus  and  minus  0.25  D.  spheres 
attached  to  the  same  handle  for  securing  simul- 
taneous contrast  in  determining  the  exact  spheri- 
cal refraction. 

GEORGE  H.  STINE, 

Recorder. 
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Birtnr  aljroiiorr  BrBJar 

What  gave  promise  of  being  a very  brilliant 
medical  career  was  cut  short  on  May  25,  when 
the  airplane  owned  and  piloted  by  Dr.  V.  T.  De- 
War  crashed  on  James  Peak.  Dr.  DeWar  had 
made  the  trip  to  Denver  that  morning  and  it 
was  during  the  return  trip  to  his  home  in  Grand 
Junction  in  the  late  afternoon  that  the  accident 
occurred.  In  the  same  accident  Mrs.  DeWTar  and 
Mr.  and  Mrs.  Harold  Stevens  lost  their  lives.  Dr. 
DeWar  had  been  active  in  aviation  ever  since 
coming  to  Grand  Junction,  first  organizing  a 
glider  club,  and  in  April,  1932,  purchasing  a four 
place  Stinson  monoplane.  He  had  made  repeated 
flights  to  Denver,  last  summer  flying  as  far 
east  as  Chicago. 

Dr.  DeWar  was  born  in  Door  County,  Wiscon- 
sin, March  9,  1902.  His  parents  were  Mr.  and 
Mrs.  Alex  Dewarzeger  of  Green  Bay,  Wisconsin. 
He  obtained  his  A.B.  degree  at  the  University  of 
Wisconsin.  He  was  graduated  from  Northwestern 
University  with  the  degree  of  Doctor  of  Medicine 
on  June  20,  1927.  He  externed  at  Cook  County 
Hospital,  later  taking  a year's  internship  in  Colo- 
rado General  Hospital.  He  was  married  to  Miss 
Lucille  Garot,  September  16,  1925.  There  were 
no  children. 

After  finishing  his  internship  in  Colorado  Gen- 
eral Hospital,  Dr.  DeWar  located  in  Grand  Junc- 
tion and  took  up  general  practice.  Because  of 
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his  fine  personality  and  excellent  medical  judg- 
ment his  practice  enlarged  very  rapidly.  Dr. 
DeWar  was  an  Elk  and  took  an  active  part  in 
the  local  Rotary  organization.  He  is  survived  by 
his  father  and  mother  and  two  sisters,  to  whom 
we  extend  our  sincere  sympathy.  H.  M.  T. 
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Of  interest  to  the  readers  of  the  Auxiliary’s 
columns  are  the  following  notes  of  the  national 
meeting  held  in  Milwaukee  the  week  of  June  12, 
and  others  concerning  other  auxiliaries  through- 
out the  United  States.  Further  news  of  the  na- 
tional meeting  will  appear  at  a later  date  when 
a more  detailed  report  will  have  been  received. 

An  “In  Memoriam”  service  on  Tuesday,  June 
13,  with  a special  tribute  to  our  beloved  late 
President,  Mrs.  Walter  Jackson  Freeman,  was  in 
the  hands  of  Mrs.  A.  S.  Kech,  Pennsylvania’s 
capable  and  efficient  State  President. 

The  Auxiliary  luncheon  on  Wednesday  had  as 
honor  guests,  Drs.  E.  H.  Cary  and  Dean  Lewis, 
President  and  President-elect  of  the  A.  M.  A., 
bringing  greetings,  and  Dr.  Junius  B.  Harris,  Past 
President  and  for  many  years  legislative  chair- 
man of  the  California  Medical  Association,  speak- 
ing on  “The  Technic  of  Following  a Bill  Through 
the  Legislature,”  illustrated  by  a chart  of  his 
own  devising. 

On  Thursday  morning,  the  incoming  President, 
Mrs.  James  Blake,  who  radiates  warmth  of  per- 
sonality and  genuine  understanding  and  compre- 
hension of  our  problems,  gave  the  outline  of  her 
policies  for  the  coming  year  and  the  personnel 
of  our  new  board,  besides  taking  a part  in  the 
general  discussions  which  are  the  life-blood  of 
any  progressive  organization. 

The  social  events  were  a dance  at  the  Wiscon- 
sin Club  held  on  Tuesday  night,  of  which  the 
Wisconsin  State  Medical  Society  and  the  Auxil- 
iary were  hosts;  and  on  Thursday  night  was  a 
“Bring  Your  Husband”  dinner  at  the  Hotel  Pfister, 
the  Auxiliary  Headquarters,  preceding  the  Presi- 
dent's reception  and  ball  at  the  Schroeder  Hotel. 
There  was  a colorful  cabaret  during  the  dinner 
provided  by  the  International  House  Artists,  each 
number  put  on  by  a different  nationality  in  the 
costumes  of  their  native  lands.  All  of  which 
makes  us  unfortunate  absentees  realize  we  missed 
a great  deal  at  this  meeting. 

Some  interesting  items  from  other  state  auxil- 
iaries are  as  follows : 

In  Alabama  there  has  been  an  increase  of  90 
per  cent  in  membership  which  now  exceeds  200. 

The  Pima  County,  Arizona,  Auxiliary,  provided 
medical  treatment  to  all  children  needing  it  in 
one  of  the  large  schools  in  Tucson  where  the 
enrollment  is  100  per  cent  Mexican. 

Members  of  the  Auxiliary  to  the  Richardson 
County  Medical  Society  of  Nebraska  have  de- 
signed and  completed  a kit  acceptable  to  and 
accepted  by  doctors  working  on  charity  cases 
during  the  winter. 


The  following  report  was  received  from  Mrs. 
P.  J.  McHugh,  publicity  chairman  of  Larimer 
County: 

Closing  the  year’s  meeting  of  the  Woman’s 
Auxiliary  to  the  Larimer  County  Medical  Society, 
a garden  party  was  held  at  the  home  of  Dr.  and 
Mrs  Roy  L.  Gleason  for  members  of  the  society 
and  auxiliary,  after  which  the  doctors  went  to 


the  veterinary  laboratory  at  the  college  for  their 
business  meeting. 

Mrs.  Victor  E.  Cram,  president  of  the  auxiliary, 
presided  at  the  auxiliary  meeting  and  introduced 
Mrs.  Frank  Carroll,  the  program  chairman.  Dr. 
Robert  M.  Lee.  showed  moving  pictures  of  historic 
buildings  in  Philadelphia,  scenes  in  Fort  Cdllins 
and  of  the  sport  of  skiing.  Mrs.  W.  P.  Gasser  of 
Loveland  played  some  piano  solos.  Mrs.  43.  P. 
Lingenfelter  of  Denver,  president-elect  of  the 
state  Auxiliary,  told  of  the  plans  for  the  society’s 
work.  Mrs.  J.  B.  Ambler  of  Denver  was  also  a 
guest.  . r 
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DENVER — The  following  members  of  the  State 
Medical  Society  participated  in  the  progress 
of  the  Congress  of  American  Physicians  and 
Surgeons  held  in  Washington,  D.  C.,  May  7 to 
May  10  last : Drs.  Casper  F.  Hegner,  T.  D. 
Cunningham,  G.  W.  Holden,  James  J.  Waring, 
C.  E.  Sevier,  Leonard  Freeman,  Sr.,  and  Leon- 
ard Freeman,  Jr.,  of  Denver,  and  Drs.  J.  A. 
Sevier  and  G.  B.  Webb  of  Colorado  Springs. 
DENVER — Dr.  T.  E.  Carmody  and  Dr.  W.  H. 
Crisp  of  Denver  attended  the  meetings  of  the 
examining  boards  of  the  American  Otolaryu- 
gological  and  the  American  Ophthalmological 
Societies,  respectively,  which  convened  in  Chi- 
cago during  the  first  week  in  June. 

DENVER — Dr.  J.  W.  Amesse,  Denver,  delivered 
the  Commencement  address  at  the  Nurseb 
Training  School,  Corwin  Hospital,  Pueblo,  on 
May  25. 

DENVER — Dr.  James  R.  Arneill  of  Denver  visited 
friends  and  relatives  in  California  from  May  26 
to  June  5. 

DENVER — Dr.  A.  L.  Beaghler  of  Denver  presided 
at  the  annual  meeting  of  the  Western  Section, 
American  Public  Health  Association,  convened 
at  Pasadena  in  May.  The  Doctor  was  pleas- 
antly surprised,  at  the  conclusion  of  this  con- 
ference, to  receive  the  annual  award  of  the 
Ling  Medal  for  notable  contributions  to  Child 
Hygiene  during  the  current  year. 

DENVER — Dr.  T.  E.  Beyer  and  Dr.  C.  F.  Kempe’’ 
of  Denver  will  sail  from  Baltimore  during  the 
first  week  of  July  for  a brief  course  of  study  at 
Vienna  and  Switzerland. 

DENVER — Dr.  Melville  Black,  Denver,  has  re- 
covered from  a major  operation  and  will  short- 
ly be  on  full  duty. 

DENVER — Friends  of  Dr.  E.  W.  Collins  of  Denver 
will  be  pleased  to  learn  that  he  has  fully  con- 
valesced and  is  back  at  work. 

DENVER — Dr.  C.  H.  Darrow  of  Denver  attended 
the  annual  convention  of  the  Otolaryngological 
Society  at  Chicago  early  in  June. 

DENVER — Dr.  C.  W.  Dorsey,  formerly  of  Denver, 
has  now  established  himself  at  Alamosa. 
DENVER — Dr.  W.  Wiley  Jones  of  Denver  has 
returned  from  a delightful  holiday  in  Italy. 
DENVER — Dr.  A.  J.  Markley  of  Denver,  who  is 
taking  graduate  work  in  Vienna,  reports  that 
he  is  finding  much  of  interest  and  value.  He 
plans  to  return  in  July. 

DENVER — Dr.  H.  J.  Von  Detten,  who  was  serious- 
ly injured  several  months  ago  in  an  accident, 
will  soon  be  able  to  get  around. 
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EDITORIAL  NOTES  AND  COMMENT 


Announcement 

JT  IS  with  a deep  sense  of  disappointment 
that  the  officers  of  the  Wyoming  State 
Medical  Society  announce  that  there  will  be 
no  meeting  this  year. 

Many  hours  have  been  given  in  arranging 
the  program  for  the  Yellowstone  Park 
meeting,  but  the  decision  of  the  other  state 
societies  to  postpone  the  Yellowstone  Park 
meeting  came  too  late  to  arrange  a state 
meeting  to  take  its  place.  Perhaps  it  is  for 
the  best.  Who  knows?  But  one  thing  is 
certain— that  the  abandonment  was  not  the 
personal  wish  of  our  President,  Dr.  F.  L. 
Beck.  He  has  a right  to  feel  that  the  failure 
does  not  rest  on  his  shoulders,  but  that  it 
lies  on  the  membership  of  the  whole  Society. 
Dr.  Beck  has  worked  hard  for  the  Society 
and  we  believe  that  next  year  financial  mat- 
ters will  be  so  much  improved  that  the  en- 
tire membership  will  support*  the  officers  in 
arranging  one  of  the  best  programs  ever 
presented. 

In  the  meantime  allow  a suggestion  to 
sink  in — so  far  as  you  can,  plan  to  attend 
either  the  Colorado,  Utah,  Idaho  or  Mon- 
tana meetings  this  year.  See  how  they 
conduct  their  affairs  and  bring  back  the 
good  points  to  your  own  Society.  It  is 
true  that  we  cannot  all  attend  these  various 
meetings,  but  some  of  us  can  attend  the 
meetings  nearest  us. 

The  old  officers  will  hold  over  until  next 
year  and  by  additional  work  in  our  county 
societies  we  may  make  up  the  loss  of  pep 
our  state  meetings  have  always  furnished. 
That  we  need  such  a meeting  once  a year 
can  not  be  doubted,  but  the  rearrangement 


came  too  late  to  satisfy  the  desires  of  most 
of  the  members  of  the  Society.  It  is  no 
slight  task  to  arrange  an  outstanding  pro- 
gram for  a state  society  meeting,  but  next 
year  the  Wyoming  Society  will  have  a 
meeting  we  all  will  be  proud  to  attend.  In 
the  meantime  do  all  you  can  in  your  local 
society  and  make  them  real  live  organi- 
zations. E.W. 

4 4 4 

The  Urgent  Need  for 
More  Tick  Serum 

gHERIDAN  County  has  been  most  kindly 
dealt  with  in  the  distribution  of  the 
government  tick  vaccine.  We  gratefully 
acknowledge  this  kindness,  but  it  simply 
shows  the  demand  on  the  part  of  the  people 
who  are  learning  more  about  Rocky  Moun- 
tain Spotted  Fever  and  its  prevention. 

This  year  the  United  States  Public  Health 
Service  has  produced  and  distributed  one- 
third  more  vaccine  than  last  year.  There 
is  now  under  construction  an  addition  to  the 
Hamilton  Laboratory  which,  if  the  funds 
are  supplied,  will  enable  the  production  of 
more  vaccine  for  next  year. 

The  appearance  of  Spotted  Fever  along 
the  eastern  coast  of  the  United  States  will 
call  for  a still  larger  supply  and  when  its 
value  is  recognized  the  demand  will  con- 
stantly increase.  According  to  the  reports 
being  received  by  the  Secretary  of  the  State 
Board  of  Health,  the  number  of  cases  this 
year  will  be  considerably  larger  than  those 
reported  last  year.  The  demand  is  growing 
each  year  and  it  is  certainly  hard  to  refuse 
people  in  the  cities  in  order  to  give  the  serum 
to  those  who  live  out  in  the  sagebrush  coun- 
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try,  but  they  are  in  constant  contact  with 
ticks,  whereas  the  city  people  only  run 
slight  risks,  and  as  a rule  only  when  they  go 
out  into  the  country.  However,  in  Sheridan 
we  have  one  case  who  got  the  tick  in  her 
own  garden.  This  lady  had  not  been  out 
in  the  country  for  over  a month — yet  she 
has  the  tick  fever. 

It  is  true  that  all  ticks  are  not  poisonous — 
probably  not  one  in  a hundred,  but  in  some 
localities  they  are  very  much  more  danger- 
ous than  others.  There  is  a difference  also 
in  the  virulence  of  infected  ticks.  In  some 
regions  this  infection  is  recognized,  and  in 
other  regions  ticks  seem  to  be  free. 

In  the  early  days  of  this  region  fires  swept 
the  low  lands  and  kept  down  the  increase  in 
small  animals  and  no  doubt  destroyed  the 
ticks,  but  as  the  country  settled  up  fires  were 
better  controlled  and  as  small  animal  life 
increased  they  furnished  more  food  for  the 
ticks.  Ticks  must  have  blood  to  grow  and 
develop,  so  the  chances  for  their  increase 
improves  with  the  settlement  of  the  country. 

So  far  as  the  writer  knows  no  cases  of 
tick  fever  have  occurred  in  persons  who  get 
the  ticks  in  the  Big  Horn  mountains,  but  they 
do  mostly  come  from  the  sagebrush  land 
and  river  bottoms.  Cottonwood  trees  along 
the  Powder  river  and  its  tributaries  seem 
to  harbor  the  dangerous  kind. 

We  hope  that  the  government  will  con- 
tinue to  expand  the  production  of  tick  vac- 
cine so  that  no  citizen  will  have  to  be  refused 
this  protection  from  one  of  the  most  danger- 
ous diseases  in  the  western  and  eastern 
parts  of  the  United  States.  It  is  up  to  the 
government,  as  nowhere  else  in  the  world 
is  this  vaccine  made.  You  can't  buy  it  any- 
where no  matter  how  rich  you  are. 

* * 

Wyoming  State  Meeting 
Abandoned  for  Season 

AS  ANNOUNCED  last  month,  there 
seemed  to  be  some  reason  for  abandon- 
ing the  plan  for  a 1933  meeting  after  Utah 
and  Idaho  withdrew  from  the  Tri-State  ar- 
rangement. Responses  to  date  to  the  request 
for  an  expression  of  opinion  regarding  the 
matter  indicate  that  Wyoming  physicians 
prefer  to  wait  until  next  year  for  a fine  ses- 


sion in  Yellowstone  Park.  Officers  of  the 
State  Society  are  therefore  yielding  to  this 
sentiment  and  are  announcing  that  Wyo- 
ming will  have  no  State  Society  meeting 
this  year. 

Sincere  thanks  are  due  the  societies  of 
Cody,  Sheridan  and  Cheyenne  to  meet  with 
them  in  case  a convention  should  be  held. 

In  the  absence  of  an  all-state  meeting  the 
officers  urge  each  county  and  district  to 
hold  two  or  more  meetings  during  the  year. 
Every  society  can  have  a few  very  profit- 
able meetings  if  they  are  properly  planned 
for.  Let  it  not  be  said  that  we  are  neglect- 
ing these  opportunities.  Laramie  county  is 
holding  monthly  meetings  with  luncheons 
throughout  the  year  except  for  a recess  dur- 
ing the  hot  months. 

Very  sincerely, 

F.  L.  BECK, 
President. 
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Dr.  J.  C.  Kamp  of  Casper,  Wyoming,  was  the 
honor  guest  of  the  Sheridan  County  Medical 
Society  at  its  meeting  May  23. 

Dr.  and  Mrs.  C.  E.  Stevenson  entertained  the 
Society  in  their  home  on  South  Main  street.  All 
members  were  present  but  two,  and  a most  in- 
teresting report  of  the  recent  meeting  of  the 
American  College  of  Physicians  held  at  Montreal, 
Canada,  was  given.  Dr.  Kamp  came  to  us  with 
a very  vivid  memory  of  the  good  things  of  that 
metting  and  in  a most  clear  and  interesting  man- 
ner told  us  the  new  things  discussed  there. 

The  time  passed  so  quickly  that  it  was  nearly 
midnight  before  the  hostess  could  serve  the  de- 
lightful lunch.  After  the  meeting  Dr.  Kamp  and 
his  mechanic  drove  back  to  Casper,  175  miles,  to 
end  a perfect  day. 

The  members  of  the  Sheridan  Society  feel  a 
debt  of  gratitude  to  Dr.  Kamp  and  Dr.  and  Mrs. 
Stevenson. 

Dr.  W.  A.  Steffen,  E.  G.  Dennison,  O.  L.  Veach 
and  P.  H.  Schunk  of  the  Sheridan  County  Medical 
Society  attended  the  Milwaukee  Meeting  of  the 
A.  M.  A. 

We  feel  that  so  many  members  attending  from 
a society  of  only  twelve  members,  and  having 
to  travel  such  a distance,  reflects  very  favorably 
on  the  standing  of  the  Sheridan  County  Medical 
Society. 


Take  this  Journal  home  to  your  wife. 


July,  1933 
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We 

“Save  What  You  Have” 

OUR  OFFICE  SERVICE  DEPARTMENT 

WILL  make  your  GOOD  OLD  furniture  outshow  and  outlive  many  of 
the  new.  The  service  of  this  Department  is  to  make  your  office  a brighter 
and  cleaner  place  in  which  to  work. 


WE  SPECIALIZE  IN  ALL  OFFICE  PROBLEMS 
Office  Furniture — Filing  Devices — Record  Protection — System  Work 


REFINISHING— POLISHING— GLEANING 


Estimates  cheerfully  given.  Phone  J.  D.  HUGH,  who  has  successfully 
furnished  over  3,000  offices  in  Denver. 


DOCTOR:- 

Are  you  remembering  your  Library,  your  State  Society,  and  Denver 
Society  Library,  in  your  future  bequests? 

If  so,  assist  the  Trustees  by  using  the  proper  legal  form  for  such  be- 
quests, which  some  day  will  give  the  Society  a suitable  Library  Building 
of  its  own. 

(Form  of  Bequest  to  the  Permanent  Library  Fund) 

“Unto  the  Colorado  National  Bank  of  Denver,  as  Trustee,  the  sum  of 

- dollars  ($ ),  to  be  used  by  said 

bank  as  Trustee  of  the  Medical  Society  Building  Trust  as  established  and 
defined  by  that  certain  Trust  Agreement  between  the  Medical  Society  of 
the  City  and  County  of  Denver  and  the  Colorado  National  Bank  of  Denver, 
dated  July  30,  1927,  and  now  on  file  in  Trust  No.  2053  of  the  Trust  De- 
partment of  said  bank.” 

A bequest  to  the  Library  is  a bequest  to  the  advancement  of  medicine. 

Committee  on  Library  and  Medical  Literature. 
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Coming  Meetings: 

American  Protestant  Hospital  Association — 
Milwaukee,  September  8-11. 

American  Hospital  Association  Meeting — Mil- 
waukee, September  11-15. 

American  College  of  Surgeons  Meeting — Chi- 
cago, October  9-12. 

American  Dietetic  Association  Meeting,  Chi- 
cago, October  9-12. 

* * * 

The  Mid-West 
Meeting 

TTHE  Seventh  Annual  Meeting  of  the  Mid- 
A West  Hospital  Association  was  held  on 
May  26  and  27,  1933,  at  the  Kansas  City 
Athletic  Club,  in  Kansas  City,  Missouri. 
The  meeting  was  one  of  the  best  and  the 
program  one  of  the  most  outstanding  of  all 
Mid-West  meetings  which  have  been  held. 
The  program  followed  a new  and  very  suc- 
cessful plan  by  which  each  session  was  given 
over  to  the  presentation  and  discussion  of 
just  one  major  hospital  problem. 

On  Friday  morning  the  problem  under 
consideration  was,  “Hospitals  and  Their 
Public  Relations.’  Dr.  Bert  W.  Caldwell, 
Executive  Secretary  of  the  American  Hos- 
pital Association,  led  the  discussion  and  de- 
scribed the  work  which  the  American  Hos- 
pital Association  is  doing  for  the  hospitals 
along  this  line.  He  also  instructed  the  hos- 
pitals in  the  matter  of  coordinating  their 
activities  with  those  of  the  national  organ- 
ization, and  utilizing  the  service  rendered 
by  that  group.  One  representative  from 
each  state  of  the  Mid- West  group  was  ap- 
pointed to  discuss  the  subject  from  the  stand- 
point of  his  own  state  organization.  Mr. 
Frank  J.  Walter,  Superintendent  of  Saint 
Luke’s  Hospital,  Denver,  was  the  Colorado 
representative  who  discussed  this  paper. 

The  Friday  afternoon  session  was  given 
over  to  “Group  Hospitalization.'  Dr.  Wil- 
liam H.  Walsh,  Hospital  Consultant,  Chi- 
cago, presented  a most  illuminating  and  com- 
prehensive paper  on  this  subject.  Dr. 


Walsh’s  paper  will  be  published  in  one  of 
the  early  issues  of  the  American  Hospital 
Association  Bulletin,  and  it  will  be  worth 
while  for  all  hospital  administrators  to  read 
it.  Dr.  H.  A.  Green  of  the  Boulder-Colo- 
rado  Sanitarium,  was  one  of  those  who  dis- 
cussed this  paper. 

The  annual  banquet  was  held  Friday  eve- 
ning, with  the  president  of  the  Association, 
Mr.  John  R.  Smiley,  Superintendent  of  Saint 
Luke's  Hospital,  Kansas  City,  Missouri, 
presiding.  Dr.  Bert  W.  Caldwell  gave  the 
address  of  the  evening. 

Saturday  morning  the  meeting  was  given 
over  to  “Hospital  Costs  and  Economies.’’ 
Mr.  Paul  H.  Fesler,  former  president  of  the 
American  Hospital  Association,  and  super- 
intendent of  Wesley  Memorial  Hospital, 
Chicago,  led  the  discussion.  The  Colorado 
representative  in  the  discussion  was  Mr. 
Guy  M.  Hanner,  Superintendent  of  Beth- 
El  Hospital,  Colorado  Springs. 

At  the  Saturday  afternoon  session,  the 
subject  under  consideration  was,  “Nursing 
Problems  Affecting  Hospitals.’’  Miss  E.  Mu- 
riel Anscombe,  Superintendent  of  the  Jewish 
Hospital,  St.  Louis,  Missouri,  presented  a 
paper,  and  led  the  discussion. 

The  next  annual  meeting  will  be  held  in 
Tulsa,  Oklahoma.  It  will  then  be  Colorado's 
privilege,  in  1935,  to  entertain  the  conven- 
tion. 


Mr.  Paul  H.  Fesler,  Superintendent  of 
Wesley  Memorial  Hospital,  Chicago,  in  a 
paper  on  “Hospital  Costs  and  Economies, 
enumerated  the  following  ways  of  saving: 

1.  All  free  work  should  be  budgeted. 

2.  All  employees  and  nurses  should  have 
physical  examinations  to  determine  their 
fitness  for  carrying  on  their  duties. 

3.  Vacation  schedules  should  be  scruti- 
nized very  carefully. 
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to  meet  their  needs 


THIS  can  be  accomplished  only  through 
a flexible  food— one  which  will  allow 
of  a change  in  the  percentages  of  its  com- 
ponent parts — protein,  fat,  carbohydrate 
and  water. 

Diarrhea  and  vomiting  both  cause  a loss 
of  water  to  the  system  and  dehydration 
is,  without  question,  the  most  serious  re- 
sult of  summer-complaint. 

Babies  cannot  stand  prolonged  starva- 
tion. It  is  not  how  much  they  ingest,  but 
how  much  they  are  able  to  digest  and 
assimilate  that  determines  the  choice  of 


Dryco  Is  Digested  and  Assimilated  When 
Other  Foods  Fail 

"It  has  been  the  author's  clinical  obser- 
vation that  dry  milk  is  better  tolerated  by 
those  infants  who  have  already  received 
a food  injury  than  raw  milk  or  boiled  milk 
mixture.”  (Dennett) 


Dryco  is  the  only  irradiated  dry  milk 
product  and  is  universally  recognized 
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THE  DRY  MILK  CO.,  Inc. 
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food.  “One  of  the  great  advantages  of 
milk  powder  is  the  possibility  of  varying 
the  relation  between  water,  fat  and  other 
elements  of  the  milk.”  (Porcher) 

Dryco  is  the  food  of  choice  since  it  re- 
quires no  refrigeration,  is  always  fresh 
and  ready  for  use,  may  be  given  in  all 
degrees  of  concentrations  and  modifica- 
tions— thereby  allowing  easy  regulation  of 
the  quantity  of  water  to  be  ingested  for  a 
given  amount  of  protein,  fat  and  carbo- 
hydrate. 

SEND  FOR  "HOW  TO  USE  DRYCO,"  feeding 
schedules,  corroborative  clinic  data  & samples. 
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DRYCO 
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Foundation  (V.  S.  Patent  No.  1 ,680,818),  and  then  dried 
by  the  "Just”  Roller  Process. 
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4.  The  personnel  of  the  hospital  should 
be  readjusted  to  correspond  in  numbers  with 
the  lower  patient  census. 

5.  Discontinuing  of  board,  room,  and 
laundry  given  to  employees  was  advocated. 

6.  All  disabled  and  inefficient  employees 
should  be  eliminated. 

7.  Close  the  school  of  nursing. 

8.  Close  the  laundry. 

9.  Correct  the  x-ray  charges. 

10.  Correct  the  operating  room  charges. 

11.  Discontinue  free  care  of  babies,  and 
eliminate  flat  rates. 

12.  Practice  more  economy  in  purchas- 
ing. 

13.  Hire  graduate  nurses  and  other  em- 
ployees on  part-time  basis  to  take  care  of 
the  uneven  demands  for  service. 

14.  Cut  telephone  expenses. 

15.  Establish  a central  supply  room. 

16.  Show  patients  the  rooms  before  ad- 
mitting them  to  the  hospital,  as  in  many 
cases  they  will  prefer  the  higher  priced  ones. 

Many  hospitals  have  been  able  to  make 
some  saving  through  reduced  insurance 
rates,  which  have  been  brought  about  by  a 
revaluation  of  their  properties  under  present 
day  economic  values. 

Some  of  the  points  made  by  Dr.  William 
H.  Walsh  in  his  paper  regarding  group  hos- 
pitalization are: 

1.  There  must  be  need  for  it  in  the  com- 
munity. 

2.  The  plan  should  include  all  hospitals 
of  the  community. 

3.  It  should  allow  the  patient  a free 
choice  of  hospital  and  physician. 

4.  Any  plan  proposed  by  the  hospital 
should  not  include  the  physician's  fee.  There 
should  be  an  individual  contract  between 
the  patient  and  the  doctor  in  regard  to  the 
doctor’s  service. 

5.  The  method  of  sale  should  be  rigidly 
controlled. 

6.  The  plan  would  allow  the  patient  to 
be  better  able  to  pay  his  doctor. 

7.  It  should  be  limited  to  employed 
groups. 

8.  All  legal  restrictions  in  the  future  re- 
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tain cases  of  pernicious  anemia  in  which  a complete 
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garding  insurance  and  mutual  associations 
should  be  considered. 

9.  Such  a plan  would  not  kill  private 
philanthropy. 

10.  It  would  eliminate  compulsory  health 
insurance. 

11.  The  plan  should  be  flexible  so  that 
it  could  be  changed  as  experience  war- 
ranted. 

12.  There  should  be  a reserve  fund  es- 
tablished for  emergencies. 

4 4 4 

Institute  for  Hospital  Administrators 

The  American  Hospital  Association  is 
planning  to  sponsor  an  institute  for  hospital 
administrators  during  the  three  weeks  fol- 
lowing the  American  Hospital  Association 
meeting  in  Milwaukee.  The  plans  as  yet 
are  immature,  but  it  is  practically  decided 
that  this  institute  will  be  held  in  connection 
with  the  University  of  Chicago.  The 
American  Medical  Association  and  the 
American  College  of  Surgeons  have  also  en- 
dorsed the  idea  and  will  lend  their  assist- 
ance. 

The  attendance  at  this  institute  will  be 
limited  to  two  persons  from  any  one  hos- 
pital, and  only  superintendents  or  direct- 
resses of  nursing  may  enroll.  The  matricu- 
lation fee  will  be  five  dollars.  The  three 
weeks  will  be  divided  into  two  periods:  Two 
weeks  of  regular,  and  one  week  of  special 
work.  The  material  presented  in  courses 
will  be  planned  for  individuals  who  know  the 
basic  principles  of  hospital  administration. 
It  will  be  taken  for  granted  that  no  one  will 
enter  who  is  not  acquainted  with  such  prin- 
ciples. 

As  soon  as  the  details  of  the  plan  are 
completed,  circulars  will  be  sent  to  all  the 
hospitals.  In  the  meantime  further  informa- 
tion may  be  obtained  by  applying  to  the 
Executive  Secretary  of  the  American  Hos- 
pital Association. 

<4  4 4 

Internships  Becoming  Scarce 

Many  graduates  of  the  medical  schools 
this  year  have  been  unable  to  secure  intern- 
ships for  the  coming  year  for  the  following 
reasons: 

1.  Some  of  the  federal  hospitals  (army, 
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navy,  and  public  health  service)  have  dis- 
continued their  internships. 

2.  The  census  in  many  private  hospitals 
at  the  present  time  does  not  warrant  the 
appointing  of  as  many  interns  as  previously. 

3.  Many  interns  of  the  past  year  have 
felt  that  they  would  rather  spend  another 
year  as  interns  rather  than  to  face  the  pres- 
ent economic  situation  in  the  practice  of  med- 
icine, which  has  prevented  newly  graduated 
medical  students  from  securing  internships. 

The  American  Medical  Association  has 
estimated  that  twenty-five  hundred  interns 
have  stayed  in  their  hospitals  for  the  second 
year.  While  it  is  advantageous  for  the  hos- 
pitals to  retain  these  experienced  interns,  it 
has  proved  to  be  a hardship  on  the  newly 
graduated  doctors  who  should  be  given  their 
opportunity  to  serve  internships. 


BOOK  REVIEWS 

(Continued  from  Page  269) 

The  Aetiology  of  Tuberculosis,  by  Robert  Koch. 
A translation  from  the  German  of  the  original 
paper  announcing  the  discovery  of  the  Tubercle 
Bacillus,  read  before  the  Physiological  Society 
in  Berlin,  March  24,  1882,  and  published  in  the 
Berliner  Klinische  Wochenschrift,  1882,  XIX, 
221,  specially  prepared  for  the  American  Re- 
view of  Tuberculosis,  March,  1932,  by  Dr.  and 
Mrs.  Max  Pinner.  With  an  introduction  by 
Dr.  Allen  K.  Krause.  Published  by  the  National 
Tuberculosis  Association.  450  Seventh  Avenue, 
New  York  City.  March,  1932.  48  pages. 

Since  1883  there  has  been  no  republication  of 
an  English  text  of  “Die  Aoetiologie  der  Tuberku- 
lose,”  one  of  the  limited  circle  of  the  classics  of 
medicine  and  announcing  the  discovery  of  the 
tubercle  bacillus  by  Robert  Koch. 

This  volume  is  presented  by  the  National  Tu- 
berculosis Association  as  a fitting  memorial  on 
the  semi-centennial  anniversary  of  the  Great  Dis- 
covery with  an  introduction  by  Dr.  Allen  K. 
Krause,  Editor  of  the  American  Review  of  Tu- 
berculosis, and  translated  by  Dr.  and  Mrs.  Max 
Pinner. 

With  Krause's  most  valuable,  elucidating,  his- 
torical and  explanatory  introduction,  one  is  pre 
sented  to  the  genius  of  Koch,  to  his  friends,  to 
his  contemporaries  and  to  his  methods.  His 
almost  uncanny  reasoning  leading  to  the  discov- 
ery of  the  tubercle  bacillus  and  his  resourceful- 
ness in  drawing  upon  exceptional  methods  make 
the  book  fascinating  to  say  the  least.  The  one- 
sided scientific  encounter  with  Virchow  and  his 
dogma  explain  the  presentation  before  the  Physi- 
ological Society  instead  of  before  the  “pathol- 
ogische  Gesellschaft.” 

The  discovery  of  the  tubercle  bacillus  marked 
the  pinnacle  of  Koch's  career  and  demonstrated 
that  the  stroke  of  genius  in  Koch  was  his  practice 
at  exactly  the  right  time  and  place,  of  the  homely 
quality  of  patience. 

The  translation  presented  is  that  of  Koch's  orig- 
inal paper  published  a few  weeks  after  the  his- 
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toric  meeting  of  the  Beilin  Physiological  Society 
and  represents  what  was  first  publicly  and  offi- 
cially announced  concerning  the  discovery. 

In  it  is  presented  the  scientific  proof  of  the 
parasitic  nature  of  tuberculosis  and  “it  only  re- 
mains for  the  completion  of  its  etiology  to  an- 
swer the  questions  of  where  the  parasites  come 
from  and  how  they  enter  the  body.”  Even  these 
questions  are  tentatively  answered  and  with  re- 
markable ability  though  we  read  them  with  the 
accumulated  knowledge  of  today. 

This  book  deserves  a place  on  the  library  shelf 
not  only  of  those  interested  in  the  history  of 
medicine,  for  it  makes  up  the  tripod  including 
Laennec's  Traite  de  L'auscultation  mediate  and 
Villemin's  Etudes  sur  la  tuberculose  supporting 
modern  method  as  this  scours  the  great  field  of 
infectious  diseases,  but  of  those  wishing  to  pos- 
sess a model  of  investigative  method  in  medicine. 

The  book  is  substantially  put  together  and 
should  fittingly  withstand  the  ravages  of  time  in 
your  library.  The  reviewer  gives  his  heartiest 
recommendation  to  this  valuable  and  reasonably 
priced  volume  and  feels  assured  that  he  will  win 
your  everlasting  approval  for  his  personal  enthu- 
siasm, if  you  read  it.  You  will  enjoy  attending 
the  meeting  of  the  Berlin  Physiological  Society 
with  notables,  including  Virchow,  and  especially 
of  being  Koch’s  pupil,  as  they  were,  for  one 
short  hour. 

H.  J.  CORPER. 


The  Surgical  Clinics  of  North  America.  (Issued 
serially,  one  number  every  other  month.)  Vol- 
ume 12,  No.  6.  Index  Number.  (Philadelphia 
Number,  December,  1932.)  280  pages  with  110 

illustrations.  Per  clinic  year  (February,  1932, 
to  December,  1932.)  Paper,  $12.00 ; Cloth,  $16.00 
net.  Philadelphia  and  London : W.  B.  Saun- 
ders Company,  1932. 

This  issue  of  Surgical  Clinics  of  North  America 
contains  a number  of  outstanding  articles.  Par- 
ticular interest  will  be  found  in  the  article  of 
Dr.  W.  Wayne  Babcock  dealing  with  carcinoma 
of  the  rectum,  also  an  article  which  presents  a 
unique  method  of  perineal  ileostomy  in  the  treat- 
ment of  tuberculosis  of  the  intestinal  tract.  An- 
other article  well  worth  careful  review  by  Dr. 
Eldridge  L.  Eliason  entitled  the  “Surgical  Signifi- 
cance of  Gastro-Intestinal  Hemorrhage.” 

The  Surgical  Clinics  of  North  America.  (Issued 
serially,  one  number  every  other  month.)  Vol- 
ume 13,  No.  1.  (Pacific  Coast  Surgical  Associa- 
tion Number — February,  1933.)  247  pages  with 

90  illustrations.  Per  clinic  year  (February, 
1933,  to  December,  1933.)  Paper,  $12.00  ; cloth, 
$16.00  net.  Philadelphia  and  London : W.  B. 
Saunders  Company,  1933. 

A very  interesting  and  comprehensive  review 
of  chordoma  of  the  second  and  third  cervical  ver- 
tebrae is  of  interest  to  neurological  surgeons. 
Also  an  article  by  Dr.  Howard  C.  Naffziger,  treat- 
ment of  depressed  fractures  of  the  skull,  will 
be  of  interest  to  the  general  surgeon  as  well  as 
to  the  neurological  surgeon,  in  view  of  the  fre- 
quency of  this  injury  in  modern  traumatic  sur- 
gery. A discussion  of  bilateral  lithiasis  in  the 
upper  urinary  tract  is  given  in  a very  interesting 
article  bv  Dr.  A.  C.  Scholl. 

G.  E.  CHEI.EY. 


Take  this  Journal  home  to  your  wife. 
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The  Rustless  Instrument  Disinfectant 

Dries  rapidly  and  leaves  no  deposit. 
Kills  ordinary  pathogenic  bacteria  in  less 
than  thirty  seconds  contact.  More  resis- 
tant bacteria,  such  as  anthrax  and  te- 
tanus, in  less  than  thirty  minutes. 

Will  not  rust  or  attack  any  fine  point 
or  edge  made  of  steel,  nickel,  chromium, 
silver  or  gold. 

ZOTOX  evaporates  swiftly  and  does 
not  need  to  be  rinsed  or  wiped  from  ster- 
ile instruments.  This  feature  contrib- 
utes materially  to  the  maintenance  of 
asepsis.  Recommended  for  hospitals, 
surgeons  and  dentists.  Write  for  des- 
criptive literature. 


FIRST  TIME  IN  HISTORY! 

Houses  all  counted  — city  or  out  — blue  prints  furnished,  apartments,  empty 
houses,  business  houses,  and  two-family  homes  compiled  separately.  Every- 
body distributing  advertising  knows  how  important  all  of  this  is.  Informa- 
tion given — no  charge — use  it  advantageously.  Nothing  depresses  so  much  as 
slip-shod  work.  Yours  for  better  work. 

GILMAN  DISTRIBUTING  CO. 

127  West  Bayaud  Advertising  Distributor  PEarl  8135 


FAMILY  FOOD  BUDGET 

The  United  Parents’  Association  of  New  York  City  made  a study  of 
how  to  feed  a typical  family  well  at  a reasonable  cost.  The  family  was 
assumed  to  consist  of  father  and  mother,  a boy  of  14,  a girl  of  10  and 
a boy  of  4 years.  The  following  is  the  food  purchased  for  the  week: 

Cereals  and  Breads — Whole  wheat  bread,  4 loaves;  white  bread,  4 
loaves;  flour,  3 y2  pounds;  macaroni,  2 pounds;  rice,  2 % pounds,  oatmeal, 
1 pound;  cornmeal,  1 package;  whole  wheat,  1 package. 

Meats,  Eggs  and  Cheese — Meat,  8 pounds;  fish,  2 pounds;  eggs,  1 
dozen;  cheese,  *4  pound. 

Milk — Twenty-eight  quarts  (for  one  week). 

Fruits  and  Vegetables — Potatoes,  15  pounds;  spinach,  3 pounds;  cab- 
bage, 4 pounds;  tomatoes,  1 can;  onions,  2 pounds;  beets,  1 can;  beans 
(dried),  1 pound;  peas,  1 can;  corn,  1 can;  apples,  3 pounds;  oranges,  1 
dozen;  bananas,  9;  peaches,  1 can;  raspberries,  1 can;  prunes,  1 pound; 
raisins,  1 pound. 

Fats  and  Oils — Butter,  2 pounds;  lard,  y2  pound;  salad  oil,  1 pint. 

Sweets — Sugar,  3 pounds;  molasses,  1 pint. 

Carlson-Frink  Co. 

MAin  0111  1230  13th  St. 
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The  Leading  Art  School 

£)enver  ytrt  'College 


SUMMER  TERMS 

SIX  WEEKS  EACH 

Enter  any  time- — Day  or  Evening  Classes 
Personal  Interest. 

Individual  instruction  by  professional  artists, 
Commercial,  Costume  Design,  Interior  Deco- 
ration, Drawing,  Painting'  and  all  Art  Su- 
jects.  Children  may  enter  in  any  subject. 
(Credit  Given) 

Certificates  and  Diplomas 

1511  E.  Colfax  Ave.  YOrk  0040 


Solving  an  old,  old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDS0R-MEAD0W  GOLD 

MAin  5131 
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IMMATERIA  MEDICA 

*-K—  - ' 

George:  “Why  hasn't  Daddy  got  much  hair?” 

Mother : “Because  he  thinks  a lot,  dear.” 

George : “Then  why  have  you  got  so  much 
hair?” 

Mother  (pause)  : “Go  on  and  eat  your  break- 
fast.” 

* •*  * 

An  Irishman  lay  dying  when  the  odor  of  cooking 
assailed  his  nostrils.  Summoning  his  weeping 
daughter  to  his  bedside,  he  said: 

“Nora,  darlint,  ain’t  it  doughnuts  that  I smell?” 

“Right  ye  are,  father,”  the  girl  replied. 

“And  would  ye  be  asking  your  mither  if  I can 
have  one  before  I die?” 

The  daughter  delivered  the  message  to  mother 
in  the  kitchen  and  brought  back  this  answer: 

“Mither  says  ye  cannot  have  one  of  them  dough- 
nuts ; they’re  for  the  wake.” 

* sjs 

Patient:  “Doctor,  how  are  my  chances?” 

Doctor:  “Oh,  pretty  good,  but  I wouldn’t  start 
reading  any  continued  stories.” 

* * * 

Before  we  can  tell  what  the  country  is  coming 
to — it  will  have  to  come  to. 

* * :«{ 

“What  is  the  rod  of  affliction?”  the  Sunday 
school  teacher  asked. 

“Goldenrod,”  shouted  the  little  girl  with  hay 
fever. 

* * * 

“Can  you  see  that  cow  ruminating  under  that 
tree?”  that’s  all  I said,  your  honor,  and  she  hit  me. 

* * * 

Teacher:  “Tommy,  come  up  here  and  give  me 
what  you’ve  got  in  your  mouth.” 

Tommy:  “I  wish  I could — it’s  the  toothache.” 

* * * 

An  elderly  woman  was  escorting  two  little 
girls  around  the  zoo.  While  they  were  looking 
at  the  stork,  she  told  them  the  legend  of  the  un- 
gainly bird — how  it  was  instrumental  in  bringing 
them  to  their  mamas. 

The  children  looked  at  each  other  with  sly 
glances,  and  presently  one  whispered  to  the  other : 

“Don't  you  think  we  ought  to  tell  the  dear  old 
thing  the  truth?” 


WANTADS 


MEDICAL  ART 

Illustrations,  lantern  slides,  graphs,  etc.,  for 
STATE  MEETING  PAPERS.  Call  Miss  Waneeta 
Stevie,  University  of  Colorado  School  of  Medicine, 
Pathology  Department.  YOrk  8500. 


PHOTOGRAPHER 

Experienced  photographer,  late  of  Colorado 
School  of  Medicine,  will  make  your  lantern  slides, 
prints  for  publication,  copies,  etc. 

PAT  LEVERTY, 

304  So.  Broadway,  Denver. 


POSITION  WANTED 

Registered  technologist  and  registered  x-ray 
technician  with  eighteen  years’  experience  in  tu- 
berculosis work,  the  last  sixteen  years  at  Agnes 
Memorial  Sanitarium.  Now  seeking  location  due 
to  closing  of  the  sanitarium  on  July  1,  1932. 
Margery  M.  Malins,  2265  Forest  St.,  Denver;  tele- 
phone FRanklin  1997-J. 
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Milestones  of 
Medical  Progress 

HPhe  retiring  president,  Dr.  Edward  H. 

Cary,  constructed  his  address  before  the 
recent  national  A.  M.  A.  convention  about 
a few  policies  carried  to  a successful  issue 
during  his  strenuous  term  of  office: 

First,  Congress  has  recognized  our  con- 
tention that  physicians  should  possess  the 
pov/er  to  exercise  their  own  discretion  in  the 
prescribing  of  medicinal  liquors.  It  is  im- 
perative that  we  maintain  our  professional 
dignity  and  remain  worthy  of  this  confi- 
dence. 

Second,  the  retirement  of  the  Sheppard- 
Towner  Act.  This,  in  effect,  proves  that  a 
national  governmental  bureau  under  lay  con- 
trol cannot  successfully  control  health  mat- 
ters which  belong  to  the  states  and  cities 
with  the  help  of  their  local  medical  men  and 
boards  of  health.  The  act  provided  be- 
quests of  the  government,  to  be  matched 
equally  by  states  accepting  the  plan,  for  the 
purpose  of  reducing  maternal  and  infant 
mortality  rates.  The  funds  were  handled  by 
public  welfare  agencies  through  the  respec- 
tive boards  of  health.  Physicians  were  there- 
by sent  to  remote  regions  to  encourage  in- 
fant welfare  work  in  all  its  forms.  Maternal 
and  infant  mortality  in  these  regions  re- 
mained uninfluenced,  and  most  thorough 
consideration  failed  to  indicate  any  benefit 
through  its  continuation.  Such  paternalistic 
activity  on  the  part  of  the  government  is 
not  compatible  with  our  profession  or  with 
the  needs  of  the  American  people. 

Third,  it  has  been  found  that  the  federal 


narcotic  legislation  is  inadequate  to  control 
the  narcotic  problem,  which  is  international 
in  scope.  Also  the  federal  law  fails  to  cope 
with  local  situations.  The  states  are  rapidly 
passing  and  following  enlightened  acts. 

Fourth,  through  the  legislative  committee 
of  the  A.  M.  A.,  Dr.  Cary,  and  Dr.  Wood- 
ward, the  joint  committee  of  the  Senate  and 
House  became  aware  of  the  government’s 
extravagance  in  care  of  veterans  and  hos- 
pital construction.  We  are  told  that  in  the 
new  administration  no  more  hospitals  will 
be  built  and  beds  occupied  by  non-service 
disabled  veterans  will  be  assigned  to  those 
with  tuberculous,  nervous,  or  mental  dis- 
eases. Dr.  Cary  urges  our  continued  oppo- 
sition to  the  government’s  former  attitude, 
since  an  improvement  in  our  economic  con- 
dition and  depleted  treasury  may  reestab- 
lish abuses  by  veterans  with  non-service  dis- 
abilities. 

Fifth,  the  professional  support  of  the 
minority  report  of  the  Committee  on  the 
Cost  of  Medical  Care.  Physicians  and  medi- 
cal societies  have  striven  to  further  satisfac- 
tory medical  service  through  discussion  of 
problems,  trial  of  suggested  plans,  and  dis- 
covery of  pertinent  facts  which  will  assure 
unity  of  the  professional  mind.  No  plan  will 
survive  without  the  support  of  the  county 
medical  society  and  the  majority  of  medical 
men  in  each  locality.  The  right  of  the  pa- 
tient to  choose  his  physician  must  always  be 
preserved.  Hospital  insurance  plans,  if  suc- 
cessful, will  never  include  medical  services. 

Among  Dr.  Cary’s  general  remarks  he 
emphasized  the  vital  function  of  our  medical 
journals,  particularly  during  this  trying  pe- 
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riod.  Strange  enough,  many  members  of 
the  American  Medical  Association  are  not 
subscribers  to  its  journal,  the  greatest  medi- 
cal periodical  on  earth.  The  reduction  of 
its  subscription  price  by  so  little  as  one  dol- 
lar would  have  seriously  crippled  its  valu- 
able activities;  in  fact,  income  from  reserve 
funds  has  already  been  called  upon  for  its 
continued  progress.  The  Journal,  Hygeia, 
and  our  State  Society  publications  are  indis- 
pensable to  the  progress  of  medicine.  An 
increase  in  their  circulation  is  anticipated 
with  improved  business  conditions. 

* * * 

Colorado  on  the 
Black  List 

T Tntrained,  unqualified,  and  unskillful 
professional  men  being  a public  liabil- 
ity, the  public  is  partly  protected  against 
them  through  the  various  boards  of  licens- 
ure. The  people  at  large  enjoy  a false  sense 
of  security  in  view  of  this  fact. 

Over  twenty  years  ago  the  Federation  of 
State  Medical  Boards  was  created  by  a 
merger  of  two  preexisting  groups  for  the 
purpose  of  improving  the  chaotic  condition 
of  medical  licensure  and  to  enforce  reason- 
able educational  standards  for  practitioners 
of  medicine.  The  goal  is  only  partly  accom- 
plished, and  several  states  top  the  list  as 
inhibitors  of  the  good  this  organization 
should  accomplish. 

Ten  states  issued  187  licenses  to  other 
than  graduates  of  approved  medical  schools 
in  1932.  In  a recent  issue  of  the  Journal 
A.  M.  A.  appeared  a comment  upon  this 
evil.  Accompanying  the  article  was  a map 
of  the  United  States,  six  states  of  which 
stood  out  in  bold  relief — very  black.  Near- 
est the  center  of  the  picture  was  our  own 
otherwise  venerable  state,  black  indeed. 
This  need  not  be  interpreted  as  implying 
laxity  on  the  part  of  our  State  Board  of 
Medical  Examiners.  It  is  largely  a result  of 
the  law  of  1915  which  grants  osteopaths 
identical  privileges  with  doctors  of  medi- 
cine, upon  passage  of  examination  in  Colo- 
rado. It  is,  nevertheless,  a scar  on  our 
escutcheon. 

This,  together  with  the  results  of  our  past 
legislative  session,  looks  bad  for  medical 


standards  in  this  state.  Recall  that  the  most 
recent  convocation  of  misguided  legislators 
granted  the  chiropractors  their  own  li- 
censing board.  Also  remember  that  none  of 
the  medical  legislation  sponsored  by  our 
profession  was  passed,  unless  one  chooses 
to  boast  of  the  liquor  laws.  However,  they 
were  not  passed  as  a direct  result  of  any 
endeavors  on  our  part. 

It  is  deplorable  that  our  state  should  be 
among  those  opening  their  doors  to  irregu- 
lar practitioners.  Unless  the  standards  of 
licensure  are  changed  and  future  legislators 
are  properly  informed  by  medical  men, 
Colorado  will  one  day  rank  with  California 
as  a haven  for  the  charlatan. 

<«  -4  * 

American  Public  Health 
Association  Commends  Colorado 

'The  Colorado  State  Medical  Society  and 
the  Denver  Public  Health  Council  have 
sponsored  a state  wide  public  health  survey 
by  the  United  States  Public  Health  Service 
and  have  initiated  legislation  designed  to 
improve  public  health  activities  throughout 
Colorado.  In  view  of  these  actions,  the 
Western  Branch  of  the  American  Public 
Health  Association  has  passed  a resolution 
in  commendation  thereof.  This  Association 
has  recommended  similar  programs  for  the 
other  western  states. 

Such  is  the  good  word  received  from  the 
secretary  of  that  organization,  Dr.  W.  P. 
Shepard. 

4 4 4 

Caloric  Value 
of  Beer 

Ts  BEER  fattening  and,  if  so,  how  much? 
A Some  people  are  answering  the  ques- 
tion through  the  very  dependable  trial  and 
error  method;  others  ask  the  doctor.  Many 
will  accept  the  augmented  equatorial  cir- 
cumference; others  will  be  discreet. 

Here  are  the  facts:  Alcohol  has  a caloric 
value  of  seven  per  gram;  nitrogenous  and 
carbohydrate  constituents  of  beer  corre- 
spond in  caloric  value  with  sugar.  Beer 
comprises  the  familiar  3.2  of  the  former  and 
10  per  cent  of  the  latter.  It  may  be  safely 
assumed  that  these  ingredients  are  assimi- 
lated. Mathematical  deduction  conjures 
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forth  an  awesome  fact — a quart  of  beer  rep- 
resents 500  calories,  five-sixth  that  of  milk. 

Add  this  to  the  already  over-adequate 
diet  of  the  sedentary,  and  probably  costive, 
individual.  The  result  is  too  palpable  to 
mention. 

4 4 4 

Heredity  in 
Diabetes 

Joslin  has  quoted  Hansen  in  his  belief  that 
heredity  is  more  important  as  a factor  in 
diabetes  than  has  usually  been  suspected. 
The  fact  is  important  in  eugenics  as  well  as 
in  diagnosis  and  preventive  medicine. 

According  to  the  work  of  several  ob- 
servers. we  note  the  following  conclusions: 
Children  of  two  diabetics  should  develop 
the  disease:  a diabetic  and  a non-diabetic, 
the  latter  with  diabetic  heredity,  should  pro- 
duce children  half  of  whom  may  develop 
the  disease:  two  non-diabetics,  each  predis- 
posed to  the  disease  through  heredity,  should 
produce  children  of  whom  one-fourth  will 
suffer  from  diabetes:  but  no  diabetes  should 
appear  in  the  offspring  of  a diabetic  and  a 
non-diabetic  whose  family  history  is  free 
from  diabetes. 

Thus,  says  Joslin,  diabetes  is  a recessive 
rather  than  a dominant  characteristic.  These 
simple  rules  should  be  at  hand  for  the  bene- 
fit of  patients  who  inquire  for  information, 
particularly  when  it  may  be  the  determining 
birth  control  factor  in  certain  families. 

< * * 

Immediate  Causes  of 
Death  in  Cancer 

HPHE  American  Society  of  the  Control  of 
Concer  has  recently  published  a study 
based  upon  500  carcinoma  cases  with  au- 
topsy findings.  We  have  for  years  debated 
the  mechanism  of  the  fatal  issue  terminating 
cancer.  The  information  so  far  is  scanty. 

More  than  22  per  cent  of  the  above  series 
apparently  died  from  cachexia.  In  all  these 
instances  there  had  been  considerable  ne- 
crosis of  the  tumor  tissue  due  to  ulceration, 
secondary  infection,  or  impaired  circulation. 
Thus  the  cachexia  could  be  considered  sec- 
ondary to  the  lesion  which  was  the  immedi- 


ate cause  of  death.  In  contradistinction  to 
these  cases  are  those  wherein  remarkably 
satisfactory  nutrition  is  maintained  through- 
out. The  largest  proportion  of  deaths  with 
cachexia  occurred  in  carcinomata  of  the 
breast  and  stomach;  the  fewest  cachectic 
cases  were  those  with  bladder  involvement. 

There  was  an  incidence  of  14  per  cent 
of  pneumonia,  chiefly  of  the  bronchial  type, 
which  may  be  considered  as  intercurrent  in- 
fections. About  one-fourth  of  these  cases 
occurred  among  the  cases  wherein  the  ma- 
lignancy involved  the  lip  or  upper  respira- 
tory tract.  Undoubtedly  the  imperfect  res- 
piration and  potential  aspiration  of  septic 
material  contributed  to  this  incidence. 

Renal  insufficiency  apparently  caused  the 
deaths  of  13  per  cent;  renal  pathology  was 
consistently  demonstrated  at  autopsy  in 
these  cases.  Nearly  half  had  cervical  car- 
cinoma; about  one-fourth  had  vesical,  and 
one-fifth  prostatic  involvement. 

Peritonitis  accounted  for  1 1 .2  per  cent  of 
the  fatalities.  It  most  frequently  occurred  as 
a postoperative  complication  or  resulted 
from  necrosis  and  perforation  following  ra- 
diation. 

Three-fourths  of  the  cases  with  pulmonary 
insufficiency  were  due  to  metastases  from 
mammary  cancer.  Involvement  of  the  lungs 
in  this  manner,  plus  the  cases  of  pneumonia, 
abscess  and  embolism,  gives  a group  of  fa- 
talities even  greater  than  those  apparently 
resulting  from  cachexia. 

Hemorrhage  caused  only  4 per  cent  of 
deaths,  and  in  one-fourth  of  these  the  cause 
was  indirect  in  that  an  obstructive  jaundice 
had  seriously  lengthened  the  clotting  time. 
Another  surprisingly  infrequent  etiological 
factor  in  the  fatalities  was  general  sepsis — 
less  than  5 per  cent.  The  latter  fact  is  re- 
markable, particularly  since  a large  number 
of  the  tumors  contained  widespread  second- 
ary infection. 

The  above  observations  do  not  give  any 
insight  into  the  fundamental  mechanism  of 
the  decline  and  demise  of  the  cancer  vic- 
tim. Perhaps  there  is  an  elaboration  of  a 
specific  toxin.  If  so,  it  is  as  elusive  as  the 
etiological  factors  in  carcinoma. 
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THE  MEDICAL  AND  SURGICAL  HISTORY  OF  THE  APPENDIX 

VERMIFORMIS* 

W.  W.  GRANT,  M.D. 

DENVER 


The  spirit  of  the  recent  past  comes  back 
to  us  in  the  words  of  Osier  and  Pasteur: 

'Fellowship  with  the  great  minds  of  the 
race  will  extend  your  friendship  with  the 
immortal  dead.”  ‘‘Men  will  write,  not  to 
destroy,  but  to  build  up,  and  the  future  will 
belong  to  those  who  do  most  for  suffering 
humanity.” 

My  purpose  is  to  give  a brief  history  of 
the  rise,  progress,  and  present  status  of  the 
appendix  as  a diseased  organ,  without  tedi- 
ous detail,  that  will  bring  into  bold  relief 
a small  innocent  looking  vestigial  appendage 
as  the  most  common,  the  most  dangerous 
and  deadly  of  all  intra-abdominal  infections. 
The  transition  from  the  old  to  the  new  is 
ever  of  historic  interest,  and  in  this  partic- 
ular, of  great  importance.  ‘‘On  the  wings 
of  night  and  day,  time  rustles  on.”  The  vista 
of  the  past  is  an  every  recurring  cycle 
of  tragedies,  disappointments,  and  hopes 
never  realized.  Yet  it  is  the  Valhalla 
of  loving  memories  of  the  good  and  the 
great  of  all  time.  The  later  day  brushes 
away  the  cobwebs  and,  illumined  by  the 
calcium  light  of  scientific  truth,  is  the  atlas 
on  which  the  future  rests.  Omar  the  Per- 
sian said,  “When  doubtful  of  your  own 
sufficiency,  consult  the  wise  and  turn  not 
thy  face  from  old  ways.” 

Greek  Medicine  and  Greek  Philosophy 
dominated  the  world  for  many  centuries. 
Hippocrates  was  far  away  in  advance  of 
his  time.  Second  in  distinction  as  an  anat- 
omist and  physician  at  a much  later  date 
was  Herophilus  who  with  Erosistratus 
founded  the  first  medical  school  at  Alexan- 
dria in  the  reign  of  Ptolemy  I.  He  dissected 
the  human  body  and  was  the  first  to  state 
that  the  brain  was  the  seat  of  intelligence, 
in  contradistinction  to  Aristotle  who  claimed 
that  it  was  the  heart.  Still  Aristotle,  the 
prophet,  teacher  and  law  giver,  gave  a pic- 
ture of  ideal  man  as  a seeker  after  truth. 
It  is  said  of  him  that  he  was  an  astronomer 

*Read  before  the  Section  on  History  of  Medi- 
cine, City  and  County  Medical  Society  of  Denver, 
November  18,  1932. 


without  a telescope,  a biologist  without  a 
microscope,  a chemist  without  a laboratory, 
and  a pre-vision  of  2000  years  without  a 
note  of  heresy. 

Our  profession  carries  in  its  bosom  every 
experience  common  to  the  life  of  man.  In 
presenting  a review,  necessarily  brief,  of 
so  important  a subject  from  both  a medical 
and  surgical  aspect,  with  forty  years  of  per- 
sona! experience  and  considerable  study  of 
its  history,  I am  compelled  to  ask  your  con- 
siderate indulgence  for  the  use  or  implica- 
tion of  the  personal  pronoun  oftener  than  I 
wish.  The  cecum,  in  structure  and  form, 
closely  resembles  that  of  the  anthropoid 
ape.  It  has  slight,  if  any,  function  but  serves 
a useful  purpose,  while  the  appendix  has 
neither  function  nor  useful  purpose.  Rudi- 
mentary organs  lack  power  of  resistance  to 
disease  and  consequently  are  more  suscep- 
tible to  infection.  From  the  sixteenth  cen- 
tury to  the  present  day,  anatomists,  includ- 
ing the  immortal  Vesalius,  have  written 
much  about  the  cecum  and  the  appendix, 
and  only  in  later  years  did  differentiation 
become  a matter  of  study  and  interest.  Con- 
cerning its  diseases,  little  was  known  until 
1824.  The  actual  knowledge  of  its  pathol- 
ogy and  treatment  was  of  a still  later  date 
and  belongs  to  the  closing  days  of  the  nine- 
teenth century,  when  Pasteur  and  Lister 
came  upon  the  scene.  Its  most  important 
evolution  is  comparatively  recent. 

Modern  textbooks,  journals,  and  the  med- 
ical histories  of  Dunglison  and  Garrison  are 
ample  and  give  most  of  the  information  that 
is  necessary  and  important  in  any  considera- 
tion of  the  subject.  Deaver,  Kelly,  and  Roy- 
ster have  written  especially  on  the  subject 
with  ample  detail  as  to  the  remote  past — the 
two  former  in  text  books  published  in  1905; 
Royster,  a volume  on  appendix  in  1927;  and 
Dean  Lewis,  a recent  chapter  in  Cecil's 
work  on  Medicine.  Practically  when  you 
have  read  these  you  have  read  all  the  im- 
portant history.  It  is  with  pleasure,  how- 
ever, that  I mention  another  American  who 
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gave  more  time  and  attention  to  the  bibli- 
ography of  the  cecum  and  appendix,  with 
more  original  research  than  any  other  in 
the  United  States — Merrill  B.  Rickets  of 
Cincinnati.  He  was  a student  of  research 
with  a scientific  bias.  He  wrote  and  pub- 
lished in  1892  a monograph  entitled  "A  Com- 
parative Study  of  the  Appendix  in  Mamma- 
lia, the  Herbivora,  Reptiles  and  Fishes,’  and 
in  this  publication  quite  an  interesting  report 
on  the  surgery  of  the  appendix  from  1758 
to  1892  with  a supplemental  list  subsequent- 
ly, and  also  the  most  complete  of  American 
surgeons  in  relation  to  the  appendix. 

Berengalius,  Vesalius,  Fabricius,  and  Fal- 
lopius regarded  the  cecum  and  appendix  as 
one  organ.  The  name  of  the  appendix  was 
first  given  by  Vidius  in  1561,  and  Sabathier 
described  accurately  its  anatomy  in  1781. 
In  1706  Morgagni  said  it  received  some- 
thing from  or  gave  something  to  the  intes- 
tines. Manifestly  it  gives  nothing.  In  1749, 
Vosse  of  Germany  stood  alone  among  Ger- 
mans in  declaring  that  the  cecum  and  ap- 
pendix were  separate  and  distinct  organs. 
In  1567,  Fromelius  described  a foreign  body 
in  the  appendix  post  mortem,  the  first  on 
record.  In  1647,  Saracinus  described  fecal 
fistula  from  an  abscess,  doubtless  appendic- 
ular. In  1682,  Thomas  Wilson  wrote  of  an 
inflammation  about  the  beginning  of  the 
colon,  doubtless  appendicitis. 

In  1 709,  Boerhaave  and  many  others  in 
this  era  called  these  inflammatory  manifes- 
tations iliac  and  colonic  “passion"  and  ad- 
monished as  to  their  danger.  In  1735,  Amy- 
and  is,  by  Deaver,  reported  as  probably  the 
first  to  remove  the  appendix.  The  descrip- 
tion of  the  case  shows  conclusively  that  he 
was  operating  for  strangulated  omental  her- 
nia of  the  scrotum  with  no  thought  whatever 
of  the  appendix.  During  the  operation  he 
discovered  in  the  diseased  mass  the  appen- 
dix with  a pin  projecting  from  the  tip,  the 
head  only  being  in  the  appendix.  He  ligated 
near  the  end,  cut  off  the  tip,  and  returned 
the  organ  to  the  abdomen.  The  patient  re- 
covered. With  the  gangrenous  wound  it 
is  doubtful  if  the  organ  was  returned  to  the 
abdominal  cavity,  at  least  the  result  would 
indicate  this.  There  was  no  diagnosis  of 


appendicitis,  and  its  discovery  was  an  acci- 
dental incident.  In  1763,  Heister  is  recorded 
as  first  to  state  that  the  disease  in  question 
was  in  the  appendix,  and  he  too  called  it 
“the  passion"  and  was  the  first  to  demon- 
strate, by  post  mortem,  perforation  of  the 
appendix.  In  1759,  Mestivier  was,  by  com- 
mon consent,  the  first  to  operate  for  appen- 
diceal abscess — finding  a pin  in  the  appen- 
dix, but  making  no  attempt  to  remove  the 
appendix.  In  1812,  Parkinson  of  England, 
it  is  claimed,  was  the  first  to  call  attention 
to  perforation  of  the  appendix  as  a cause 
of  death,  demonstrated  by  post  mortem. 

Not  until  1824  did  we  begin  to  see  the 
light  of  a better  day,  introduced  by  Viller- 
may  of  France  who  reported  two  or  three 
cases  shown,  by  post  mortem,  to  be  disease 
of  the  appendix.  He  alluded  to  the  morbid 
anatomy  and  the  rapid  progress  of  the  dis- 
ease. In  1827,  another  distinguished  French- 
man, Mellier,  reported  eight  cases  of  dis- 
ease of  the  appendix,  demonstrated  also  by 
post  mortem.  Concretions  were  mentioned 
as  a cause,  and  he  was  the  first  to  suggest 
operation  for  the  disease  if  seen  early.  His 
report,  considered  a classic,  was  translated 
and  published  by  Joseph  Manley  in  the 
Medical  Record  of  New  York,  September 
19,  1891.  Dupuytren,  the  great  French  sur- 
geon, insisted  the  disease  was  confined  to 
the  cecum,  and  he  opposed  operation  to  the 
last.  His  opposition  retarded  the  progress 
of  knowledge  in  regard  to  the  pathology  and 
treatment  of  the  disease.  The  internists  were 
correct  teachers  of  that  day  in  this  regard 
for  years. 

From  1824  to  1847,  the  French  and  the 
Germans  were  the  ieaders  of  opinion,  but 
the  latter  with  the  exception  of  Vosse  still 
regarded  the  cecum  as  the  chief  seat  of  the 
disease — as  did  the  English  to  a later  date. 
From  1834  to  1840,  Bright  and  Addison  of 
England  wrote  interestingly  of  the  clinical 
manifestations  of  disease  of  the  right  hypo- 
gastrium,  especially  pain,  but  in  the  reverse 
order  as  to  sequence  of  the  present  day. 
Abscess  and  its  rupture  were  described  and 
that,  regardless  of  the  part  the  cecum  might 
play,  the  dangerous  condition  was  in  the 
appendix.  In  1848,  Hancock  found  concre- 
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tions  in  the  appendix  and  concluded  the  dis- 
ease began  in  this  organ.  In  1850,  Gay  re- 
ported a case  of  intestinal  obstruction  with 
appendix  as  the  cause  but  made  no  effort 
to  remove  it.  In  1847  to  1851,  Gerlach  de- 
scribed the  valve,  Treitz  the  ileocecal  fossa, 
and  Rollestone  the  folds  of  peritoneum 
about  the  appendix,  at  present  called  “Jack- 
son’s  membrane.  ” 

In  this  era  America  entered  the  field 
more  actively.  In  1837,  Richards  of  Cincin- 
nati reported,  it  is  believed,  the  first  case 
in  this  country  of  perforation  of  the  appen- 
dix demonstrated,  as  usual,  by  post  mortem. 
In  1836  and  1838,  Hallowell  and  Lewis  of 
New  York  reported  cases  post  mortem  of 
foreign  bodies  in  the  appendix.  In  1840, 
Grissard  and  Berard  reported  cases  of  gan- 
grene of  the  appendix  and  death  from  peri- 
tonitis. Becquerel  in  1841  reported  a case 
of  lumbricoids  in  the  peritoneal  cavity  from 
perforation  of  the  appendix.  In  1843,  Wil- 
lard Parker  of  New  York  was  the  first  to 
operate  for  perityphlitic  abscess  in  the 
United  States;  the  case  was  not  reported 
unti  1867.  In  1846,  Nelson  reported,  by 
post  mortem,  gall  stones  in  the  appendix. 
In  1854,  he  operated  for  disease  of  the  ap- 
pendix, doubtless  for  abscess. 

In  1873,  Bontecue  of  New  York  reported 
twenty  cases  of  appendicitis  and  said  he 
had  seen  few  cases  recover,  and  these  by 
local  applications  and  physiological  rest  to 
the  bowels — the  Ochsner  method  (but  of 
an  earlier  date).  Gouley  and  Myer,  1875, 
reported  cases  of  perityphlitic  abscesses 
treated  by  incision  and  drainage,  with  re- 
covery but  resulting  in  hernia.  In  1876  Ma- 
son treated  such  a case  by  trocar  and  probe- 
pointed  bistoury.  The  patient  died.  In  May, 
1883,  Sir  Charles  Symonds  removed  a stone 
from  the  appendix  by  external  peritoneal  sec- 
tion but  did  not  remove  the  appendix.* 

Kronlein  of  Germany  was  the  first  sur- 
geon (1884)  to  remove  the  appendix.  I did 
not  know  this  when  my  first  report  was 
published  in  the  Colorado  Medical  transac- 
tions in  1892.  Not  long  after  this  my  friend, 
the  late  J.  A.  Wyeth,  called  my  attention 

♦See  Medical  Record  of  N.  Y..  December  17, 
1921,  and  Kelley  textbook  Vol.  1909,  page  9. 


to  Kronlein's  operation  as  the  first  appen- 
dectomy. The  operation  was  performed  on 
the  advice  of  Rokitansky.  It  is  not  clear 
who  made  the  diagnosis.  In  this  connection 
it  may  be  of  interest  to  state  that  at  the 
memorial  meeting  of  the  eightieth  anniver- 
sary (May  22,  1932)  of  Professor  Kummel 
of  Hamburg,  it  was  stated  and  published 
that  he  was  the  first  German  surgeon  to 
remove  the  appendix  in  1889.  Kronlein’s 
patient  died  in  two  or  three  days  after  the 
operation.  Barlow  and  Godlec,  on  Septem- 
ber 16,  1885,  reported  opening  an  abscess 
due  to  a diseased  appendix.  No  attempt 
was  made  to  remove  the  appendix. 

From  1885  to  1900  we  enter  the  operative 
era  and  the  days  of  scientific  medicine.  At 
the  conclusion  of  the  nineteenth  century 
there  was  tremendous  energy  and  renewed 
enthusiasm  in  all  departments  of  medical 
study.  Pasteur  and  Lister  had  opened  the 
door  to  the  scientific  study  of  medicine 
for  the  prevention  and  cure  of  disease. 

We  now  come  to  the  year  1885.  I feel 
confident  that  you  will  pardon  me  for,  as 
briefly  as  possible,  reviewing  the  case  of 
the  first  appendectomy  in  the  United  States 
— the  first  successful  case  on  record.  I re- 
port the  facts  in  the  interest  of  American 
surgical  history.  By  common  consent  the 
date  of  operation,  not  of  publication,  deter- 
mines the  question  of  priority  in  any  sur- 
gical operation.  The  case  is  not  so  well  or 
perhaps  definitely  known  to  the  profession 
outside  of  Colorado,  and  a limited  circle 
elsewhere,  because  only  published  in  a State 
Journal,  and  the  profession  does  not  ordi- 
narily read  State  Journals  outside  its  own. 
I first  saw  the  case  in  December,  1882.*  A 
careful  examination  convinced  me  that  the 
patient  had  suffered  from  an  acute  attack 
of  perityphlitis  resulting  in  abscess  which 
had  ruptured  spontaneously  in  the  right 
groin.  My  diagnosis  was  perityphilitic  ab- 
scess with  perforation  of  the  appendix.  I 
made  a preliminary  operation  dividing  the 
fistulous  tract  on  a grooved  director  as  far 
as  I felt  it  safe  to  go  without  entering  the 
peritoneal  cavity.  I removed  from  the  tract 

♦Subject:  Miss  Mary  Gartside,  aged  22,  school 
teacher  residing  in  Davenport,  Iowa. 
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a date  seed  three-quarters  of  an  inch  long. 
This  tended  to  confirm  my  belief  of  perfora- 
tion of  the  appendix.  The  colon  bacillus 
odor  was  manifest.  The  wound  was  packed 
and  the  treatment  continued  for  months. 
Finally  I informed  the  patient  that,  in  my 
opinion,  she  would  not  recover  until  the  ap- 
pendix was  removed.  I urged  it  be  done 
but  admitted  there  was  no  authority  for  it, 
and  I could  not  perform  it  unless  she  was 
willing  to  share  equally  the  responsibility 
for  the  result.  She  and  the  family  pre- 
ferred to  continue  the  conservative  treat- 
ment in  the  hope  that  it  would  heal  without 
a dangerous  operation  but  finally  had  Dr. 
Edmund  Andrews  of  Chicago  see  the  case 
in  consultation.  He  and  Moses  Gunn  were 
then  the  leading  surgeons  in  Chicago.  The 
consultation  was  held  May  14,  1884.  He 
said,  “I  agree  with  you  as  to  the  diagnosis, 
but  cannot  consent  to  the  operation  to  re- 
move the  appendix  because  it  is  too  danger- 
ous, but  if  you  will  make,  he  said,  a coun- 
ter incision  through  the  loin  connecting  with 
the  anterior,  it  may,  by  more  perfect  drain- 
age induce  healing.  This  was  done  at  once, 
he  assisting.  The  parts  drained  perfectly 
without  any  improvement  in  the  case.  This 
was  continued,  with  the  patient  walking 
about,  until  January  4,  1885,  when  she  con- 
sented to  the  operation  so  long  advised,  but 
for  which  I could  produce  no  surgical  au- 
thority. 

There  were  no  rules,  outlines,  or  recog- 
nized technic  to  guide  us.  Preparation  for 
operation  was  made  upon  a “clean”  dining 
room  table.  Dr.  C.  H.  Preston  administered 
ether,  and  Dr.  W.  D.  Middleton  of  Daven- 
port, Iowa,  assisted  with  the  operation.  I 
proceeded  by  making  an  incision  almost 
identical  with  the  McBurney  incision  in 
common  use  at  the  present  time.  The 
abdomen  was  quickly  opened,  the  an- 
terior cecal  wall  exposed  and  its  mottled 
appearance  and  scars  from  old  adhesions 
broken  up — an  interesting  revelation.  The 
incision  was  about  three  inches  long. 
With  two  fingers  of  the  left  hand  in- 
serted full  depth  into  the  wound,  the  appen- 
dix could  not  be  felt  nor  seen  by  use  of  re- 
tractors. I hesitated  to  break  up  the  old 


strong  adhesions  for  fear  of  distributing  in- 
fected material  into  the  peritoneal  cavity 
with  resulting  peritonitis  and  death,  so  I ad- 
vanced by  blunt  dissection  external  to  the 
peritoneal  incision  to  the  ileocecal  fossa,  and 
with  two  fingers  in  the  peritoneal  cavity  and 
two  of  the  other  hand  in  the  external  peri- 
toneal wound  I promptly  located  the  base 
of  the  appendix.  The  entire  organ  was  con- 
cealed by  thick  strong  adhesions,  the  tip  un- 
doubtedly pointing  downwards  on  the  psoas 
muscle.  I made  no  effort  to  dislodge  it  from 
its  secure  bed  in  the  iliac  fossa.  Immedi- 
ately, with  a silk  ligature  in  an  aneurism 
needle  and  guided  by  two  fingers  in  the  ab- 
domen. the  base  of  the  appendix  was  ligated 
close  to  the  cecum  through  the  external 
peritoneal  wound  and  this  wound  to  the  site 
of  ligature  packed  with  strips  of  iodoform 
gauze.  The  internal  peritoneal  wound  was 
closed  without  drainage.  Through  and 
through  stitches  were  used.  The  operation 
was  not  long,  and  no  patient  ever  pro- 
gressed more  satisfactorily.  The  pack  was 
removed  at  the  end  of  a week,  and  to  my 
disappointment  the  colon  bacillus  odor 
showed  the  ligature  had  not  obliterated  the 
lumen  as  I hoped.  The  discharge  was 
measurably  controlled  by  compress  and 
bandage,  and  the  patient  was  out  of  bed  in 
two  weeks.  Four  months  later  on  May  12, 
1885,  under  identical  conditions,  the  ab- 
domen was  freely  opened;  all  adhesions  at 
the  cecal  base  were  broken  up;  and  the  en- 
tire cecum  was  brought  into  the  open 
wound  with  coils  of  the  ileum.  The  appen- 
dix was  divided  in  the  former  operation 
(January  4,  1885)  exactly  as  desired  on  a 
level  with  the  walls  of  cecum.  The  cecal 
opening  was  now  closed  with  interrupted 
gut  and  silk  stitches  embracing  all  three 
coats  of  the  bowel  with  a second  row  of 
stitches  (Lembert)  through  the  muscular 
and  serous  coats.  As  anticipated,  the  ap- 
pendix had  given  no  further  trouble,  and  no 
further  consideration  was  given  it.  The 
progress  of  the  patient  was  just  as  satisfac- 
tory and  free  from  any  untoward  incident 
as  after  the  first  operation.  The  wound 
was  packed  with  a strip  of  gauze  for  drain- 
age. The  abdomen  was  closed  closely 
around  the  gauze  and  dressed  as  before 
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with  gauze  and  bandage.  No  peritonitis 
ensued,  but  the  fistulous  opening  did  not 
close  perfectly.  The  patient  was  soon  out  of 
bed,  walking  about  as  after  the  first  laparo- 
tomy. Soon  after  this  date  she  accepted  a 
position  as  secretary  to  a business  firm  at 
Fargo,  North  Dakota;  I kept  in  touch  with 
her.  She  was  not  much  inconvenienced  by 
the  slight  discharge.  In  December,  1891,  I 
received  a letter  from  the  patient  saying 
she  would  come  to  Denver  at  once  if  I 
thought  I could  close  the  intestinal  opening. 
The  response  was  favorable.  She  was  tak- 
en to  St.  Luke's  Hospital,  and  the  third 
intra-abdominal  operation  was  performed 
on  January  20,  1892.  The  first  had  been  an 
appendectomy  and  the  second  and  third  to 
close  the  intestinal  fistula.  The  technic  was 
improved  by  paring  the  edges  of  all  three 
coats  of  the  intestinal  opening  and  suturing 
the  mucous  membrane  separately  with  a run- 
ning stitch  of  hard  catgut  and  the  muscular 
and  serous  coats  with  two  rows  of  stitches, 
the  last  a Lembert  silk  stitch.  The  opera- 
tion was  complete  with  permanent  closure 
of  the  fistulous  opening.  The  patient  lived 
thirty-four  years  from  the  date  of  the  ap- 
pendectomy on  January  4,  1885.  I have  a 
letter  from  her  brother  and  one  from  the 
Mary  Thompson  Hospital  of  Chicago  stat- 
ing that  she  died  on  July  25,  1919,  from  a 
recurrent  carcinoma  of  the  breast,  operated 
on  a year  before  by  a Davenport  surgeon. 
The  superintendent  of  the  Chicago  Hospital 
stated  there  were  no  abdominal  symptoms 
in  the  last  illness. 

Historically  and  clinically  the  events  of 
the  next  fifteen  years  were  replete  with  in- 
teresting and  important  data.  In  the  Jour- 
nal of  the  American  Medical  Association 
and  the  Cincinnati  Lancet  Clinic,  Rickets 
states  that  ‘ W.  W.  Grant  of  Denver  was 
probably  the  first  to  deliberately  open  the 
abdomen  and  sever  the  appendix  from  the 
cecum,  January  4,  1885,  on  a diagnosis  of 
perforation  of  the  appendix.”  He  states 
that  Dr.  Steman  of  Fort  Wayne,  Indiana, 
removed  the  appendix  on  April  22,  1887, 
and  Morton  of  Philadelphia  on  April  23, 
1887,  after  a definite  diagnosis,  removed  the 
appendix.  On  December  30,  1887,  H.  B. 
Sands  of  New  York  operated  for  a perfor- 


ated appendix  following  an  acute  attack.  He 
evacuated  the  abscess,  trimmed  the  mar- 
gins of  the  perforation  in  the  appendix  and 
then  closed  it  with  a stitch  instead  of  re- 
moving it.  McBurney,  on  May  23,  1888, 
performed  his  first  appendectomy,  and  on 
March  3,  1889,  J.  B.  Murphy  did  likewise. 
About  this  time  Bull,  Matterstock,  and 
Wyeth  joined  the  operating  procession.  In 
1889,  Lawson  Tate  opened  an  abscess,  split 
the  appendix,  and  then  stitched  it  as  Sands 
did.  Treves,  the  distinguished  London  sur- 
geon, repeated  the  performance  in  1887,  all 
of  them  two  to  three  years  after  the  first 
appendectomy,  January  4,  1885.  No  per- 
formance in  the  history  of  surgery  could 
more  forcibly  illustrate  the  doubts  and  fears 
of  the  profession  on  any  subject  than  in  re- 
lation to  the  pathology  and  the  treatment 
of  the  appendix  at  this  time.  Not  until  the 
great  teacher,  Reginald  Fitz  of  Boston,  read 
his  famous  paper  before  the  Association  of 
American  Physicians  on  June  18,  1886,  on 
"Inflammation  of  the  Perforating  Appen- 
dix,” did  the  profession  realize  that  the  pri- 
mary seat  of  the  disease  was  in  the  appen- 
dix, and  from  this  date  the  old  names  of 
typhlitis  and  perityphlitis  were  heard  no 
more.  His  report  of  many  cases  was  a 
classic  published  in  the  American  Journal 
of  the  Medical  Sciences  of  Philadelphia, 
October,  1886.  It  was  a lasting  tribute  to 
his  skill  as  a diagnostician  and  to  his  genius 
as  a teacher.  It  was  my  pleasure  to  know 
him,  and  some  years  later  I met  him  at  the 
annual  meeting  of  the  American  Medical 
Association  in  Atlantic  City.  We  were  talk- 
ing about  the  appendix  and  he  introduced 
me  to  one  of  his  colleagues  with  the  remark, 
"Here  is  the  surgeon  who  operated  for  the 
removal  of  the  appendix  before  I read  my 
paper  on  the  subject.”  I only  mention  it  as 
a pleasant  incident  in  the  company  of  one 
whose  accomplishments  were  such  as  to 
make  him  a delightful  companion  on  any 
occasion,  comparable  to  Osier  in  the  love 
and  confidence  of  the  profession.  For  many 
years  most  internists  and  many  surgeons 
advised  delay  and  a watchful  waiting  policy 
before  resorting  to  operation. 

The  profession  by  stages  finally  accepted 
the  dictum  that  the  disease  was  essentially 
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surgical.  A few  surgeons  for  several  years 
urged  at  this  time  immediate  operation  in  all 
acute  cases  because  of  the  imminent  danger 
of  delay  from  rupture,  peritonitis,  and  death. 
The  waiting  policy  finally  was  abandoned 
and  for  many  years  the  profession  of  Amer- 
ica has  been  quite  well  united  as  to  the  ne- 
cessity of  prompt  operation  in  all  acute 
cases.  The  Ochsner  treatment,  not  at  first 
understood  as  applying  only  to  delayed  se- 
vere cases,  was  in  reality  applied  for  a few 
years  to  practically  all  classes  and,  as  might 
have  been  expected,  increased  the  mortality 
by  delay.  I still  believe  that  the  few  thought 
to  be  saved  by  this  method  of  delay  would, 
in  the  same  skilled  hands,  have  been  saved 
more  certainly  by  an  earlier  operation.  Only 
surgeons  of  known  skill,  experience,  and 
judgment  are  best  qualified  to  treat  this 
dangerous  class  of  patients.  The  mortality 
of  14  per  cent,  20,000  cases  annually  in  the 
United  States,  is  an  object  lesson  of  grave 
significance  and  importance,  especially 
when  the  consensus  of  opinion  of  the 
skilled  experienced  surgeons  believe  the 
mortality  should  not  exceed  two  per  cent. 

1 have  read  with  some  surprise  an  article 
in  the  London  Lancet  of  May  14,  1932,  by 
Sir  James  Berry,  F.R.C.S.,  so  at  variance 
with  the  best  surgical  opinion  of  England 
and  the  United  States,  that  it  is  perhaps 
worthy  of  mention.  It  is  somewhat  signifi- 
cant that  his  conclusions  are  based  chiefly 
upon  observation  and  experience  of  thirty 
years  ago.  He  deprecates  “the  grossly  ex- 
aggerated idea  of  the  younger  surgeons”  as 
to  the  danger  of  appendicitis  from  conserva- 
tive and  non-operative  treatment.”  His 
treatment  was  rest,  starvation,  no  cathartics, 
which  he  considers  less  dangerous  in  most 
cases  than  operation.  He  reports  41  cases 
of  appendicular  abscesses  operated  on  with 

2 deaths,  and  39  of  abscess  “operated  on 
through  the  peritoneal  cavity  with  32 
deaths.”  This  sounds  ominous  until  one 
realizes  the  date  and  kind  of  surgery  then 
done  as  compared  with  recent  years.  We 
feel  assured  that  the  latter  series  of  cases 
belonged  to  the  Ochsner  class  in  which  per- 
foration into  the  peritoneal  cavity  had  oc- 
curred with  resulting  general  peritonitis  be- 
fore operation  was  resorted  to.  The  learned 


author  does  not  thus  say  nor  does  he  give 
any  satisfactory  explanation  for  these  re- 
sults in  the  hands  of  different  surgeons  of 
equal  skill  and  character  as  the  operators 
were.  A quarter  of  a century  ago  it  might 
have  been  sensational  and  a temporary  cog 
in  the  wheel  of  progress  of  appendiceal  and 
abdominal  surgery.  Criticisms  of  this  ad- 
dress in  the  Lancet  by  English  surgeons 
stress  two  types  of  appendicitis,  the  acute 
inflammatory  and  the  acute  obstructive 
form,  called  the  fulminant,  in  which  imme- 
diate operation  is  demanded.  In  the  former, 
a temporizing  or  waiting  policy  may  be 
justified.  The  obstruction  is  due  usually  to 
concretions.  We  believe  both  are  infective 
and  that  both  should  be  treatd  by  immediate 
operation.  We  believe  that  a diseased  ap- 
pendix, no  matter  whether  chronic,  sub- 
acute, acute  or  obstructive,  should  be  re- 
moved at  the  earliest  moment  as  the  only 
feasible  way  in  which  the  excessive  mortal- 
ity in  both  countries  can  be  reduced.  To 
temporize  is  to  court  disaster  and  to  con- 
tinue the  present  deplorable  mortality  rate. 
The  acute  form  is  so  uniform  in  its  mani- 
festations as  to  be  a classic.  With  this  his- 
tory there  is  no  excuse  for  surgical  delay. 
The  pulse,  temperature,  and  blood  count  at 
this  stage  are  of  secondary  importance  in 
the  diagnosis,  the  time  when  operation  is 
most  urgent  and  successful.  Considerable 
divergence  of  opinion  exists  as  to  the 
chronic  form  of  the  disease.  Deaver,  with 
his  long  and  eventful  life  as  a surgeon,  says 
that  chronic  appendicitis  is  the  most  com- 
mon disease  of  the  abdomen,  and  that  in 
this  form  the  disease  is  confined  to  the 
mucous  membrane.  Kelly,  in  his  text  book, 
speaks  of  it  as  acute  and  chronic,  and  that 
the  chronic  may  follow  an  acute  attack  or 
be  chronic  from  the  beginning.  Riedel  says 
that  the  acute  form  is  preceded  by  a long 
period  of  a mild  insidious  process.  I have 
long  entertained  and  expressed  the  same 
opinion,  that  the  disease  is  never  primarily 
acute,  and  that  the  latter  is  an  expression 
of  disease  of  indefinite  duration.  In  a paper 
published  in  Colorado  Medicine  in  1905,  the 
writer  made  the  observation,  confirmed  by 
many  cases,  that  when  the  appendix  is  post 
colonic  the  tender  point  is  not  the  McBur- 
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ney,  but  at  the  intersection  of  a straight, 
transverse  line  from  the  umbilicus  and  a 
straight  perpendicular  line  from  the  usual 
McBurney  point.  At  first  pointed  out  by 
Dieulafoy,  thirty  or  more  years  ago,  these 
are  the  cases  of  ascending  infection  and  the 
most  common  cause  of  subphrenic  abscess. 
These  cases  may  be  operated  on  through  the 
loin  without  opening  the  peritoneal  cavity 
with  gratifying  success. 

Etiologically,  there  is  no  evidence  of  a 
specific  germ.  It  is  usually  a mixed  infec- 
tion, with  the  colon  bacillus  a quite  con- 
stant companion,  the  streptococcus  the  most 
dangerous  and  usually  present  in  the  fulmi- 
nant cases.  We  are  often  asked  if  the  dis- 
ease has  always  been  so  prevalent.  We 
think  not.  It  seems  to  be  associated  with 
the  habits  of  a higher  civilization  and  with 
a life  of  plenty  and  luxurious  living,  the 
daily  business  and  social  customs,  disregard 
of  body  functions,  especially  of  digestion; 
not  one  but  many  things  cooperate  to  di- 
minish resistance  to  infection.  The  ma- 
chinery of  the  body,  like  any  other  machine, 
wears  out  prematurely  from  abuse.  We 
can  replace  other  motors,  but  not  our  own. 

Operative  procedure  and  technic  are  so 
well  understood  at  the  present  time  that  it 
is  needless  to  devote  more  than  a few  words 
to  the  subject,  for  beyond  certain  well  de- 
fined principles  it  is  the  province  of  every 
surgeon  to  use  his  own  initiative  and  judg- 
ment in  the  matter.  The  two  incisions  in 
common  use  are  the  McBurney  oblique  and 
the  right  rectus,  which  meets  most  indica- 
tions satisfactorily.  The  management  of  the 
stump  of  the  appendix  is  important  and 
varies  to  some  extent,  depending  on  the 
pathological  condition  as  demonstrated  at 
operation.  Dawbarn  of  New  York  origi- 
nated the  purse  string  suture  and  for  a time 
it  was  used  without  ligature  of  the  appen- 
dix. Many  years  ago,  on  a visit  to  New 
York,  I attended  the  clinic  of  Robert  Abbe, 
then  one  of  the  foremost  surgeons  of  that 
city.  I witnessed  his  performance  of  an  ap- 
pendectomy in  which  he  used  the  purse 
string  suture  without  ligature  of  the  appen- 
dix, and  in  reply  to  my  question  as  to  the 
danger  of  leakage  from  non-use  of  the  liga- 
ture he  replied  that  he  didn't  anticipate  any 


danger  from  that  source,  and  didn’t  think 
the  ligature  necessary.  John  A.  Wyeth  of 
New  York  vigorously  condemned  the  pro- 
cedure and  just  as  strongly  advocated  the 
ligature,  and  he,  more  than  any  other  sur- 
geon, was  responsible  for  the  early  abandon- 
ment of  the  purse  string  as  the  sole  method 
of  treating  the  stump.  He  contended  to  the 
last  that  the  simple  ligature  was  all  suffi- 
cient. In  clean  non-perforative  cases  espe- 
cially I believe  he  was  right,  but  am  com- 
pelled to  admit  that  the  purse  string  is  still 
in  general  supplementary  use  to  the  ligature. 
My  personal  experience  would  justify  its 
use  in  the  soft  gangrenous  appendix  cases 
which  the  ligature  would  cut  through  in 
24  to  36  hours,  in  which  class  of  cases  the 
pouching  of  the  stump  would  give  time 
for  protective  adhesions.  These  are  the 
cases  in  which  to  anticipate  the  not  uncom- 
mon fecal  fistula.  These  will  generally  heal 
in  one  or  two  weeks  without  the  necessity 
of  a secondary  operation,  especially  with 
frequent  change  of  dressings  and  cleaning 
of  the  wound.  For  twenty-five  years  I have 
not  hesitated  to  remove  every  perforated 
and  gangrenous  appendix.  No  matter  how 
extensive  the  adhesions,  the  results  have 
been  gratifying.  In  the  old  pioneer  days  of 
abdominal  surgery,  the  conditions  were  so 
different  and  our  knowledge  so  imperfect 
that  no  just  comparison  with  the  present  is 
possible. 

The  ordinary  opinions  of  a day  are  as 
evanescent  as  the  time  given  to  their  ex- 
pression. Not  what  we  think  and  say  but 
what  we  do  is  the  standard  by  which  we 
stand  or  fall.  Our  aim  should  be  to  main- 
tain high  educational  standards  and  a code 
of  morals  and  fitness  to  serve,  in  order  that 
we  may  at  all  times  be  worthy  of  the  con- 
fidence of  an  appreciative  public.  The  fu- 
ture of  any  system  must  be  judged  and  its 
value  determined  by  its  effect  upon  the  well- 
being of  all  classes  and  not  a specialized 
few.  Doctors  are  philosophers  because 
their  studies  and  chief  sources  of  informa- 
tion are  of  a demonstrative  character,  and 
they  believe  that  natural  philosophy  is  more 
consistent  than  any  other,  more  positive, 
and  does  more  to  harmonize  all  existing 
knowledge  and  systems  of  thought. 
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SURGERY  OF  THE  UPPER  ABDOMEN* 

LOUIS  V.  SAMS,  M.D. 

DENVER 


The  recognition  of  surgical  conditions  in 
the  upper  abdomen  has  become  more  accu- 
rate in  recent  years  through  utilization  of 
the  laboratory  aids  at  our  command,  and  the 
end  results  have  become  more  satisfying 
because  of  time  saved  by  these  aids,  better 
surgical  technic,  and  the  introduction  into 
the  abdominal  cavity  of  a fluid  which  tends 
to  stimulate  the  normal  physiology  of  de- 
fense and  repair.  The  problems  confronting 
the  surgeon  in  acute  inflammatory  condi- 
tions of  the  upper  abdomen  differ  materially 
from  those  arising  in  chronic  cases.  Time, 
being  the  greatest  elemental  factor  in  acute 
conditions,  places  an  additional  burden  on 
diagnosis  and  the  chances  for  recovery.  In 
the  chronic  case,  opportunity  is  given  for 
detailed  study,  and  diagnostic  error  is  made 
more  remote. 

Whereas  a few  yars  ago  surgery  of  the 
gall-bladder,  stomach,  spleen,  or  small  in- 
testine was  approached  with  a certain  ele- 
ment of  fear  by  the  surgeon,  he  now  attacks 
the  problems  involving  those  organs  with 
greater  confidence  in  his  ability  to  success- 
fully care  for  the  patient.  The  only  exception 
is  found  with  regard  to  the  mortality  statis- 
tics of  small  bowel  obstruction.  Surgery 
would  be  decidedly  embarrassed  if  other 
conditions  within  its  scope  gave  the  public 
only  a 40  to  50  per  cent  chance  for  recov- 
ery. This  high  mortality  is  due  in  great 
part  to  delayed  surgical  intervention.  The 
higher  the  obstruction,  the  greater  the  risk 
and  more  urgent  the  necessity  for  relief. 
Whether  the  obstruction  brings  about  a 
toxicity  or  perversion  of  the  normal  secre- 
tion which  is  more  quickly  absorbed  by  the 
small  intestinal  mucosae,  or  endangers  life 
from  sudden  dehydration,  or  the  loss  of  hy- 
drochloric acid  by  vomiting,  or  interference 
with  the  blood  supply  to  the  intestine,  is 
not  of  grave  importance  in  considering  the 
benefits  to  be  derived  from  prompt  surgery. 
To  defer  surgical  procedure  in  bowel  ob- 
struction cases  until  fecal  vomiting  makes 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Este3 
Park,  September  10,  1932. 


its  appearance  is  fatal.  The  blood  chlorides 
are  lowered,  the  patient  is  toxic,  and  in 
shock,  recuperative  power  held  in  blood  and 
lymph  is  reduced,  and  he  is  dehydrated.  Add 
the  burden  of  surgery  and  we  can  be  as- 
sured that  operation  will  only  be  a means 
of  grateful  release  to  a hopeless  individual. 

The  surgeon  is  in  great  debt  to  the  roent- 
genologist in  bringing  these  cases  to  early 
operation.  The  use  of  the  flat  abdominal 
x-ray  plate  was  first  introduced  in  1911, 
but  it  has  come  into  common  usage  only 
recently.  The  method  has  simplicity,  con- 
sumes little  time,  causes  the  patient  little  or 
no  inconvenience  and,  greatest  of  all,  graph- 
ically demonstrates  the  condition.  Time  is 
thereby  conserved  and  the  patient’s  chances 
for  recovery  materially  increased.  In  one 
clinic  during  eight  months  in  which  the  flat 
plate  was  used,  the  mortality  for  acute  in- 
testinal obstruction  was  23  per  cent.  The 
mortality  for  the  three  previous  years  for 
the  same  type  of  cases  was  53,  37,  and  -10 
per  cent  respectively.  Technic  of  adminis- 
tration: The  patient  is  given  a compound 
enema  to  clear  the  bowel  of  gas  below  the 
obstruction.  He  is  then  taken  to  the  x-ray 
laboratory  where  an  exposure  of  the  ab- 
domen is  made  on  a Bucky  diaphragm.  No 
contrast  medium  is  given  either  by  mouth  or 
bowel.  The  film  is  at  once  developed  and 
read,  the  whole  procedure  being  accom- 
plished while  preparations  are  being  made 
for  surgical  intervention.  The  diagnosis 
by  x-ray  is  based  upon  the  gas-filled  intes- 
tines and  the  identification  of  the  portion 
of  the  tract  involved.  Early  cases  of  small 
bowel  obstruction  show,  in  the  majority,  a 
greatly  distended  gut  at  least  the  diameter 
of  the  normal  colon.  The  folds  of  Kerkring 
produce  a feathery  marking — the  "herring- 
bone appearance  noted  by  Case.  As  the 
bowel  becomes  more  distended  there  is  a 
flattening  of  the  valvulae  conniventes  with 
a straightening  of  the  coils  and  a sharp  angu- 
lation at  the  turns.  In  large  bowel  obstruc- 
tion, the  affected  portion  of  the  tract  is  enor- 
mously distended.  The  characteristic  haus- 
tral  markings  which  are  more  or  less  per- 
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sistent,  but  farther  apart  than  normal,  aid 
in  its  identification. 

The  great  difficulty  in  diagnosis  is  in  dif- 
ferentiating between  an  ileus  and  an  acute 
pelvic  peritonitis  where  the  character  of 
the  pain  and  vomiting  closely  resembles  ob- 
struction. In  every  case  the  physical  signs 
and  clinical  symptoms  must  be  carefully  in- 
terpreted. In  ileus,  auscultation  gives  us  a 
silent  adbomen,  while  in  obstruction  we 
have  the  musical,  rhythmic  tinkling.  Early 
mechanical  obstruction  cases  are  without 
fever  and  leucocytosis  unless  engendered  by 
an  abdominal  abscess.  In  acute  pelvic 
peritonitis,  repeated  enemata  and  flat  plates 
taken  at  intervals  of  a few  hours  will  de- 
termine whether  gas  is  filtering  through  par- 
tially obstructed  coils,  made  so  as  they  pass 
through  the  pelvic  adhesions. 

This  method  of  diagnosis  has  materially 
lowered  the  mortality  in  obstruction  cases 
and  in  many  clinics,  and  with  numerous  in- 
dividuals its  employment  has  been  of  such 
material  assistance  that  it  is  routinely  used 
in  cases  where  obstruction  is  suspected. 

In  perforation  of  the  stomach  or  duode- 
num, the  element  of  pain,  which  is  conducive 
to  shock,  must  be  taken  into  consideration; 
consequently,  the  patient  must  be  treated 
surgically  at  the  earliest  possible  moment  in 
order  to  conserve  his  recuperative  powers. 
In  properly  selected  cases,  spinal  anesthesia 
is  the  anesthetic  of  choice  in  both  perforated 
and  obstructed  cases.  Its  analgesic  action 
on  the  motor  nerves  controlling  the  intes- 
tines keep  them  within  the  abdomen  and 
this  permits  less  surgical  trauma  and  a more 
rapid  operation.  Regardless  of  the  multi- 
plicity of  technical  maneuvers  which  appear 
from  time  to  time  in  the  literature,  certain 
tried  and  true  fundamentals  form  the  basis 
for  rational  and  successful  treatment  of  up- 
per abdominal  conditions.  The  practice  of 
performing  an  enterostomy  in  the  presence 
of  an  actual  obstruction,  and  terminating  the 
operation  without  relieving  the  obstruction, 
is  grossly  unsurgical  and  makes  no  bid  for 
success.  The  practice  of  performing  a gas- 
tro-enterostomy  in  every  case  of  perforated 
gastric  or  duodenal  ulcer  is  in  the  same 
category.  In  the  case  of  gastric  perforation. 


a resection  of  the  ulcer  with  its  indurated 
tissue  is  simply  and  quickly  done,  and  if 
performed  without  the  use  of  clamps  the 
danger  of  postoperative  hemorrhage  is  negli- 
gible. Also  we  have  but  one  line  of  sutures 
within  the  stomach  to  predispose  to  another 
(marginal)  ulcer,  whereas  if  a gastro-enter- 
ostomy  is  performed,  the  time  of  operation 
is  lengthened  and  the  danger  of  secondary 
ulcer  is  increased  two-fold.  If  the  perfora- 
tion is  sufficiently  near  the  pylorus,  a pylo- 
roplasty is  done  at  the  same  time  by  remov- 
ing the  ulcer  with  an  elliptical  incision  and 
suturing  the  resulting  wound  in  a fashion 
opposite  to  which  it  was  made.  This  con- 
serves the  integrity  of  the  pylorus  and,  after 
healing  and  normal  constriction  of  the  scar 
has  taken  place,  the  gastric  exit  is  not  af- 
fected. Likewise,  closing  off  the  pylorus  in 
every  case  of  gastro-enterostomy  is,  in  my 
opinion,  unnecessary  and  a future  menace 
to  the  patient.  It  has  not  yet  been  proved 
to  my  satisfaction  that  the  normal  regurgita- 
tion of  bile  in  the  stomach  does  not  lessen 
the  chances  for  ulcer. 

If  the  peritoneum  is  surgically  traumatized 
or  is  rendered  acutely  inflamed  by  chemical 
or  bacterial  agents,  we  know  that  there 
occurs  a hyperemia  and  localized  exudation 
with  all  abraded  surfaces  adhering  to  one 
another.  As  time  elapses,  these  adhering 
surfaces  continue  to  grow  more  firm  and 
more  highly  organized,  ending  in  tortuosity 
of  the  bowel  and  ofttimes  producing  obstruc- 
tion. The  future  existence  of  the  patient  is 
one  crowded  with  gastro-intestinal  disturb- 
ances, pain,  apprehension,  constipation,  and 
fear  of  further  surgery.  With  the  utmost 
care  in  handling,  with  the  greatest  attention 
paid  to  covering  all  cut  peritoneal  surfaces 
and,  in  the  past,  the  attempt  at  improving 
the  end  results  by  introducing  substances 
designed  to  work  on  a purely  mechanical 
basis  to  prevent  adhesions,  we  have  been  dis- 
appointed in  the  results.  If  we  improved 
the  patient’s  health  and  dismissed  the  case 
without  the  necessity  of  mentioning  “adhe- 
sions” we  were  greatly  relieved — likewise 
the  patient.  In  those  unfortunates  who  have 
experienced  a rabid,  general  peritonitis  and 
who  have  been  required  to  pursue  their 
daily  routine  in  pain  and  discomfort,  we 
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have  heretofore  advised  some  therapeutic 
measure  for  their  relief,  hoping  against  rea- 
son that  it  would  succeed.  To  be  guilty 
of  suggesting  surgery  for  their  relief  was 
to  invite  justifiable  criticism  and  future 
trouble. 

Within  the  last  few  years  attention  has 
been  called  to  the  use  of  Amfetin  in  an  at- 
tempt to  prevent  adhesions  within  serous 
cavities.  This  product  is  a purified,  concen- 
trated fraction  of  bovine  amniotic  fluid,  pre- 
pared by  an  elaborate  method  of  chemical 
refractionation,  followed  by  purification  and 
concentration.  Sterility  is  assured  by  pass- 
ing the  concentrate  through  a battery  of 
Berkefeld  filters,  followed  by  a series  of 
rigid  sterility  tests.  It  is  not  claimed  that 
the  product  is  a certain  preventive  for  ad- 
hesions, but  rather  that  it  supplies  to  pa- 
tients, who  are  lacking  in  that  high  degree 


of  efficient  healing,  the  necessary  aid  to 
the  processes  of  defense  and  repair.  In  a 
series  of  cases,  we  have  found  that  the  fol- 
lowing is  the  rule:  There  is  decidedly  less 
abdominal  distress,  the  abdomen  does  not 
become  distended,  pain  is  minimized,  normal 
peristalsis  is  more  quickly  resumed,  and  the 
convalescence  of  the  individual  is  made  far 
more  comfortable  than  in  the  case  where  it 
has  not  been  used.  We  find  that  in  all  in- 
stances following  its  use,  constipation  has 
been  notable  by  its  absence.  In  both  the 
chronic  or  well-organized  adhesion  cases, 
as  well  as  in  acute  peritonitis,  the  results 
have  been  gratifying.  It  has  opened  a field 
hitherto  closed  or  approached  with  misgiv- 
ing— that  of  relief  for  the  miserable  exist- 
ence of  the  individual  condemned  to  a life 
of  suffering  from  the  immediate  and  remote 
effects  of  intra-abdominal  adhesions. 


SOME  CLINICAL  ASPECTS  OF  TUMORS  OF  THE  BREAST* 

ELLA  MEAD,  M.D. 

GREELEY 


Two  thoughts  have  actuated  the  selection 
of  this  subject  for  my  paper. 

The  first  comes  with  the  necessity  of  mak- 
ing a diagnosis  of  a breast  tumor — the  mind 
wanders  to  the  patient  who  thought  she  had 
a tumor,  which  we  could  not  find,  but  who 
is  now  dying  of  metastasis  following  delayed 
treatment,  or  perhaps  to  another  patient  who 
has  a mutilated  breast  but  a negative  micro- 
scopic report.  My  second  reason  for  pre- 
senting this  subject  is  that  since  I have  been 
attending  the  Colorado  State  Medical  meet- 
ings there  has  never  been  a paper  presented 
on  the  subject  of  breast  tumors,  so  far  as  I 
recall.  This  seems  rather  strange  since  we 
are  so  interested  in  the  subject  of  malignancy 
and  since  so  many  tumors  of  the  breast  are 
malignant. 

Without  operation,  carcinoma  of  the 
uterus,  at  least  of  the  cervix,  is  far  easier  to 
diagnose  in  the  early  stages  than  is  carci- 
noma of  the  breast.  Harrington  of  the  Mayo 
Clinic  says,  ‘ There  are  no  early  signs  of 
malignancy  of  the  breast  and  the  present 

*Read  before  the  Sixty-Second  annual  session  of 
the  Colorado  State  Medical  Society  at  Estes  Park, 
September  10,  1932. 


clinical  methods  are  inadequate  to  detect 
malignancy  until  it  is  fairly  well  advanced.’’ 

Without  section  a diagnosis  in  the  early 
stages  of  some  tumors  of  the  breast  is  very 
uncertain  except  perhaps  by  those  who  see 
a great  many  cases  and  have  studied  the 
subject  for  many  years.  There  are  some 
other  tumors  that  can  be  diagnosed  only  by 
microscopic  section,  no  matter  what  the  skill 
and  expe-rience  of  the  diagnostician  may  be. 
We  should  study  to  make  the  maxim  used 
by  Bloodgood  our  slogan,  that  where  it  used 
to  be  “minor  diagnosis  and  major  surgery” 
now  is  it  “major  diagnosis  and  minor 
surgery.” 

When  a patient  comes  for  a breast  exam- 
ination, there  are  four  points  to  be  deter- 
mined: 

1.  Does  this  patient  have  a tumor  in  her 
breast  or  does  she  not? 

2.  If  a mass  is  found,  is  it  malignant  or 
not? 

3.  If  a mass  is  found,  what  is  to  be  done 
about  it? 

4.  We  should  be  prepared  to  give  the 
patient  some  reasonably  correct  prognosis. 

Let  us  consider  the  first  point — does  a 
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woman  have  a tumor  or  not?  Bevan  says 
tumors  are  very  common  in  a woman’s 
breast,  that  about  three  out  of  every  hundred 
have  them.  He  also  says  that  one  out  of 
every  three  who  apply  for  examination  does 
not  have  any  tumor  at  all,  that  “tumors  are 
definite,  tangible,  palpable  lumps,  and  one 
should  not  strain  his  imagination  at  the  end 
of  his  finger  and  force  the  diagnosis  of  a 
tumor  where  there  is  none.” 

First  impressions  are  very  important.  A 
thorough,  careful  history  should  be  taken; 
as  much  information  may  be  gathered  even 
though  one  does  not  aim  to  collect  any  sta- 
tistical data.  Age  is  an  important  factor, 
though  not  conclusive.  Cachexia  and  emac- 
iation are  late  symptoms  and  should  call  for 
an  immediate  examination  of  the  breasts 
even  though  the  patient  may  not  come  for 
that  purpose.  If  the  patient  has  known  of 
a tumor  for  some  time,  get  an  accurate  rec- 
ord as  to  whether  it  has  been  growing  stead- 
ily— whether  it  is  stationary  or  fluctuating 
in  size.  Carcinoma  does  not  retrogress; 
mastitis  may  and  cystic  conditions  do  fluc- 
tuate. 

Like  cachexia,  any  sensation  in  the  breast 
— pain,  drawing,  tingling — are  late  symp- 
toms. “The  earliest  biological  changes  are 
invisible  and  the  earliest  histological  changes 
produce  no  clinical  signs.”  (C.  6 C.)  It  is 
remarkable  how  extensive  carcinoma  can  be 
and  give  no  clinical  signs,  especially  in  fat 
breasts. 

During  the  examination,  as  the  patient  sits 
before  you,  observe  the  contour  of  the  breast 
and  note  any  irregularity  in  the  curve  be- 
low, whether  it  differs  from  the  opposite 
breast,  any  retraction  of  the  nipple,  or  puck- 
ering orange  peel  appearance  of  the  skin. 
This  may  be  better  revealed  by  elevating  the 
arm.  Always  remember  that  anything  you 
can  see  is  a late  symptom.  Take  special 
note  of  any  discharge  from  the  nipple,  any 
roughness  or  redness  of  the  skin  about  the 
nipple  or  areola,  or  crusty  appearance  of 
same.  These  are  symptoms  of  Paget’s  dis- 
ease, especially  when  found  on  one  breast 
only.  A spontaneous  discharge  from  the 
nipple  is  either  traumatic,  papillomatous,  or 
malignant.  Do  not  fail  to  note  the  folds  and 
contour  of  the  axilla  or  any  bulging  area 


anywhere.  Next,  palpate  by  placing  the 
hand  flat  on  the  breast.  On  moving  it  about 
one  can  usually  detect  a mass  if  it  be  there. 
Do  not  let  the  patient  locate  it  for  you.  Her 
suggestion  may  prove  a suggested  sensation 
to  you  also.  No  one  position  should  be  re- 
lied on.  I like  to  stand  behind  my  patient 
with  a hand  over  each  shoulder.  This  gives 
one  much  the  same  approach  that  the  patient 
has.  One  must  learn  to  recognize  the  feel 
of  the  normal  lobules  of  the  breast  and  not 
mistake  them  for  tumors.  Having  the  pa- 
tient lean  forward  facilitates  the  detection 
of  fixation  to  the  chest  wall  and  enables  you 
to  feel  any  deep  seated  lump,  also  the  saucer- 
like  edges  of  a mass  or  borders  of  the  glands. 
There  may  be  a small  lump  just  beneath  the 
nipple  which  is  easily  over-looked.  Observe 
whether  the  breast  is  lumpy,  nodular,  or  has 
a feel  like  a mass  of  worms  beneath  the  sur- 
face. 

If  a lump  is  detected  try  to  move  it  on  the 
chest  wall,  then  try  to  move  it  in  the  breast 
tissue  and  beneath  the  skin  to  see  if  it  is  ad- 
herent or  puckers  the  skin,  and  lastly  make 
traction  on  the  nipple  to  detect  any  pull 
there.  Then  note  the  contour  and  feel  of 
the  mass  and  its  location.  If  a mass  is  de- 
tected, then  the  patient  falls  in  the  class  of 
the  other  two  out  of  the  three  who  come  for 
examination,  and,  Bevan  says,  roughly 
speaking,  one  of  these  will  have  a malignant 
tumor  and  one  a benign  tumor.  The  prob- 
lem now  becomes  one  of  reaching  a diag- 
nosis from  the  clinical  standpoint  as  to 
which  is  malignant  and  which  not. 

We  have  one  more  method  of  study  which 
is  rather  new  in  this  field.  I refer  to  transil- 
lumination to  determine  translucence  or 
opacity.  Cysts  transilluminate  clearly  but, 
when  filled  with  sanguinous  fluid  or  blood, 
the  shadow  is  dense  and  portends  malig- 
nancy developing  in  the  cyst.  The  shadow, 
when  a cyst  i5  filled  with  blood,  is  more 
opaque  than  that  produced  by  a solid  tu- 
mor. Fatty  breasts  transilluminate  surpris- 
ingly well.  This  is  a great  help,  for  they  are 
the  most  difficult  cases.  When  there  is 
bleeding  from  the  nipple  and  no  tumor  can 
be  felt,  transillumination  may  reveal  its 
source  in  some  papilloma  immediately  under 
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the  nipple,  in  a more  distant  duct,  or  in  the 
acini. 

After  such  a careful  examination  one 
should  be  able  many  times  to  decide  whether 
malignancy  is  present  or  not,  which  is  the 
second  step  in  the  study  of  a case.  If  be- 
nign, a tumor  of  the  breast  may  be  a simple 
cyst,  which  is  pretty  rare,  a fibroadenoma, 
adenoma,  lipoma,  myoma,  anginoma,  etc. 
The  fibrocystic  tumors  and  so-called  cystic 
mastitis  are  under  much  discussion  as  to 
their  actual  or  potential  malignancy.  The 
malignant  tumors  are  the  various  forms 
of  carcinoma  and  an  occasional  sar- 
coma. Cheatle  & Cutler  make  a very 
interesting  classification  based  on  hyper- 
plasias and  neoplasias.  They  claim  that 
hyperplasia  of  the  epithelium  with  re- 
sulting desquamation  gives  rise  to  chronic 
mastitis  or  mazoplasia,  as  they  prefer  to 
call  it,  and,  when  cystic,  to  that  condi- 
tion called  chronic  cystic  mastitis — the  blue 
domed  cyst  or  Schimmelbusch’s  disease,  also 
known  by  some  other  terms.  Cheatle  & Cut- 
ler prefer  to  call  it  cystiphorous  disease. 

Paget's  Disease 

The  signs  of  malignancy  which  may  be 
recognized  clinically  are  eczematous  appear- 
ances about  the  nipple  and  areola  such  as 
are  seen  in  Paget's  Disease.  A flat,  scaly, 
bright  red,  sore,  itching  area  with  harder 
abrupt  margins,  usually  unilateral,  found  in 
a woman  past  40,  is  suspicious.  As  it  pro- 
gresses the  nipple  begins  to  flatten  and  draw 
in.  In  eczema  it  does  not  do  so  and  the 
rash  is  responsive  to  treatment  and  intermit- 
tent, Paget’s  vacuolated,  edematous  looking 
cells  are  always  present  and  may  often  be 
identified  microscopically  in  malignancy. 
They  are  most  often  found  in  the  fresh,  ad- 
vancing margin  and  not  in  the  center  of 
the  rash. 

Sometimes  a mass  may  be  felt  in  the 
underlying  gland.  Transillumination  is  of 
assistance  here. 

It  is  a much  disputed  question  whether  the 
malignancy  of  Paget’s  Disease  begins  in  the 
nipple  area  and  descends  into  the  ducts  or 
whether  it  begins  always  in  the  ducts  or 
acini  and  spreads  to  the  surface.  The  ma- 
lignant source  may  be  a very  small  mass 
beneath  the  nipple  or  in  remote  ducts  or  acini 


and  may  not  be  discovered  in  the  usual 
microscopic  examination.  Its  presence  may 
not  even  be  suspected  unless  there  is  al- 
ready axillary  gland  involvement.  It  could 
be  found  only  by  sectioning  the  whole  gland. 

For  these  reasons  there  is  only  one  form 
of  treatment  for  Paget’s  Disease  and  that 
is  the  radical  one.  Bloodgood  says  that  in 
a lesion  of  the  nipple  of  questionable  diag- 
nosis he  believes  a local  mastectomy  is  an 
illogical  procedure  on  the  grounds  that  it  is 
too  extensive  an  operation  if  the  lesion  is 
benign  and  too  limited  if  it  is  Paget’s  Dis- 
ease. With  that  statement  Cheatle  & Cut- 
ler thoroughly  agree.  Radiation  is  not  con- 
sidered safe  for  this  condition. 

Mazoplasia 

The  general  practitioner  faces  no  more 
difficult  problem  in  diagnosis  than  the  dis- 
tinction between  mazoplasia,  commonly 
called  mastitis,  and  cystiphorous  disease 
(chronic  cystic  degeneration  or  Schimmel- 
busch’s disease),  and  carcinoma.  Mazo- 
plasia itself  is  not  malignant.  Of  course 
carcinoma  is,  but  the  cystic  form  of  the  dis- 
ease may  or  may  not  be.  At  least  20  per 
cent  of  all  carcinoma  of  the  breast  (Cheatle 
& Cutler)  can  be  traced  back  to  cystic  dis- 
ease. There  are  many  cases  of  cystiphorous 
disease  which  co-exist  with  and  appear  to  be 
developing  in  cystic,  desquamative,  epi- 
thelial hyperplasia.  Simple  mastitis  of  lac- 
tation or  other  cause  is  usually  differenti- 
ated if  a careful  history  is  taken.  This  is 
true  of  traumatic  conditions  also,  though 
sometimes  not  so  easily. 

We  do  not  know  what  proportion  of  the 
cystiphorous  cases  end  in  carcinoma,  but 
those  cases  which  have  been  observed  un- 
dergoing the  change  from  benign  to  neo- 
plastic states,  occur  in  the  late  thirty  or  early 
forty  years  of  life,  while  the  transition  from 
neoplastic  states  occurs  around  the  fifth 
decade.  I am  well  aware  that  this  idea  of 
a transition  from  benign  to  malignant  states 
does  not  agree  with  what  some  of  our  own 
pathologists  and  others  declare — that  a tu- 
mor always  was  and  always  will  be  what  it 
is  now,  either  benign  or  malignant.  Bevan 
takes  this  view  also.  On  the  other  hand 
Cheatle  & Cutler  say,  “There  may  be  no 
such  thing  as  a benign  tumor,  fantastic  as 
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the  notion  may  appear,  all  may  be  malig- 
nant and  their  careers  may  be  interrupted 
or  stopped  at  any  stage.” 

Chronic  Mastitis 

Chronic  mastitis  is  a poor  name  because  it 
implies  inflammation,  whereas  the  condition 
referred  to  is  not  inflammatory  but  is  the 
result  of  the  normal  desquamation  of  cells 
from  the  epithelium  lining  the  ducts  and 
acini  in  which  the  debris  thus  formed  ac- 
cumulates and  so  distends  the  ducts  that 
they  become  painful  and  may  feel  like  worms 
or  shot  or  lumps  (Bloodgood)  beneath  the 
surface.  It  is  to  be  regarded  as  physiologi- 
cal rather  than  pathological  and  exists  in  in- 
fancy, during  adolescense,  during  the  men- 
strual cycle  and  late  lactation,  and  at  the 
menopause.  It  might  be  called  involutional. 

It  is  better  to  use  Cheatle’s  term  of  mazo- 
plasia.  These  breasts  ache,  often  unbear- 
ably, and  are  tender,  often  worse  at  a men- 
strual period.  Mazoplasia  may  persist  till 
after  the  menopause.  This  condition  seems 
to  be  associated  with  excessive  corpus 
luteum  action.  We  find  it  worse  when  the 
corpus  luteum  is  present  and  the  ovarian 
function  low.  Hence  it  seems  logical  that 
the  condition  would  improve  if  ovarian  func- 
tion were  increased.  This  has  been  found 
to  be  the  case  and  patients  who  were  given 
fresh  ovarian  residue  (gr.  V t.i.d.)  were 
greatly  improved.  This  may  be  a help  in 
differentiating  mazoplasia  from  cystic  dis- 
ease, which  is  the  much  more  serious  dis- 
ease. 

Cystiphorous  Disease  (Chronic  Fibro- 
cystic Disease) 

When  the  ducts  and  acini,  filled  with 
desquamated  epithelial  debris,  undergo  dila- 
tation and  perhaps  hyperplasia,  or  both,  we 
may  have  a cystic  condition  resulting.  Some 
of  these  cysts  may  be  large  and  bluish  in 
color  and  hence  called  “blue  domed  cyst” 
(Bloodgood).  Some  of  them,  especially 
smaller  ones,  develop  neoplastic  conditions 
and  some  of  these  neoplasias,  such  as  papil- 
lomas, develop  malignancy.  How  many  we 
do  not  know,  but  we  do  know  that  20  per 
cent  of  breast  carcinomata  can  be  traced  to 
cystic  disease.  The  larger,  single  cysts  are 
more  apt  to  be  benign.  Cheatle  & Cutler 
say  once  a cyst  becomes  palpable,  it  is  with 


rare  exceptions  benign.  The  dangerous 
ones  are  microscopic.  There  may  be  only 
a single  cyst  or  a group  of  cysts,  or  the 
whole  breast  may  be  cystic.  Transillumi- 
nation is  a great  help  in  this  condition.  If 
we  could  be  sure  there  is  only  a single  cyst, 
we  would  feel  pretty  safe,  but  we  can  rare- 
ly be  sure.  In  the  early  stages  of  the  dis- 
ease there  is  not  likely  to  be  malignancy. 
Pain  is  present  then,  but  not  much  later,  as 
distention  ceases.  The  shape  of  the  breast 
may  be  visibly  changed. 

Just  when  the  neoplasms  begin  we  can't 
say,  nor  when  the  onset  of  malignancy 
takes  place,  but  if  at  any  point  or  area  of 
the  worm-like  or  lumpy  mass  we  can  detect 
a firmer,  more  solid  portion,  we  should  re- 
gard it  very  suspiciously,  especially  if  at  the 
fourth  or  fifth  decade  of  life. 

Surgery  is  the  only  treatment  for  any 
form  of  cyst.  If  it  appears  to  be  single,  a 
wide  excision  is  enough,  but  one  should  be 
prepared  to  do  a radical,  if,  on  examina- 
tion, any  indications  of  carcinoma  are  found. 

Papilloma 

The  chief  symptom  of  papilloma  is  bleed- 
ing from  the  nipple.  It  may  develop  in 
cystic  conditions  and  may  or  may  not  be 
malignant.  Some  say  15  per  cent  show  car- 
cinoma. At  any  rate,  it  seems  to  be  one  of 
the  transitional  phases  of  cystic  disease  into 
carcinoma.  Irritation  seems  to  play  quite  an 
important  part  in  the  etiology.  It  may  in- 
volve only  a single  duct  or  its  acini.  Some 
of  these  tumors  cease  to  bleed  and  cause 
pain  and  apparently  are  cured,  but  such 
breasts  should  be  held  in  suspicion. 

Radiation  has  been  used,  but  should  be 
reserved  for  those  cases  inoperable  for  oth- 
er reasons  (Cheatle).  Excision  of  the  af- 
fected part  is  the  better  treatment  with  care- 
ful microscopic  examination  (Cheatle). 

Carcinoma 

There  is  no  positive  way  of  diagnosing 
carcinoma  except  by  the  microscope,  or  else 
to  wait  till  the  disease  has  reached  a dan- 
gerous state,  with  such  symptoms  as  the  in- 
volvement of  lymphatic  glands,  which  usual- 
ly occurs  earlier  than  the  puckering  of  the 
skin  and  its  ulceration,  with  hard  indurated, 
abrupt  margins  and  later  cancer  en  cuirasse. 
If  we  recall  the  distribution  of  lymphatics 
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we  can  see  the  possibility  of  metastases  to 
the  axilla,  intercostal  spaces,  substernal 
glands,  less  often  the  supraclavicular  and 
cervical  glands  or  opposite  breast.  It  may 
follow  the  ducts  to  the  nipple.  A gradual 
retraction  of  the  nipple  is  almost  a path- 
ognomonic sign  of  carcinoma.  If  there  be 
any  discharge  from  the  nipple  it  should  be 
examined.  Cancer  cells  may  sometimes  be 
found  which  confirm  the  diagnosis. 

Before  this  dangerous  stage  has  been 
reached,  it  must  at  some  time  have  been  an 
uneven,  solid,  hard  or  stony  lump,  movable 
with  the  breast,  but  not  in  it;  the  crab-like 
legs  or  tentacles  prevent  this,  but  may  not 
yet  have  become  attached  to  the  skin.  It 
may  be  smooth  and  round  when  small  and 
involving  some  duct  or  group  of  acini  more 
like  a cyst.  In  such  cases  transillumination 
helps  in  the  diagnosis.  In  these  early  stages 
they  are  much  more  safely  operated.  “Local- 
ized nodularity,  a tumor  and  a stabbing, 
sharp,  momentary  pain  that  always  occurs 
in  the  same  place,  are,  individually,  signals 
that  demand  immediate  investigation  and 
diagnosis,  whether  one  occurs  alone  or  all 
combined  (Cheatle  & Cutler).  Glands  may 
contain  carcinoma  cells  long  before  they  can 
be  palpated.  Hence  it  is  so  necessarv  to 
determine  at  once  on  operating  whether  a 
tumor  is  malignant  and,  if  so,  to  remove  all 
glands  whether  they  show  any  signs  or  not. 
Some  authorities  (Fink)  say  the  glands  may 
be  involved  as  early  as  the  sixth  month  and 
are  always  involved  by  the  end  of  a year 
after  the  beginning  of  the  disease.  Deaver 
said  clinically  they  found  only  31  per  cent 
with  palpable  glands,  whereas  62  per  cent 
were  found  microscopically  in  their  cases. 

In  trying  to  make  an  early  diagnosis  of 
carcinoma,  we  should  not  be  too  much  in- 
fluenced by  age.  Judd  says  61  per  cent  of 
their  cases  have  been  between  40  and  60; 
but  it  has  been  found  as  early  as  15  years. 
Very  few  are  found  under  20,  however.  A 
smooth,  solid,  round  and  freely  movable  tu- 
mor in  a woman  under  25  may  be  regarded 
as  fibroma  or  single  simple  cyst,  and  treated 
as  such,  provided  it  is  watched.  If  the  pa- 
tient is  older,  it  should  be  removed  by  wide 
excision  and  diagnosed  microscopically.  The 


development  of  carcinoma  in  fibroadenoma 
is  very  rare. 

Lipoma 

Such  tumors  as  lipoma  are  usually  softer, 
but  may  offer  some  difficulty  when  in  heavy, 
fat  breasts,  and  may  require  exploratory  op- 
eration. Transillumination  is  a great  help 
in  these  cases. 

Treatment 

In  general,  to  sum  up  the  treatment,  when 
a diagnosis  of  carcinoma  has  been  made, 
there  are  but  two  forms  of  treatment  to  be 
considered — surgery  or  radiation,  or  a com- 
bination of  both. 

There  are  a few  very  malignant,  rapidly 
growing  carcinoma,  called  anaplastic  car- 
cinoma, which  retrogress  very  quickly  with 
radiation,  so  that  in  especially  advanced 
cases  of  this  type  a patient  is  safer  with 
radiation.  In  fact,  surgery  is  contraindi- 
cated if  one  can  make  the  diagnosis  and 
dares  to  wait  a few  weeks  for  results.  If 
this  form  of  carcinoma  can  not  be  disag- 
nosed, whether  the  case  is  advanced  or  not, 
surgery  is  safer.  It  is  recognized  that  other 
forms  of  breast  carcinoma  are  resistant  to 
radiation.  It  does  no  good  before  or  after, 
using  methods  known  up  to  date.  If  the 
anaplastic  form  is  found  on  operating,  radi- 
ation should  be  used  as  as  follow-up  treat- 
ment (Cheatle). 

It  raises  the  question  of  whether  radi- 
ation should  always  be  used  first.  At  least 
it  should  be  used  in  all  cases  which  are  con- 
sidered inoperable,  such  as  when 

1.  The  mass  is  attached  to  the  ribs  or 
sternum. 

2.  The  glands  above  the  clavical  are  in- 
volved. 

3.  The  axillary  glands  are  fixed  and 
confluent. 

4.  Acute  and  fulminating. 

5.  Cancer  en  cuirasse  exists. 

6.  There  are  distant  metastases. 

7.  There  are  constitutional  reasons 
which  contraindicate  surgery. 

A Glasgow  surgeon  by  the  name  of  Beat- 
son  removed  the  ovaries  of  a number  of 
women  suffering  from  inoperable  carcinoma 
of  the  breast,  with  apparent  improvement. 
His  theory  was  based  on  the  idea  that 
ovarian  activity  excited  epithelial  activity 
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in  the  breast,  and  when  they  ceased  to  act, 
a process  of  degeneration  took  place  which 
he  hoped  would  cause  a similar  degener- 
ation of  cancer  cells  also.  The  best  results 
were  in  slow  growing  tumors  in  patients  be- 
fore the  menopause. 

Prognosis 

The  fourth  point  to  be  determined  has  to 
do  with  prognosis.  I mean  a prognosis  of 
pretty  certain  probabilities  which  we  are 
justified  in  giving  a patient  before  any  treat- 
ment is  begun.  We  are  able  to  do  this  with 
quite  a degree  of  accuracy,  owing  to  valu- 
able records  which  have  been  kept  by  some 
of  our  leading  specialists,  notably  Blood- 
good  of  Johns  Hopkins.  The  chief  note  in 
his  prognosis  is  “the  known  duration  of  the 
lump.’’  When  you  have  that  item  in  a 
malignant  case  you  can  classify  her  prog- 
nosis with  pretty  definite  figures  and  give 
it  to  her,  or  her  family,  with  what  reserva- 
tions seem  best  in  a given  case. 

For  example:  If  a woman  comes  to  you 
with  the  statement  that  yesterday  she 
noticed  a lump  in  her  breast,  her  chances 
of  permanent  and  complete  cure  are  infinite- 
ly greater  than  are  those  of  the  woman  who 
says  she  noticed  her  lump  a month  or  a year 
ago.  In  fact,  the  percentage  of  five  year 
cures  gradually  falls  and  the  recurrences 
after  a lapse  of  five  years  gradually  in- 
creases with  every  two  month  period  of 
time  of  the  known  duration  of  the  lump  be- 
fore treatment  was  instituted.  This  state- 
ment is  based  upon  a study  of  33,000  cases. 
To  quote  Bloodgood,  “The  known  duration 
of  the  lump  is  the  only  controllable  factor 
in  the  cure  of  cancer  today.” 

Harrington,  of  the  Mayo  clinic,  bases  his 
study  of  prognosis  on  the  presence  or  ab- 
sence of  lymphatic  involvement  and  urges 
greater  efforts  to  determine  this  factor,  but 
he  claims  the  only  point  on  which  a prog- 
nosis actually  rests  is  the  completeness  with 
which  the  diseased  tissue  is  removed  at  the 
initial  operation.  Such  a prognosis,  of 
course,  is  too  late  to  be  of  reassurance  to  a 
patient  who  is  facing  an  operation. 

Dr.  Summers,  of  Omaha,  gives  the  fol- 
lowing statement  which  agrees  with  records 


from  other  investigators  and  which  seems  to 
be  very  useful  to  give  to  patients: 

(a)  If  operation  is  done  before  the  axil- 
lary glands  are  involved,  the  patient  has  a 
70  per  cent  chance  of  cure.  Bevan  make  it 
75  per  cent. 

(b)  If  there  is  only  slight  involvement 
and  radical  operation  is  done,  there  is  a 33 
per  cent  chance  of  permanent  cure. 

(c)  If  the  glandular  involvement  is  quite 
apparent,  there  is  only  a 10  per  cent  chance 
of  cure. 

There  is  one  hopeful  note,  however,  in 
the  statement  that  even  in  very  advanced 
cases  there  is  a 5 per  cent  chance  of  cure. 
The  conclusions  to  be  drawn  from  the  study 
of  this  subject  are  that  the  tumors  of  the 
breast  such  as  single  cysts  and  fibroadeno- 
mata,  free  from  nodules  or  irregularity, 
found  early  in  life,  are  benign  and  remain 
benign,  in  all  probability.  They  are  to  be 
treated  by  the  removal  of  a broad  adjacent 
segment,  which  should  be  subjected  to  the 
microscopist  as  a safety  measure  against  hu- 
man error. 

All  cystic  masses  and  bleeding  papillo- 
mata of  any  age  are  to  be  regarded  as  po- 
tential malignancies,  though  it  may  take 
thirty  years  to  make  the  transition.  They 
should,  therefore,  be  thoroughly  removed 
and  subjected  to  biopsy,  followed  by  a radi- 
cal operation  if  malignancy  is  found.  All 
irregular,  nodular  or  fixed  tumors,  with  or 
without  other  symptoms,  and  especially  in 
the  later  adult  years,  as  past  the  forties,  are 
to  be  regarded  as  malignant.  These,  to- 
gether with  Paget  s Disease,  should  be  sub- 
jected to  radical  operation,  and  it  is  unfair 
to  the  patient  not  to  be  prepared  to  do  a 
microscopic  examination  at  the  time.  One 
should  not  have  to  wait  days  before  com- 
pleting the  surgery.  The  risk  to  the  pa- 
tient is  too  great. 

The  last  analysis  of  the  situation  de- 
volves upon  the  microscopist  in  very  many 
cases.  However,  we  can  improve  our  clini- 
cal diagnosis  immensely  by  closer  attention 
and  study. 


Take  this  Journal  home  to  your  wife. 
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THE  ASSOCIATION  OF  ECZEMA  WITH  ALTERATION  IN 

GASTRIC  SECRETIONS* 

O.  S.  PHILPOTT,  M.D. 

DENVER 


Had  Sir  William  Osier  been  a dermatol- 
ogist, he  might  have  said,  “Know  eczema 
and  all  skin  diseases  will  be  revealed  unto 
you.’’  This  prosaic  condition  has  through 
the  years  been  narrowed  down  by  various 
discoveries  and  researches.  Thus,  the  whole 
group  of  dermatomycoses  were  taken  out 
of  the  classification  of  eczema  through  dis- 
covery and  investigation  of  mycology.  Oth- 
er groups  have  likewise  been  removed  by 
discovery  of  specific  agents.  Recognition 
of  occupational  dermatoses  has  segregated 
another  large  group.  In  spite  of  this,  eczema 
still  forms  a preponderance  of  a dermatolo- 
gist s practice  and  is  estimated  to  comprise 
around  30  per  cent  of  all  skin  conditions. 

Eczema  has  no  specific  etiology.  It  is 
not  agreed  upon  whether  it  is  of  internal 
or  external  origin.  Both  of  these  theories 
have  their  staunch  advocates.  Others  are 
content  to  consider  it  as  caused  by  some 
external  irritant  in  a patient  with  an  ecze- 
matous tendency.  Due  to  its  protean  mani- 
festations, it  comes  at  times  into  the  field 
of  all  physicians  regardless  of  their  spe- 
cialty. Its  intractability  and  chronicity  make 
it  one  of  the  major  problems  with  which 
we  are  forced  to  cope. 

During  the  last  few  years  we  have  been 
repeatedly  seeing  an  association  between 
the  various  types  of  eczema  and  alterations 
in  the  gastric  secretions.  This  association  is 
a condition  which  is  not  generally  known, 
and  when  it  is  present  its  recognition  is  very 
important.  That  such  an  association  is  no 
mere  coincidence  seems  to  be  proved  by  the 
proportion  of  cases  showing  definitely  such 
an  association.  Further,  that  this  association 
has  a direct  bearing  on  the  skin  condition 
seems  also  to  be  proved  by  the  fact  that 
correction  of  gastric  dysfunction  in  the  ma- 


*Read before  the  Sixty-Second  Annual  Session 
of  the  < 'olorado  State  Medical  Society  ai  Estes 
Park,  September  9,  1932.  The  author’s  presenta- 
tion of  this  paper  was  accompanied  by  a chart 
depicting  the  pertinent  facts  from  fifty  cases  in 
his  and  Dr.  Markley’s  private  practice.  This 
Dublication  includes  only  a summary  of  the  chart. 


jority  of  these  cases  is  followed  by  clinical 
improvement.  The  proportion  of  cases  of 
eczema  showing  gastric  dysfunction  has  not 
been  investigated,  but  is  of  such  frequent 
occurrence  that  we  consider  it  as  one  of 
the  first  features  to  be  borne  in  mind  in  treat- 
ing this  troublesome  condition. 

A number  of  cases  to  illustrate  this  point 
have  been  used  as  the  basis  for  this  paper. 
These  cases  represent  the  various  types  of 
eczema  of  different  ages  and  of  varying  de- 
grees of  severity  and  duration. 


SUMMARY  OF  CASES 

Total  number  of  cases 50 

Males  23 

Females  22 

Average  age  of  patients  — - 48 

Youngest  _ 18 

Oldest  80 

Types  of  eczema — 

Erythemato-squamous  - 18 

Erythemato-squamous  with  lichenification  12 

Vesicular  — 6 

Papular  1 

Papular  with  lichenification  1 

Combined  12 

Duration  of  eruption — - 

Average  case  39  weeks 

Shortest  1 week 

Longest  —.20  years 

Cases  with  history  or  symptoms  of  gastric 

disturbance  r 7 

Cases  with  no  history  or  symptoms  of  gastric 

disturbance  43 

Clinical  results — 

No  improvement  4 

Slight  improvement  2 

Improvement  44 

GASTRIC  ANALYSES 

Total  number  performed  50 

Number  within  normal  limits  4 

Number  showing  abnormality  . 46 

Number  showing  hypoacidity  24 

Number  showing  hyperacidity  22 


Of  those  showing  hypoacidity,  the  average  is 
free  HC1.,  4;  total  acidity,  23. 

Thirteen  show  an  achlorhydria. 

Of  those  showing  hyperacidity,  the  average  is 
free  HC1.,  51;  total  acidity,  78. 

Eleven  show  a free  hydrochloric  acid  above  50. 

Three  show  a free  hydrochloric  acid  above  80. 

Comment 

Fifty  cases  were  selected  from  the  ordi- 
nary types  of  eczema.  These  ranged  in  age 
from  18  to  80  and  were  about  equally  di- 
vided in  regard  to  sex.  Only  seven  of  the 
fifty  patients  gave  a history  or  complaint 
referable  to  the  gastro-intestinal  tract,  in 
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spite  of  the  fact  that  92  per  cent  showed  an 
alteration  in  gastric  secretion. 

There  is  no  apparent  connection  between 
the  type  of  eczema  and  the  direction  of  the 
hydrochloric  acid  curve.  For  example,  in 
the  eighteen  cases  classified  as  erythemato- 
squamous,  ten  showed  a deficiency  of  hy- 
drochloric acid,  and  seven  showed  an  excess 
of  hydrochloric  acid.  Two  of  these  cases 
gave  a very  striking  illustration  of  this 
point.  Both  were  hospitalized  at  the  same 
time.  Both  had  clinically  similar  types  of 
eczema.  Neither  gave  any  complaint  or  his- 
tory of  gastric  disturbance  and  yet  one  had 
a gastric  analysis  of  free  HC1.,  55,  total 
acidity,  95,  and  the  other  had  an  achlor- 
hydria. 

In  summarizing  the  clinical  improvement, 
four  showed  none.  Two  were  slightly  im- 
proved and  forty-four  showed  improvement 
varying  from  relief  of  itching  and  discom- 
fort to  complete  remission  of  all  objective 
and  subjective  symptoms.  Rest  in  bed,  prop- 
er diet,  soothing  local  applications  and 
compresses  all  give  relief  in  themselves,  but 
these  measures  alone  do  not  compare  with 


the  often  startling  improvement  seen  in  many 
of  these  cases  where  the  above  measures  are 
combined  with  correction  of  gastric  dysfunc- 
tion. 

From  this  data,  it  is  not  claimed  that  the 
cause  of  eczema  has  been  found.  Neither 
is  a cure  proposed,  but  it  is  demonstrated 
that  gastric  analysis  is  an  important  feature 
and  should  become  a routine  procedure  in 
dealing  with  eczema.  We  consider  it  as  im- 
portant in  these  cases  as  a blood  chemistry 
in  diabetes  or  a white  blood  count  in  sus- 
pected visceral  infections. 

Conclusions 

1.  Fifty  cases  of  eczema  are  presented 
in  which  gastric  analyses  were  done. 

2.  Ninety-two  per  cent  show  an  altera- 
tion of  gastric  secretions. 

3.  Forty-eight  per  cent  show  hypo- 
acidity. 

4.  Forty-four  per  cent  show  hyper- 
acidity. 

5.  Eighty-six  per  cent  give  no  history  of 
gastric  disturbance. 

6.  Gastric  analysis  is  an  important  ad- 
juvant in  the  treatment  of  eczema. 


PNEUMOPERITONEUM  IN  THE  TREATMENT  OF 
TUBERCULOUS  PERITONITIS* 

O.  M.  GILBERT,  M.D. 

BOULDER 


In  January,  1924,  I reported,  in  the  Amer- 
ican Review  of  Tuberculosis,  two  cases  of 
tuberculous  peritonitis  with  serous  effusion 
treated  by  means  of  pneumoperitoneum.  In 
March,  1926,  I reported  two  more  cases, 
one  of  whom  received  not  only  pneumo- 
peritoneum for  tuberculous  peritonitis  but 
at  the  same  time  pneumothorax  on  account 
of  a rapidly  progressing  tuberculosis  of  the 
left  lung.  There  was  another  case  treated 
for  tuberculous  peritonitis  in  1924  which  I 
did  not  include  in  my  later  report  for  the 
reason  that  only  about  350  c.c.  of  air  could 
be  introduced  on  account  of  the  extensive 
adhesions  existing.  However,  the  patient’s 
temperature  came  from  103°  down  to  normal 
within  a week,  remained  practically  so,  and 

*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932. 


she  made  an  apparent  recovery.  At  that 
time  I considered  the  amount  of  air  intro- 
duced inconsequential  and  that  the  recovery 
was  merely  a coincidence,  but  as  similar  ex- 
perience has  been  reported  by  others,  1/ feel 
justified  in  reporting  it  in  my  series. 

CASE  REPORT 

In  May,  1930,  a man  49  years  cf  age  was  re- 
ferred by  Dr.  William  Plummer  of  the  Mayo 
Clinic  and  Dr.  Broman  of  Greeley.  He  had  tu- 
berculous peritonitis  with  marked  ascites,  and  a 
far  advanced  pulmonary  tuberculosis,  the  latter 
being  an  extensive  reactivation  of  an  old  fibroid 
process  involving  principally  the  right  lung.  The 
old  process  was  mainly  in  the  apex,  but  the  re- 
cent involvement  extended  to  the  diaphragm  and 
filled  the  costophrenic  angle.  The  abdomen  was 
markedly  distended,  the  lower  and  lateral  super- 
fical  abdominal  veins  being  much  distended.  The 
liver  and  spleen  could  not  be  made  out.  There 
was  marked  abdominal  distress  and  much  diffi- 
culty in  swallowing.  Temperature  was  100°  to 
103°,  and  there  was  much  dyspnea. 

On  May  13,  3200  c.c.  of  dark  straw  colored  fluid 
was  withdrawn  from  the  abdomen  and  1850  c.c. 
of  filtered  air  introduced.  There  was  not  much 
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relief  from  the  distress  which  he  was  having.  A 
week  later,  3000  c.c.  was  withdrawn  and  1500  c.c. 
of  air  introduced.  The  aspirations  and  air  in- 
stillations were  done  seven  times  at  7 to  10  day 
intervals,  each  time  getting  less  fluid  until  the 
eighth  time  when  no  liquid  could  be  withdrawn 
and  no  air  instilled  since  no  space  could  be  found. 
However,  there  was  still  some  air  present  since 
the  liver  dulness  was  still  obliterated. 

His  temperature  came  down  rather  slowly,  not 
reaching  normal  for  nearly  two  months.  This 
was  contrary  to  the  five  previous  cases,  in  which 
it  came  to  normal  in  ten  days  to  two  weeks,  and 
his  more  protracted  course  was  probably  largely 
due  to  the  more  marked  pulmonary  activity.  His 
improvement,  however,  was  steady  after  the  sec- 
ond instillation  of  air. 

At  the  end  of  five  months  he  was  much  im- 
proved, having  gained  eighteen  pounds,  haviug 
normal  temperature  and  almost  no  cough  or  ex- 
pectoration, and  was  doing  light  chores  on  his 
farm.  Eight  months  after  beginning  of  treatment 
he  went  through  a rather  severe  pneumonia  but 
made  a good  recovery. 

When  last  examined,  seventeen  months  after 
he  was  first  seen,  he  still  complained  of  a con- 
siderable amount  of  gas  distress  in  the  abdomen, 
especially  after  eating  a large  meal.  He  also  com- 
plained of  much  difficulty  in  swallowing.  Exami- 
nation, including  a fluoroscopy  of  the  chest  and 
a barium  meal,  revealed  no  cause  for  these  symp- 
toms except  that  the  esophagus  was  very  marked- 
ly drawn  to1  the  right,  at  the  level  of  the  upper 
border  of  the  manubrium,  by  the  very  great  de- 
gree of  fibrotic  contraction  of  the  apex  of  the 
right  lung.  After  a decided  halting  at  this  point, 
the  meal  made  normal  progress.  He  was  other- 
wise in  fair  health  and  doing  light  work. 

I have  been  able  to  trace  this  case,  as  well 
as  the  five  aforementioned  cases,  within  the 
past  six  months.  All  are  working  and  ap- 
parently well  except  the  last  one,  who  is  in 
fair  health. 

In  addition  to  these  cases  of  tuberculous 
peritonitis  with  serous  exudate,  I have  in 
two  cases  of  tuberculous  enteritis,  who  were 
operated,  introduced  air  as  the  abdominal 
closure  was  completed.  There  was  appar- 
ently some  benefit  derived  therefrom,  as  the 
patients  were  more  comfortable  and  vomited 
much  less  than  is  usual  after  this  operation. 
In  fact,  in  one  case,  air  was  injected  two  or 
three  times  after  the  operation  on  account 
of  the  apparent  comfort  induced  thereby. 
However,  as  both  patients  were  far  ad- 
vanced pulmonary  as  well  as  enteric  cases, 
they  went  on  to  death. 

Each  of  the  cases  of  serous  peritoneal 
exudation,  except  the  nine  year  old  boy,  had 
fcrom  slight  to  marked  pulmonary  involve- 
ment which  improved  so  markedly  after  the 
introduction  of  air  into  the  peritoneal  cavity 
that  it  could  hardly  have  been  mere  coin- 
cidence. Whether  it  was  due  to  inhibiting 


the  descent  of  the  diaphragm  with  each  in- 
spiration and  thereby  lessening  the  intra- 
thoracic  negative  pressure  or  to  the  in- 
creased oxygen  absorption  into  the  blood,  I 
cannot  say.  Anyway,  this  phase  of  the  ex- 
perience has  made  me  wish  for  the  courage 
to  try  the  method  of  inflation  of  the  peri- 
toneum in  cases  of  purely  pulmonary  in- 
volvement, especially  in  some  of  those  that 
are  not  doing  well  and  in  whom  artificial 
pneumothorax  is  inadvisable  on  account  of 
the  too  marked  bilateral  involvement,  or  im- 
possible on  account  of  adhesions.  Would 
it  not  at  least  serve  some  of  the  purpose 
served  by  phrenectomy — stopping  to  a cer- 
tain extent  the  pumping  action  of  the  dia- 
phragm on  the  lungs?  I think  I shall  try  it. 

When  I did  my  first  pneumoperitoneum 
in  July,  1920,  I was  not  aware  of  the  fact 
that  it  had  been  previously  done,  but  I have 
since  learned  that  it  had  been  done  several 
times  in  Europe  and  by  Bainbridge  in  New 
York  but  always,  so  far  as  I can  ascertain, 
as  an  adjunct  to  laparotomy — filling  the  ab- 
dominal cavity  with  air  or  oxygen  as  the 
wound  was  being  closed.  Most  all  of  these 
used  oxygen  while  I used  filtered  air. 

As  I stated  in  my  original  paper,  it  had 
long  appealed  to  me  that  all  that  was  ac- 
complished by  the  more  formidable  pro- 
cedure of  laparotomy  could  be  accomplished 
by  this  simple  procedure.  This,  of  course, 
would  not  hold  in  case  there  was  a focus 
of  infection,  such  as  the  appendix  or  a fall- 
opian tube  that  could  be  removed.  Just  how 
laparotomy  cures  is  still  a matter  of  dispute, 
but  aside  from  the  removal  of  foci  infection, 
it  seems  there  can  only  be  two  main  factors 
in  its  operation:  First,  the  effect  of  me- 
chanical stimulation  and  the  incidental  pro- 
duction of  adhesions,  setting  up  collateral 
circulation  as  in  the  Talma  operation.  Sec- 
ond, the  chemical  effect  of  the  constituents 
of  the  air.  Whether  this  be  mainly  due  to 
the  oxygen,  either  directly  by  its  effect  upon 
serous  surface  or  through  its  absorption,  is 
not  definitely  known.  Any  effect  of  the 
actinic  rays  contained  therein  is  extremely 
problematical.  The  plan  of  Eiselberg  in 
Vienna  of  exposing  the  viscera  to  the  sun 
for  one-half  to  three-fourths  of  an  hour, 
could  probably  only  have  been  helpful  to 
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the  extent  that  it  increased  the  congestion 
of  the  surfaces.  Meeker  thinks  that  the 
bactericidal  property  of  oxygen  in  the  peri- 
toneal cavity  may  be  a factor;  Bainbridge 
says  that  this  may  be  conceded. 

My  preference  for  air  rests  upon  two 
grounds:  First,  its  ready  availability  and 
second,  the  fact  that  the  oxygen  absorbs 
more  rapidly  than  the  nitrogen.  The  latter 
remains  to  maintain  the  desired  space,  there- 
by making  refills  much  easier  and  keeps  ir- 
ritated surfaces  apart  much  longer. 

Most  authors  have  maintained  that  with 
oxygen  injections  the  gas  is  absorbed  in  two 
or  three  days,  while  with  the  use  of  air  I 
have  been  able  to  demonstrate  the  obliter- 
ation of  liver  dulness  twelve  days  after  the 
last  previous  injection.  Then,  too  there  is 
pretty  definite  evidence  that  air  is  less  irri- 
tating to  serous  surfaces  than  is  oxygen. 
However,  some  would  claim  that  this  would 
be  in  favor  of  the  oxygen  because  irritation 
is  desired.  The  method  of  procedure  is  ex- 
ceedingly simple,  especially  where  there  is 
an  abundance  of  fluid  and  very  few  ad- 
hesions, as  usually  is  the  case.  I use  the 
ordinary  pneumothorax  apparatus.  After  se- 
lecting a site,  usually  below  the  level  of  the 
umbilicus  slightly  to  the  left  of  the  median 
line,  1 locally  anesthetize  the  abdominal 
wall,  including  the  peritoneum  and  then  use 
a small  trochar  and  cannula  to  withdraw  the 
fluid.  While  the  cannula  is  still  in  situ.  I 
attach  the  pneumothorax  apparatus  and 
slowly  introduce  filtered  air,  usually  instill- 
ing about  two-thirds  as  much  air  as  I had 
withdrawn  fluid,  although  some  introduce 
more  air  than  they  had  withdrawn  in  liquid. 
At  first  I tried  to  get  manometric  readings 
of  the  intra-abdominal  pressure  but  found 
this  impracticable  on  account  of  the  tube 
filling  with  the  liquid.  In  case  there  is  lit- 
tle or  no  fluid,  care  must  be  used  in  instill- 
ing the  first  air,  for  serious  accidents  have 
happened  in  introducing  the  first  air  under 
pressure — whether  from  air  embolism  or 
peritoneal  shock  has  not  yet  been  definitely 
determined. 

E.  W.  Hayes  of  Monrovia,  California,  has 
used  oxygen  inflation  of  the  peritoneal  cav- 
ity in  several  cases  of  tuberculous  enteritis 
with  much  improvement  in  the  symptoms  of 


the  patient  and  one  apparent  recovery. 
Scott  D.  Gleeten  of  Monrovia,  in  1925,  re- 
ported three  cases  of  tuberculous  enteritis, 
treated  by  oxyperitoneum,  with  marked  re- 
lief of  symptoms  in  all  and  apparent  cure  in 
one.  The  relief  from  pain  and  diarrhea  was 
usually  very  striking.  McCorkle  of  New 
Orleans,  in  1930,  reported  nine  cases  treated 
by  oxyperitoneum,  seven  of  these  being 
principally  tuberculous  enteritis  while  two 
were  predominately  peritonitis  with  ascites. 
Of  the  nine  cases,  four  were  apparently 
cured  and  three  much  improved.  He  also 
states  that  the  relief  of  symptoms  was  very 
striking.  This  is  certainly  worthy  of  further 
trial. 

Several  authors  have,  in  the  last  four  or 
five  years,  reported  cases  of  tuberculous 
peritonitis  treated  by  either  oxyperitoneum 
or  pneumoperitoneum,  with  most  encour- 
aging results.  It  certainly  is  to  be  hoped 
that  the  method  will  be  given  a more  exten- 
sive trial. 

DISCUSSION 

Gerald  Webb,  M.D,,  Colorado  Springs:  Dr.  Gil- 
bert deserves  the  greatest  credit  for  being  a pio- 
neer in  this  field.  I haven't  been  able  to  follow 
the  work  by  doing  it  myself,  but  Dr.  Gilbert  was 
* really  practically  the  first  who  brought  this  in. 
As  he  has  reminded  you,  we  tried  using  different 
gases  in  our  pneumothorax  cases  many  years  ago. 
Nitrogen  was  the  first  gas  advocated.  To  begin 
with,  we  found  nitrogen  was  rather  impure.  It 
didn't  matter  whether  you  put  nitrogen  or  oxygen 
into  the  chest,  we  got  a diffusion  of  the  gases 
from  the  blood,  so  we  got  equalization  and  mix- 
ture of  gases  in  a very  few  hours. 

Whether  there  is  something  in  the  oxygen  or 
air  or  changes  in  circulation  or  what  affects  it, 
I really  don’t  knew,  but  I think  Dr.  Gilbert  is 
on  the  way  to  find  out. 

I.  D.  Bronfin,  M.D.,  Denver:  The  improvement 
in  the  pulmonary  lesion  which  Dr.  Gilbert  has 
observed  in  his  cases  of  pneumoperitoneum  might 
be  due  to  partial  splinting  of  the  diaphragm,  al- 
though it  is  realized  that  the  oxygen  or  air  in  the 
peritoneal  cavity  is  probably  absorbed  within  two 
or  three  weeks.  A more  probable  reason  for  the 
improvement  of  the  pulmonary  lesion  following 
the  introduction  of  pneumoperitoneum  is  the  im- 
provement of  the  peritonitis  itself.  Not  infre- 
quently we  see  great  improvement  in  the  pul- 
monary lesion  following  the  successful  eradica- 
tion of  extra-pulmonary  lesions. 


If  families  would  budget  their  costs  of  ill- 
ness as  they  would  budget  their  rent,  food, 
and  other  essentials,  90  per  cent  of  all  the 
people  could  pay  without  outside  assistance 
for  their  medical  service.— Rorem. 
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COINCIDENT  DISSECTING  ANEU- 
RYSM OF  THORACIC  AORTA  AND 
SACCULAR  ANEURYSM  OF 
ABDOMINAL  AORTA* 

R.  H.  KAMPMEIER,  M.D. 
and 

J.  W.  WHITE,  M.D. 

PUEBLO 

The  simultaneous  occurrence  of  a rup- 
tured aneurysm  of  the  abdominal  aorta  and 
dissecting  aneurysm  of  the  thoracic  aorta  is 
of  such  interest  that  it  seems  warranted  to 
report  a case.  Aneurysm  of  the  abdominal 
aorta,  according  to  C.  P.  Howard,  was 
found  in  sixteen  cases  out  of  18,000  admis- 
sions to  Osier’s  wards  at  Johns  Hopkins 
Hospital.  Dissecting  aneurysm  of  the  aorta 
is  a condition  of  much  greater  rarity,  only 
two  such  cases  appearing  in  that  hospital 
over  a period  of  sixteen  years.  The  authors 
have  been  unable  to  find  a report  of  a case 
in  which  the  two  pathological  entities  were 
associated  as  distinct  and  separate  lesions. 

CASE  REPORT 

Only  points  of  relevant  interest  will  be  consid- 
ered in  the  history  and  the  physical  examination. 

The  patient  was  a white  male,  aged  67  years. 
He  was  first  seen  by  one  of  us  (J.  W.  W.)  on 
Oct.  1,  1931.  The  occasion  for  a physician’s  visit 
on  that  date  was  the  onset  of  a right-sided  hemi- 
plegia. There  had  been  sudden  loss  of  speech, 
followed  by  a fall  to  the  floor.  Though  conscious- 
ness was  not  lost  completely,  the  patient  was 
stuporous.  Examination  at  that  time  showed  a 
right-sided  hemiplegia,  inability  to  articulate,  and 
a systolic  blood  pressure  of  200  mm.  of  mercury. 
After  several  days,  the  pressure  had  dropped 
20  mm. 

The  patient  remained  bedridden  at  home  until 
his  death  in  March,  1932. 

Subsequent  History:  This  was  obtained  from 
the  patient’s  wife.  He  had  complained  of  pain 
in  the  lower  abdomen  for  a period  of  six  months 
before  the  appearance  of  the  hemiplegia.  The 
pain  was  described  as  being  constant  and  of  bor- 
ing character.  It  was  of  such  severity  that  it 
frequently  kept  him  awake  at  night.  A hot  water 
bottle  was  often  used  for  relief  of  pain.  Increas- 


*From the  Pueblo  Clinic,  Pueblo,  Colo.  Dr. 
Kampmeier  is  Assistant  Professor  of  Medicine  at 
the  Louisiana  State  University  Medical  Center, 
New  Orleans,  La. 


ing  constipation  and  difficulty  of  urination  ac- 
companied the  pain.  Pain  was  relieved  to  some 
extent  by  the  use  of  enemata  or  by  urinatioD. 
Hemorrhoids  developed  and  distressed  the  pa- 
tient a great  deal  during  this  period  of  time. 
(These  symptoms  undoubtedly  were  caused  by 
the  enlarging  abdominal  aneurysm.) 

Shortness  of  breath  had  appeared  as  a com- 
plaint two  or  three  years  before  the  onset  of 
the  hemiplegia.  Cough  also  began  to  manifest 
itself  at  about  the  same  time,  especially  when 
the  patient  was  lying  down.  As  a result,  the 
patient  had  been  sleeping  propped  up  on  three 
pillows.  Dyspnea  increased  in  the  year  before 
his  death,  and  edema  of  the  ankles  had  appeared 
at  that  time. 

Three  months  before  death,  the  patient  began 
to  indicate  the  presence  of  pain  in  the  chest, 
which  he  referred  to  the  mid-portion  of  the  stern- 
um. He  complained  of  this  persistently  and  it 
seemed  to  distress  him  greatly.  Since  he  was 
bedridden,  there  was  no  relationship  to  exertion. 
Apparently  it  did  not  radiate. 

Past  History:  In  the  past  history,  nothing  of 
great  importance  was  learned.  A right  inguinal 
hernia  had  appeared  following  a blow  to  the 
abdomen  (kicked  by  a horse)  in  youth.  Patient 
had  had  lobar  pneumonia  in  the  right  lung  three 
years  before  the  present  illness,  at  which  time 
he  was  found  to  have  a hypertension  and  a sys- 
tolic murmur  at  the  cardiac  apex. 

Family  History : A wife  and  four  children  are 
living  and  well. 

Physical  Examination : The  patient  was  found 
to  be  a bedridden  male  of  aged  appearance.  He 
was  unable  to  articulate.  The  pupils  reacted  to 
light  and  accommodation.  An  arcus  senilis  was 
present.  The  facial  muscles  showed  the  residual 
changes  as  result  of  the  hemiplegia.  The  tongue 
deviated  to  the  left. 

The  peripheral  vessels  were  tortuous  and  the 
walls  demonstrated  the  hardening  of  advanced 
sclerosis.  The  heart  was  found  to  be  borderline 
in  size  upon  percussion.  There  was  no  retro- 
manubrial  dullness.  On  auscultation  there  was 
no  arrythmia.  The  rate  was  80.  At  the  apex  a 
systolic  blow  was  heard ; this  was  audible  over 
the  whole  precordium.  At  the  base,  the  aortic 
second  sound  was  accentuated.  The  blood  pres- 
sure was  210  mm.  systolic  and  100  mm.  diastolic 
At  the  lung  bases  were  heard  scattered  rales 
bilaterally. 

In  the  abdomen  upon  inspection  there  was 
noted  apparent  fullness  in  the  region  of  the  um- 
bilicus. A mass  was  palpable  in  midline  in  this 
region.  Its  size  was  that  of  a small  grapefruit 
and  definite  expansile  pulsation  was  demon- 
strable. No  murmur  could  be  heard  over  this 
mass.  The  tumor  was  first  felt  two  months 
before  the  patient’s  death  and  was  suspected  of 
being  an  aneurysm  of  the  abdominal  aorta  by 
one  of  us  (J.  W.  \V.).  The  other  of  us  upon 
seeing  the  patient  in  consultation  concurred  in 
the  diagnosis.  The  residual  neurological  signs 
of  a right-sided  hemiplegia  were  present. 

Laboratory  Findings:  The  urine  was  not  re- 
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markable.  The  blood  Wassermann  and  Kahn 
tests  were  both  negative. 

The  patient  died  suddenly  on  March  2,  1932. 

Necropsy : This  was  done  by  the  authors.  The 
surface  of  the  brain  showed  no  pathology.  On 
section,  in  the  region  of  the  internal  capsule 
was  found  a cavity,  7 by  12  mm.  in  diameter,  con- 
taining yellow  fluid  and  some  granular  material. 
This  was  unquestionably  the  site  of  hemorrhage. 

The  heart  was  only  slightly  enlarged.  No  free 
fluid  was  found  in  the  pericardial  or  pleural  sacs. 
The  lungs  were  crepitant  throughout. 

In  the  abdomen  there  was  some  free  fluid.  In 
the  left  side  of  the  abdomen,  extending  from  the 
diaphragm  down  to  the  rim  of  the  pelvis,  was  an 
immense  hematoma,  filling  the  whole  left  abdo- 
men so  that  its  ventral  level  was  beyond  that  of 
the  aorta.  The  hematoma  was  retroperitoneal. 
Liver,  spleen,  stomach  and  intestines  were  gross- 
ly normal.  The  kidneys  appeared  normal  and 
the  capsule  stripped  easily. 

The  heart  and  the  whole  aorta,  including  the 
common  iliac  arteries,  were  removed  in  their 
entirety.  Nothing  remarkable  was  found  in  the 
heart.  The  valves  were  intact ; in  the  aortic 
valve  there  was  no  widening  of  the  commissures. 
Before  opening  the  aorta,  a thickening  of  the 
wall  was  noted  in  the  descending  portion.  This 
involved  the  posterior  and  left  lateral  wall.  In 
the  abdomen  was  found  a large  saccular  aneurysm 
extending  from  about  2 cm.  below  the  origin  of 
the  celiac  axis  down  to  the  bifurcation  into  the 
common  iliac  arteries.  This  mass  was  11  cm.  in 
length  and  9 cm.  in  breadth. 

Upon  opening  the  aorta,  a most  advanced  de- 
gree of  atheroma  was  found.  Throughout  the 
whole  length  there  were  yellow  plaques,  and  in 
the  region  of  the  arch  there  were  found  breaks 
in  the  intima  in  several  of  the  atheromatous 
patches.  At  the  origin  of  the  arteries  arising 
from  the  transverse  arch  were  beginning  aneu- 
rysmal dilatations.  (These  may  be  seen  in  the 


Fig.  1.  Photograph  showing  advanced  degree  of 
aortic  atherosclerosis.  The  dissecting  aneu- 
rysm is  incised  longitudinally.  The  extent  is 
indicated  by  (a),  with  the  opening  at  the  junc- 
tion of  the  descending  arch  with  the  thoracic 
aorta. 


Fig.  2.  Photograph  of  the  saccular  aneurysm  of 
the  abdominal  aorta,  (a)  Origin  of  celiac  axis, 
(b)  Organized  thrombus.  The  marker  is  placed 
in  the  perforation  in  the  posterior  wall  of  the 
sac. 

illustration.)  At  the  junction  of  the  descending 
arch  and  the  thoracic  aorta  was  a transverse 
slit  in  the  intima,  3 cm.  in  length.  This  was 
the  opening  into  a dissecting  aneurysm  which 
had  dissected  its  way  downward  for  a distance 
of  10  cm.  as  measured  in  a longitudinal  incision 
through  the  dissecting  aneurysm.  This  lay  to  the 
left  lateral  and  posterior  aspects  of  the  aorta. 
At  its  origin  the  aneurysm  was  1.5  cm.  in  thick- 
ness as  measured  from  intima  to  adventitia.  It 
was  filled  with  recent  clot  and  tapered  to  a point 
at  its  most  dependent  part.  (Fig.  1). 

The  saccular  aneurysm  of  the  abdominal  aorta 
was  incised  longitudinally.  The  anterior  wall  of 
the  sac  consisted  of  organized  thrombus  3.5  cm. 
in  thickness.  More  recent  thrombus  lined  the 
aneurysmal  cavity.  It  had  ruptured  posteriori) 
and  to  the  left  through  an  opening  about  1 cm. 
in  diameter,  this  being  the  origin  of  the  huge 
retroperitoneal  hematoma  described  above.  The 
aneurysm  laid  open  was  14  cm.  in  width  and  11 
cm.  in  length.  There  was  no  demonstrable  ero- 
sion of  the  vertebrae.  Recent  thrombi  had  be- 
gun to  extend  into  the  common  iliac  arteries. 
(Fig.  2). 

Comment 

The  diagnosis  of  abdominal  aortic  aneu- 
rysm was  made  on  the  characteristic  find- 
ings in  this  condition,  namely  constant  bor- 
ing pain  and  expansile  tumor.  In  the  ab- 
sence of  severe  physical  strain  or  trauma, 
the  dissecting  aneurysm  could  not  have 
been  suspected.  The  persistent  retrosternal 
pain  present  for  three  months  in  our  patient 
may  have  been  specifically  related  to  the 
dissecting  aneurysm. 


Keep  your  doubts  to  yourself,  and  give  the 
patient  the  benefit  of  your  decision. — O.  W. 
Holmes. 
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DIDELPHYS  UTERUS 

ROBERT  H.  SCHROEDER,  M.D. 

DENVER 

Didelphys  uterus  is  not  an  uncommon 
anomaly,  being  frequently  reported  in  lit- 
erature. The  etiology  is  described  as  either 
a faulty  juxtaposition  of  the  Mullerian  ducts 
or  lack  of  absorption  of  the  septum  produced 
at  the  time  of  fusion  of  the  two  ducts. 

Embriologically,  the  Mullerian  ducts  ap- 
pear as  cornet  shaped  funnels,  the  ostia  ab- 
dominale,  which  grow  vertically  downward 
by  means  of  budlike  projections,  lateral  to 
the  Wolffian  ducts  until  they  reach  the 
point  of  insertion  of  the  inguinal  folds,  later 
the  round  ligaments.  The  ducts  then  bend 
sharply  inward  until  they  touch  in  midline, 
make  another  right  angle  bend  and  run 
downward,  parallel  to  each  other  and  the 
Wolffian  ducts,  forming  the  so-called  genital 
cord  or  uterovaginal  anlage.  At  their  lower 
end  the  ducts  again  make  a short  bend  for- 
ward, producing  the  short  horizontal  links 
which  break  into  the  urogenital  sinus.  The 
mesenchyme  supplies  the  musculature  cov- 
ering the  epithelial  tubes  and  thus  gives  to 
the  uterus  its  external  form.  Fusion  of  the 
two  contiguous  mesial  walls  of  the  Muller- 
ian ducts  occurs  first,  to  form  a single  sep- 
tum. Later  this  septum  is  absorbed  in  a 
caudocranial  direction,  thus  producing  the 
single  utero-vaginal  canal.  Above  the  ute- 
rine insertion  of  the  round  ligaments,  the 
ducts  throughout  life  remain  unfused  as  the 
fallopian  tubes. 

The  hymen  appears  as  Muller’s  tubercle, 
which  is  compressed  into  a disc  shape  at 
the  urogenital  sinus,  where  the  utero-vaginal 
anlage  breaks  through.  It  is  lined  internally 
with  vaginal  epithelium  and  externally  by 
the  epithelium  of  the  urogenital  sinus  or 
future  vesibule.  These  layers,  with  the 
mesenchyme  between,  constitute  the  hymen. 
The  circular  aperture  of  the  hymen  is  for  a 
time  closed  by  a knob  of  epithelial  cells,  but 
later,  when  the  hymen  becomes  funnel 
shaped,  the  opening  is  compressed  laterally 
to  form  a sagittal  slit. 

REPORT  OF  A CASE 

Mrs.  D.,  aged  21,  primipara,  presented  herself 
for  examination  on  April  30,  1930.  At  that  time 
the  uterus  was  the  size  of  a two  months’  preg- 
nancy. There  was  discovered  a septate  vagina, 


the  septum  being  complete  from  the  introitus  to 
the  vault.  There  were  two  complete  cervices,  one 
on  each  side  of  the  septum.  It  was  thus  deter- 
mined that  the  uterus  had  two  compartments. 

On  July  13,  1930,  this  septum  was  removed 
under  general  anesthesia,  with  an  uneventful  re- 
covery. She  went  into  labor  August  4,  1930,  the 
first  pain  beginning  at  2 a.  m.  The  pains  were 
45  minutes  apart,  regular  and  hard.  An  attempt 
was  made  to  avoid  delivery  early  in  the  seventh 
month  by  rest  in  bed  and  opiates,  but  the  pains 
became  more  frequent  and  more  severe.  She  was 
placed  under  general  anesthesia  for  one  hour 
beginning  at  7 p.  m.  During  the  labor,  the  right 
cervix  (the  pregnant  side)  migrated  into  the 
center  of  the  pelvis,  and  the  left  was  pushed  over 
to  the  left  side.  The  station  was  plus  3 without 
any  dilitation  having  occurred.  Because  of  dan- 
ger of  rupture  of  the  uterus  by  continued  hard 
contractions  against  a rigid  cervix,  I determined 
to  make  Diihrssen’s  incisions  and  do  a mid-for- 
ceps delivery.  The  incisions  were  made  at  two, 
six,  and  eleven  of  the  clock.  The  position  of  the 
head  was  found  to  be  an  R.  O.  A.  A preliminary 
episotomy  was  done,  forceps  applied  in  mid  posi- 
tion, and  delivery  ov  a voable  baby  ensued.  The 
baby  cried  immediately  and  no  attempts  at  re- 
suscitation were  required.  The  weight  swa  2 
pounds,  13  ounces. 

It  died  10  hours  later;  autopsy  was  refused. 
The  mother  made  an  uneventful  recovery  and 
left  the  hospital  on  the  tenth  day. 

These  uterine  anomalies  vary  from  a sim- 
ple bicornate  uterus  to  the  type  pictured 
here. 

The  patient  was  unaware  of  this  condi- 
tion until  it  was  found  on  examination.  Clin- 


Fig.  1.  The  technic  of  taking  this  picture  con- 
sisted of  inserting  a tube  attached  to  a syringe 
into  each  cervical  orifice.  Eight  cubic  centi- 
meters of  lipiodol  was  injected  into  each  uterine 
cavity  and  the  exposure  immediately  made. 


302 


Colorado  Medicine 


ically,  it  offered  no  difficulty  except  during 
pregnancy.  The  history  in  such  a case  is 
usually  that  of  repeated  miscarriages  and 
bleeding  from  the  non-pregnant  side  at 
monthly  intervals. 


METHYLENE  BLUE  IN  CARBON 
MONOXIDE  POISONING 

THAD  C.  BROWN,  M.D. 

FORT  COLLINS 

This  report  of  a case  of  carbon  monoxide 
poisoning  treated  with  methylene  blue  is 
made  because  of  the  apparent  good  results 
obtained  from  the  new  antidote.  I feel  that 
the  after  effects  obtained  in  my  case  justify 
a report: 

On  March  3,  1933,  I was  called  to  see  a man, 
white,  aged  64,  who  had  been  found  in  a closed 
garage  lying  under  the  exhaust  of  a truck  with 
the  engine  running.  (This  position  had  been  taken, 
it  was  assumed,  with  suicidal  intent.) 

On  my  arrival,  members  of  the  Fort  Collins 
fire  department,  who  are  thoroughly  trained  in 
emergency  work,  were  using  artificial  respira- 
tion and  the  inhalator,  supplying  oxygen  and 
carbon-dioxide  mixture.  They  stated  that  res- 
pirations had  ceased  entirely  and  that  they  could 
obtain  no  pulse. 

About  the  time  of  my  arrival  there  was  some 
evidence  of  returning  respiration  and  a slight, 
thready  pulse  was  felt.  As  soon  as  possible,  I 
injected  10  c.c.  of  a one  per  cent  solution  of 
methylene  blue  intravenously.  Marked  improve- 
ment in  respiration  and  pulse  was  noticed  almost 
immediately.  This  was  about  one  hour  after  the 
patient  was  first  rescued  from  the  garage. 

During  this  time  the  pulse  on  two  occasions 
had  been  almost  imperceptible  and  respirations 
apparently  ceased,  although  the  inhalator  was 
used  during  that  period. 

The  patient  was  removed  to  the  hospital  where 
within  thirty  minutes  I repeated  the  initial  in- 
jection of  methylene  blue.  Rapid  improvement 
followed  and  the  mental  condition  became  quite 
clear.  No  further  treatment  was  deemed  neces- 
sary except  a stay  in  bed  of  four  days.  The  only 
untoward  after  effects  were  some  gastric  pains 
with  a little  nausea,  which  entirely  disappeared 
after  five  days. 

The  dosage  administered  here  is  less  than 
the  advised  dosage,  but  the  results  were  ex- 
cellent. However,  in  future  cases,  with  50 
c.c.  of  1 per  cent  solution  of  methylene 
blue,  I would  administer  that  amount  at 
once  and  give  30  to  50  c.c.  additional  if  the 
patient  showed  signs  of  lagging  respiration 
or  pulse  weakness. 

I believe  that  in  methylene  blue  we  have 
an  antidote  for  carbon  monoxide  poisoning 
that  is  going  to  save  many  lives.  If  every 


fire  department,  all  emergency  cars,  and  all 
first  aid  stations  are  equipped  with  methy- 
lene blue  in  ampoules  for  physicians  use,  it 
will  expedite  treatment  in  these  cases. 


ATROPHIC  CIRRHOSIS  OF  THE 
LIVER 

PAUL  A.  LEE,  M.D. 

LA  VETA 

Laennec,  in  1819,  wrote  the  first  adequate 
account  of  portal  cirrhosis  and  gave  the 
disease  its  name.  Since  that  time  we  have 
had  many  articles  written  on  the  subject. 
There  are  several  synonyms  for  the  afflic- 
tion: 1.  Laennec’s  cirrhosis.  2.  Portal 
cirrhosis.  3.  Hobnail  liver.  4.  Gin  drinkers' 
cirrhosis.  5.  Alcoholic  cirrhosis. 

Chapman,  Snell,  and  Rowntree  of  the 
Mayo  Clinic  wrote  a very  interesting  article 
on  ‘Decompensated  Cirrhosis  in  the  Jour- 
nal of  the  A.  M.  A.,  July  25,  1931.  They 
gave  a report  on  112  cases  with  etiologic 
importance  as  follows:  Alcohol,  52;  syphilis, 
49;  typhoid,  18;  cholecystic  disease,  15;  ma- 
laria, 12;  arsenic,  3;  hyperthyroidism,  2. 

There  has  been  a great  deal  of  discus- 
sion in  regard  to  the  role  alcohol  plays  in 
the  development  of  portal  cirrhosis.  Some 
authors  claim  that  the  damage  done  to  the 
liver  by  alcohol  has  been  overestimated, 
while  other  place  it  at  the  head  of  the  list 
of  causative  factors.  However,  when  we 
consider  that  some  individuals  can  drink 
an  entire  lifetime  with  apparently  no  ill 
effects  and  yet  others  develop  cirrhosis  of 
the  liver  after  indulging  but  a few  years — 
this  merely  bears  out  the  fact  that  there  is 
a marked  difference  in  the  individual  tol- 
erance for  alcohol. 

CASE  REPORT 

White  male,  aged  48,  family  history  unimpor- 
tant; a carpenter  by  trade.  He  claims  to  have 
had  malaria  at  the  age  of  10;  no  other  serious 
illness.  He  had  been  working  regularly  without 
complaint  until  the  last  three  months,  but  had 
been  drinking  over  a period  of  years,  more  so 
during  the  past  year.  A year  ago  he  complained 
of  neuritis  in  his  right  shoulder.  Six  months  ago 
he  fell  off  a scaffold;  there  were  minor  injuries 
to  the  right  side  of  his  chest.  About  two  and  one- 
half  months  ago  he  began  complaining  of  tiring 
easily.  Work  which  he  had  previously  done  with 
ease  became  a burden.  There  was  no  pain  in 
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particular,  but  he  had  an  occasional  dull  sensa- 
tion in  the  region  of  the  liver — a feeling  of  full- 
ness— and  sometimes  a dull  pain  in  the  epigastri- 
um. There  was  no  noticeable  loss  of  weight  and 
no  marked  change  in  appetite.  A few  months 
ago  he  noticed  a discoloration  of  his  skin,  a faint 
yellow  tinge  which  became  progressively  worse. 
Simultaneously,  his  appetite  decreased.  Hi? 
stools  were  clay-colored  and  he  suffered  consid- 
erably from  nausea.  He  took  5 grains  of  calomel 
per  day  for  several  days  followed  by  magnesium 
sulphate.  However,  his  skin  remained  a deep 
yellow. 

Physical  examination  and  symptomatology: 
The  patient  was  first  seen  by  me  on  December  28, 
at  which  time  he  had  a relapse.  He  had  tried 
to  walk  and  collapsed.  Pulse  was  very  weak 
and  rapid;  rate,  120;  temperature,  98;  blood  pres- 
sure, 140  systolic,  and  80  diastolic.  Pupils  were 
equal  and  reacted  to  light;  there  was  marked 
yellow  discoloration  of  the  sclerae.  He  com- 
plained at  the  time  of  marked  weakness,  numb- 
ness of  the  extremities,  loss  of  appetite,  nausea, 
and  distortion  of  taste — complained  of  everything 
tasting  sweet.  He  perspired  freely.  On  January 
3,  he  became  considerably  weaker,  and  on  Jan- 
uary 4 took  only  a small  amount  of  nourishment 
by  mouth.  Rectal  feeding  was  instituted.  On 
.January  5 he  lapsed  into  semi-consciousness,  be- 
coming completely  unconscious  on  January  6.  A 
uremic  odor  was  detectable.  His  urine  had 
passed  freely  up  until  this  time.  About  6 p.  m. 
Cheyne-Stokes  respiration  set  in  and  he  died  at 
3 a.  m.  on  January  7.  The  urine  examinations 
had  shown  the  following:  Color,  greenish  yel- 
low; contained  bile;  odor,  characteristic;  specific 
gravity,  1010;  reaction,  acid;  sugar,  negative: 
albumen,  negative. 

Post-Mortem  Findings:  Viscera,  apparently 

normal  except  for  liver  which  was  very  small, 
weighing  746  grams.  Liver  surface,  slightly  ir- 
regular; capsule,  not  adherent;  substance,  quite 
firm,  rather  hard  to  cut,  and  presenting  an  ab- 
normal amount  of  fibrous  tissue.  The  most  con- 
spicuous feature  about  the  liver  was  its  small 
size  and  marked  increase  of  fibrous  tissue  of 
Glisson's  capsule,  throughout  its  ramifications 
and  portal  radicals.  The  obvious  result  would 
necessarily  be  obstruction  to  the  portal  circula- 
tion, which  would  be  in  direct  proportion  to  the 
amount  of  fibrous  tissue  present.  However,  in 
this  case  we  believe  that  toxic  destruction  to  the 
liver  cells  was  far  greater  than  portal  obstruction 
from  fibrosis.  There  was  no  free  fluid  in  the 
abdomen. 

Summary  and  Conclusion 

1 . Early  death  without  evidence  of 
edema,  ascites,  or  increased  collateral  cir- 
culation points  toward  the  extreme  toxic 
condition  of  the  liver  resulting  in  degenera- 
tion and  disintegration  of  the  liver  cells. 

2.  History  of  alcoholism,  which  consist- 
ed of  cheap  moonshine  whisky,  bears  out 
the  source  of  toxicity. 

3.  The  fact  that  there  was  no  obstruc- 
tion in  the  gall  bladder  or  bile  ducts  and 
yet  a large  percentage  of  bile  in  the  blood 
proves  that  the  pathology  must  have  been  in 
the  liver  proper  involving  the  liver  cells. 




PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 

<*<-■-  — — 

Milk  Bottle  Caps 

A Comparative  Study  of  Milk  in  Bottles 
with  Single  and  Double  Caps  was  made  by 
M.  L.  Isaacs  and  I.  Zeiber.  The  following 
results  were  obtained: 

1.  Significant  volume  changes  in  milk 
may  result  from  differences  in  temperatures 
encountered. 

2.  Bacteria  were  more  numerous  on  the 
single  caps  than  on  the  inner  protected  caps. 
Anerobic  sugar  fermenting  organisms  were 
found  on  single  caps  but  not  on  the  others. 
Positive  tests  for  B.  coli  were  obtained  in 
66  (61  per  cent)  in  the  single  capped  series 
and  in  12  (13.6  per  cent)  of  the  protected 
cap  series. 

3.  The  bacterial  counts  of  the  surface 
cream  averaged  from  51  per  cent  to  121  per 
cent  greater  in  the  single  capped  bottles 
than  in  the  double  capped  bottles. 

4.  B.  coli  was  present  with  greater  fre- 
quency in  the  surface  cream  of  the  single 
capped  bottles  than  in  the  doubly  protected 
bottles  (47.5  per  cent  as  compared  to  10 
per  cent). 

5.  The  bacterial  counts  of  the  whole 
milk  averaged  between  38  per  cent  and  64 
per  cent  higher  in  the  single  capped  samples. 

The  authors  suggest  that  under  certain 
conditions  at  least,  milk  in  bottles  sealed 
with  the  ordinary  disc  type  cap  may  present 
a definite  hazard  to  health. — From  Ameri- 
can Journal  for  Public  Health,  February, 
1933. 


Only  Three  Cents  for  Health 

One  of  the  most  striking  charts  in  the  re- 
cent final  report  of  the  Committee  on  the 
Costs  of  Medical  Care  shows  how  “Our 
Medical  Dollar”  is  spent.  Out  of  a total 
bill  of  $3,656,000,000  for  1929,  only  3.3 
cents  in  every  dollar  is  spent  for  public 
health,  $121,000,000  to  be  exact.  On  the 
other  hand,  we  spend  3.4  cents  or  $ 1 93,- 
000,000  on  cults  and  quacks  and  18.2  cents 
or  $665,000,000  on  drugs  of  which  $360,- 
000,000  is  for  patent  medicines,  for  the  most 
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part  worthless  medication.  Physicians 
(29.8  cents),  hospitals  (23.4  cents),  dentists 
(12.2  cents),  nurses  (5.5  cents),  and  un- 
classified (4.2  cents),  make  up  the  remain- 
der of  the  “medical  dollar.” 

The  American  Public  Health  Association, 
from  exhaustive  study  of  the  subject,  lays 
down  a standard  of  $2.50  per  capita  for  pub- 
lic health  in  urban  centers,  and  a somewhat 
larger  expenditure  in  rural  communities.  On 
this  basis  the  public  health  expenditures  of 
this  country  should  equal  at  least  $300,000,- 
000,  or  approximately  10  cents  of  the  “med- 
ical dollar.” 

How  shall  we  ever  attain  a goal  of  rea- 
sonable public  health  provision  for  all  of 
our  American  citizens?  The  answer,  based 
on  the  experience  of  the  past  two  decades, 
is  clear.  Education,  organization,  and 
demonstration  are  three  words  that  tell  the 
story  of  the  past  and  give  an  answer  to  the 
question  of  the  future.  The  American  pub- 
lic needs  the  constant  stimulus  of  some 
group  or  groups  to  keep  up  interest  in  any 
subject  of  common  interest,  even  one  so  vi- 
tal as  that  of  the  public  health. — American 
Journal  of  Public  Health,  February,  1933. 

Year  1932  Breaks  Country’s  Health  Records 

The  year  1932  closed  with  the  best  health 
record  in  our  history.  There  is  no  indication 
of  any  untoward  circumstance  which  would 
indicate  an  early  change  in  the  situation. 
However,  it  is  at  best  a very  hazardous  un- 
dertaking to  say  how  next  year  will  turn 
out. 

An  outbreak  of  virulent  influenza  is  en- 
tirely possible  at  any  time,  and  that  might 
change  the  entire  complexion  of  the  mor- 
tality of  1933.  Health  authorities  have  ex- 
pected such  an  outbreak  this  year  in  view 
of  the  past  history  of  influenza.  It  was  for- 
tunately not  developed.  But  in  some  in- 
stances these  epidemic  outbreaks  do  register 
after  a delay  of  some  months,  and  that  is 
something  to  keep  in  mind  for  1933. 

The  meteorological  conditions  will  also 
play  a very  important  part  in  the  health  pic- 
ture of  next  year.  These  last  few  years  have 
been  extraordinarily  favorable  in  that  re- 
gard. I have  no  idea  as  to  what  the  weather 
conditions  will  be  in  the  future. 


Much  will  also  depend  on  the  continued 
efficiency  of  the  federal,  state,  and  munici- 
pal health  services.  If  the  present  tendency 
to  curtail  budgets  continues  or  is  accelerated, 
there  should  be  a very  decided  reflection  in 
the  death  rates  from  certain  of  the  infectious 
diseases.  It  would  be  the  worst  possible 
economy  for  communities  to  endanger  their 
vital  resources  through  parsimony  with 
health  expenditures. 

Certain  advances  in  medical  science  make 
it  very  dangerous  to  predict  recurrence  of 
epidemic  diseases  on  the  basis  of  past  per- 
formance. This  is  especially  true  of  diph- 
theria. This  disease  has  been  declining  very 
remarkably  because  of  the  wide-spread  im- 
munization of  children  with  either  toxoid  or 
toxin-antitoxin.  The  effect  of  this  practice 
has  been  to  completely  modify  the  cyclical 
outbreak  of  the  disease. 

In  the  past,  diphtheria,  like  measles, 
whooping  cough,  and  scarlet  fever,  has  re- 
curred in  fairly  well-defined  cycles.  The 
peaks  in  the  death-rate  have  occurred  with 
much  regularity  at  intervals  of  about  seven 
years.  Measles,  whooping  cough,  and  diph- 
theria have  had  secondary  peaks  every 
three  or  four  years.  Influenza  has  shown  a 
peak  in  the  death-rate  every  three  years 
since  1920,  that  is,  in  1923,  1926,  and  1929. 
The  year  1932  has,  however,  passed  with- 
out any  serious  outbreak.  This  may  have 
been  merely  deferred  for  some  months  and 
may  occur  in  1933.  Pneumonia,  closely  re- 
lated to  influenza,  is  expected  to  follow 
about  the  same  course  or  cycle  as  influenza. 
So  far  this  year  the  lowest  pneumonia  mor- 
tality ever  recorded  has  been  observed. 

The  continued  drop  in  tuberculosis  mor- 
tality in  1932  was  particularly  striking  and 
the  most  unexpected  of  all  favorable  items 
in  the  mortality  picture.  In  can  only  be  ex- 
plained by  the  fact  that  community  facili- 
ties, including  hospitalization  and  the  feed- 
ing and  shelter  of  the  unemployed,  have 
been  continued  on  a very  effective  basis. 
If  these  are  continued,  there  is  no  reason 
to  expect  an  increase  in  tuberculosis  deaths, 
especially  since  it  appears  that  the  forces 
at  work  in  the  community  over  the  last 
twenty-five  years  have  established  a suffi- 
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dent  momentum  to  more  than  offset  the 
unfavorable  effects  of  the  depression. 

I do  not  believe  that  we  have  reached  the 
peak  in  the  cancer  death-rate,  which  will 
probably  continue  to  rise  in  1933.  Very 
large  increases  in  the  cancer  mortality  were 
recorded  in  the  last  two  years  among  indus- 
trial policyholders.  On  the  other  hand,  the 
cancer  death-rates  for  a group  of  cities 
showed  a slightly  lower  rate  in  1931  than 
1930.  It  is  difficult  to  understand  why  there 
should  be  this  difference  in  the  situation  as 
between  wage  earners,  on  the  one  hand,  and 
the  general  population,  on  the  other.  It  will 
be  very  interesting  to  see  what  the  figures 
for  1932  in  the  general  population  show. — 
Dr.  Louis  I.  Dublin. 

♦K—  >4+ 

BOOK  REVIEWS 

♦K >4-* 

International  Clinics.  A quarterly  of  Illustrated 
clinical  lectures  and  especially  prepared  origi- 
nal articles  on  Treatment,  Medicine,  Surgery, 
Neurology,  Pediatrics,  Obstetrics,  Gynecology, 
Orthopedics,  Pathology,  Dermatology,  Ophthal- 
mology, Otology,  Rhinology,  Laryngology,  Hy- 
giene, and  other  topics  of  interest.  By  leading 
members  of  the  Medical  Profession  throughout 
the  world.  Edited  by  Louis  Hamman,  M.D. 
Visiting  Physician,  Johns  Hopkins  Hospital, 
Baltimore,  Md.  With  the  collaboration  of  Fran- 
cis Gilman  Blake,  M.D.,  Yale  University,  New 
Haven,  Conn.,  Vernon  C.  David,  M.D.,  Rush 
Medical  College,  Chicago,  111.,  Dean  Lewis,  M.D., 
Johns  Hopkins  University,  Baltimore,  Md.,  John 
W.  McNee,  M.D.,  University  College  Hospital, 
London,  Eng.,  John  H.  Musser,  M.D.,  Tulane 
University,  New  Orleans,  La.,  E.  Rehn,  M.D., 
University  of  Freiburg,  Germany,  Arthur  L. 
Bloomfield,  M.D.,  Stanford  University,  San 
Francisco,  Calif.,  Campbell  P.  Howard,  M.D., 
McGill  University,  Montreal,  Canada,  W.  Mc- 
Kim  Marriott,  M.D.,  Washington  University,  St. 
Louis,  Mo.,  George  Richards  Minot,  M.D.,  Har- 
vard University,  Boston,  Mass.,  Walter  W.  Pal- 
mer, M.D.,  Columbia  University,  New  York,  N. 
Y.,  and  Russell  M.  Wilder,  M.D.  The  Mayo 
Foundation,  Rochester,  Minn.  Volume  1.  For- 
ty-third series,  1933.  Philadelphia,  Montreal, 
London:  .7.  B.  Lippincott  Company.  305  pages. 
Price  $3.00, 

This  volume  contains  several  clinical  lectures 
and  original  articles  divided  into  five  groups : 
Medicine,  Surgery,  Neurology,  Clinical  Pathology, 
and  Recent  Progress  in  Medicine  and  Surgery. 
Illustrating  these  articles  and  lectures  are  many 
plates,  charts,  graphs,  and  one  colored  plate,  the 
frontispiece. 

In  the  section  on  Medicine  is  an  article  by 
Arthur  L.  Bloomfield,  M.D.,  of  San  Francisco,  who 
discusses  "The  Indications  for  the  Use  of  Special 
Tests  by  the  Practitioner”  at  length.  He  points 
out  the  advantages  of  the  various  tests,  the  con- 
ditions indicating  their  uses,  and  some  of  the 
contraindications  or  occasions  when  the  tests  are 
unnecessary.  Curtis  F.  Burnham,  M.D.,  of  Balti- 


more, has  presented  a very  inclusive  article  on 
the  “Evaluation  of  Radium  as  a Therapeutic 
Agent."  “Bromid  Intoxication,”  by  Chas.  W.  Wain- 
wright,  M.D.,  of  Baltimore,  is  a thorough  descrip- 
tion of  several  cases  of  this  illness,  giving  not 
only  etiology,  symptoms,  and  diagnosis,  but  also 
the  treatment  employed. 

The  section  on  Surgery  includes  five  separate 
articles,  one  of  which,  by  Alan  C.  Woods,  M.D., 
of  Baltimore,  concerns  “Tuberlosis  of  the  Eye,” 
and  is  illustrated  by  several  plates  and  the  col- 
ored frontispiece.  An  article  on  the  causes  and 
treatment  of  shock  by  Alfred  Blalock,  M.D.,  of 
Nashville,  presents  valuable  additions  to  this  in- 
teresting subject.  Under  the  heading  of  “Peri- 
pheral Arterial  Diseases,”  Arthur  W.  Allen,  M.D., 
of  Boston,  has  presented  an  inclusive,  helpful  sum- 
mary of  the  subject. 

The  section  devoted  to  Neurology  contains  a 
lecture  by  Frank  R.  Ford,  M.D.,  of  Baltimore,  on 
the  symptom,  tremor.  He  differentiates  the  vari- 
ous types  of  tremor  and  gives  a brief  discussion 
of  each  as  to  its  origin  and  significance.  “Pro- 
gressive (Central)  Muscular  Atrophy,”  by  Hugh 
J.  Morgan,  M.D.,  of  Nashville,  is  a concise  consid- 
eration of  the  disease,  amplified  by  several  illus- 
trative plates. 

The  section  on  Clinical  Pathology  consists  of  a 
clinical  pathologic  conference  on  a case  of  heart 
failure  reported  at  length  by  Louis  Hamman, 
M.D.,  and  Arnold  R.  Rich,  M.D.,  of  Baltimore. 

The  final  section  on  Recent  Progress  in  Medi- 
cine and  Surgery  includes  notes  of  varying  length 
on  the  major  divisions  of  both  medicine  and  sur- 
gery. The  attempt  is  successfully  made  to  bring 
each  major  consideration  briefly  and  concisely  up 
to  date.  The  authors  are  A.  Cantarow,  M.D.,  of 
Philadelphia,  and  Donald  C.  Balfour,  M.D.,  with 
Frederick  R.  Harper,  M.D.,  of  Rochester,  Minnesota. 

In  conclusion,  this  volume  brings  to  the  reader 
accurate,  concise  and  useful  observations  and  dis- 
cussions of  recent  developments  in  many  branches 
of  the  science  of  medicine  and  is  worthy  of  the 
attention  and  time  of  the  practitioner  who  wishes 
to  keep  abreast  of  the  advances  in  medicine. 

A.  M.  WOLFE. 


The  Nature  of  Human  Conflicts  or  Emotion,  Con- 
flict and  Will.  An  objective  study  of  disorgani- 
zation and  control  of  Human  Behaviour,  by  A. 

R.  Luria,  Professor  of  Psychology  at  the  Acad- 
emy of  Communistic  Education;  Research  As- 
sociate, State  Institute  of  Experimental  Psy- 
chology, Moscow.  Translated  from  the  Rus- 
sian and  edited  by  W.  Horsley  Gantt,  Phipps 
Psychiatric  Clinic,  Johns  Hopkins  University ; 
Collaborator  in  Prof.  Pavlov’s  Laboratory,  In- 
stitute of  Experimental  Medicine,  Leningrad, 
1924-29.  With  a foreword  by  Adolf  Meyer,  Pro- 
fessor of  Psychiatry,  Johns  Hopkins  University. 
New  York : Liveright,  Inc.,  Publishers.  431 
pages.  Price  $4.00. 

“The  researches  described  here  are  the  results 
of  the  experimental  psychological  investigations 
carried  on  at  the  State  Institute  of  Experimental 
Psychology,  Moscow,  during  the  period  1923-1930. 
The  chief  problem^  of  the  author  were  an  objec- 
tive and  materialistic  description  of  the  mechan- 
ism lying  at  the  basis  of  the  disorganization  of 
human  behavior  and  an  experimental  approach 
to  the  laws  of  its  regulation.” 

The  author  makes  an  objective  study  of  certain 
types  of  “conflicts.”  The  subjects  of  the  experi- 
ments were  university  students  taking  their  ex- 
aminations, students  appearing  before  a commis- 
sion for  possible  expulsion  in  connection  with 
their  political  leanings,  criminals,  and  suspected 
criminals.  These  subjects  were  selected  because 
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of  the  traumatic  situations  to  which  they  were 
exposed  and  because  of  the  “affect”  to  which  the 
situations  were  expected  to  give  rise.  Other  sub- 
jects were  persons  under  post-hypnotic  sugges- 
tion, neurasthenics,  aphasics,  and  children. 

The  laboratory  investigations  were  practically 
identical  in  all  instances.  In  the  routine  experi- 
ment “there  is  given  a word-stimulus,  to  which 
the  subject  must  answer  by  another  word,  and 
simultaneously  he  presses  with  the  fingers  of  the 
right  hand  the  pneumatic  bulb,  connected  with 
a recording  dr  um.”  Study  is  made  of  the  delay  in 
verbal  and  motor  response  and  of  the  curve  re- 
sulting from  the  hand  movements.  Such  stereo- 
typed material  might  be  expected  to  give  meager 
results,  but  such  is  not  the  case,  and  the  author’s 
data  and  conclusions  are  surprisingly  rich. 

The  book  represents  a significant  contribution 
to  the  objective  study  of  the  mental  sciences.  To 
the  translator,  W.  Horsley  Gantt,  much  credit  is 
due  for  the  excellence  of  this  English  edition. 

C.  S.  BLUEMEL. 


Criteria  for  the  Classification  and  Diagnosis  of 
Heart  Disease.  By  the  Criteria  Committee  of 
the  Heart  Committee  of  the  New  York  Tubercu- 
losis and  Health  Association,  Inc.  Joseph  H. 
Itainton,  M.D.,  Arthur  C.  DeGraff,  M.D.,  Robert 
L.  Levy,  M.D.,  Harold  E.  B.  Pardee,  M.D.,  Chair- 
man. Approved  by  the  American  Heart  Asso- 
ciation Third  Edition.  New  York  Tuberculosis 
and  Health  Association.  New  York.  1932.  131 
pages. 

This  book  is  one  of  the  most  valuable  hand- 
books a practitioner  may  use.  It  gives  the  high 
points  of  diagnosis  of  heart  disease  from  the  an- 
gles of  the  history,  the  physical  examination,  the 
x-ray,  and  the  electrocardiogram. 

It  is  a combination  in  one  cover  of  the  original 
work  covering  the  clinical  side  and  the  two  more 
intricate  booklets  covering  the  x-ray  diagnosis 
and  the  electrocardiographic  diagnosis  of  heart 
disease. 

Many  changes  have  been  made  from  the  first 
edition,  particularly  in  the  way  of  additional  list- 
ings for  the  classification  under  the  headings  of 
“A.  Etiological,”  “B.  Anatomical,”  “C.  Physio- 
logical.” The  “D.  Functional”  classification  re- 
mains unchanged.  The  sections  on  radiologic 
diagnosis  and  interpretation  of  electrocardiograms 
are  very  little  changed,  mostly  in  the  way  of 
terminology. 

The  most  marked  revision  is  in  the  classifica- 
tion of  “Thyroid  Disease”  under  Etiology. 

EDGAR  DURBIN. 


I nternational  Clinics.  A quarterly  of  illustrated 
clinical  features  and  articles.  Yol.  II.  Forty- 
third  series.  Philadelphia : .7.  B.  Lippincott. 

Go.  June,  1933. 

This  volume  of  the  International  Clinics  opens 
with  a discussion  of  a comparatively  new  clini- 
cal entity,  Hyperinsulinism,  in  which  pancreatic 
abnormalities  are  discussed.  More  or  less  ar- 
bitrary figures  are  given  for  the  normal  blood 
sugar  levels  and  lesions  of  the  pancreas,  such  as 
adenoma  and  hyperplasia  of  the  isle  tissue,  de- 
scribed. Recently  the  reviewer  found  a blood 
sugar  of  40  mg.  per  100  c.c.  of  blood  in  a male 
suffering  from  multiple  furuncles.  There  were 
no  symptoms  complained  of  such  as  are  seen  in 
definite  hyperinsulinism  though  the  blood  sugar 
value  was  much  lower  than  the  average  in  the 
cases  reported. 

Vital  capacity  and  residual  air  are  partially 
discussed  in  their  relation  to  Pulmonary  Hyper- 
tension in  a clinic  on  hypertension  of  the  lesser 
circulation.  Based  upon  physiological  criteria,  an 


explanation  is  offered  why  emphysema  and  bron- 
chial asthma  are  not  likely  to  produce  true  pul- 
monary hypertension  with  its  end  result — the  syn- 
drome of  pulmonary  circulatory  failure  (Ayerza’s 
Disease).  Conditions  which  give  rise  to  pulmonary 
hypertension  are  listed  as  mitral  stenosis,  passive 
congestion  of  the  lungs  from  other  causes,  con- 
genital heart  disease,  and  extensive  fibrosis  of 
the  lung  whether  produced  by  pneumoconiosis, 
tuberculosis,  or  non-tuberculous  infections.  The 
possibility  of  prolonged  vasoconstriction  in  the 
lesser  circulation,  as  an  etiological  factor,  is  con- 
sidered as  very  rare  indeed. 

An  article  on  Stenosis  of  the  Coronary  Arteries 
is  without  particular  merit  except  that  it  may  be 
utilized  to  emphasize  one  simple  fact.  Coronary 
sclerosis  after  middle  life  should  be  looked  upon 
as  being,  in  a sense,  physiological,  and  accounts 
for  much  of  the  chronic  myocarditis  common  to 
this  period  of  life. 

A Practical  Consideration  of  the  Pathological 
Physiology  of  the  Circulation  is  comprised  of  es- 
says on  Dyspnea  as  a Symptom  of  Disease,  Cya- 
nosis, and  Edema.  This  constitutes  a symposium 
which  may  be  read  with  profit,  and  particular  at- 
tention is  directed  to  the  summary  dealing  with 
cyanosis.  “Cyanosis  occurring  in  acute  disease 
is  much  to  be  feared  and  should  be  corrected  by 
all  means  in  our  power,  . . . that  if  this  should 
not  be  done  vasomotor  collapse  is  almost  sure 
to  follow.”  The  oxygen  tent  in  pneumonia  with 
drugs,  such  as  caffeine-sodium  benzoate,  to  main- 
tain peripheral  circulation,  will  serve  as  a prac- 
tical demonstration. 

A Discussion  of  Hypertension  incorporates  the 
subjects  of  The  Causes,  Clinical  Manifestations, 
Prognosis,  and  Treatment.  All  but  one  of  these 
is  treated  with  the  restraint  in  keeping  with  our 
lack  of  knowledge  of  the  subject.  Apparently 
it  is  not  universally  accepted  that  the  cause  of 
hypertension,  excluding  that  secondary  to  known 
renal  disease  and  pregnancy,  is  as  yet  unknown, 
and  that  it  is  the  concensus  of  opinion  that  sec- 
ondary vascular  changes,  wherever  located,  are 
the  effect  and  not  the  cause.  The  diversity  of 
opinion  regarding  etiology  indicates  that  much 
more  new  discoveries  are  necessary  to  add  ma- 
terially to  our  present  knowledge.  A reviewer 
should  exercise  restraint  too.  However,  one's 
inability  to  lay  an  egg  does  not  necessarily  ex- 
clude him  from  judging  if  it  be  good  or  bad.  One 
point  seems  to  be  common  to  many  clinicians  of 
experience,  namely,  that  rest  and  sedatives  are 
of  great  importance  in  the  treatment  of  hyper- 
tension, particularly  early,  and  that  many  of 
these  cases  are  of  a type  peculiarly  susceptible 
to  psychic  and  emotional  stimuli,  thereby  empha- 
sizing a vasomotor  factor,  but  whether  this  is 
cause  or  effect  has  not  been  determined. 

There  are  short  discussions  of  Abnormal 
Uterine  Bleeding  and  the  Physiology  of  Menstrua- 
tion, also  a case  report  of  Lymphogranuloma  of 
the  Epidural  Space.  The  reviewer  recalls  a case 
of  compression  of  the  spinal  cord  by  an  extradural 
tumor  which  proved  to  be  Hodgkin's  Disease  ex- 
tending from  the  mediastinum.  An  essay,  Stand- 
ards in  Therapeutics,  is  rather  verbose.  The 
technic  of  the  Roentgen  Diagnosis  of  Interlobar 
Pleurisy  is  well  illustrated  and  discussed.  Two 
cases  of  Subacute  Bacterial  Endocarditis  are  pre- 
sented in  detail  as  a clinical  pathological  con- 
ference. Under  the  heading,  Recent  Progress  in 
Obstetrics  and  Pediatrics,  is  a discussion  of  Heart 
Disease  in  Pregnancy,  and  short  consideration  of 
Epilepsy,  Lead  Poisoning,  Hirschsprung’s  Disease, 
Mortality  of  Meningococcus  Meningitis,  and 
Treatment  of  Influenzal  Meningitis. 

WILFRED  S.  DENNIS. 
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SILAS  WEIR  MITCHELL 

(Continued  from  July  Issue) 

Dr.  Mitchell  always  wrote  the  first  draft 
of  his  manuscripts  by  hand  even  after  he 
had  developed  a slight  tremor.  He  de- 
scribed his  method  of  working  as  follows: 
“I  have  everything  set  in  type  and  study 
the  effects  from  galley  proof.  Then  I in- 
sist upon  a complete  copy,  page  for  page,  of 
the  entire  work,  and  when  I get  that  in  hand 
I begin  to  see  my  mistakes  and  get  a gener- 
al effect  of  the  work.”  He  stated  he  had 
four  or  five  different  copies  of  the  same 
book  printed  several  times  before  it  went 
to  the  Century  Company  for  publication. 

In  recognition  of  his  literary  attainments, 
Weir  Mitchell  was  chosen  president  of  the 
Franklin  Inn  Club,  which  was  composed  of 
literary  men  and  artists  of  which  a limited 
number  were  members.  He  had  the  ac- 
quaintance and  friendship  of  such  men  as 
Charles  Eliot  Norton,  Oliver  Wendell 
Holmes,  and  Owen  Wister. 

Some  of  his  important  novels  worthy  of 
mention  are:  “The  Children’s  Hour,”  1866, 
is  a series  of  stories  written  in  1864  but  not 
published  in  book  form  until  two  years  later. 
These  stories  were  favorites  in  many  nurs- 
eries and  were  written  to  aid  the  Sanitary 
Commission  Fair  in  Philadelphia.  They 
have  gone  through  several  editions.  Some- 
one has  said  there  is  a good  neurological 
clinic  in  every  one  of  Dr.  Mitchell  s novels 


for  they  portray  vivid  description  of  doc- 
tors and  patients. 

“The  Wonderful  Stories  of  Fuz-Buz  the 
Fly  and  Mother  Grabem  the  Spider,”  1867, 
was  published  for  the  purpose  of  aiding  the 
Children  s Hospital. 

“In  War  Time,”  1885,  describes  the  moral 
deterioration  of  character.  It  was  written 
in  Newport,  and  gives  a good  description 
of  Philadelphia's  social  life  during  the  Civil 
War.  This  was  Mitchell’s  first  novel  and 
was  first  published  in  the  Atlantic  Monthly 
in  1884. 

“Roland  Blake,”  1886,  is  a story  dealing 
with  hysteria.  The  heroine  of  this  novel 
was  named  Wynne,  which  happens  to  be 
the  name  of  Hugh  Wynne's  cousin  and  a 
rival  in  the  latter  story.  The  plot  was 
founded  on  the  story  of  a Virginia  woman 
who  was  a spy  in  the  Civil  War  under  the 
guise  of  a man.  "Nature  gives  to  one  man 
curiosity  and  little  means  to  gratify  it.  To 
another  she  gives  desire  to  know  and  the 
organization  which  can  answer  its  demands. 
Then  she  has  made  an  observer  and  a friend 
to  whom,  with  discreet  reluctance,  she  tells 
her  secrets.  Yet  nothing  entirely  explains 
one  human  being  to  another,  or,  indeed,  to 
himself.”  It  contains  good  philosophy 
throughout  the  narrative.  "When  a man 
has  but  one  swan  in  his  goose-pond  it  is 
rather  sad  to  hear  a treacherous  quack, 
quack." 

(To  be  continued) 


308 


Colorado  Medicine 


* 


re  Secretarial  Notes  and  Comment  re 

Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


New  State  Society 
Cancer  Committee 

'T'HE  COLORADO  STATE  MEDICAL  SOCIETY 
has  had  Cancer  Committees  off  and  on  for 
the  past  six  or  eight  years.  These  have  been 
appointed  at  the  request  of  the  American  Society 
for  the  Control  of  Cancer.  Up  to  date  no  partic- 
ular advantage  seems  to  have  been  gained,  prob- 
ably for  the  reason  that  a definite  program  of 
work  has  never  been  adhered  to,  and  for  the  addi- 
tional reason  that  such  undertakings  as  there 
were  are  seen  to  have  been  mapped  out  along 
ineffective  paths. 

Dr.  John  M.  Flude,  Field  Representative  for  the 
American  Society  for  the  Control  of  Cancer  was 
in  Denver  in  the  late  spring  urging  creation  of 
another  Cancer  Committee  by  our  Society,  and  it 
appears  that  the  American  Society  for  the  Con- 
trol of  Cancer  is  now  embarking  upon  a new  line 
of  endeavor,  whose  broad  purpose  is  education  of 
the  profession,  especially  with  regard  to  the  early 
recognition  of  cancer  and  the  proper  methods  of 
treatment  of  cancer  in  its  various  situations  in 
the  body.  As  we  understand  it,  they  wish  to  con- 
tinue also  the  education  of  the  public. 

It  is  their  desire  that  the  Committee  of  this 
Society  be  organized  promptly  and  that  after  it 
shall  have  received  instructions  and  literature 
from  the  American  Society,  it  will  outline  a cam- 
paign plan  during  the  summer  months  which  will 
be  brought  before  the  House  of  Delegates  at  the 
September  meeting  for  approval.  We  see  in  this 
perhaps  an  admission  that  past  plans  of  the 
American  Society  have  been  subject  to  criticism 
by  the  profession  at  large  because  the  initiative 
in  many  cases  arose  with  the  individual  doctors 
and  did  not  have  the  stamp  of  approval  of  the 
State  Society.  The  new  plans  should  be  such 
that  no  personal  aggrandizement  can  be  derived 
by  any  member  of  the  Committee. 

Among  other  things,  it  is  known  that  County 
Societies  will  be  asked  to  have  cancer  programs 
at  their  meetings,  and  perhaps  there  will  be  speak- 
ers provided  by  the  Committee  to  introduce  the 
subject  to  each  County  Society  at  a meeting  some 
time  during  the  year,  preferably  in  the  early  fall. 
It  has  been  asked  also  that  the  Committee  be 


fairly  large,  so  that  it  may  be  representative  of 
a number  of  specialties  and  several  districts  of 
the  state.  The  Committee  as  appointed  will  be 
seen  to  have  a preponderance  of  Denver  men 
which  is  considered  desirable  in  order  that  quorum 
meetings  may  be  had  when  needed. 

Following  is  the  Committee  appointed  by  the 
President  to  act  in  the  interim  between  now  and 
the  annual  meeting,  at  which  time  it  is  hoped 
that  this  Committee  or  a like  one  will  be  con- 
tinued and  its  plans  acted  upon: 

Lyman  W.  Mason,  Chairman,  Denver;  William 
H.  Halley,  Denver;  Philip  Hillkowitz,  Denver;  C. 
W.  Maynard,  Pueblo;  Kenneth  D.  A.  Allen,  Den- 
ver; W.  W.  Wasson,  Denver;  W.  W.  Haggart, 
Denver;  H.  S.  Finney,  Denver;  John  B.  Hartwell, 
Colorado  Springs. 

FRANK  B.  STEPHENSON,  M.D.. 

President. 

* <«  * 

A Few  1933  Dues 
Are  Still  Delinquent 

TN  this  difficult  year  of  1933  the  Board  of  Trus- 
A tees  and  other  officers  of  both  the  State  and 
the  various  county  societies  have  been  lenient 
to  an  extreme  in  the  matter  of  enforcing  payment 
of  annual  dues.  It  has  been  necessary  to  extend 
additional  time  to  many  physicians  who  value 
their  society  membership  and  who  were  seriously 
embarrassed  by  bank  holidays  and  other  financial 
emergencies. 

But  there  are  limits,  even  to  the  powers  vested 
in  the  Trustees  of  the  State  Society.  Reports  to 
show  who  is,  and  who  is  not,  a member  in  good 
standing  on  August  31,  1933  (the  end  of  the  So- 
ciety's fiscal  year),  cannot  be  falsified.  Reports 
as  of  that  date  are  the  reports  to  go  before  the 
House  of  Delegates  at  the  Annual  Session.  Fur- 
ther, the  By-Laws  specifically  bar  from  the  annual 
session  all  members  whose  dues  are  not  paid. 
The  Trustees  have  no  power  to  rule  otherwise. 
And  the  general  program,  the  exhibit  lists,  the 
other  announcements  in  this  issue  of  Colorado 
Medicine  should  prove  that  every  member  will 
want  to  attend  the  Colorado  Springs  meeting. 

This  little  reminder  is  therefore  addressed  to 
those  few  who  still  have  failed  to  pay  their  1933 
county  and  state  dues.  The  Society  needs  you — 
and  you  need  the  Society. 


August,  1933 
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SIXTY-THIRD  ANNUAL  SESSION  OF  THE  COLORADO  STATE  MEDICAL 

SOCIETY 

Colorado  Springs,  September  14,  15,  16,  1933 


(Dffirial  (Hall 

To  the  Officers,  Delegates,  Committeemen 
and  Members  of  the  Colorado  State 
Medical  Society;  Greeting: 

The  Sixty-Third  Annual  Session  of  The 
Colorado  State  Medical  Society  Will  Be 
Held  in  Colorado  Springs,  Colorado,  on 
Thursday,  Friday  and  Saturday,  September 
the  Fourteenth,  Fifteenth  and  Sixteenth, 
Nineteen  Hundred  and  Thirty-Three. 

The  House  of  Delegates  Will  Convene 
at  Nine-Thirty  A.  M.,  Thursday,  September 
the  Fourteenth,  and  Subsequently  as  Or- 
dered. 

The  General  Scientific  Assembly  Will 
Convene  at  Two  P.  M.,  Thursday,  Septem- 
ber the  Fourteenth  and  Subsequently  Ac- 
cording to  the  Program. 

Frank  B.  Stephenson,  M.D., 

President. 

Attest:  Harvf.v  T.  Sethman, 

Executive  Secretary. 

* <« 

GENERAL  PROGRAM 

THURSDAY,  SEPTEMBER  14,  1933 

MORNING 
(City  Auditorium) 

9:30  to  12: 30 — First  Meeting  House  of  Delegates. 

AFTERNOON 
(City  Auditorium) 

Opening  Scientific  Session 

2:00 — Call  to  Order;  installation  of  Gerald  I>. 

Webb,  M.D.,  as  President. 

2:15 — Obstetric  Mortality. — E.  D.  Burkhard,  M.D., 
Pueblo. 

2 :30 — Obstetrics  in  the  Small  General  Hospital. 
— N.  L.  Beebe,  M.D.,  Fort  Collins. 

2:45 — Cervical  Caesarean  Section. — P.  W.  White- 
ley,  M.D.,  Denver. 

Discussion. 

Intermission,  15  minutes. 

3:45 — Fifteen  Years  of  Country  Practice. — W.  B. 
Hardesty,  M.D.,  Berthoud. 

4 :00 — The  Early  Recognition  and  Treatment  of 
Malignancy  of  the  Skin. — G.  P.  Lingen- 
felter,  M.D.,  and  J.  V.  Ambler,  M.D.,  Den- 
ver. 

4:15 — Primary  Carcinoma  of  the  Lung,  Simulat- 
ing Tuberculosis. — I.  D.  Bronfin,  M.D.,  Den- 
ver. 

4 :30 — Carcinoma  of  the  Oesophagus. — C.  O. 

Giese,  M.D.,  Colorado  Springs. 

4 :45 — Sarcoma  of  the  Cervix  Uteri.— E.  W.  Per- 
rott,  M.D.,  Denver. 

Discussion. 

5:3d — Adjourn 


EVENING 
(City  Auditorium) 

7:30 — Second  Meeting  House  of  Delegates. 

7:30 — Clinical  Meeting  Sponsored  by  the  Colo- 
rado Tuberculosis  Association. 

1.  Our  Present  Method  of  Conducting 

Clinics,  Our  Aims  and  Our  Difficulties. 

— C.  O.  Giese,  M.D.,  Colorado  Springs. 

2.  Diagnosis  of  Childhood  Tuberculosis — 1 

A.  The  Tuberculin  Test,  Its  Value  and 
Limitations. — H.  J.  Corper,  M.D., 
Denver. 

B.  The  X-ray  in  the  Diagnosis  of  Child- 
hood Tuberculosis,  with  a presenta- 
tion of  typical  films. — Kenneth  D. 
A.  Allen,  M.D.,  Denver. 

C.  History  Taking  and  Physical  Exam- 
inations.— J.  B.  Crouch,  M.D.,  Colo- 
rado Springs. 

D.  The  Care  and  Treatment  of  Children 
With  Tuberculosis.  — Johanna  Ge- 
lien,  M.D.,  Denver. 


FRIDAY,  SEPTEMBER  15,  1933 

MORNING 
(City  Auditorium) 

9:00 — Therapeutic  Uses  of  Urinary  Proteose. — 
Richard  W.  Whitehead,  M.D.,  Denver. 

9:15 — The  Clinical  Application  of  the  Ketogenic 
Diet. — R.  K.  Dixon,  M.D.,  Denver. 

Discussion. 

9:45 — The  Food  Factor  in  Allergy. — George 
Piness,  M.D.,  Los  Angeles,  Calif. 

Discussion. 

10  :30 — Brain  Abscess. — C.  H.  Darrow,  M.D.,  Den- 
ver. 

10  :45 — Brain  Tumors. — J.  R.  Jaeger,  M.D.,  Denver. 
11:00 — Narcolepsy. — L.  E.  Daniels,  M.D.,  Denver. 
Discussion. 

11:30 — Improved  Surgical  Prognosis  in  Simple 
Glaucoma. — Wm.  H.  Crisp,  M.D.,  Denver. 
Discussion. 

12 :00 — Adjourn. 

12:30 — Official  Luncheons  (Antlers  Hotel) 

AFTERNOON 
(City  Auditorium) 

2 :00 — Presidential  Address. — Gerald  B.  Webb, 
M.D.,  Colorado  Springs. 

2 : 30 — Surgical  Indications  in  Head  Injuries. — J. 
Jay  Keegan,  M.D.,  University  of  Nebraska, 
Omaha ; Guest  of  the  Colorado  Neuro- 
logical Society. 

Discussion. 

3:15 — Cardiac  Syphilis;  A Clinical  Study. — C.  T. 
Burnett,  M.D.,  and  C.  A.  Rymer,  M.D.,  Den- 
ver. 

3:30 — Coronary  Thrombosis;  The  Acute  Indiges- 
tion of  Coronary  Thrombosis  and  the 
Electrocardiograph.  — - Maurice  Katzman, 
M.D.,  Denver. 
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3 : 45 — The  Surgical  Treatment  of  Adhesive  Peri- 
carditis.— John  M.  Foster,  Jr.,  M.D.,  Den- 
ver. 

Discussion. 

4:15 — Avoidance  of  Pulmonary  Complications 
from  Intravenous  Arsenicals. — George  C. 
Shivers,  M.D.,  Colorado  Springs. 

4 :30 — The  X-ray  Determination  of  Small  Intes- 
tine Obstruction  without  Use  of  Opaque 
Media. — K.  D.  A.  Allen,  M.D.,  Denver. 
Discussion. 

5:00 — Adjourn. 

EVENING 
(Broadmoor  Hotel) 

6 :30 — Presidential  Reception. 

7 :00 — Annual  Banquet. — Speaker,  Olin  West, 

M.D.,  Chicago : Secretary  and  General 
Manager,  American  Medical  Association : 
Subject:  Preserving  the  Professional  As- 
pect of  Medical  Practice. 

9 :30 — Dancing. 


SATURDAY,  SEPTEMBER  16,  1933 

MORNING 
(City  Auditorium) 

9:00 — Osteoporosis  of  the  Carpal  Bones. — Duval 
Prey,  M.D.,  Denver. 

9 : 15 — Recurrent  Dislocation  of  the  Shoulder. — J. 
S.  Norman,  M.D.,  Pueblo. 

Discussion. 

9:45 — The  Use  of  Local  Anesthesia  in  Treatment 
of  Fractures,  Together  with  Ambulatory 
After  Care. — Claude  R.  G.  Forrester,  M.D., 
Chicago;  Guest  of  the  Rocky  Mountain 
Orthopedic  Club. 

Discussion. 

10:30 — Anatomical  and  Functional  Damage  to  the 
Adrenal  Glands  in  Visceroptosis,  Especial- 
ly in  Renoptosis. — O.  S.  Fowler,  M.D.,  Den- 
ver. 

Discussion. 

11:00 — Adjourn. 

11:00 — Third  and  Final  Meeting,  House  of  Dele- 
gates. 

AFTERNOON 
(City  Auditorium) 

2:00 — Business  Session: 

a.  Report  of  Committee  on  Necrology. 

b.  Summary  of  the  Proceedings  of  the 

House  of  Delegates. 

c.  Introduction  of  Newly-Elected  Officers. 
2:30 — The  Relationship  of  Pharmacy  to  Medical 

Economics. — Paul  G.  Stodghill,  R.  Ph.,  Den- 
ver; Guest  from  the  Colorado  Pharmacal 
Association. 

3 :00 — Differential  Diagnosis  of  Lesions  of  the 
Colon. — L.  S.  Faust,  M.D.,  Denver. 
Discussion. 

Intermission,  15  minutes. 

3 :45 — Transurethral  Resection  of  Bladder  Neck 
Obstructions. — Budd  C.  Corbus,  M.D.,  Chi- 
cago. 

Discussion. 

4:30 — Tumors  of  the  Thyroid  Gland. — Paul  M. 
Ireland,  M.D.,  Pueblo. 

4 :45 — Problems  of  Unemployment  and  Depres- 
sion.— George  S.  Johnson,  M.D.,  Denver. 

5 :00 — Blood  Pictures  in  Average  Healthy  Infants 
During  the  First  Six  Months. — A.  H.  Wash- 
burn, M.D.,  The  Child  Research  Council, 
University  of  Colorado,  Denver. 

Discussion. 

5 :30 — Final  Adjournment. 


GENERAL  SCIENTIFIC  EXHIBITS 

Since  the  list  of  exhibitors  with  their  respective 
titles  has  not  been  completed  up  to  the  time  of 
going  to  press  with  this  issue  of  Colorado  Medi- 
cine, it  will  not  be  published  until  the  final 
pamphlet  program  for  the  Session  is  issued. 

The  Sub-Committee  on  General  Scientific  Ex- 
hibits wishes  to  announce  that  there  is  space  still 
available  for  several  good  scientific  exhibits.  Ap- 
plications for  exhibit  space  should  be  sent  in 
promptly  not  later  than  August  20.  Such  appli- 
cations may  be  addressed  either  to  a member  of 
the  Committee  or  to  the  Executive  Office  of  the 
Society  in  Denver.  The  Committee  members  and 
their  addresses  are:  C.  E.  Harris,  Chairman, 
Woodmen  ; Maurice  Katzman,  402  Republic  Build- 
ing. Denver;  F.  M.  Heller,  507  North  Main  St., 
Pueblo. 


ROENTGENOLOGICAL  EXHIBITS 


A preliminary  list  of  titles  and  exhibitors  for 
the  Roentgenological  Exhibition  is  here  presented, 
probably  to  be  expanded  slightly  for  the  final 
program.  They  are  presented  in  the  order  of 
their  receipt  by  the  Committee ; 

Childhood  Tuberculosis. — I.  D.  Bronfin,  Denver. 

The  X-Ray  Determination  of  Small  Intestine 
Obstruction  Without  the  Use  of  Opaque  Media.— 
K.  D.  A.  Allen,  Denver. 

A Case  of  Patent  Urachus. — G.  A.  Unfug, 
Pueblo. 

Tumors  of  the  Kidney. — H.  T.  Low,  Pueblo. 

Case  with  Multiple  Anomalies  of  the  Spine. — 
St.  Mary’s  Hospital,  Pueblo. 

Thoracoplasty ; Films  Before  and  After  Opera- 
tion.— L.  R.  Allen.  Colorado  Springs. 

Malignancy  in  the  Lungs:  Primary  and  Metas- 
tatic.— Union  Printers  Home,  Colorado  Springs. 

Cystic  Kidneys. — T.  Leon  Howard  and  John  M. 
Lipscomb,  Denver. ' 

Stricture  of  the  Ureter. — Harry  H.  Wear,  Den- 
ver. 

Ventriculograms  Illustrating  Diseases  of  the 
Brain. — J.  R.  Jaeger,  Denver. 

Cholecystography  by  the  Oral  Method  of  Ad- 
ministration of  Tetiothalein  Sodium. — R.  K.  Dixon 
and  L.  S.  Faust,  Denver. 

Perthes’  Disease  of  the  Hip. — Drs.  Newcomer, 
Newcomer  and  Conyers,  Denver. 

Changes  in  the  Position  and  Function  of  the 
Stomach  and  Duodenum  Resulting  from  Rise  of 
the  Paralyzed  Hemidiaphragm  Following  Left 
Phrenicoexairesis. — H.  Schwatt,  Spivak. 


GOLF 


The  annual  golf  tournament  this  year  will  be 
conducted  on  Thursday,  September  14.  Golfers 
who  are  not  delegates  and  who  are  not  otherwise 
needed  at  the  opening  meeting  of  the  House  of 
Delegates  will  play  during  the  morning.  Those 
concerned  with  the  delegates’  meeting  will  play 
during  the  afternoon.  All  details  of  the  tourna- 
ment are  in  charge  of  the  Committee  on  Arrange- 
ments. and  inquiries  should  be  directed  to  the 
Chairman,  Dr.  John  B.  Crouch,  Ferguson  Building. 
Colorado  Springs. 


August,  1933 


311 


Our  Advertisers  Are 
Saving  YOU  Money! 

EPRODUCED  below  is  a plea  for  support  of 

its  advertisers  that  recently  appeared  in  the 
Kentucky  Medical  Journal.  Eliminate  that  word 
"never”  from  the  clause  “it  has  never  cost  the 
physicians  of  the  State  a penny”  and  it  applies 
verbatim  to  your  own  Journal,  Colorado  Medicine. 
Will  you  read  it,  think  it  over,  and  do  your  best 
to  act  accordingly?  Colorado  Medicine  will 
thank  you,  and  in  the  end  it  will  save  YOU  money. 
Here  it  is : 

“In  the  protracted  fight  for  support  to 
weather  the  storm  of  prolonged  economic  de- 
pression, business  of  every  character  is  forced 
to  check  up  closely  on  disbursements.  Ex- 
penditures for  any  given  purpose  are  likely 
to  be  continued  so  long  as  income  from  that 
particular  source  at  least  equals  outgo.  But, 
when  this  ceases  to  be  the  case,  when  the 
balance  is  in  the  red,  elimination  is  almost 
certain  to  be  the  prompt  result.  And  one  of 
the  first  things  to  be  eliminated  is  most  likely 
to  be  non-paying  advertising. 

“Our  advertisers  have  really  been  paying 
for  the  Journal  since  its  inception.  It  has 
never  cost  the  physicians  of  the  state  a penny, 
although  we  have  never  failed  as  yet  to  pub- 
lish any  article  or  report  submitted,  which 
possessed  any  real  worth.  This  has  been 
made  possible  solely  by  the  volume  of  adver- 
tising secured. 

“During  the  years  of  prosperity  we  did  not 
increase  our  advertising  rates ; so,  in  these 
days  of  adversity,  we  cannot  reduce  them 
without  correspondingly  reducing  space  avail- 
able for  reading  matter. 

“We  are,  therefore,  urging  all  member 
physicians  to  read  the  advertising  pages  of 
the  Journal  and  to  give  their  patronage, 
wherever  and  whenever  practicable,  to  the 
dealers  and  manufacturers  who  have  so  gen- 
erously supported  our  publication.  It  is  only 
through  such  patronage  of  our  advertisers  by 
members  of  the  profession  that  we  can  hope 
to  continue  the  Journal  in  its  present  size  and 
be  so  able  to  take  care  of  all  the  worthwhile 
material  submitted  for  publication.” 


- - — - fefo- 

MEDICAL  SOCIETIES 

+K  - 

BOULDER  COUNTY 

Drs.  J.  R.  Arneill  and  J.  S.  Bouslog  were  guest 
speakers  at  the  regular  monthly  meeting  of  the 
Boulder  County  Medical  Society  held  at  the  Boul- 
derado  Hotel,  Thursday,  June  8.  Dr.  Arneill  pre- 
sented a paper  on  “Some  Present  Day  Digestive 
Problems,”  and  Dr.  Bouslog  read  a paper  on 
“Roentgen-Ray  Studies  of  the  Stomach.”  Both 
papers  were  discussed  by  the  members  of  the 
Society. 

MARGARET  L.  JOHNSON, 

Secretary. 

* * * 

LARIMER  COUNTY 

The  Larimer  County  Medical  Society  held  their 
regular  monthly  meeting  June  7th  at  the  home  of 
Dr.  Roy  L.  Gleason.  Dr.  G.  P.  Lingenfelter  and 


J.  V.  Ambler  were  the  principal  speakers  at  the 
meeting. 

Dr.  Kenneth  D.  A.  Allen  of  Denver  was  guest 
speaker  at  the  regular  meeting  of  the  Larimer 
County  Medical  Society  held  .July  5 at  the  North- 
ern Hotel,  Fort  Collins.  Dr.  Allen  read  an  inter- 
esting paper  on  “Intestinal  Obstruction.” 

DUANE  F.  HARTSHORN, 

Secretary. 

* * * 

NORTHWESTERN  COLORADO 

The  Northwestern  Colorado  Medical  Society 
held  their  regular  meeting  June  29  at  Hayden. 
Drs.  H.  H.  Wear  and  T.  D.  Cunningham  of  Den- 
ver were  the  principal  speakers.  Dr.  Wear  deliv- 
ered a paper  on  “Transurethral  Resection”  and 
T.  D.  Cunningham  talked  on  “Chronic  Arthritis.” 

DUANE  TURNER, 

Secretary. 

* * * 

WELD  COUNTY 

Dr.  Louis  B.  Faust  of  Denver  was  the  guest 
speaker  at  the  regular  monthly  meeting  of  the 
Weld  County  Medical  Society  held  at  Greeley 

Hospital,  June  5,  1933.  Dr.  Faust  gave  an  inter- 
esting and  educational  lecture  on  “Diagnosis  and 
Treatment  of  Colitis”  and  illustrated  his  talk 

with  lantern  slides. 

TRACY  D.  PEPPERS, 

Secretary. 


(Obituary 


Rlaltrr  E.  ffiaga 

Dr.  Walter  Ennis  Hays,  member  of  the  North- 
east Colorado  Medical  Society,  died  July  3,  at 
Mercy  Hospital.  Dr.  Hays  was  born  in  Albany, 
New'  York,  in  1879.  He  attended  school  in  Albany 
and  later  completed  a course  at  the  Union  Col- 
lege at  Schenectady.  His  medical  degree  was 
obtained  at  the  Albany  Medical  College  in  1905. 
Dr.  Hays  practiced  medicine  in  New  York  City 
from  his  graduation  in  1905  until  he  moved  to 
Colorado  in  1917.  He  was  physician  at  the  Minne- 
qua  Hospital  and  camps  until  1921,  when  he 
located  at  Sterling  and  practiced  there  until  the 
time  of  his  death. 

Dr.  Hays  was  a member  of  the  Northeast  Colo- 
rado Medical  Society  and  the  Colorado  State 
Medical  Society,  and  a Fellow'  of  the  American 
Medical  Association. 

Dr.  Hays  is  survived  by  his  widow,  Mrs.  Mary 
Lansing  Hays,  two  sons,  Donald  and  Alan,  and 
two  brothers,  Cornelius  Hays  of  New  York  City 
and  Leland  Hays  of  Los  Angeles. 


WOMAN’S  AUXILIARY 

EL  PASO 

Interesting  and  varied  entertainment  will  be 
provided  for  all  women  and  members  of  physi- 
cians’ families  who  attend  the  Colorado  Springs 
session,  both  through  the  Women's  Auxiliary  of 
the  State  Society  and  the  entertainment  plans  of 
the  El  Paso  County  Medical  Society.  Full  details 
of  the  program  will  appear  in  the  Year  Book.  The 
dates  of  the  meetings  are  September  14,  15  and  16. 

LOUISE  M.  LIDDLE, 
Corresponding  Secretary. 
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COLORADO  TWICE  HONORED  BY  NATIONAL 
AUXILIARY 

At  the  national  convention  in  Milwaukee,  in 
June,  Mi'S.  T.  Mitchell  Burns  of  Denver  was 
elected  recording  secretary.  This  is  a great  honor 
conferred  upon  Mrs.  Burns,  and  she  is  most  de- 
serving. She  was  one  of  the  organizers  of  the 
auxiliary  here  and  throughout  has  proved  her 
outstanding  ability  in  the  many  offices  she  has 
held — including  state  corresponding  secretary 
(1826-1927),  state  president  (1931-1932),  and  pres- 
ident of  Denver  County  Auxiliary  (1928-1929).  At 
present  she  is  deeply  interested  in  the  Physician’s 
Loan  Fund,  having  been  instrumental  in  instigat- 
ing it  and  drawing  up  the  plans  for  it,  which  plans 
will  be  presented  to  the  Beard  of  Trustees  at  their 
next  meeting.  No  better  representative  for  a 
national  office  could  be  chosen  than  Mrs.  Burns. 

Mrs.  John  W.  McCaw  was  the  second  to  receive 
an  honor,  having  been  appointed  chairman  of  the 
revisions  committee  and  of  the  “Jane  Todd  Craw- 
ford Memorial”  committee.  This  is  the  second 
national  office  Mrs.  McCaw  has  held,  as  last  year 
she  was  National  Parliamentarian.  She  was  also 
parliamentarian  for  Colorado  during  Mrs.  Gengen- 
bach’s  presidency  and  is  at  present  president- 
elect of  Denver  County  Auxiliary. 


Following  is  an  account  of  the  National  Con- 
vention sent  in  by  Mrs.  T.  Mitchell  Burns: 

“The  Milwaukee  convention  was  generally  voted 
a splendid  success.  There  were  843  ladies  reg- 
istered. There  was  a representative  from  Hawaii, 
one  from  Europe,  and  one  from  Canada.  There 
were  six  from  Colorado : Mrs.  John  McCaw,  Mrs. 
Claude  Cooper,  Mrs.  Harry  J.  Corper,  Mrs.  C.  H. 
Darrow,  all  from  Denver,  and  Mrs.  C.  A.  Ringle 
from  Greeley. 

‘The  hospitality  of  the  city  of  Milwaukee  and  its 
doctors  and  their  families  could  not  be  excelled. 
We  were  lunched  and  dined  at  the  beautiful  clubs  ; 
drives  were  planned  for  the  afternoons  over  miles 
of  wonderful  country. 

“The  luncheon  for  the  Past.  Presidents  was 
specially  interesting  with  talks  by  many  of  them. 
Thirty-five  auxiliaries  sent  delegates  and  reports. 
New  York  State  reports  one  county  organized  and 
several  others  interested.  The  Memorial  Service 
for  Mrs.  Walter  Jackson  Freeman  was  very  im- 
pressive, the  entire  assembly  of  women  feeling 
a great  loss  at  her  passing. 

“Mrs.  James  B.  Percy  in  the  difficult  roll  of 
succeeding  Mrs.  Freeman,  and  splendidly  endeav- 
oring to  carry  on  the  work  she  had  planned,  gave 
an  excellent  report.  The  address  of  Mrs.  James 
Blake,  the  incoming  president,  was  to  the  point 
and  very  inspiring.  She  stresses  united  action — 
team  work,  not  money.  She  considers  the  year’s 
work  a picture  which  she  is  painting,  and  she 
asks  each  one  of  the  members  of  the  auxiliary  to 
take  a brush  and  help  in  a great  or  small  way  the 
success  of  the  picture.” 


NATIONAL  PRESIDENT’S  REPORT 

It  is  a great  privilege  to  live  in  this  momentous 
period  of  our  world's  history.  Nations,  states,  and 
individuals  discard  old  customs,  laws,  and  con- 
ventions. Even  the  sacred  ethics  of  the  medical 
profession  are  being  questioned  by  a skeptical 
world.  On  the  heels  of  an  era  of  unprecedented 
prosperity  and  unbridled  speculation  comes  a pe- 
riod of  depression,  from  which  we  have  not  as  yet 
emerged.  No  individual  escapes;  no  group  or  or- 
ganization is  immune.  Only  the  strongest  and 
most  prudent  survive.  Those  things  which  are 
noble  and  good,  like  royal  metal,  should  pass  un- 


scathed through  the  revolutionary  fire.  Each  one 
of  us  can  contribute  her  share  toward  that  end 
by  steadfast  adherence  to  her  ideals,  even  though 
this  does  not  seem  to  be  an  era  of  rapidly  chang- 
ing ideas  and  ideals.  It  is  good  for  us  to  come 
together  for  these  annual  meetings  and  discuss 
our  problems.  Every  one  of  them  is  of  interest 
and  importance  to  the  members  of  our  auxiliary. 
It  is  well  for  us  to  consider  them  carefully,  decide 
for  ourselves  what  is  the  right  and  honest  course 
to  pursue.  The  weight  of  our  united  opinion  is 
powerful,  and  I have  the  conviction  that,  standing 
together,  deciding  our  problems  very  honestly, 
fairly,  and  unselfishly,  we  can  find  a solution  for 
all  our  auxiliary  questions. 

In  cur  democratic  plan  of  medical  and  auxiliary 
organization,  the  county  medical  society  is  the 
basic  unit.  It  is  the  only  door  through  which 
admission  may  be  secured  to  the  State  and  Ameri- 
can Medical  Association  Auxiliary.  It  is  the  sole 
judge  of  the  applicant's  membership  qualifica- 
tions. It  is  the  local  representative  of  the  State 
and  National  organizations.  It  is  the  most  im- 
portant unit  and  therefore  has  certain  very  defi- 
nite and  grave  responsibilities. 

When  the  County  Society  Auxiliary  fails,  the 
State  and  National  groups  fail.  The  State  Auxil- 
iary is  strong,  active,  and  achieving  only  when 
its  component  County  Auxiliary  units  seriously 
assume  and  discharge  their  responsibilities.  The 
parent  organizations  are  dependent  upon  their 
basic  units.  Too  often,  I believe,  is  this  funda- 
mental fact  overlooked  or  ignored  by  the  mem- 
bers and  officers  of  both  State  and  County  Auxil- 
iaries. 

I am  a firm  believer  in  State's  Rights.  I am 
going  to  stress  the  Educational  Program,  the  Pub- 
lic Relations  Program,  the  advance  of  Hygeia  for 
each  individual  state,  and  a system  of  press  and 
publicity  work  among  members  of  neighboring 
State  Auxiliaries. 

I believe-  every  state  and  county  president 
should  make  a systematic  search  for  wasted  effort 
in  her  county  organization,  should  try  to  fill  gaps, 
eliminate  all  overlapping  in  program  or  work.  It 
may  be  regarded  as  axiomatic  that  wherever  mass 
activity  or  interest  is  concerned,  a group  must 
either  lead  or  be  led.  The  lead  in  all  things  with 
which  medicine  has  close  contact,  and  in  which 
medical  science  or  practice  plays  the  vital  role, 
should  be  taken  by  medical  organizations  and 
their  lay  representatives,  the  auxiliary. 

Our  imperative  need  today  is  an  undistorted 
sense  of  values,  constructive  thought,  logical  rea- 
soning. and  sound  judgment,  combined  with  com- 
mon sense  and  team  work.  We  as  doctors'  wives 
know  that  to  no  one  is  life  level  all  the  way — there 
are  depths  to  go  through  and  heights  to  climb, 
and  we  need  courage  and  inspiration. 

If  as  Shakespeare  has  remarked,  “All  the  world's 
a stage  and  all  the  men  and  women  merely  play- 
ers" thereon  in  a drama  of  mixed  tragedy  and 
comedy,  let  us  resolve  to  “act  well  our  part,  for 
there  all  honor  lies.”  And  as  the  curtain  rolls 
down  on  our  very  pleasant,  happy,  and  profitable 
Milwaukee  meeting,  let  us  each  remember  our 
own  state,  our  county — every  state  and  every 
county  in  this  great  country  of  ours  is  our  stage. 
You,  all  auxiliary  members,  and  I are  the  players. 
The  curtain  is  slowly  rolling  and  unfolding  a 
new  year.  As  your  stage  manager  you  will  always 
find  me  ready  to  prompt  your  work,  shift  the 
scenery,  start  the  orchestra,  or  any  other  thing 
I can  possibly  do  to  help  make  this  year  one  con- 
tinuous success  for  all  of  us. 

MRS.  JAMES  BLAKE. 

National  President. 
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Colorado  State  Medical  Society 

Officers,  1932-1933 

President:  Frank  B.  Stephenson,  Denver. 

President-elect:  Gerald  B.  Webb,  Colorado  Springs. 

Vice  Presidents:  First,  Walter  W.  King,  Denver;  Sec- 
ond, Lawrence  L.  Hick,  Delta;  Third,  B.  Franklin 
Blotz,  Rocky  Ford;  Fourth,  William  P.  Gasser,  Love- 
land. 

Constitutional  Secretary:  Lorenz  W.  Frank,  Denver. 

Treasurer:  Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  S37  Republic 
Building,  Denver.  Telephone  KEystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
Crum  Epler,  Pueblo;  Alternate,  J.  N.  Hall,  Denver; 
Junior,  John  W.  Amesse,  Denver;  Alternate,  A.  J. 
Markley,  Denver. 

Councillors:  Term  Expires 

District  No.  1 Ella  A.  Mead,  Greeley 193S 

District  No.  2 G.  P.  Lingenfelter,  Denver 1934 

District  No.  3 George  D.  Andrews,  Walsenburg 

(Chairman)  1933 

District  No.  4 W.  W.  Crook,  Glenwood  Springs  1936 
District  No.  S A.  L.  Burnett,  Durango  . 1937 


Standing  Committees,  1932-1933 

Credentials:  Lorenz  W.  Frank,  Denver,  Chairman;  W. 

A.  Campbell,  Colorado  Springs;  Harold  T.  Low, 
Pueblo. 

Scientific  Work:  G.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  James  J.  Waring, 
Denver. 

Scientific  Work:  B.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  J.  J.  Waring,  Den- 
ver. 

Sub-committee  on  General  Scientific  Exhibits:  C.  E. 
Harris,  Woodmen,  Chairman;  F.  M.  Heller,  Pueblo; 
Maurice  Katzman,  Denver. 

Sub-committee  on  Roentgenological  Exhibits:  W.  F. 
Drea,  Colorado  Springs,  Chairman;  K.  D.  A.  Allen, 
Denver;  L.  G Crosby,  Denver. 

Arrangements:  John  B.  Crouch,  Colorado  Springs, 
Chairman;  T.  R.  Knowles,  Colorado  Springs;  John 

B.  Hartwell,  Colorado  Springs. 

Public  Policy : % Walter  W.  King,  Denver,  Chairman; 
H.  R.  McKeen,  Denver,  Vice  Chairman;  Edward 
Delehanty,  Denver;  Gerrit  Heusinkveld,  Denver;  A. 
L.  Beaghler,  Denver;  W.  W.  Harmer,  Greeley;  O. 
D.  Groshart,  La  Junta;  L.  L.  Ward,  Pueblo;  A.  C. 
Holland,  Colorado  Springs;  F.  B.  Stephenson,  Denver, 
ex-officio;  L.  W.  Frank,  Denver,  ex-officio;  Mr.  H. 
T.  Sethman,  Denver,  ex-officio. 

Publication:  C.  F.  Kemper,  Denver,  Chairman;  C.  S. 

Bluemel,  Denver ; William  H.  Crisp,  Denver. 

Medical  Defense:  W.  W.  Wasson,  Denver,  Chairman; 

C.  F.  Hegner,  Denver;  T.  D.  Cunningham,  Denver. 
Medical  Education  and  Hospitals:  C.  N.  Meader,  Den- 
ver, Chairman;  K.  D.  A.  Allen,  Denver;  H.  A.  Black, 
Pueblo. 

Library  and  Medical  Literature:  E.  D.  Downing, 
Woodmen,  Chairman;  Carbon  Gillaspie,  Boulder;  F. 
W.  Kenney,  Denver. 

Co-operation  With  Allied  Professions:  Harry  S.  Finney, 
Denver,  Chairman;  George  R.  Warner,  Denver; 
John  Andrew,  Longmont. 

Medical  Economics:  C.  E.  Cooper,  Denver,  Chairman; 

C.  F.  Kemper,  Denver;  Philip  Hillkowitz,  Denver. 
Necrology:  G.  M.  Blickensderfer,  Denver,  Chairman; 
John  F.  McConnell,  Colorado  Springs;  Lee  Bast, 
Delta. 


Special  Committees,  1932-1933 

Postgraduate  Clinics:  Maurice  H.  Rees,  Denver,  Chair- 
man; O.  M.  Gilbert,  Boulder;  C.  E.  Harris,  Wood- 
men; Nolie  Mumey,  Denver;  G.  E.  Cheley,  Denver. 
Workmen’s  Compensation  Affairs:  A.  S.  Cecchini,  Den- 
ver, Chairman;  L.  G.  Crosby,  Denver;  W.  R.  Wag- 
gener,  Denver;  J.  D.  Carey,  Fort  Collins;  Lanning 
E.  Likes,  Lamar;  D.  H.  O'Rourke,  Denver;  John 
Andrew,  Longmont. 

Veterans’  Legislation:  J.  W.  Amesse,  Denver,  Chair- 
man; E.  B.  Liddle,  Colorado  Springs;  Crum  Epler, 
Pueblo;  L.  H.  Winemiller,  Denver;  Louis  V.  Sams, 
Denver. 

Advisory  to  the  School  of  Medicine:  John  S.  Bouslog, 
Denver,  Chairman;  N.  A.  Madler,  Greeley;  C.  O. 
Giese,  Colorado  Springs;  C.  E.  Sidwell,  Longmont; 
T.  D.  Cunningham,  Denver. 

State  Registration  Fee:  R.  W.  Arndt,  Denver,  Chair- 
man; Frank  E.  Rogers,  Denver;  T.  E.  Beyer,  Denver. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  County — Last  Monday  of  each  month; 
secretary.  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  Countv — First  Tuesday  of  each  month;  sec- 
retary, C.  Rex  Fuller,  Salida. 

Crowlev  County — Second  Wednesday  of  each  month; 
secretary,  J.  A.  Hipp,  Olney  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month ; secretary,  O.  S.  Philpott,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month; 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month ; 
secretary,  R.  B.  Porter,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month; 
secretary,  G.  M.  Noonan,  Walsenburg,  Colo. 

Kit  Carson  County— Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  W. 
L.  McBride,  Seibert. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month; 
secretary,  Duane  Hartshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary.  C.  O.  McClure,  Trinidad. 

Mesa  County — Third  Tuesday  of  each  month;  secre- 
tary, H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month; 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward.  Fort  Morgan. 

Northeast  Colorado — Second  Thursday  in  each 
month;  secretary,  E.  P Hummel,  Sterling. 

Northwestern  Colorado — Second  Thursday  of  each 
month;  secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County — Second  Thursday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesdav  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  secretary,  J.  L.  Rosenbloom,  Pueblo. 

San  Juan — Second  Saturday,  January  and  altemat' 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month;  secretar 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  seen 
tary,  Tracy  D.  Peppers,  Greeiey,  Colo. 


WYOMING  SECTION 


President,  F.  L.  Beck,  Cheyenne  Vice  President,  J.  L.  Wicks,  Evanston 

President-elect,  H.  L.  Harvey,  Casper 

Secretary,  Earl  Whedon,  Sheridan  Treasurer,  Evald  Olson,  Meeteetse 

Delegate  to  A.  M.  A.:  G.  P.  Johnston,  Cheyenne;  Alternates:  E.  L.  Jewell,  Shoshoni;  G.  L.  Strader,  Cheyenne 
Councillors:  G.  P.  Johnston,  Cheyenne  J.  H.  Goodnough,  Rock  Springs  F.  C.  Shafer,  Douglas 

Medical  Defense  Committee:  Earl  Whedon,  Sheridan  R.  H.  Sanders,  Rock  Springs  E.  L.  Jewell,  Shoshoni 


EDITOR: 

EARL  WHEDON,  M.D.,  Sheridan,  Wyoming 
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She  Gave  Birth 
to  a Mosquito 

/^\N  July  26,  1933,  Mrs.  B.,  aged  39,  came 
into  my  office  complaining  that  she  had 
a growth  on  the  edge  of  the  upper  lid  of 
the  right  eye  which  interfered  with  her  vi- 
sion. Examination  revealed  a small  dark 
growth  on  the  edge  of  the  upper  right  lid 
about  the  center  of  the  lid  margin.  Never 
before  had  we  seen  a similar  growth.  It 
was  about  the  size  of  a grain  of  wheat  and 
was  covered  by  a layer  of  thin  skin. 

The  next  day  on  opening  the  covering 
there  appeared  a watery  white  secretion  ac- 
companied by  a small  dark  object.  There 
was  no  blood  in  the  discharge.  A little  tri- 
chloracetic acid  was  applied  to  the  walls 
of  the  cavity  and  no  dressing  used. 

On  examining  the  black  object  which  was 
removed,  it  appeared  to  be  a small  mosquito, 
with  partly  developed  wings.  The  head, 
legs,  and  proboscis  under  a magnifying  glass 
were  plain.  The  insect  was  sent  to  the 
Public  Health  Service  at  Washington,  D. 
C.,  and  classified  by  the  Division  of  Zool- 
ogy as  "a  dipterous  insect."  “A  more  defi- 
nite determination  could  not  be  made  be- 
cause the  specimen  was  badly  crushed. 
The  word  dipterous  means  two-winged;  all 
who  saw  the  insect  before  it  was  sent  away 
agreed  it  was  a small  mosquito. 

Doubtless  a mosquito  egg  was  deposited 
on  the  edge  of  the  eyelid  in  one  of  the  hair 
follicles  or  meibomian  glands  and  being  sup- 
plied with  moisture  and  heat  developed  un- 
der the  skin.  The  lady  in  question  had  not 
been  out  of  Wyoming  and  lived  near  the 
Little  Goose  Creek  where  mosquitoes  are 
abundant.  E.  W. 


REGULATIONS  PASSED  BY  STATE  BOARD  OF 
HEALTH  GOVERNING  THE  CONDUCT  OF 
TOURIST  CAMP  GROUNDS 


With  the  rapid  improvement  of  highways  with- 
in the  state  of  Wyoming  and  throughout  the  na- 
tion, the  volume  of  tourist  travel  by  automobile 
has  increased  tremendously  in  the  past  few  years. 
The  many  scenic  attractions  of  Wyoming  not  only 
draw  tourists  from  other  parts  of  the  Union,  but 
also  stimulate  an  interest  in  travel  among  our 
own  citizens.  The  establishment  of  tourist  camp 
grounds  and  camp  sites  in  many  communities  of 
the  state  has  been  a great  factor  in  bringing 
business  to  these  communities  and  has  to  a large 
extent  dene  away  with  promiscuous  camping 
along  the  highways. 

This  interstate  and  intrastate  travel  is  highly 
desirable  and  very  important  in  the  development 
of  the  state  and  the  nation.  It  brings  with  it, 
however,  added  responsibilities  to  the  communi- 
ties involved  and  to  the  state  administration. 
Rules  and  Regulations  Governing  Sanitation  of 

Tourist  Camps  and  Camp  Sites 

Adopted  by  the  State  Hoard  of  Health 

Rule  1 

APPLICATION 

The  following  regulations  shall  apply  to  any 
city,  county,  city  and  county,  village,  community, 
institution,  person,  firm  or  corporation  operating, 
maintaining  or  offering  for  public  use  within  the 
State  of  Wyoming  any  tract  of  land  regularly 
established  for  camping  or  having  tents  or  cabins 
for  use  either  free  of  charge  or  by  payment  of 
a fee. 

Rule  2 
LOCATION 

These  camps  shall  be  located  upon  dry,  well 
drained  ground  and  any  sink  holes  or  pools  of 
water  shall  be  drained  and  filled  when  the 
grounds  are  first  established  and  shall  be  kept 
drained  during  the  period  of  use. 

Rule  3 

WATER  SUPPLY 

(a)  A water  supply  approved  by  the  State 
Board  of  Health  shall  be  provided  and  shall  be 
of  ample  quantity. 

(b)  Such  water  supply  shall  be  easily  obtain- 
able from  its  source  or  from  faucets  on  a pipe 
distribution  system.  Any  other  water  supply 
which  may  be  available  but  which  is  not  of  good 
sanitary  quality,  shall  be  eliminated,  purified  or 
so  posted  as  to  warn  the  people  that  it  is  not  to 
be  used  for  domestic  use. 
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Rule  4 

SEWAGE  AND  GARBAGE  DISPOSAL 

(a)  Fly-tight  privies  or  water-flush  toilets  shall 
be  provided  and  shall  be  maintained  in  a clean 
and  sanitary  condition. 

(b)  Separate  toilets  shall  be  provided  for  men 
and  women,  one  for  each  fifty  (50)  persons  or 
fraction  thereof. 

(c)  These  toilets  shall  be  established  within 
reasonable  distances  of  all  parts  of  the  grounds 
and  plainly  indicated  by  signs. 

(d)  Supervision  and  equipment  sufficient  to 
prevent  littering  of  the  grounds  with  rubbish, 
garbage  or  other  refuse  shall  be  provided. 

(e)  Earth  pit  privies  shall  not  be  located  less 
than  100  feet  from  any  mountain  stream,  lake  or 
dry  gulch,  200  feet  from  any  well,  or  300  feet 
from  any  spring.  Water-tight,  concrete  vault 
privies  shall  not  be  located  less  than  15  feet  from 
any  such  watercourse.  There  should  be  no  pos- 
sibility of  surface  run-off  entering  privy  vaults. 
Removable  pail  type  privies  should  not  be  located 
in  the  mountains,  since,  through  careless  empty- 
ing of  the  pails,  contamination  of  streams  and 
other  watercourses  would  be  likely  to  result.  No 
privy  should  be  located  less  than  50  feet  from  a 
residence,  and  this  distance  should  be  more  if 
possible  to  guard  against  the  infection  of  food 
by  flies. 

(f)  Some  efficient  sterilizing  compound  should 
be  placed  in  privy  vaults  and  pails  at  regular 
and  frequent  intervals,  such  as  chloride  of  lime, 
unslaked  lime,  cresol,  etc.  In  the  case  of  pail 
type  privies,  the  pail  contents  should  be  treated 
with  some  such  sterilizing  compound  before  emp- 
tying, and  the  contents  should  be  buried  under  a 
foot  of  earth  at  the  distances  from  watercourses 
specified  herein  for  earth  pit  privies.  When  the 
contents  of  concrete  vault  or  earth  pit  privies 
are  removed,  they  should  be  similarly  treated  and 
buried,  and  under  no  conditions  deposited  in  a 
watercourse  or  on  the  surface  of  the  ground. 

(g)  Fly-tight  depositories  for  such  materials 
shall  be  provided  and  located  within  a reason- 
able and  easily  accessible  distance  from  all  parts 
of  the  grounds.  Location  of  these  depositories 
shall  be  marked  by  conspicuous  signs. 

(h)  These  depositories  shall  not  be  permitted 
to  become  foul-smelling,  unsightly,  or  breeding 
places  for  flies. 

(i)  The  method  of  final  sewage  and  refuse 
disposal  utilized  in  connection  with  the  operation 
of  such  grounds  shall  be  such  as  to  prevent 
the  creation  of  a nuisance. 

(j)  If  water  under  pressure  is  available,  flush 
toilets  must  be  installed  and  connected  either  to 
the  general  sewage  system  or  to  a septic  tank 
or  cess  pool. 

(k)  No  sewage  disposal  system  shall  be  so  lo- 
cated as  to  endanger  the  purity  of  any  water 
supply  used  for  culinary  or  drinking  purposes. 
The  use  of  abandoned  wells  for  cess  pools  is 
expressly  prohibited. 

Rule  5 
HOUSES 

(a)  Any  cooking  or  shelter  house  for  common 
use  which  may  be  maintained  on  the  grounds 
shall  be  kept  in  a clean  and  sanitary  condition 
at  all  times. 

(b)  Private  cabins  shall  be  constructed  in  such 
a manner  as  to  be  easily  cleaned  and  kept  in 
good  sanitary  condition. 

(c)  Water  and  other  refuse  shall  be  disposed 
of  in  such  a manner  as  not  to  create  a nuisance 
or  contaminate  the  drinking  water  supply. 


(d)  Cabins,  tents  and  other  structures  shall  be 
thoroughly  cleaned  after  occupation. 

(e)  If  mattresses  are  provided,  washable  cover 
slips  shall  be  used  and  kept  in  a clean  and  sani- 
tary condition. 

Rule  6 

CARETAKER 

At  least  one  caretaker  shall  be  employed  by 
the  management  to  visit  licensed  grounds  regu- 
larly during  the  season  or  period  of  use,  and  such 
caretaker  shall  do  whatever  is  necessary  to  keep 
said  grounds  and  equipment  in  a clean  and  sani- 
tary condition. 

Rule  7 

RESPONSIBILITY 

(a)  The  management  of  every  regularly  estab- 
lished tourist  camping  ground  shall  assume  full 
responsibility  for  maintaining  in  good  repair  and 
condition  all  sanitary  appliances  on  said  grounds, 
and  shall  promptly  bring  such  action  as  is  neces- 
sary to  prosecute  or  eject  from  said  grounds  any 
person  or  persons  who  wilfully  or  maliciously 
damage  such  appliances,  or  any  person  or  persons 
who  fail  to  comply  with  these  regulations. 

(b)  Each  and  every  owner  or  lessee  or  man- 
agement of  any  grounds  established  as  above 
stated  shall  be  held  responsible  for  full  com- 
pliance with  these  regulations. 

(c)  Failure  on  the  part  of  the  management  to 
comply  with  the  foregoing  regulations  shall  be 
deemed  sufficient  cause  for  revoking  license  or 
declaring  premises  a public  nuisance  under  the 
provisions  of  the  law. 

(d)  These  regulations  shall  be  kept  posted  by 
the  management  in  conspicuous  places  on  every 
regularly  established  tourist  camping  ground. 

The  object  of  these  regulations  is  to  protect  the 
health  of  visitors  to  Wyoming.  Cooperation  be- 
tween the  management  of  camps  and  tourists  in 
observing  and  complying  with  the  provisions  of 
these  regulations,  will  add  to  the  pleasure  of 
travel. 

OTHER  CONVENIENCES 

We  feel  the  following  are  desirable  comforts 
and  not  luxuries  that  every  community  should 
endeavor  to  offer  to  the  traveling  public: 

SHOWER  BATHS:  Bath  houses  with  concrete 
floors,  containing  shower  baths  are  greatly  appre- 
ciated by  the  dusty  tourist  and  add  to  the  at- 
tractiveness of  the  camp.  Hot  water  is  not  neces- 
sary. 

LAUNDRY  FACILITIES:  Many  camps  provide 
laundry  tubs  and  hot  water.  This  may  be  con- 
sidered a luxury,  but  by  providing  in  an  isolated 
spot,  a wash  bench,  tap  and  pump  with  drain  for 
the  wash  water,  promiscuous  washing  and  befoul- 
ing the  grounds  with  soapy  water  will  be  pre- 
vented. 

COOKING  FACILITIES:  Many  camps  provide 
a screened  cook  house  with  gas  or  electric  plates 
operated  on  the  nickel  in  the  slot  plan.  A large 
number  of  campers  have  their  own  gasoline 
stoves,  but  the  promiscuous  use  of  wood  fires 
throughout  the  camp  grounds  should  be  discour- 
aged. This  can  be  accomplished  by  providing  a 
sufficient  number  of  fire  places  throughout  the 
camp.  Iron  rods  set  in  concrete  or  stone  side 
walls  12  inches  high  and  24  inches  long,  provided 
wilh  heavy  sheet  metal  covers  make  ideal  fire 
places  for  cooking.  Fire  wood  may  be  hauled  in 
daily  by  the  scavenger  wagon. 

TABLES  AND  BENCHES:  Rough  tables  and 
benches  might  be  considered  luxuries,  but  are 
greatly  appreciated  by  campers,  especially  if 
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housed  in  a screened  house  which  can  also  serve 
as  a rest  room.  Constructed  in  connection  with 
the  registration  and  information  booth  and  the 
comfort  station,  this  does  not  add  materially  to 
the  expense. 


The  purpose  of  these  rules  and  regulations  is 
to  protect  the  health  and  comfort  of  the  travel- 
ing public  as  well  as  that  of  the  communities 
through  which  the  tourists  pass.  The  great  need 
for  this  is  not  generally  appreciated  by  those 
officials  charged  with  the  welfare  of  the  com- 
munity. 

When  a case  of  communicable  disease  breaks 
out  in  your  community  the  physician  and  the 
health  officer  immediately  see  that  all  necessary 
sanitary  precautions  are  taken  to  prevent  the 
spread  of  the  disease  and  at  least  the  neighbor- 
ing families  know  of  its  existence  and  thus  can 
protect  themselves.  In  the  case  of  the  tourist, 
however,  through  lack  of  proper  sanitary  facili- 
ties, he  may,  in  the  early  stages  of  the  disease, 
infect  several  communities,  or  as  a convalescent 
or  a carrier,  he  may  spread  a disease  even  more 
widely. 

As  a guest  of  the  community,  the  tourist,  in 
turn,  should  have  his  health  protected  by  being 
furnished  a suitable,  healthful  camp  site,  pure 
water,  and  the  essential  sanitary  facilities.  The 
Tourist  Camp  Ground  may  be  an  asset  or  a lia- 
bility to  a community.  Aside  from  the  question 
of  health,  civic  pride  and  a sense  of  common 
decency  should  stimulate  a community  to  estab- 
lish a camp  ground,  such  that  the  tourist  will 
look  forward  to  stopping  there  on  his  return 
and  will  pass  the  word  of  commendation  on  to 
fellow  tourists. 


THE  SOCIETY  OF  PLASTIC  AND 
RECONSTRUCTIVE  SURGERY 


The  following  resolution  condemning  sensa- 
tional presentations  of  plastic  surgery  by  irre- 
sponsible and  non-representative  individuals  and 
groups  was  adopted  by  the  Society  of  Plastic  and 
Reconstructive  Surgery  at  its  stated  meeting  at 
the  N.  Y.  Academy  of  Medicine  on  May  26: 

“Whereas,  Sensational  stories  frequently  ap- 
pear in  lay  publications  concerning  the  cosmetic 
repair  of  the  face  and  body  with  special  reference 
to  the  correction  of  nasal  malformations  and  the 
eradication  of  the  stigma  of  age ; and 

“Whereas,  These  stories  convey  the  erroneous 
impression  that  plastic  surgery  is  purely  for  cos- 
metic purposes  and  involves  procedures  that  may 
safely  be  performed  by  lay  cosmeticians  in  an 
environment  that  does  not  provide  the  strict 
asepsis  and  other  safeguards  of  a hospital  oper- 
ating room;  and 

“Whereas,  These  stories  are  designed  to  appeal 
to,  and  promote  the  exploitation  of,  unstable  and 
often  psychopathic  individuals  who  have  no  gen- 
uine deformity  but  are  overly  sensitive  to  neg- 
ligible imperfections  and  the  changes  wrought 
by  age;  therefore,  be  it 

“Resolved,  That  the  Society  of  Plastic  and  Re- 
constructive Surgery  take  steps  to  inform  the 
public 

“(1)  That  plastic  surgery  is  a regular  surgi- 
cal specialty,  embracing  the  reconstruction  of  de- 
fects and  malformations  that  interfere  with 
normal  function  as  well  as  the  repair  of  gross 
cosmetic  deformities; 

“(2)  That  those  engaged  in  the  practice  of 
plastic  and  reconstructive  surgery  require  the 
same  scientific  and  technical  training  as  the  prac- 
titioners of  any  other  surgical  specialty  and  ai  e 


bound  by  the  same  ethics,  adopted  in  the  inter- 
ests of  the  public,  that  govern  all  reputable  physi- 
cians, and 

“(3)  That  the  safe  performance  of  even  minor 
plastic  and  reconstructive  procedures  demands 
the  precautions  and  safeguards  of  a first  grade 
operating  room,  and  be  it  further 

“Resolved,  That  this  Society  condemn  the  per- 
formance of  any  plastic  operation  whatsoever  by 
lay  cosmeticians  and  the  use  of  beauty  shops, 
hotel  suites  and  convention  halls  for  this  pur- 
pose, and  be  it  further 

“Resolved,  That  this  Society  warn  the  public 
of  the  dangers  of  any  surgery  at  unqualified  hands 
and  the  unreliability  of  sensation,  self-aggrandiz- 
ing publicity,  and  be  it  further 

“Resolved,  That  this  Society  urge  the  commun- 
ity to  recognize  the  social  aspects  of  plastic  and 
reconstructive  surgery  and  make  it  available,  at 
competent  hands,  to  the  poor  as  well  as  the  rich 
in  cases  where  cosmetic  or  functional  repair  is 
genuinely  indicated.’’ 

1125  Park  Avenue,  N.  Y.  C. 


Removal  of  Plaster  Casts 

A simple  device  for  the  removal  of  plaster 
casts  has  been  made  by  W.  K.  Kearsley  of 
the  research  laboratory  of  the  General  Elec- 
tric Company  at  Schenectady,  to  whom  a 
doctor  explained  the  difficulties  to  be  en- 
countered when  it  would  be  time  to  remove 
a cast  from  his  wife,  who  had  been  injured 
in  an  automobile  accident. 

The  doctor  had  told  Mr.  Kearsley  that  it 
was  often  necessary  to  soften  casts  with 
vinegar  and  then  to  use  heavy  cutting  pliers 
or  saws.  This  was  not  exactly  reassuring. 

When  the  broken  bone  had  been  tempo- 
rarily set  and  was  ready  for  the  cast  Mr. 
Kearsley  asked  that,  between  the  inner  cot- 
ton bandages  and  the  layers  of  cloth  im- 
pregnated with  plaster  of  Paris,  there  be 
inserted  three  lengths  of  braided  steel  cable 
of  small  diameter,  one  extending  the  full 
length  of  the  back  of  the  cast  and  the  other 
two  along  the  front  from  either  end  of  the 
cast  to  the  opening  at  the  knee  joint.  The 
cables  were  placed,  and  the  cast  left  for 
the  several  weeks  required  for  the  mending 
of  the  broken  bone. 

When  it  was  time  to  remove  the  cast, 
the  free  ends  of  each  cable  were  attached 
to  a small  device  Mr.  Kearsley  had  con- 
structed in  the  meantime.  A few  turns  of 
a roller  atop  a runway,  and  the  cable  cut 
through  the  cast.  The  patient  saw  no  ap- 
plication of  brute  strength  to  heavily-jawed 
snippers,  felt  no  pinching  of  cutters,  nor  even 
pressure  as  the  cast  was  sectioned. — News 
Bureau,  G.  E.  Company. 
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I carry  a non-cancellable  health  and  accident 
policy,  $25  per  week,  with  P.  E.  Fields  Agency, 

219  Patterson  Building,  Denver,  Colorado.  I was 
taken  sick  on  October  30,  1932,  was  sent  to  a 
lower  altitude  on  account  of  my  heart.  Due  notice 
was  given  the  insurance  company  and  checks 
were  sent  me  at  regular  intervals  ar.d  a final 
check  of  $300  balance  on  June  12.  A seven 
months’  illness  means  a lot  of  lost  time  for  an 
active  man,  but  to  have  time  protection  certainly 
helps  to  relieve  one's  mental  attitude. 

G.  W.  RIPPEY, 

Secretary-Treasurer,  The  Law  Rippey  Casket  Co., 

Denver,  Colorado. 

Insurance  companies  cannot  relieve  sorrow,  but  they  do  much,  by  checks  promptly 
forwarded  to  pay  death  claims,  to  relieve  the  financial  embarrassments  of  the  family 
which  follow  the  events  which  cause  sorrow. 

During  1931  this  company  sent  more  than  FIVE  MILLION  DOLLARS  into  the 
homes  of  its  policyholders  to  meet  the  losses  occasioned  by  disability  and  death,  $95,- 
117.24  of  which  was  sent  to  homes  in  Colorado. 

All  our  policies  are  non-cancellable.  We  write  first  day  coverage  or  with  an  elim- 
ination of  5,  10,  30,  60  or  90  days  as  desired. 

We  write  any  form  of  life  insurance  desired. 

219  Patterson  Bldg.,  F.  E.  FIELDS,  State  Agent  Phone  KEystone  5813 

Denver,  Colo. 


AIR  CCNDITICNING 

l\  THE  HOME 

Pure  warm  or  cool  air  automatically  filtered , 
washed,  humidified  and  circulated  to  every 
room  in  the  house  at  a new  low  cost  within 
the  reach  of  all. 

A scientific  illustrated  paper  on  this  impor- 
tant subject  will  be  mailed  to  any  doctor  on 
request. 


McGLURE  HEATING  CO. 

422  W.  COLFAX  DENVER  KEystone  2085 


MENTION  COLORADO  MEDICINE 


Colorado  Hospital  Association 

OFFICERS 

FRANK  J.  WALTER  GUY  M.  HANNER  JOHN  ANDREW,  M.D.  SISTER  SEBASTIAN  WALTER  G.  CHRISTIE  WILLIAM  S,  McNARY 

President  President-Elect  First  Vice  President  Second  Vice  President  Treasurer  Exec.  Sec.  Uni».  of  Colo. 

Saint  Luke’s  Hospital  Beth-El  Hospital  Longmont  Hospital  Mercy  Hospital  Presbyterian  Hospital  School  of  Med.  and  Hosps. 

Denver  Colorado  Springs  Longmont  Denver,  Colorado  Denver  Denver 


J.  E.  SWANGER  GUY  M.  HANNER 

Modem  Woodmen  of  America  Beth-El  Hospital 
Sanatorium  Colorado  Springs,  Colo. 

Woodmen,  Colorado 


— TRUSTEES 

G.  WALTER  HOLDEN,  M.D.  MAURICE  H.  REES,  M.D.  ROBERT  B.  WITHAM 

Denver,  Colorado  Univ.  of  Colo.  School  of  Children’s  Hospital 

Medicine  and  Hospitals  Denver,  Colorado 

Denver,  Colorado. 


Coming  Meetings: 

American  Protestant  Hospital 
Milwaukee,  September  8-11. 

American  Hospital  Association 
waukee,  September  11-15. 

American  College  of  Surgeons 
cago,  October  9-12. 

American  Dietetic  Association 
cago,  October  9-12. 

* * * 


Association — 
Meeting — Mil- 
Meeting — Chi- 
Meeting,  Chi- 


Pernicious 

Publicity 


/''Vn  Sunday,  July  2,  there  was  published  in 
‘ the  Rocky  Mountain  News  an  article 
quoting  Miss  Hazel  Corbin,  General  Direc- 
tor of  the  Maternity  Center  Association  of 
New  York.  The  text  of  the  article  was  that 
doctors  and  nurses  who  for  years  have  been 
"shooing  women  to  hospitals  to  have  their 
infants”  are  now  banded  together  in  an  ef- 
fort to  convince  expectant  parents  that  the 
old  fashioned  system  of  letting  babies  be 
born  at  home  is  best,  providing  the  mother- 
to-be  is  a healthy  person  and  that  the  moth- 
er can  be  given  the  right  care.  And  it  also 
quoted  her  as  saying  that  statistics  proved 
that  babies  born  in  the  home  seem  to  get 
on  as  well  as  those  segregated  in  private 
rooms  in  a hospital.  She  quoted  figures  to 
show  that  the  increase  of  hospitalization  in 
the  past  dozen  years  has  not  met  with  the 
decrease  in  deaths. 

Miss  Hazel  Corbin  s remarks  as  quoted 
are  being  extremely  misleading,  since  all  of 
her  argument  is  based  upon  the  fact  if  the 
mother  and  baby  can  receive  the  same  care 
at  home  as  in  the  hospital.  Few  who  read 
this  article  will  make  this  distinction— they 
rather  will  be  led  to  believe  that  in  all  cases 
the  same  care  can  be  given  the  mother  in 
the  home  as  in  the  hospital.  The  article  is 
dangerous  propaganda  advocating  that 
babies  should  be  born  in  the  home.  It  is 
also  replete  with  inaccurate  statements  and 
as  such  should  be  much  resented  by  the  en- 
tire hospital  and  medical  field. 


The  writer  apparently  had  very  little  first- 
hand information  on  the  subject  and  has  not 
done  obstetrics  in  the  home  or  she  would 
not  lend  her  authorship  to  such  an  article. 
She  fails  to  realize  that  a normal  case  may 
become  abnormal  in  a twinkling  of  an  eye. 
She  fails  to  realize  that  serious  complica- 
tions may  arise  at  any  moment  in  the  home 
without  facilities  or  personnel  to  combat 
these  situations.  In  fact,  such  propaganda 
will  do  more  harm  and  fill  more  graves  with 
mothers  and  innocent  babies  than  all  the 
worst  hospitals  could  do  in  years. 

Again  statistics  are  mentioned  and  we  all 
know  that  statistics  tell  more  untruths  than 
do  professional  liars.  How  can  anyone  com- 
pare home  and  hospital  statistics — the  home 
handling  normal  cases  and  the  hospital  tak- 
ing all  the  more  serious  or  abnormal  cases? 
Further,  how  can  anyone  obtain  accurate 
home  statistics  when  there  are  no  clinical 
records?  This  propaganda  is  unfair  to  hon- 
est, conscientious,  approved  hospitals  doing 
a most  excellent  work  in  obstetrics,  and  is 
not  the  kind  of  public  education  that  we  all 
would  like  to  see  emanate  from  such  a 
worthy  association. 

* * * 

American 

Medicine 

nPHERE  has  been  a great  deal  of  uncer- 
A tainty  among  hospital  administrators  as 
to  whether  or  not  the  governmental  code 
having  to  do  with  the  limitation  of  produc- 
tion, with  minimum  salaries  paid  employees, 
with  the  maximum  hours  of  labor  and  with 
regulatory  action  affecting  the  prices  and 
profits  attached  to  any  commerce,  industry, 
or  commercial  activity,  applies  to  hospitals. 

The  law  was  primarily  meant  to  apply  to 
industry.  It  seems  that  it  would  be  extreme- 
ly difficult  to  regulate  the  prices  charged 
by  every  hospital,  just  as  it  would  be  to  put 
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“BOTTLED  SUNSHINE  FROM  THE  RHINE 


These  are  real 
WINES,  not 
Artificially 
Charged 
Flavors 

<4 

5 per  cent 
discount  to 
Members  of  the 
Profession  on 
Presentation  of 
Their  Card. 


In  introducing  these  wines  to  you  we  want  you  to 
fully  understand  that  these  wines  are  NATURAL, 
OLD  WINES — dealcoholized  to  the  legal  point. 

Why  old  wines?  Simply  because  it  is  impossible 
to  dealcoholize  a new  wine  because  a new  fermentation 
will  take  place.  They  have  not  JUST  been  made  for 
this  market  as  they  have  been  on  sale  in  Germany  for 
30  years — successfully. 

There  have  been  no  additions,  NO  MIXTURES,  no  “quick 
ripeners,”  no  curatives,  correctives,  nor  preservatives.  They 
have  been  made  like  wines  should  be  made  and  taste  like  good 
wines  should  taste. 

We  know  that  this  explaining  will  not  totally  convince 
you,  and  that  you  will  want  to  convince  yourself.  This  is  ex- 
actly what  we  want,  but  we  ask  one  thing — give  the  wine  a 
sporting  chance — give  it  a chance  to  prove  its  goodness.  Ice 
it  well — drink  it  out  of  a good,  thin  wine  glass  so  that  you 
can  fully  appreciate  the  fine  flavor  and  the  fragrant  bouquet. 


A Full  and  Complete  Line  of 

Imported  and  Domestic  Delicacies  and  Beverages 


84  SOUTH 
BROADWAY 
Near  Bayaud 
In  the  Werner  Bldg. 


At  your  service  7 
days  a week  till 
10  P.  M. 


GAS  HEAT 


For  uniform  temperature  and 
a valuable  aid  to 
robust  health 


Sig: — Take  Daily,  Fall  to  Spring 


This  prescription  can  be  filled  at 


Public  Service  Company  of  Colorado 


T welve 
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The  Tulane  University  of  Louisiana 

GRADUATE  SCHOOL  OF  MEDICINE 
Approved  by  the  Council  on  Medical 
Education  of  the  A.M.A. 

POSTGRADUATE  instruction  offered  in 
all  branches  of  medicine.  Courses  leading 
to  a higher  degree  have  also  been  insti- 
tuted. 

For  bulletin  furnishing  detailed 
information,  apply  to  the  . . . 

DEAN 

Graduate  School  of  Medicine 
1430  Tulane  Avenue  New  Orleans,  La. 


FAGAN  DISPLAY  SERVICE 

1907  Curtis  Street  Denver 

Branch,  209  W.  8th  St.,  Pueblo 

Offering  service  in  all  the 
principal  cities  in  Colo- 
rado and  Southern 
Wyoming 

Formerly 

PUEBLO  DISPLAY  SERVICE 


Printing 

in  All  Its  Forms 


— for  Physicians,  Dentists, 
Hospitals,  Sanitariums 


(Stationery  — engraved  or 
printed,  booklets,  profes- 
sional cards,  programs  or 
whatever  you  may  need. 

We  ask  the  privilege  of 
planning  your  designs 


Reprints  from 
Colorado  Medicine 
our  Specialty 


Western  Newspaper  Union 

P.  O.  Box  1320 
Denver,  Colorado 


into  effect  a regulatory  rate  making  all  hotel 
services  uniform. 

It  is  unquestionable  that  the  approved 
standardized  hospitals  render  a better  serv- 
ice to  their  patients  and  have  more  diagnos- 
tic and  therapeutic  apparatus  to  be  used 
than  do  the  unstandardized  hospitals.  It, 
therefore,  would  be  impossible  and  unfair 
to  consider  a uniform  rate  between  the  two. 

The  Board  of  Trustees  of  the  American 
Hospital  Association  and  the  Council  on 
Community  Practices  have  been  considering 
this  problem.  It  is  very  unlikely  that  a deci- 
sion regarding  it  will  be  reached  until  the 
Milwaukee  convention  in  September — at 
that  time  it  is  on  the  program  for  final  con- 
sideration. 

4 4 4 

Administrators’ 

Meeting 

npHE  experiment  of  the  Denver  Hospital 
Administrators  in  chartering  a bus  to 
carry  them  from  Denver  to  the  quarterly 
meeting  of  the  Association  in  Pueblo,  proved 
to  be  quite  a success. 

The  trip  was  comfortable,  convenient,  and 
agreeable  and  it  is  hoped  that  such  a plan 
will  be  practiced  more  in  the  future  by 
members  of  the  Association  in  traveling  to 
their  meetings. 

The  meeting  itself  was  one  of  the  best 
attended  of  the  quarterly  meetings.  Mr. 
Witham  conducted  discussion  on  adminis- 
trative problems  in  a very  creditable  manner 
and  Miss  Ruth  Colestock  presented  a paper 
on  the  regulation  of  adequate  pediatric  serv- 
ices. After  hearing  this  paper,  there  was 
no  doubt  in  the  minds  of  those  present  as 
to  what  constituted  such  a service. 


CONFERENCE  OF  HOSPITAL  REPRESENT- 
ATIVES 

The  American  Hospital  Association  has  called 
a conference  of  representatives  of  Local  Hospital 
Associations  and  Councils  to  be  held  in  Milwau- 
kee, September  11.  It  is  the  purpose  of  this  meet- 
ing to  discuss  the  present  situation  and  the  future 
outlook  of  local  hospitals,  as  to: 

1.  Bed  occupancy. 

2.  The  distribution  of  patient  load  among  pri- 
vate and  public  institutions. 

3.  The  extent  to  which  desirable  hospital  serv- 
ices have  been  curtailed  in  consequence  of  the 
financial  stringency. 
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PAINTING  and  PAPERHANGING 

Interior  Decorating,  Interior  and  Exterior  Painting,  Varnish- 
ing of  all  kinds,  Paper  Cleaning  and  Wall  Washing — Wall 
Paper  removed  by  the  latest  steam  process.  Electric  system 
of  Floor  Cleaning,  Scrubbing,  Waxing,  Polishing.  Spray 
Painting. 

GEO.  C.  BERGMAN  DECORATING  CO. 

1953  Pennsylvania  Street  TAbor  2'909 


SANITARY  SPECIALTIES  COMPANY 

2819-21  Larimer  St.  Manufacturers  and  Jobbers  DENVER,  COLORADO 


OBSTETRIC  NAPKINS 
CRESOLIS  COMPOSITUS 
DEODORANTS 
FLOOR  WAXES 


NEUTRAL  CLEANING  SOAPS 
INFANT’S  LIQUID  SOAP 
LIQUID  TOILET  SOAPS’ 
GREEN  SOAP  U.  S.  P. 


HOSPITAL  SOAP  EQUIPMENT 

“Everything  for  the  Sanitation  and  Maintenance  of  Hospitals  and  Institutions ” 


It’s  Hot.  It’s  August!  Babies  are  Suffering  from  Heat  and  Summer  Complaint 

DIARRHEA 


Whatever  the  cause  of  Diarrhea 

the  water  balance  must  be  maintained 

It  is  essential  to  find  a diet  that,  during  the 
diarrhea,  will  give  sufficient  liquid  with 
enough  salt  to  permit  a retention  of  water 
and  provide  enough  calories  to  prevent  in- 
anition. The  purpose  of  the  ‘‘transition  diet" 
is  to  arrest  loss  of  weight,  after  which  a 
diet  is  given  to  increase  weight  again. 
(Revue  Francaise  de  Pediat.,  1930.) 


Adapt  the  food  to  the  baby — 
not  the  baby  to  the  food. 

Dryi'o  is  an  excellent  ••Transitional  Diet." 

The  relation  between  water,  fat  and  other 
elements  of  Dryco  may  be  varied  to  suit  the 
needs  of  the  weakened  digestive  organs  of 
the  sick  baby.  Its  lowered  fat  content,  its 
flexibility  (Dryco  may  be  given  in  all  de- 
grees of  concentrations  and  modifications) 
allow  easy  regulation  of  the  water  to  be 
ingested  for  a given  amount  of  nutritive  ele- 
ments. DRYCO  is  digested  and  assimilated 
when  other  foods  fail. 


And  because  of  the  added  Vitamin  D Content  Babies  Receive  Automatic  Protection 
against  Rickets,  the  most  common  Nutritional  Disease  of  Infancy  and  Childhood. 


PRESCRIBE 


DRYCO 


Made  from  superior  quality  milk  from  which  part  of  the  butterfat 
has  been  removed,  irradiated  by  the  ultraviolet  ray,  under  license 
by  the  Wisconsin  Alumni  Research  Foundation  (U.  S.  Patent  No. 
1,680,818),  and  then  dried  by  the  “Just”  Roller  Process. 


THE  DRY  MILK  COMPANY,  INC. 

Dept.  C,  20.»  Hast  42nd  St.,  \ew  York 

ALL  DRYCO  IN  THE  HANDS  OF 
DRUGGISTS  IS  IRRADIATED 


| Please  send:  Acute  & Habitual  Vomiting  in 
I Infants;  Diarrhea;  Milk  Irradiated  by  the 
I Carbon  Arc  Lamp  (Abs.);  The  Prevention 
1 and  Cure  of  Rickets  Through  Irradiated 
| Milk:  Dryco — The  Irradiated  Milk  (Booklet). 
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Seasonal  Treatment  of  Hay  Fever 

Many  hay  fever  patients  neglect  to  report  to 
their  physicians  for  appropriate  pre-seasonal 
treatment.  Some  of  these  have  no  doubt  consid- 
ered that  treatment  during  the  pollen  season  will 
afford  little  or  no  relief.  NINETEEN  TEARS’ 
experience  with  specific  pollen  antigens  has  dem- 
onstrated to  us  that  relief  may  be  afforded  hay 
fever  sufferers  even  though  symptoms  have 
already  appeared.  Knowing  the  offending  pollen, 
the  physician  may  administer  appropriate  de- 
sensitizing treatment  and  in  many  cases  bring 
about  some  degree  of  relief  if  not  complete  control 
of  the  patients’  symptoms. 

After  the  treatment  for  this  season  has  been 
completed,  you  may  wish  to  continue  with  what 
is  termed  “Perennial  Treatment,”  that  is,  the 
administering  of  the  maintenance  dose  of  the 
appropriate  antigen  once  each  month  throughout 
the  year.  Such  “Perennial  Treatment”  with 
Pollen  Antigen  I.ederle  overcomes  the  necessity 
of  repeating  the  full  treatment  previous  to  the 
following  pollen  season. 

Pollen  Antigen  I.ederle  provides  the  antigen  in 
a medium  containing  66%%  glycerine.  In  this 
medium,  the  antigen  is  stable  so  that  trustworthy 
increases  in  dosage  may  be  made. 

Our  Department  of  Allergy  solicits  your  cor- 
respondence. 

I.F.DERi.E  Laboratories  Inc. 

Distributed  by  HEALY  & OWENS 

1400  I.arimer,  Denver,  Colo. 


WHEEL  CHAIRS  FOR  SALE  OR  RENT 


WM.  JONES 


Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 
Phone  KEystone  2702 
Denver,  Colo. 


4.  The  loss  of  normal  income  from  private 
sources  and  the  prospect  of  income  recovery. 

5.  The  adequacy  of  income  from  public  sources 
to  meet  both  present  requirements  and  such  prob- 
able future  needs  as  exceed  resources  now  in 
sight. 

6.  Whether  the  continuance  of  voluntary  hos- 
pital service  is  regarded  by  the  community  as  de- 
sirable and  if  so,  whether  any  attempt  has  been  or 
is  being  made  to  establish  a contributory  scheme 
or  schemes  for  the  purpose  of  broadening  the 
social  basis  of  support. 

7.  Whether  any  action  other  than  the  estab- 
lishment of  a contributory  scheme  is  under  con- 
sideration for  the  purpose  of  placing  community 
hospital  service  on  a sound  and  enduring  financial 
footing. 

Dr.  Caldwell,  Secretary  of  the  American  Hos- 
pital Association,  has  requested  that  informed  and 
instructed  delegates  be  sent  to  this  special  meet- 
ing. The  President  of  the  Colorado  Hospital  As- 
sociation will,  therefore,  appoint  a delegate  from 
the  various  sections  of  the  state  to  represent  that 
community  at  the  meeting.  This  promises  to  be 
a very  paramount  hospital  economic  conference. 
The  delegates  should  acquaint  themselves  with 
the  situations  in  their  own  community  so  that 
they  may  have  actual  facts  to  report  at  the  con- 
ference. Every  hospital  within  their  area  should 
cooperate  to  the  fullest  extent  in  furnishing  them 
with  this  data. 


TRAINING  SCHOOL  REPORTS  ON  PEDIATRIC 
AFFILIATIONS 


On  Wednesday,  July  12,  the  combined  commit- 
tees of  the  Colorado  Hospital  Association,  The 
League  of  Nursing  Education,  and  The  State 
Hoard  of  Nurse  Examiners  met  and  heard  the 
final  reports  of  the  sub-committees  appointed  to 
arrange  Pediatric  affiliations  for  the  hospitals 
who  were  unable  to  accept  the  six  months  affilia- 
tion required  by  Children's  Hospital.  They  re- 
ported that  the  following  schools  were  continuing 
a six  months’  program  at  Childrens  Hospital: 

1.  Children's  Hospital,  Denver. 

2.  Bethel  Hospital,  Colorado  Springs. 

3.  Boulder  Colorado  Sanatorium,  Boulder. 

4.  Park  View  Hospital,  Pueblo. 

5.  St.  Francis  Hospital,  Colorado  Springs. 

Those  who  are  now  affiliating  with  Denver  Gen- 
eral Hospital.  Denver,  Colorado,  are: 

1.  Denver  General  Hospital,  Denver. 

2.  Presbyterian  Hospital,  Denver. 

3.  St.  Luke’s  Hospital,  Denver. 

4.  Corwin  Hospital,  Pueblo. 

5.  Mercy  Hospital,  Denver. 

6.  Mennonite  Hospital,  La  Junta. 

The  following  Schools  are  affiliating  with  St. 
Mary's  Hospital.  Pueblo.  Colorado: 

1.  St.  Mary’s  Hospital,  Pueblo. 

2.  Glockner  Sanatorium.  Colorado  Springs. 

3.  San  Raphael  Hospital,  Trinidad. 

St.  Anthony's  has  affiliated  with  St.  Francis 
Hospital  in  Omaha. 

Colorado  General  Hospital  still  continues  their 
own  Pediatric  Department. 

St.  Joseph's  Hospital,  Denver,  and  St.  Mary's 
Hospital,  Grand  Junction,  Colorado,  both  main- 
tained by  Sisters  of  Charity,  are  proposing  to  set 
up  their  own  Pediatric  Department  in  St.  Joseph's 
Hospital,  Denver. 

The  committee  reported  that  three  to  four 
months  of  pediatric  training  was  still  the  trend 
of  nursing  education  throughout  the  country  and 
that  they  did  not  recommend  the  six  months 
courses  unless  the  hospital  itself  so  desired  and 
it  could  arrange  its  curriculum  accordingly.  They 


Yellow 

Cab 


rJ1HE  doctor  can  safely  recom- 
mend this  service  to  his  pa- 
tients for  trips  between  their 
homes  and  his  office,  or  to  the 
hospital. 

The  service  stands  on  a founda- 
tion of  long  experience  and  a 
never  ceasing  effort  to  maintain 
a standard  that  merits  the  ap- 
proval of  its  patrons. 


The  rates  are  within  reach  of 
every  pocketbook. 


Phone 

TAbor 

5151 


Owned  and  operated  by 


ROCKY  MOUNTAIN 
MOTOR  COMPANY 


Roe  Emery,  Pres. 


Importance  of  milk 
in  the  adult  diet 


MILK  is  the  one  food  for  which  there  can  be  no  effec- 
tive substitute.  But  many  adults  dislike  milk;  often 
those  who  need  it  most  soon  tire  of  its  taste  and  color. 

However,  Cocomalt  mixed  with  milk  produces  a deli- 
cious, chocolate  flavor  drink  which  is  tempting  to  children 
and  grown-ups  alike.  Prepared  as  directed, itincreases  the 
caloric  value  of  milk  more  than  70% — adding  extra  pro- 
teins, carbohydrates  and  minerals  (calcium  and  phos- 
phorus). Cocomalt  is  rich  in  Vitamin  D — containing 
not  less  than  30  Steenbock  (300  ADMA)  units  per  ounce. 
(Licensed  by  the  Wisconsin  Alumni  Research  Foundation.) 

Not  only  in  sickness  and  convalescence,  in  pregnancy 
and  lactation,  in  general  debility  and  malnutrition — but 
for  optimum  well-being  at  all  times,  Cocomalt  in  milk  is 
recommended.  Every  glass,  properly  prepared,  is  equal  in 
caloric  value  to  almost  two  glasses  of  milk  alone.  Delicious 
HOT  or  COLD.  In  )^-lh.  and  1 -lb.  cans  at  grocery  and  drug 
stores.  Or  in  5-lb.  cans  at  a special  price  for  hospital  use. 

Free  to  Physicians 

We  will  be  glad  to  send  a trial-size  can  of  Cocomalt  to  any 
physician  requesting  it.  Mail  coupon  below. 

Cocomalt  is  a scientific  food  concentrate  of  sucrose,  skim 
milk,  selected  cocoa,  barley  malt  extract,  flavoring  and 
added  Vitamin  D.  It  is  accepted  l>y  llte  Committee  on 
Foods  of  The  American  Medical  Association. 


* ‘ncnjot  tooo®*^4 


;j 


R.  B.  DAVIS  CO.,  Dept.  B9-8  Hoboken,  N.  J.| 
Please  send  me  a trial-size  can  of Cocomalt,  free.  | 


Address | 
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COAL  or  GAS 
FURNACES 

REPAIRING 

INSTALLING 

CLEANING 

Friendly  service  always 
at  a price  you  are  glad 
to  pay. 


'Wxjjtf;  M“is» Mea* 


Furnace 


W.  F.  HIND 

1139  LIPAN  ST.,  DENVER  KEystone  2631 


also  pointed  out  the  fact  that  Denver  hospitals’ 
pediatric  facilities  are  far  ahead  of  the  demand 
for  such  hospitalization.  There  being  no  further 
work  for  the  combined  committees,  they  dis- 
banded. However,  the  Training  School  commit- 
tee of  the  Colorado  Hospital  Association  will  still 
continue  to  function  and  will  act  whenever  called 
upen  to  solve  other  training  school  problems. 


WHAT  SHOULD  THE  HOSPITAL  DO 
IN  MAKING  ADJUSTMENT 
IN  CHARGES?* 

R.  J.  BROWN 

Boulder-Colorado  Sanitarium 
BOULDER 


Nature 
Made  It! 


ORIGINAL 

MANITOU 

Sparkling 

Water 

IN  ACIDOSIS 
It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  i.  e.,  cal- 
cium and  magnesium  bi- 
carbonates and  bicarbo- 
nate and  potassium  sul- 
phate. 


The 

Manitou  Mineral  Water  Co. 

Manitou,  Colorado 


In  considering  the  responsibility  of  the 
hospital  in  making  adjustments  to  meet  pres- 
ent economic  conditions,  it  should  be  kept 
in  mind  that  about  all  we  can  hope  to  do 
here  is  merely  to  reflect  opinions  and  en- 
courage a thorough  discussion  of  the  sub- 
ject on  the  part  of  this  group  of  hospital 
administrators. 

There  are  two  distinct  schools  of  thought 
in  the  hospital  world  on  this  topic,  for  of 
course  we  do  not  all  agree  as  to  what  the 
hospital  should  do  in  making  adjustment 
of  charges  to  patients.  During  a recent 
visit  through  the  East,  we  had  opportunity 
to  contact  some  of  the  leading  hospital  ad- 
ministrators in  America.  It  was  interesting 
and  significant  to  note  that  some  of  them 
take  the  position  that  charges  are  too  low 
already  and  should  be  left  as  they  are,  or 
increased,  in  order  to  maintain  the  high 
standards  which  all  desire  and  in  order  to 
provide  the  necessary  revenue  which  will 
enable  the  hospitals  in  this  country  to  con- 
tinue their  work.  Others  feel  just  as 
strongly  that  the  present  charges  are  be- 
yond the  mass  of  the  people  who  require 
hospitalization. 

If  we  were  sure  that  the  lowering  of  hos- 
pital rates  would  fill  all  the  vacant  beds  in 
the  hospitals  of  the  Middle  West,  there 
would  probably  be  no  hesitation  on  the  part 
of  any  to  the  lowering  of  our  hospital 
charges. 

The  hospitals  of  the  United  States  now 
represent  an  investment  of  three  billion  dol- 
lars; these  institutions  expend  annually 

♦Read  before  the  Colorado  Hospital  Associa- 
tion, November  11,  1932. 
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FLORAL  SHOP 


1064  South  Gaylord 
Phone  PEarl  0622 


DOCTOR: 

A few  flowers  in  your  office  help  give  cheer  and 
courage  to  those  who  come  to  you  for  aid.  Let  us 
supply  you.  Call  PEarl  0622. 


POSTGRADUATE  COURSE 


LABORATORY  COURSE 


For  Graudates  in  Medicine  For  Nurses  and  Graduates  of  High  School 

Eye,  Ear,  Nose  and  Throat  Classes  Limited  to  Six 

A House  Doctor  Is  Appointed  X-ray,  Basal  Metabolism,  Electrocardiography 

July  1st  and  January  1st  and  Physical  Therapy 

150  clinical  patients  daily  provide  material  for  classes.  Positions  with  attractive  salaries  in 
hospitals  and  with  group  doctors  await  qualified  Technicians. 

For  particulars  regarding  either  course  write 

CHICAGO  EYE,  EAR,  NOSE  AND  THROAT  HOSPITAL,  1131  W.  Washington  St.,  Chicago,  Illinois 


CHAS.  A.  LINDWALL 

The  Doctor's  Plumber 


1902  E.  16th  Ave.  FRanklin  1605 
Denver 


INSTALLATIONS 

REPAIRS 

ALTERATIONS 


The  requirements  of  the  Medical  Pro- 
fession receive  special  attention. 


Reduce  Your  Overhead  By  Using 

M.  D.  STANDARD  STATIONERY 


250  Letterheads,  S^'xll"  ] 

250  Envelopes,  6*4"x354"  ;$C.OO 
250  Statements,  5%x6y  j D 


The  separate  items  are 
furnished  in  various 
quantities  at  corre- 
spondingly low  prices 


All  neatly  printed  in  black  ink  on  20-lb.  Hammermill  Bond.  Samples  on  request. 


THE  MILES  & DRYER  PRINTING  COMPANY 

1936-38  Lawrence  St.  DENVER  Telephone  KEystone  6348 


W.T.  ROCHE 

Ambulance  Service  Co. 


The  organization  which  gave  Denver  and 
vicinity  its  first  real  ambulance  service. 

For  eleven  years  we  have  maintained  serv- 
ice and  confidence  of  our  patrons. 

We  will  continue  to  do  our  utmost  to  earn 
your  approval  and  patronage. 


YOrk  0900  YOrk  0901 
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MULTIGRAPHING 

MIMEOGRAPHING 

ADDRESSING 

MAILING 

Promptness  and  Fair  Prices 

CHRISTY  LETTER  SHOP 

1824  California  St.  MAin  7965 

Ground  Floor  Denham  Bldg. 


Small  Animal 
Hospital 

Expert  animal  surgery 
made  possible  by  mod- 
ern equipment. 

DR.  H.  G.  WEIGAND 
DR.  M.  E.  SPRATLIN 

2750  South  Broadway  Phone  SPnice  0391 
Denver 


A CENTURY 

of 

PROGRESS 

To  the  Church  Goers  of  Our  Town 
I Say: 

Two  good  things  to  learn  the  mean- 
ing of  are  the  Golden  Rule  and  a 
life  insurance  policy. 

To  the  Conservatives  I Say: 

The  only  road  to  Lifetime  Independ- 
ence which  has  never  failed  to  bring 
the  persistent  financial  traveler  to 
his  goal  is  the  Life  Insurance  High- 
way. For  time-tables  and  directions 
see — 

GEORGE  W.  MATTSON 

“Buy  Life  Insurance  and  Make  Busi- 
ness Better,  Now  and  Later, 
for  Everybody!” 

226  Republic  Bldg.  KEystone  6495 


about  a billion  dollars  and  employ  more  than 
half  a million  people.  Now  why  this  tre- 
mendous investment  and  all  these  workers? 
What  does  it  mean?  And  what  are  all 
these  people  doing?  I submit  that  the  hos-  j 
pital  is  one  of  the  greatest  factories  in  the 
country.  The  hospital  is  turning  out  or 
manufacturing,  if  you  please,  one  of  the 
finest  products  that  is  on  the  open  market 
today.  Well-trained  skillful  physicians,  j 
highly  educated  nurses,  technicians,  and  oth- 
er well-prepared  workers  combine  their  ef-  , 
forts  in  producing  this  wonderful  article,  I 
Service.  The  American  hospitals  are  serv- 
ing millions  of  people;  but  there  are  millions 
more  who  ought  to  have,  and  who  need  to  i 
be  supplied  with,  this  article  that  the  hos- 
pital is  producing,  if  it  can  be  brought  with- 
in their  reach. 

Is  it  possible  that  we  have  allowed  the 
cost  of  production  to  gradually  creep  up,  j 
in  an  endeavor  to  meet  the  common  cry  of 
the  public  for  more  elaborate  service,  to  the 
point  where  now  the  public  cannot  avail 
itself  of  our  product?  Have  we  increased 
the  cost  of  hospital  service,  with  the  result 
that  many  hospital  beds  remain  vacant 
which  should  be  occupied  by  those  in  need 
of  the  very  product  we  should  sell  them?  J 
Perhaps  so. 

The  question  again:  “What  should  the 
hospital  do  in  making  adjustment  in 
charges?’  This  very  topic  pre-supposes 
that  something  should  be  done  in  lowering 
rates  in  order  to  meet  present  conditions. 
Every  other  commodity  has  been  lowered 
very  materially.  Salaries  have  been  re- 
duced; food  costs  have  been  lowered;  and  it 
is  only  fair  to  expect  that  at  least  a portion 
of  this  saving  should  be  reflected  on  the 
patient’s  weekly  bill.  Of  course  we  must 
keep  in  mind  that  the  primary  objective  of 
a hospital  is  not  to  make  money;  but  on  the 
other  hand,  I believe  a hospital  ought  to 
have  sufficient  income  in  return  for  the  serv- 
ice it  sells  to  enable  it  to  operate  on  a break- 
even basis.  Properly  managed  hospitals 
that  are  not  endowed  nor  supported  by 
taxation  ought  to  be  able  to  adjust  them- 
selves to  present  conditions,  even  as  have 
other  successful  lines  of  business.  And.  bv 
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The  Physicians,  Surgeons,  and  Dentists  friend  of  recreations  just  around  the  corner  from  the 
medical  group  district,  receives  highest  congratulations  on  the  grand  opening  of  the  newest 
and  most  attractive  sporting  goods  store  known  sis  the 

HAROLD  COOK  SPORTING  GOODS  CO. 

1608  Glenarm  St. 

DISPLAYING  THE  MOST  POPULAR  VARIETIES  OF  SPORTING  GOODS  IN  ALL  LINES 

NEW  1933  STOCK  AT  NEW  1933  PRICES 

Physicians  who  seek  pastime  recreation  in  Fishing,  Golfing,  Tennis,  Guns  and  Ammunition  and 
other  sports  can  select  their  favorite  equipment  from  their  professional  businessman  neighbor 
at  prices  lowest  in  Denver.  Hunting  and  Fishing  licenses  issued. 


TAbor  2838 


Your  Time  Is  Valuable 


Let  us  run  your  errands — Every  call  a special. 
Our  rates  will  please  you. 


MESSENGER  SERVICE,  Inc. 

Harvey  Pugh,  Prop.  619  19th  St. 


An  OUTSTANDING  SHOE 

for  Modern  NURSES 


WHITE 

BLACK 

BROWN 

KID 


We  do  not  merely  sell  Orthopedic  shoes,  we  make  a specialty  of  fitting  the  hard- 
to-fit  feet  with  shoes  that  have  been  made  especially  for  this  work. 

We  have  been  thoroughly  trained  in  this  particular  work,  and  have  spent  time  and 
effort  in  developing  a shoe  that  has  been  actually  made  to  fit  the  feet,  we  have 
delved  deeply  into  the  subject  of  nurses’  shoes — that  is  why  hundreds  of  nurses 
have  real  foot  comfort  in  these  ARCH-AID  Shoes. 

Doctors  are  invited  to  send  or  bring  their  patients  to  this,  our  new  store, 
three  doors  east  of  our  old  location. 


REPUBLIC  ORTHOPEDIC  SHOE  CO. 


Dyke  Lollar 


New  Address 

327  SIXTEENTH  STREET 


A.  C.  Haaker 


Street  Floor  Republic  Building 


MAin  6024 


MENTION  COLORADO  MEDICINE 


T wentij 


Colorado  Medicine 


I 

INVEST 

Building  and  Loan  Shares 

7%  Full  Paid  Shares 
7%  Installment  Shares 
6%  Optional  Payment  Shares 

We  invite  you  to  investigate 
this  desirable  form  of  invest- 
ment. Let  our  representative 
help  you  select  the  plan  you 
want. 


EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A Permanent  Guarantee  Capital  Ass’n 
Under  State  Supervision 


Solving  an  old,  old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDSOR-MEADOW  GOLD 

MAin  5131 


the  way,  we  should  consider  that  we  are 
now  living  in  normal  times.  That  is,  in  or- 
der to  arrive  at  a solution  of  present  prob- 
lems in  the  hospital  world,  we  ought  to  ac- 
cept the  present  economic  conditions  as  nor- 
mal and  plan  accordingly.  We  have  so 
long  ago  passed  the  time  of  prosperity  that 
we  ought  to  begin  to  know  full  well  we  are 
not  returning  to  any  such  times  again. 
"There  is  every  indication  that  economic 
conditions  are  not  going  to  change  suffi- 
ciently in  the  near  future  to  improve  our 
hospital  situation  materially.  To  the  con- 
trary, it  is  quite  probable  that  during  the 
coming  winter  our  hospital  facilities  will 
not  be  equal  to  the  tremendous  and  contin- 
ually growing  demands  for  hospitalization.” 

When  we  have  existed  three  years  in 
what  we  call  times  of  depression,  we  ought 
to  awaken  to  the  fact  that  all  the  time  we 
have,  or  can  hope  to  have,  is  a time  of  de- 
pression. We  cannot  sit  around,  make 
flowery  after  dinner  speeches,  and  kid  our- 
selves that  prosperity  and  good  times  are 
just  ahead  of  us.  We  have  been  fed  on 
that  sort  of  stuff  just  three  years  too  long; 
and  it  will  do  us  good,  right  here  today,  if 
we  will  face  the  facts  as  they  are,  but  still 
not  become  unduly  alarmed. 

No  hospital  board  should  become  excited 
and  slash  its  prices  in  order  to  meet  sup- 
posed competition.  But  there  are  many, 
many  things  that  each  hospital  can  do,  and 
will  doubtless  be  forced  to  do,  to  lower  its 
charges,  if  it  expects  to  continue  to  keep 
open  its  doors. 

Of  course,  each  institution  must  solve  its 
own  problems.  There  is  no  panacea  or 
magic  pill  that  can  be  given  to  all  hospitals 
alike  and  be  equally  successful  in  effecting 
the  desired  results.  Most  hospital  adminis- 
trators must  by  this  time  have  a full  set  of 
x-ray  plates  of  their  various  departments, 
and  must  know  very  well  where  adjustments 
can  and  must  be  made,  in  order  to  enable 
them  to  give  the  same  high  class  efficient 
service  at  a much  lower  rate. 

Some  hospitals  will  conclude  that  it  will 
be  wise  to  close  their  training  schools.  Oth- 
ers will  decide  to  drop  out  only  a class  or 
two  as  a temporary  measure.  Some  can 
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Nathan  Wallace,  d.s.c. 

CHIROPODIST 

207  Republic  Building  Denver,  Colorado 

Phone  TAbor  4438 


FIRST  TIME  IN  HISTORY! 

Houses  all  counted  — city  or  out  — blue  prints  furnished,  apartments,  empty 
houses,  business  houses,  and  two-family  homes  compiled  separately.  Every- 
body distributing  advertising  knows  how  important  all  of  this  is.  Informa- 
tion given — no  charge — use  it  advantageously.  Nothing  depresses  so  much  as 
slip-shod  work.  Yours  for  better  work. 

GILMAN  DISTRIBUTING  CO. 

127  West  Bayaud  Advertising  Distributor  PEarl  8135 


OFFICE  OF 

COLORADO  MEDICINE 

."►.H”  Republic  Building  Denver,  Colorado 

Denver,  July  17,  1933. 


D G Electric  Inc., 
228  Fifteenth  St., 
Denver,  Colo. 
Gentlemen : 


The  Doctors  Call  System,  installed  by  you  in  one  of  Denver's  large  hospitals,  has  met  with 
such  thorough  appreciation  by  that  institution,  it  has  occurred  to  us  that  other  hospitals  and 
institutions  in  Colorado  and  Wyoming  might  like  to  hear  of  your  installations. 

Your  reputation  for  scientific  accuracy  warrants  increased  business.  Why  not  increase 
your  circle  of  business  friendship  through  the  advertising  columns  of  Colorado  Medicine  each 
month?  Please  consider  this  as  an  invitation.  Enclosed  is  our  advertising-  order  blank  with 
rates  attached.  Yours  truly, 


COLORADO  MEDICINE, 

Harvey  T.  Sethman, 

Managing  Editor. 


D G 

22S  Fifteenth  St. 


ELECTRIC,  Inc. 


SOl’SD  ENGINEERS 


Denver,  Colorado 


Colorado  Medicine, 

537  Republic  Bldg., 

Denver,  Colorado. 

Gentlemen : 

In  addition  to  installing  Doctor’s  Call  Systems  in  hospitals  and  institutions,  we  also  equip 
the  patient's  bedside  with  modulated  radios  peculiarly  adapted  to  hospitals.  We  have  served 
the  medical  profession  of  Colorado  and  Wyoming  for  several  years  and  hope  for  a continuance 
of  their  patronage.  Naturally  we  are  glad  to  accept  your  invitation  and  enclose  signed  con- 
tract herewith.  Very  truly  yours, 

D G ELECTRIC  CO., 

Per  Wayne  W.  Lorenz. 
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THE  CHILDREN’S  HOSPITAL  ASSOCIATION 

of  DENVER 

NON-SECTARIAN NON-PROFIT 

Providing  medicinal  and  surgical  aid  to  sick  and  crippled  children  of  the  Rocky 
Mountain  Region  from  Birth  to  Maturity 

Every  modern  scientific  aid  available  to  the  physicians  and  surgeons  of  Colo- 
rado and  Wyoming 

Rated  Class  A Full  Three- Year 

By  A.  C.  S.  and  A.  M.  A.  Nurses’  Training  Course 


AIR  VIEW  of  the  COLORADO  SPRINGS  PSYCHOPATHIC  HOSPITAL 
A Private  Hospital  for  Nervous  and  Mental  Diseases 
Situated  in  a beautiful  valley  two  miles  south  of  Colorado  Springs,  which  is  nationally  known 
as  a health  center.  New  building  for  mild  cases  of  Functional  Neurosis,  affording  complete 
classification  of  patients.  Home-like  surroundings,  scientific  medical  treatment  and  nursing 
care.  Booklet  and  rates  on  application.  E.  J.  Brady,  M.  D-,  Superintendent.  Colorado  Springs. 
Colorado. 
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CRAGMOR 

SANATORIUM 

The  Cragmor  Sanatorium  is  an  institution  designed  especially  for  the 
treatment  of  tuberculosis;  but,  building  upon  the  soundest  principles  of 
medical  science  always,  it  also  recognizes  a need  for  mental  buoyancy. 

There  is  ever  an  air  of  human  happiness  about  the  place — caught  perhaps 
from  the  sunshine,  the  freshest  of  mountain  air,  the  delight  of  days  that 
will  not  allow  one  to  remain  ill! 

Well  up  on  the  rise  of  Austin  Bluffs,  five  miles  from  the  heart  of  Colorado 
Springs,  Cragmor  commands  an  excellent  panorama  of  Pikes  Peak  and  the 
Rampart  Range.  Restful  but  not  oppressive  quiet  pervades  everywhere. 

Cragmor  Village,  in  connection  with  Cragmor  Sanatorium,  occupies  the 
wide  swing  of  Austin  Bluffs  to  the  east  of  the  sanatorium  proper  and  con- 
sists of  eighteen  commodious  homes  where  the  patients  may  continue  con- 
valescence under  the  supervision  of  the  Cragmor  Staff. 

For  Further  Information  Write  to  the  COLORADO  SPRINGS 

Physician-in-Chief  COLORADO 


WOODGROFT  HOSPITAI^-PUEBLO,  COLORADO 

Woodcroft  Hospital  was  established  in  1896  by  Dr.  Hubert  Work,  since  which  time  over  six 
thousand  cases  have  been  treated.  The  ideal  climate  of  Pueblo,  which  enjoys  almost  daily  sun- 
shine, is  an  advantageous  factor  in  the  location  of  this  hospital.  The  hospital  is  arranged  to 
care  for  all  forms  of  nervous  and  mental  diseases,  allowing  segregation  of  the  different  types 
and  thus  avoiding  unpleasant  contacts.  In  addition  to  the  strictly  neuropsychiatric  cases  we  also 
specialize  in  the  treatment  of  drug  addiction  and  alcoholism.  Hydrotherapy,  physiotherapy,  physi- 
cal exercise  and  other  therapeutic  measures  are  employed  when  indicated.  Special  emphasis  is 
placed  upon  occupational  therapy,  individual  care  and  attention,  and  an  endeavor  to  make  the 
surroundings  as  homelike  as  possible.  Tennis,  croquet,  pool,  miniature  golf  course  and  radio 
offer  means  of  recreation.  The  accommodations  range  from  single  room  with  or  without  bath 
to  rooms  en  suite.  Illustrated  booklet  will  be  sent  on  request. 

For  detailed  information  and  reservations  address 

CHUM  EPLER,  M.D.,  Superintendent 

P.  A.  DRAPER,  M.D.,  Resident  Physician  F.  M.  HELLER,  M.D.,  Neurologist  nnd  Internist 
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24-HOUR  SERVICE 

AMBULANCE  and 

PULMOTOR  SERVICE 

DAY  AND  NIGHT  PHONE 

Main  830 

John  E.  Wylie,  Mgr. 

112  Exchange  Place,  Colo.  Springs,  Colo. 
Packard  Invalid  Sedan 
Regular  Equipped  Ambulance 


Seven  years’  use 

has  demonstrated  the 
value  of 

The  Surgical  Solution 

MERCUROCHROME,  H.  W.  & D. 

in 

PREOPERATIVE  SKIN  DISINFECTION 

This  preparation  contains  2%  Mer- 
curochrome  in  aqueous-alcohol-ace- 
tone solution  and  has  the  advantages 
that : 

Application  is  not  painful. 

It  dries  quickly. 

The  color  is  due  to  Mercurochrome 
and  shows  how  thoroughly  this  anti- 
septic agent  has  been  applied. 

Stock  solutions  do  not  deteriorate. 

Now  available  in  4,  8 and  16  oz.  bottles 
and  in  special  bulk  package  for  hospitals. 
Literature  on  request 

HYNSON,  WESTCOTT  & DUNNING,  INC. 

BALTIMORE,  MARYLAND 


probably  use  cheaper  help  in  some  lines  of 
service;  and  others  will  go  strong  on  ward 
service.  A good  many  will  seek  out  still 
other  means  of  meeting  economic  conditions. 
All  hospitals  can  probably  buy  their  sup- 
plies to  better  advantage  than  they  are  do- 
ing at  the  present  time.  Some  institutions 
will  find  it  possible  to  combine  the  pharmacy 
and  the  laboratory  departments  under  one 
management.  Others  will  wish  to  cut  down 
the  excessive  hours  of  floor  nursing.  It  is 
also  possible  that  greater  development  along 
economic  lines  can  be  made  in  the  group 
nursing  idea.  Many  individuals  who  would 
not  wish  to  go  into  a ward  would  be  highly 
pleased  with  the  semi-private  room  arrange- 
ment and  would  really  feel  better  satisfied 
with  the  saving  in  expense  than  with  the 
service  in  a private  room  at  a higher  rate. 

Another  means  that  may  be  employed  to 
adjust  charges  in  favor  of  the  patient  is  to 
reduce  losses  in  collections  by  more  care- 
fully outlined  plans  and  methods  in  admit- 
ting patients.  I hold  that  every  patient  who 
is  admitted  into  an  institution  should  have 
an  absolute  understanding  of  the  financial 
arrangements  necessary  in  connection  with 
his  care.  Of  course  there  are  always  cases 
for  whom  arrangements  will  have  to  be 
made  by  the  relatives,  friends  or  others.  We 
should  use  good  sense  in  selling  our  product. 
We  should  not  try  to  over-sell  the  patient, 
and  his  economic  status  should  be  the  prin- 
cipal guide  in  all  our  business  arrangements 
with  him.  We  should  not  hesitate  to  ask 
if  the  patron  is  able  to  pay  for  the  service 
rendered.  It  should  be  made  clear  that  we 
expect  to  do  our  part  in  meeting  his  de- 
mands and  that  we  expect  the  same  kind  of 
treatment  at  the  hands  of  those  whom  we 
serve.  It  is  a well  known  fact  that  the  ma- 
jority of  patients  will  engage  high  priced 
rooms,  demand  the  best  service,  and  give 
the  impression  that  they  are  able  to  pay; 
but  when  they  receive  the  weekly  love- 
note”  from  the  business  office,  there  is  a 
different  expression  comes  over  the  face, 
and  the  poor  cashier  then  bows  his  head 
and  listens  to  a grand  outburst  of  oratory 
that  might  easily  have  been  avoidable  under 
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IMPERIAL  PHARMACY 


Distributors 


319  Sixteenth  St. 


KEystone  1550 


Denver 


The  Rustless  Instrument  Disinfectant 

Dries  rapidly  and  leaves  no  deposit. 
Kills  ordinary  pathogenic  bacteria  in  less 
than  thirty  seconds  contact.  More  resis- 
tant bacteria,  such  as  anthrax  and  te- 
tanus, in  less  than  thirty  minutes. 

Will  not  rust  or  attack  any  fine  point 
or  edge  made  of  steel,  nickel,  chromium, 
silver  or  gold. 

ZOTOX  evaporates  swiftly  and  does 
not  need  to  be  rinsed  or  wiped  from  ster- 
ile instruments.  This  feature  contrib- 
utes materially  to  the  maintenance  of 
asepsis.  Recommended  for  hospitals, 
surgeons  and  dentists.  Write  for  des- 
criptive literature. 


EVERY  PATIENT 


APPRECIATES  AN  ATMOSPHERE  OF 
CLEANLINESS  IN  HIS  DOCTOR’S  OFFICE 


— When  your  rugs  become  laden  with  dust — - 
— And  the  reds  and  the  blues  change  to  rust, 

— When  your  furniture  sags  and  flaunts  your  neglect, 
— And  the  whole  darn  thing  has  lost  its  respect, 


Just 


DON’T  WORRY!! 


“SEND  ’EM  OUT  TO  DICK  AND  DAN’ 

and  THEY’LL  RETURN  ’EM  ‘SPICK  AND  SPAN’” 

(Now  Try  and  Forget  Our  Name) 

We  specialize  in  cleaning,  repairing  and  mothproof  ing  rugs,  Over- 
We  Clean  Office  Rugs  stuffed  sets,  Carpets  and  Auto  Upliolstery 

WitThem  Tvp  '"s  2260  BROADWAY  We  Call  and  Deliver  Free  KEystone  5637 


NC-NAP 


A sterile  rubber  cup  for  intravaginal  use,  of- 
fered to  those  women  whose  physical  structure  per- 
mits as  an  outstanding  contribution  in  catamenial 
devices. 

Where  physical  conditions  indicate  its  use,  NO- 
NAP eliminates  all  need  for  pads  and  belts. 

NO-NAP  is  comfortable,  odorless,  hygienic,  and 
economical.  The  price  is  $1.50,  which  will  be  prompt- 
ly refunded  without  question  to  any  dissatisfied  cus- 
tomer. Send  for  illustrated  pamphlet. 

The  NO-NAP  Company 

BOX  265  ENGLEWOOD,  COLO. 
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In  the  event  of  a claim  for  damages  in 
connection  with  professional  services, 


/Etna  Professional 
Liability  Insurance 

affords  the  following  protection  to 
the  physician,  surgeon  or  dentist : 


1.  Safeguards  the  practitioner’s 
reputation  with  the  very  best 
of  legal  advice. 

2.  Wins  the  case  or — 

3.  Pays  the  judgment  within 
policy  limits. 

4.  Pays  court  costs  and  legal  ex- 
pense. 


/ETNA  LIFE 
INSURANCE 
COMPANY 

Fred  E.  Hreisch,  Manager 


529  Midland  Savings  Building 
KEystone  6205 


Guard  Your  Family  Against 
Cold  Draughty  Rooms 

INSTALL  A 


Uniform  heat  eliminates  cold 
and  sickness  from  your  home. 


Barnett  Fuel  & Oil  Co. 

3800  Wynkoop  Phones  KEystone 
Denver  2323-5700 


a more  definite  and  business-like  plan  of 
admitting. 

Whenever  it  is  necessary  to  extend  cred- 
it, this  should  be  done  on  a strictly  business 
basis,  and  the  patient  should  understand 
that  any  indebtedness  that  goes  onto  the 
hospital  books  is  to  be  met  with  the  same 
precision  that  would  be  expected  in  meeting 
a like  obligation  at  the  bank.  However,  it 
should  be  borne  in  mind  that  with  our  re- 
duced rates,  we  ought  to  seek  to  do  a more 
nearly  cash  business  with  our  patrons,  and 
thus  put  less  credit  on  our  books.  When 
credit  must  be  extended,  the  time  limit 
should  also  be  minimized. 

Another  thing  that  the  hospital  world 
could,  and  should  do,  is  to  educate  the  pub- 
lic in  the  vicinity  in  which  it  operates  to 
understand  that  the  hospital  cannot  take 
care  of  all  the  charity  cases  without  the 
support  of  the  community  and  that  people 
must  pay  their  bills.  The  hospital  is  a ne- 
cessity and  an  asset  to  any  community,  and 
the  community  is  much  better  off  with  a 
good  hospital  successfully  operating  in  its 
midst  than  it  would  be  with  the  hospital 
doors  closed  because  people  do  not  pay 
their  honest  accounts.  A great  deal  of  the 
present  financial  trouble  is  due  very  largely 
to  the  way  in  which  we  have  conducted  our 
business  in  the  past.  We  have  been  too 
loose  and  too  easy  in  our  dealings  with  the 
public,  and  of  course  this  has  been  taken 
advantage  of  by  many  who  have  come  to 
us  for  service. 

It  might  be  wise  to  mention  that  we  do 
not  believe  it  is  necessary  to  reduce  rates 
to  the  wealthy,  for  this  would  be  false  econ- 
omy. We  know  full  well  that  the  private 
room,  with  its  relatively  higher  cost  to  the 
patient,  is  the  velvet  of  the  institution. 
Every  medical  plant  will  probably  need  to 
maintain  a wide  range  of  rates,  but  none 
can  afford  to  have  more  than  one  class  of 
service — the  best.  Whatever  is  done  to  les- 
sen the  charge  to  the  patient,  it  should  not 
be  at  the  expense  of  service.  One  hospital 
writer  has  called  this  "maintaining  the  bal- 
ance between  economy  and  efficiency.’  It 
is  this  balance  which  must  become  our  slo- 
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Will  have  one  of  the  most  interesting  exhibits  of  its  history 
at  the  Colorado  State  Convention 


JOHN  THEBUS 
Fills 

Prescriptions 


Thebus  Prescription  Pharmacy 

KEystone  1515  1611  TREMONT 

Across  the  Street  from  Republic  Bldg.  Entrance 

A Real  Drug  Store 


FIRE 

ACCIDENT 

HEALTH 

LIFE 

LIABILITY 

RENT 

BOILER 

PLATE  GLASS 

BIRGLARI 

COMPENSATION 

JEWELRY 

FIRS 

AUTOMOBILE 

Liability 

Theft 

Fire 

Collision 

Property  Damage 


Horace  W.  Bennett  & Co. 

real  estate 

INVESTMENTS  and  INSURANCE 


E 


HO  TABOR  BUILDING 
DENVER 
Phone  TAbor  1271 


FRANK  ENGLAND.  JR.,  Manager 
Insurance  Department 


COLORADO  BEVERAGE  COMPANY 

wholesale  distributors 

FOREIGN  AND  DOMESTIC  BEVERAGES 
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BEST  WORK  AT  THE  LOWEST 
PRICES 


gan  in  the  administration  of  the  hospitals 
and  sanitariums  which  we  represent. 

Good  management  will  not  allow  the  phy- 
sical plant  to  run  down  for  a few  years  with 
the  idea  of  reducing  costs,  but  it  will  keep 
up  the  repairs  and  the  appearance  of  the 
institution  at  all  times.  If  an  institution  is 
allowed  to  run  down,  the  expense  will  ac- 
cumulate only  to  create  a greater  financial 
problem  at  a later  date.  It  is  likewise  false 
economy  to  think  that  in  building  our  budg- 
ets for  the  coming  year  we  can  sweep  away 
the  depreciation  allowance  on  our  buildings 
- — for  depreciation  is  like  time,  it  continues. 
Good  management  will  recognize  this  and 
will  guard  well  the  depreciation  fund,  which 
is  our  legitimate  reserve  against  the  needs 
of  the  future. 

For  the  past  four  weeks  I have  been 
making  a definite  study  of  hospital  man- 
agement, of  sanitarium  administration,  and 
of  the  economies  that  might  be  effected  in 
this  line  of  work.  Not  only  in  our  denomina- 
tional institutions,  in  which  I am  of  course 
vitally  interested,  but  also  in  such  institu- 
tions as  the  Battle  Creek  Sanitarium  and 
other  of  the  larger  institutions  in  this  coun- 
try, have  I observed  a number  of  points  in 
which  economies  might  be  effected.  I re- 
fer to  such  items  and  departments  as  the 
laundry  and  linen  department,  where  preser- 
vation of  supplies  may  be  effected  which 
which  will  greatly  curtail  the  overhead  in 
those  particular  departments,  in  replace- 
ments and  repairs. 

Also  in  the  culinary  department  there  is 
a field  for  considerable  saving  without  the 
slightest  decrease  in  quality  of  food  pre- 
pared. Again,  in  the  power  house  there  is 
opportunity  for  much  saving  through  proper 
supervision  of  the  heating,  lighting,  and 
plumbing  in  the  institution  as  a whole. 

There  is  one  more  point  I wish  to  make 
in  the  consideration  of  ways  to  reduce  the 
overhead,  which  should  in  turn  benefit  the 
patron.  This  is  with  reference  to  conven- 
ience in  arrangement  of  equipment  and  in 
the  location  of  supplies.  In  the  recent  sur- 
vey of  hospitals,  I have  repeatedly  observed 
instances  where  a little  re-arrangement,  or 
transposing  of  offices,  would  greatly  facili- 
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tate  the  work  of  all  concerned,  and  prove  a 
labor  saving  item  in  no  small  degree.  In 
all  our  work  as  administrators  we  must  keep 
in  mind  the  idea  of  manufacturing  efficiency 
for  the  plant  as  well  as  service  for  the 
patron.  It  is  attention  to  some  of  these 
seemingly  small  matters  that  will  spell  the 
difference  between  success  or  failure  in  our 
work. 

In  this  paper  you  may  recall  that  only 
three  major  points  have  been  emphasized, 
namely  that: 

1.  The  hospital  is  a community  neces- 
sity. It  is  a factory,  the  product  of  which 
is  service.  This  product  is  not  being  suffi- 
ciently utilized  at  the  present  time. 

2.  The  objective  of  hospitals  is  not  pri- 
marily the  making  of  money,  but  we  should 
render  service  of  the  highest  order,  doing 
so  on  at  least  a break-even  basis. 

3.  There  are  a number  of  methods  of 
effecting  economies,  which  must  be  adapted 
to  the  varying  conditions  in  each  individual 
institution.  Among  the  ideas  suggested  for 
discussion  at  this  meeting,  I have  listed  eight 
or  nine  items  which  may  be  briefly  men- 


tioned as  follows:  Training  schools,  cheaper 
help,  ward  service,  purchasing  of  supplies, 
combining  of  departments,  group  nursing, 
or  economies  in  floor  nursing,  the  reduction 
of  losses  in  collections  through  better  ad- 
mitting methods,  better  credit  control,  and 
general  upkeep  of  the  plant. 

It  is  my  opinion  that  hospital  executives 
are  putting  forth  a most  earnest  effort  and 
heroic  endeavor  to  meet  their  problems  at 
the  present  time;  I believe  that  they  should 
be  encouraged  and  supported  by  their 
boards  to  make  still  further  accomplish- 
ments. It  is  the  purpose  of  this  paper  to 
provoke  a free,  liberal,  and  thorough  discus- 
sion of  our  problems. 

WANTADS 
MEDICAL  ART 

Illustrations,  lantern  slides,  graphs,  etc.,  for 
STATE  MEETING  PAPERS.  Call  Miss  Waneeta 
Stevie,  University  of  Colorado  School  of  Medicine, 
Pathology  Department.  YOrk  8500. 

PHOTOGRAPHER 

Experienced  photographer,  late  of  Colorado 
School  of  Medicine,  will  make  your  lantern  slides, 
prints  for  publication,  copies,  etc. 

PAT  LEVERTY, 
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The  National  Baby  Products  Co.,  July  24,  1933. 

Denver,  Colorado. 

Gentlemen: 

Recently  we  were  privileged  to  see  one  of  your  Betty  Jane  Nursers  in  active  use.  We 

believe  this  bottle  is  ideal  for  any  bottle  feeding  baby.  And  its  non-colic  feature  is  all  im- 
portant. 

Because  we  believe  you  have  a good  product  we  take  this  opportunity  to  invite  your  an- 
nouncement regularly  in  COLORADO  MEDICINE.  The  readers  of  this  publication  will  un- 
doubtedly be  glad  to  know  more  about  the  Betty  Jane  NURSER.  Advertising  contract  en- 
closed herewith. 

Yours  truly, 

HARVEY  T.  SETHMAN, 

Managing  Editor. 

O 

NATIONAL  BABY  PRODUCTS 

Manufacturers  of  The  Betty  Janes  Nurser 

Denver,  Colorailo 

, July  26,  1933. 

Colorado  Medicine, 

537  Republic  Bldg., 

Denver,  Colorado. 

Gentlemen: 

BETTY  JANE  is  the  ideal  NURSER  for  bottle  feeding  babies.  We  undertook  its  produc- 
tion only  after  consultation  with  some  of  the  foremost  physicians  of  Denver.  It  is  sold  in 
practically  every  drug  store  at  the  small  price  of  ten  cents  or  three  for  twenty-five  cents. 
The  large  daily  output  of  The  Betty  Jane  Nurser  is  due  in  part  to  the  whole  hearted  recom- 
mendation of  the  Medical  profession.  We  are  glad  to  have  our  announcement  run  each  month 
in  Colorado  Medicine.  Advertising  copy  for  the  September  issue  will  be  sent  you  before  Au- 
gust twentieth.  We  hope  you  will  find  the  enclosed  order  made  out  to  your  satisfaction. 

Respectfully  yours, 

NATIONAL  BABY  PRODUCTS  CO. 
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HE  SAVED  FIVE  HUNDRED  DOLLARS 


SO  CAN  VIM"  I 

;T  IS  CAR  was  shabby.  Frequent  attacks  of  engineitis  caused  annoyance 
( O an<^  ^oss  t*me-  The  springs  were  arthritic.  The  lights  were  dim. 

' — JC  The  loose  door  handles  and  fender  dents  helped  give  him  a motorist’s 
inferiority  complex  that  seemed  curable  only  by  trading  the  cripple 
on  a new  car  with  six  hundred  and  fifty  dollars  difference  to  pay. 

Did  he  sign  up  and  fork  over  as  in  the  days  of  ‘29?  He  did  not!  He  had  a 
friend  with  wisdom  and  experience.  The  result?  A new  duco  job  and  complete 
overhaul;  new  brake  bands  and  shackles,  new  battery,  ignition  check-up,  new  seat 
covers  and  a set  of  tires — all  at  an  expense  of  one  hundred  and  fifty  dollars.  The 
car  looks  and  runs  like  new;  the  five  hundred  saved  looks  like  “The  New  Deal.” 
Incidentally,  we  want  to  say  right  now  that  the  firms  listed  below  are  fair  and 
square  and  competent.  Give  them  a chance  to  prove  it. 


DOCTOR,  YOUR  CAR  MUST  BE  DEPENDABLE 

Come  in  and  have  the  ignition  and  carburetor  checked.  Work  done  by  experts  is  always 

less  expensive.  We  specialize. 
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AUTO  ELECTRIC  APPLIANCE  CO. 

CORNER  W.  13th  AND  ACOMA  ST. 

TAbor  5011  Denver 


EMERGENCY 

AMBULANCE 


An  Inexpensive 
Conversion  Job 
for  the 
Doctor  s Car 


When  a life  is  at  stake: — 

When  time  is  precious  and  you  find  it  necessary  to  get  your  patient 
to  the  hospital  without  delay: — 

Then  you  will  truly  appreciate  the  Scott  Ambulance  Unit,  which  we 
can  arrange  in  your  car  in  a few  hours  at  low  expense.  This  ambulance 
convenience  does  not  interfere  with  the  present  interior  appearance  of 
your  sedan,  and  enables  you  to  maintain  its  regular  routine  for  professional 
or  family  use.  But  when  the  emergency  arises  you  can,  within  sixty 
seconds,  convert  sufficient  space  for  your  patient  in  reclining  posture  with- 
out damage  to  your  car  or  interference  with  your  driving  position. 

Write  for  price  and  details  of  this  quick  conversion  job.  Be  sure 
to  mention  make  and  model  of  your  car. 


THE  SCOTT  AUTOMOBILE  BODY  COMPANY 

631  East  18th  Ave.  DENVER  TAbor  3402 
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I EDITORIAL  NOTES  AND  COMMENT 


Does  the  N.  R.  A.  Concern 
the  Physician? 

rJ1HE  principle  of  operation  in  the  Recov- 
ery Act  was  laid  down  by  the  majority 
in  the  Seventy-second  Congress  which  gave 
the  President  powers  necessary  in  such  a 
crisis.  This  nation  stood  at  the  low  point 
in  its  history,  bowed  without  a leader,  on 
last  March  4 — all  banks  closed;  millions  of 
blameless  folk  in  the  bread  lines.  Had  we 
a government  or  not?  If  so,  its  credit  had 
to  be  re-established.  We  had  banks,  but 
they  were  shut  down.  The  people’s  faith  in 
them  must  be  restored.  The  homeless  and 
hungry  had  to  be  protected  and  a general 
feeling  of  security  inculcated  throughout  the 
land.  The  new  administration  faced  the 
task  of  instilling  confidence  in  the  availabil- 
ity of  work  for  men  and  women  who  want 
work — jobs,  not  words.  Success  depends 
upon  a balanced  allocation  of  enterprise, 
with  a decent  living  standard  for  those  who 
will  do  their  part.  The  Executive  is  empow- 
ered to  act  decisively  and  to  alter  his  course 
at  will  and  not  according  to  precedent.  This 
crisis,  if  ever,  justifies  an  experimental  atti- 
tude. We  have  placed  this  magnanimous 
confidence  in  an  Executive  in  whom  we 
have  faith. 

In  the  interest  of  cooperation  and  assur- 
ance of  the  success  of  this  venture,  many 
physicians  have  asked  what  their  part  may 


«iiunnnmn|7) 

be  in  the  N.  R.  A.  The  question  naturally 
entails  the  physician's  hours  of  work  and 
the  hours  and  salaries  of  his  employees. 
Professional  men,  so  far,  must  be  exempt 
from  such  stipulations.  So  also  are  their 
professional  employees.  Physicians  neces- 
sarily cannot  have  definite  working  hours; 
the  patients’  rights  supersede  all  codes  of 
regulations.  However,  if  a physician  em- 
ploys more  than  two  persons  of  the  non- 
professional type,  as  clerks  or  accountants, 
they  should  be  under  the  National  Recovery 
Act  with  minimum  wages  and  maximum 
working  hours. 

Hospitals,  because  of  their  large  number 
of  employees,  are  definitely  concerned  by 
the  Act.  Officials  in  Washington  have  in- 
formed officers  of  the  American  Hospital 
Association  that  nurses,  administrators,  die- 
titians, technicians,  and  other  professional 
employees  do  not  come  within  the  scope  of 
the  N.  R.  A.  Nevertheless,  workers  of  the 
wage  earner  element  are  definitely  classi- 
fied therein.  This  group  will  comprise  the 
maids,  orderlies,  laundry  workers,  et  cetera. 

The  American  Medical  Association,  as 
the  employer  of  some  five  hundred  people, 
has  been  ordered  by  its  Board  of  Trustees 
to  enter  promptly  into  the  terms  of  the  Act. 
The  Journal  A.  M.  A.  and  Colorado  Medi- 
cine among  the  other  state  journals,  urges  all 
physicians  to  enter  into  the  spirit  of  the  ac- 
tivity and  be,  to  the  greatest  extent,  enthu- 
siastic advocates  of  the  vital  experiment. 


318 


Colorado  Medicine 


Sixty-Third  Annual  Session — 

Colorado  Springs 

'T'his  number  of  Colorado  Medicine  repre- 
sents our  last  opportunity  to  urge  mem- 
bers of  the  Colorado  State  Medical  Society 
to  attend  the  Sixty-Third  Annual  Session  in 
September.  We  also  anticipate  with  pleas- 
ure the  attendance  of  many  colleagues  from 
Wyoming — our  neighbors  having  no  meet- 
ing of  their  own  this  year. 

The  program  was  published  in  our  August 
issue  and  will  also  be  placed  in  pamphlet 
form  with  each  member  before  the  meeting. 
Note  a well-balanced  selection  of  papers 
and  choice  of  spokesmen.  Dr.  Olin  West, 
Secretary  and  General  Manager  of  the 
American  Medical  Association,  will  be  the 
banquet  speaker.  All  who  have  previously 
enjoyed  his  splendid  oratory  would  travel 
far  to  hear  him. 

There  will  be  no  evening  meeting  of  the 
House  of  Delegates  preceding  the  official 
opening  of  the  session.  Thus  the  meeting 
will  be  complete  in  three  days,  unlike  the 
three  and  one-half  of  former  years. 

Colorado  Springs  meetings,  due  to  the 
central  location  and  many  attractive  features 
of  the  city,  are  always  well  attended.  This 
year  the  hotel  rates  are  more  attractive  than 
ever  before;  make  your  reservations  now. 
If  September  really  represents  the  beginning 
realization  of  a new  deal,  let  s rejoice  togeth- 
er — or  supposing  we  rejoice  anyway  — in 
Colorado  Springs,  September  H to  16  in- 
clusive! 

4 4 4 

Biological  Factors 
in  Epilepsy 

J^Torthwest  Medicine  has  recently  pub- 
lished a paper  describing  the  successful 
treatment  of  epilepsy  with  calcium.  The 
work  followed  upon  similar  therapy  success- 
ful in  a series  of  migraine  cases.  The  find- 
ings would  further  verify  the  presumed  re- 
lationship between  the  conditions. 

The  migraine  patients  were  given  calcium 
gluconate  orally  on  an  empty  stomach. 
When  the  fasting  blood  serum  calcium 
reached  11  mg.  per  100  c.c.,  attacks  ceased 
and  did  not  recur  while  that  level  was  main- 
tained. 


Likewise,  ten  epileptics  were  found  to 
have  serum  calciums  below  normal  in  all 
but  two  cases.  The  latter  were  within  nor- 
mal limits — 12.2  and  13  mg.  per  100  c.c.; 
the  other  eight  ranged  from  7.9  to  9.4  mg. 
The  eight  patients  were  given  30  to  60 
grains  of  calcium  gluconate  orally  each  day. 
During  two  months  of  observation,  no  serum 
calcium  rose  above  10  mg.,  but  epileptic  seiz- 
ures diminished  in  frequency  and  severity. 
Due  to  the  inability  of  these  individuals  thus 
to  raise  the  calcium  to  normal,  their  powers 
were  augmented  by  vitamin  D.  They  were 
given  one  to  three  drams  of  cod  liver  oil 
daily.  Within  ten  days  the  fasting  serum 
calcium  rose  to  an  average  of  12  mg.  per 
100  c.c.  in  each  case.  The  epileptic  seizures 
ceased. 

We  note  that  the  migraine  cases  re- 
sponded with  greater  ease,  not  requiring  the 
additional  vitamin  D to  raise  the  serum  cal- 
cium, and  maintaining  a normal  level  from 
two  to  twelve  months  following  cessation  of 
the  calcium  administration.  The  low-calcium 
epileptic  is  either  unable  to  absorb  the 
needed  calcium,  or  it  is  excreted  too  rapidly. 

The  power  of  calcium  to  lessen  cell  per- 
meability apparently  prevents  certain  trans- 
udation phenomena  in  the  cerebral  motor 
area.  The  latter  would  seem  to  account  for 
at  least  a substantial  portion  of  epileptic 
manifestations. 

In  the  two  cases  showing  normal  blood 
calcium  at  the  beginning  of  this  study,  fur- 
ther blood  chemistry  was  performed.  Hypo- 
glycemias of  55  and  61  mg.  were  demon- 
strated. High  carbohydrate  diets  caused 
symptomatic  relief  in  both  cases. 

It  is  at  least  interesting  that  we  may 
through  such  procedures  classify  epileptics 
into  two  etiological  categories — one  group 
with  hypocalcemia,  another  with  hypogly- 
cemia. 

4 4 4 

Is  Poverty  a Hardship? 

A SECTION  of  the  slum  population  in  an 
English  city  was  moved  to  a new  area 
and  housed  in  new  buildings  under  strictly 
sanitary  circumstances.  A five  year  study 
revealed  the  startling  fact  that  morbidity  and 
mortality  were  greater  than  among  those  re- 
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maining  in  the  slums.  Health  officers  con- 
cluded that  higher  rents  in  the  new  section 
caused  the  inhabitants  to  deny  themselves 
sufficient  food.  Deduction  seemed  to  demon- 
strate that  malnutrition  breaks  down  re- 
sistance more  seriously  than  filth. 

The  editor  of  one  of  the  leading  state 
journals,  in  commenting  upon  the  observa- 
tion, concludes  that  America  is  undoubtedly 
immune  from  dire  consequences  in  the  event 
of  such  an  experiment  on  this  side  of  the 
Atlantic.  American  people  let  the  landlord 
do  the  fasting  and  worrying. 

We  might  add  that  those  higher  rents 
might  have  caused  the  conscientious  for- 
eigners to  deny  themselves  prompt  and  ade- 
quate medical  care.  Poor  Americans  would 
simply  crank  up  their  cars  and  head  for  the 
free  clinic. 

* * * 

Economies  of 
Group  Practice 

^momg  the  numerous  achievements  in 
‘group  practice-group  payment"  plans, 
given  publicity  by  the  late  Committee  on 
the  Costs  of  Medical  Care,  was  that  of  a 
Los  Angeles  Clinic  which  gave  some  half 
million  dollars  worth  of  service  for  $216,500 
during  1931.  The  Ross-Loos  Medical 
Group  is  owned  by  two  physicians  and  has 
made  agreements  with  fourteen  associations 
of  employees  to  supply  practically  complete 
service  for  $2.00  a month  per  employee.  The 
services  comprise  home,  office,  and  hospital 
care  (not  exceeding  three  months  during 
any  year),  x-ray  and  laboratory  work,  phy- 
sical therapy  and  all  needed  drugs  and 
dressings.  Ambulance  transportation  is  al- 
lowed when  required.  The  subscriber  s de- 
pendents are  eligible  to  the  same,  except  for 
moderate  charges  for  hospitalization  and 
drugs. 

During  1931,  the  clinic  had  6,747  eligible 
subscribers  and  11,823  dependents.  The  to- 
tal cost  of  supplying  the  service  was  $201,- 
310.  Analysis  reveals  that  these  people  re- 
ceived more  care  at  far  less  cost  than  in 
similar  economic  groups  served  by  private 
physicians. 

Impartial  observation  of  its  work  has  re- 


vealed that  the  group  is  expeditiously  giving 
service  comparable  with  the  best  available 
to  the  better  class  of  pay  patients.  Their 
nineteen  physicians  are  apparently  satisfied; 
their  net  incomes  ranged,  in  1931,  from 
$3,300  to  $4,600  (exclusive  of  the  owners) 
— average,  $3,900.  Their  incomes  have 
risen  during  the  depression,  while  those  of 
private  practitioners  have  declined.  It  has 
been  recommended  that  the  monthly  fee  of 
the  subscribers  be  raised  from  $2.00  to  $3.25 
or  $3.75,  so  as  to  eliminate  any  special 
charges  to  dependents  and  to  allow  the  phy- 
sicians larger  incomes  and  more  leisure. 
Further  possibilities  include  reserve  funds 
for  epidemics  and  expansion;  later,  home 
nursing  and  dentistry  might  be  included. 

The  principal  groups  now  subscribing  are 
firemen,  policemen,  water  department  and 
telephone  employees,  and  teachers.  Payroll 
deductions  are  authorized  in  most  instances; 
there  are  no  bad  debts.  General  salary  re- 
ductions resulted  in  increased  rather  than 
decreased  subscriptions.  It  is  generally 
agreed  that  a satisfactory  personal  relation- 
ship and  confidence  exists  between  patients 
and  physicians. 

We  note  that  this  organization  embodies 
recommendations  of  the  majority  report  of 
the  Committee.  Contrary  to  the  predictions 
of  the  minority,  it  has  obviously  achieved  a 
remarkable  success  and  promises  to  expand. 
Since  the  dissolution  of  the  Committee,  com- 
paratively little  has  been  heard  of  medical 
costs.  The  majority  of  physicians  hold  in 
their  minds  that  from  a collosal  waste  of 
time  and  money  was  deduced  a non-work- 
able  conclusion  contrary  to  all  traditional 
ideals  and  ethics. 

Dr.  Ray  Lyman  Wilbur  deprecates  our 
profession's  seeming  complacency,  insisting 
that  it  is  foolhardy  and  dangerous.  In  view 
of  the  progressive  modifications  in  medical 
service,  he  claims,  further  changes  are  in- 
evitable and  will  be  wrought  either  by  or 
in  spite  of  the  profession.  In  view  of  this, 
we  will  occasionally  mention  the  mechan- 
ism, success,  or  failure  of  such  a plan  as  this 
in  Los  Angeles.  Our  readers  need  not  be- 
come unmindful  of  the  trends  in  the  eco- 
nomics of  medicine. 
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THE  OBLITERATING  APPENDIX  AS  A CAUSE  OF  DISTURB- 
ANCES CONNECTED  WITH  ABDOMINAL  NERVES 
AND  LYMPHATICS* 

LEONARD  FREEMAN,  M.D. 

DENVER 


When  an  operation  is  done  for  chronic 
appendicitis,  the  surgeon  may  be  disappoint- 
ed in  finding  an  “obliterated’  organ  only — 
a mere  fibrous  string  perhaps,  seemingly 
inadequate  to  explain  the  symptoms.  In  fact 
it  often  is  regarded  as  harmless,  some  sur- 
geons even  disdaining  to  remove  it.  But 
is  it  harmless?  Much  has  been  written  on 
both  sides  of  the  question,  but  the  evidence 
seems  to  be  accumulating  that  a partially 
or  completely  obliterated  appendix  may  be 
the  source  of  considerable  trouble. 

What  is  this  obliterative  process?  Rib- 
bert1,  whose  ideas  have  been  widely  ac- 
cepted. considers  it  to  be  a natural  involu- 
tion,  beginning  at  the  tip  and  slowly  pro- 
gressing toward  the  base  of  the  organ,  grad- 
ually converting  it  into  a fibrous  cord  from 
which  the  lumen  and  its  mucosa  have  disap- 
peared. Others  have  regarded  chronic  in- 
flammation as  the  cause,  while  some1  take 
an  intermediate  stand,  viewing  it  as  some- 
times due  to  involution  and  sometimes  to 
inflammation. 

The  question  perhaps  is  of  greater  aca- 
demic than  clinical  significance,  because 
which  ever  explanation  is  favored  the  fact 
remains  that  an  inflammatory  zone  usually 
is  found  just  in  front  of  the  advancing  oblit- 
eration, sometimes  amounting  to  a subacute 
or  even  an  acute  condition.  This  inflamma- 
tory zone  can  exist  without  remission  for  a 
long  time  while  obliteration  is  going  on,  thus 
constituting  a true  chronic  appendicitis  in 
contradistinction  to  the  interval  form.  Hors- 
ley' found  an  inflammatory  zone  in  58.7  per 
cent  of  273  cases  of  obliterative  appendicitis 
and  argues  convincingly  that  it  probably  ex- 
isted in  all  of  them  at  some  period  of  the 
process.  I have  found  it  in  so  many  of  my 
cases  that  I am  surprised  when  it  is  not 
more  or  less  in  evidence.  The  underlying 

*From  the  Surgical  Department  of  the  Univer- 
sity of  Colorado  Medical  School  and  Hospitals. 
Read  before  the  Sixty-second  Annual  Session  of 
the  Colorado  State  Medical  Society  at  Estes  Park, 
September  10,  1932. 


cause  of  the  phenomenon,  however,  is  not 
clear  and  requires  further  study. 

An  obliterating  or  obliterated  appendix 
might  produce  trouble  in  several  ways:  ( 1 ) 
by  vascular  absorption:  (2)  from  irritation 
of  vegetative  nerve  fibers;  or  (3)  through 
the  post-peritoneal  lymphatic  system.  L.et 
us  consider  these  various  ways: 

Vascular  absorption  needs  no  discussion, 
being  present  in  most  inflammatory  condi- 
tions: but  it  hardly  can  play  an  important 
part  in  the  comparatively  mild  form  of  in- 
flammation usually  met  with  in  obliterating 
appendicitis,  although  it  may  do  so  occa- 
sionally where  the  inflammatory  zone  is  very 
pronounced. 

The  irritation  of  nerves,  however,  is  not 
so  well  recognized.  The  appendix  is  unus- 
ually well  supplied  with  fibers  from  the  veg- 
etative nervous  system,  which  are  distrib- 
uted between  the  muscularis  and  the  mucosa. 
During  the  obliterative  process,  in  which  the 
mucosa  is  destroyed  and  the  muscularis  re- 
placed with  contracting  fibrous  tissue,  these 
nerves  at  first  undergo  hypergenesis  and 
later  compression,  resulting  in  the  formation 
of  constrictions  and  numerous  sensitive  neu- 
romata. The  nerve  irritation  produced  in 
this  way  causes  what  Masson'  appropriately 
terms  appendicite  neurogene,  because  of  its 
effect  upon  the  nervous  system. 

From  such  an  obliterated  appendix  path- 
ologic nerve  impulses  are  carried  to  the  solar 
plexus  ( Vorschiitz4)  from  where  they  are 
distributed  to  various  abdominal  organs,  re- 
sulting in  muscular  disturbances  of  the  gas- 
trointestinal tract  (pylorospasm,  constipa- 
tion, diarrhea,  etc.)  with  alterations  of  va- 
rious secretions  and  hormones,  gastric  hy- 
peracidity being  an  especially  noticeable  oc- 
currence, perhaps  accompanied  by  ulcera- 
tion of  the  duodenum  or  stomach.  Even  the 
pupil  of  the  right  eye  is  often  affected,  caus- 
ing it  to  become  smaller  than  its  fellow,  a 
feature  emphasized  in  diagnosis  by  Buch- 
mann,  Sawitzkiz"  and  others.  When  the 
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Fig.  1.  Beginning  obliteration,  with  inflammatory 
zone  at  “a.” 


irritation  is  great,  or  the  nervous  system  un- 
usually susceptible,  the  disturbance  may  spill 
over  into  the  cerebrospinal  system  through 
the  spinal  ganglia,  resulting  in  spasticity  of 
the  abdominal  wall  and  other  nervous  and 
neurotic  manifestations  so  often  observed  in 
the  symptomatology  of  obliterating  appendi- 
citis. 

These  phenomena  may  perhaps  be  com- 
pared with  those  seen  in  connection  with 
abdominal  scars  and  amputation  stumps, 
where  contracting  fibrous  tissue  causes  irri- 
tation of  nerves  and  the  formation  of  sen- 
sitive neuromata,  followed  by  more  or  less 
general  nervous  reactions. 

Lymphatic  absorption  has  been  empha- 
sized recently,  especially  by  Pribram".  He 
calls  attention  to  the  importance  and  wide 
spreading  ramifications  of  the  retroperito- 
neal lymphatic  system  and  to  its  intercon- 
nections with  the  various  abdominal  organs. 
A chronic  infection  of  this  lymphatic  net- 
work can  give  rise  to  a great  variety  of 
more  or  less  obscure  symptoms,  the  ports  of 
entry  being  principally  the  appendix  and 
the  gall  bladder.  He  insists,  however,  that 


Fig.  2.  Progressing  obliteration,  inflammatory 
zone  at  “a.” 


it  is  not  acute  but  chronic  inflammations  that 
cause  the  most  trouble.  Acute  inflammations 
rapidly  close  the  lymphatics,  while  the 
chronic  ones  permit  of  long  continued  ab- 
sorption, hence  the  more  chronic  the  dis- 
turbance the  greater  the  danger.  Among 
other  interesting  conclusions  he  shows  quite 
clearly  how  pancreatitis,  periduodenitis, 
duodenal  and  gastric  ulcers,  etc.,  may  have 
their  origin  in  these  lymphatic  infections. 
The  co-existence  of  such  lesions  with  oblit- 
erating appendicitis  is  a matter  of  common 
observation  as  is  also  enlargement  of  the 
mesenteric  lymph  nodes.  This  mesenteric 
lymphadenitis  is  generally  supposed  to  be 
due  to  absorption  from  the  intestine;  but  this 
explanation  is  inadequate  because,  among 
other  reasons,  the  nodes  always  are  larger 
and  more  numerous  toward  the  root  of  the 
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Fig.  3.  Completed  obliteration  of  tip  of  appendix, 

inflammatory  zone  at  “a.” 

mesentery  rather  than  near  the  bowel,  and 
they  seldom  are  found  in  connection  with 
ulcers  and  other  intestinal  lesions  and  then 
not  widely  distributed  as  in  true  mesenteric 
lymphadenitis. 

In  this  connection  another  point  deserves 
consideration:  The  whole  retroperitoneal 
lymphatic  system  with  its  glands  is  inti- 
mately surrounded  by  a bewildering  maze  of 
vegetative  nerve  fibers,  some  of  them  even 
penetrating  into  the  nodes  themselves. 
These  fibers  are  subject  to  irritation  when 
the  lymphatics  are  involved,  thus  adding  to 
the  pathology  and  symptomatology  radiat- 
ing from  a chronically  diseased  appendix. 

In  conclusion,  it  seems  obvious  that  chron- 
ically inflamed  gall  bladders  and  appendices, 
especially  the  obliterative  appendix,  are  not 
so  harmless  as  is  often  supposed;  hence  they 
should  be  removed  when  encountered,  in 
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order  to  avoid  nerve  irritation  and  lymphatic 
infection.  When  the  latter  is  once  estab- 
lished it  may  remain  long  after  the  cause 
has  disappeared,  thus  helping  to  account 
for  the  well  known  postoperative  persistence 
of  symptoms,  variously  reported  as  from 
20  to  60  per  cent.  It  also  follows  that  oblit- 
erating appendices  should  be  completely  re- 
moved, leaving  no  portion  as  a subsequent 
source  of  trouble. 

Summary 

1.  Obliterating  appendicitis,  whether  it 
be  regarded  as  an  involuntary  or  an  inflam- 
matory process,  usually  is  accompanied  by 
a persistent  zone  of  inflammation  preceding 
the  obliteration,  thus  stamping  it  as  a true 
chronic  appendicitis  in  contradistinction  to 
the  recurrent  form. 

2.  It  may  be  the  cause  of  many  more  or 
less  obscure  symptoms  due  to  retroperitoneal 
lymphatic  involvement,  or  to  irritation  of 
vegetative  nerve  fibers  widely  distributed  to 
the  various  abdominal  organs  and  intimately 
connected  with  the  cerebrospinal  system. 

3.  When  the  retroperitoneal  lymphatics 
are  once  involved,  the  trouble  may  continue 
after  the  appendix  is  removed,  thus  becom- 
ing one  of  the  causes  of  persistence  of  symp- 
toms after  operations. 

■i.  Hence  an  obliterating  appendix  should 
be  removed  when  encountered — the  earlier 
the  better. 
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ABSTRACT  OF  DISCUSSION 

P.  J.  McHugh,  M.D.,  Fort  Collins:  I have  lis- 
tened with  a great  deal  of  interest  to  Dr.  Free- 
man's paper.  From  my  personal  observations  I am 
certain  the  doctor  describes  a type  of  appendicitis 
which  is  not  uncommon.  Lymphatic  or  mesenteric 
glandular  involvement  adjacent  to  the  appendix 
in  connection  with  appendicitis  suggests  a guard- 
ed prognosis  after  removal  of  the  appendix.  The 
symptoms  before  and  after  operation  are  so  sim- 
ilar in  many  cases  as  to  convey  the  idea  that 
the  glandular  involvement  is  the  dominating  cause 
of  the  original  symptoms.  The  true  nature  of 
the  disease  with  its  complication  cannot,  in  my 
opinion,  be  diagnosed  before  operation.  However, 
it  is  essential  that  appendix  be  removed  as  the 
probable  source  of  infection  in  the  lymph  glands. 

F.  B.  Stephenson,  M.D.,  Denver:  X-ray  findings 
with  regard  to  the  appendix  depend  on  use  of  the 
barium  meal.  Repeated  observations  may  be 
necessary.  Demonstration  of  a narrow,  thready 
lumen  may  indicate  an  atrophic  appendix  or  in- 
flammatory contraction  of  the  lumen. 

If  the  appendix  fails  to  fill  over  a period  of  three 
or  four  days,  the  following  deductions  can  be 
made : 

1.  It  may  be  retrocecal  and  hidden  by  filled 
cecum  (often  being  seen  later  when  the  cecum 
lias  emptied). 

2.  The  lumen  may  be  occluded  at  its  mouth 
by  inflammation  or  by  a fecalith. 

3.  It  may  be  atrophic. 

I feel  confident  that  if  diligent  and  repeated 
search  for  the  appendix  is  made  and  it  still  fails 
to  be  visualized  by  barium  meal,  we  can  say  that 
it  is  involved  by  one  of  these  three  conditions. 

The  findings  in  the  case  of  the  barium-filled 
appendix  tell  another  story  which  has  no  bearing 
on  Dr.  Freeman's  paper. 


FACTORS  AFFECTING  MORTALITY  IN  ACUTE  APPENDICITIS* 

GEORGE  B.  PACKARD,  M.D. 

DENVER 


The  purpose  of  this  paper  is  to  review 
briefly  all  the  cases  of  appendicitis  operated 
upon  at  the  Colorado  General  Hospital  up 
to  1932.  Certain  conclusions  are  suggested 
which  conform  more  or  less  with  those  re- 
ported from  larger  hospital  centers  covering 
a longer  period  of  time.  We  have  at  the 
Colorado  General  Hospital  probably  a more 
severe  type  of  case  than  at  most  hospitals, 

*From  the  Department  of  Surgery,  University 
of  Colorado  Medical  School  and  Hospitals.  Read 
before  the  Sixty-second  Annual  Session  of  the 
Colorado  State  Medical  Society  at  Estes  Park, 
September  10,  1932. 


as  the  majority  of  these  patients  come  from 
outside  of  Denver,  often  from  long  distances 
and  often  late  in  an  attack. 

Death  Rate  in  Appendicitis 
The  mortality  of  acute  appendicitis  as 
variously  reported  ranges  from  2.5  to  10 
per  cent,  the  average  running  around  5 per 
cent.  The  Metropolitan  Life  Insurance 
Company1  reports  a death  rate  from  appen- 
dicitis in  1911  of  10.9  per  100,000  popula- 
tion, in  1928  of  13.7.  The  statistician1  of 
the  Prudential  Insurance  Company  of  Amer- 
ica in  a study  of  sixty  cities  reports  that  the 
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death  rate  per  100,000  from  appendicitis 
has  increased  from  13.3  in  1910  to  17.6  in 
1925.  A comparison  of  the  year  1924  shows 
our  mortality  rate  per  100,000  to  be  17.3; 
Paris,  France,  6.79;  England  and  Wales, 
7.1.  Bower'  in  a survey  of  the  Philadelphia 
hospitals  finds  the  mortality  of  appendicitis 
has  increased  18  per  cent  in  that  city  be- 
tween the  years  of  1913  and  1923.  Royster* 
estimates  that  in  1926,  17,335  persons  in  the 
United  States  died  of  appendicitis. 

Willis'  reports  some  very  remarkable  fig- 
ures taken  from  the  United  States  Bureau 
of  Vital  Statistics.  Comparing  the  death 
rate  per  100,000  population  between  1901 
and  1922,  he  found  an  increase  in  the  death 
rate  from  goitre  of  250  per  cent,  an  increase 
from  gallstones  of  77  per  cent,  an  increase 
from  peptic  ulcer  of  72  per  cent,  and  an  in- 
crease from  appendicitis  of  31  per  cent.  On 
the  other  hand,  in  all  kidney  diseases  except 
nephritis  there  was  a decrease  of  1 1 per  cent, 
in  hernia  and  intestinal  obstruction  a de- 
crease of  18  per  cent,  in  salpingitis  a de- 
crease of  21  per  cent,  and  in  all  pelvic  con- 
ditions a decrease  of  26  per  cent.  From  the 
1921  statistics  he  found  there  were  11,702 
deaths  in  the  United  States  from  appendi- 
citis which  were  as  many  as  from  salpin- 
gitis, pelvic  abscess,  surgical  diseases  of  the 


pancreas  and  spleen,  goitre,  gallstones,  and 
ectopic  pregnancy  combined. 

The  accompanying  chart  (Table  I)  pub- 
lished by  him  made  from  the  figures  of  the 
Vital  Statistics  Bureau,  illustrates  more 
clearly  the  steady  rise  in  appendicitis  mor- 
tality. 

From  another  angle,  Dr.  Edward  Dean 
has  recently  tabulated  deaths  following  op- 
eration in  the  city  of  Denver.  I have  taken 
as  a typical  example  the  year  1928.  In  that 
year  there  were  490  deaths  following  opera- 
tion. Of  these  490,  77  deaths  followed  ap- 
pendicitis operations,  or  15.7  per  cent  of  the 
total;  40  followed  gall  bladder  operations, 
15  followed  operations  on  the  stomach  or 
duodenum,  10  followed  operations  on  the 
thyroid,  and  10  followed  surgical  interfer- 
ence in  ectopic  pregnancy.  In  short,  exclu- 
sive of  cancer,  operations  for  appendicitis 
were  followed  by  more  deaths  than  were 
operations  on  the  gall  bladder  and  ducts,  on 
the  stomach  and  duodenum,  on  the  thyroid, 
and  for  ectopic  pregnancy  combined. 

The  increase  in  the  mortality  rate  for  the 
country  at  large  may  be  more  apparent  than 
real  as  it  does  not  represent  true  operative 
mortality  per  cent,  but  nevertheless  the  rate 
is  appalling.  With  this  high  rate  in  mind, 
I have  recently  studied  all  the  appendicitis 


TABLE  1.  CHART  OF  A.  M.  WILLIS  SHOWING  RISING  MORTALITY  RATE  OF  APPENDICITIS 
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case  records  at  the  Colorado  General  Hos- 
pital with  the  view  of  learning,  if  possible, 
what  factors  may  have  influenced  the  mor- 
tality there.  The  total  number  of  cases 
operated  on  for  appendicitis  at  the  hospital 
up  to  1932  was  185.  The  cases  were  di- 
vided among  about  fifteen  operators.  There 
were  eighteen  deaths,  giving  the  high  rate 
of  9.7  per  cent. 

Influence  of  Age  and  Sex 

Age  plays  a very  important  role  in  prog- 
nosis as  shown  by  the  accompanying  chart 
(Table  2).  The  mortality  is  high  in  infancy 
and  early  childhood,  decreases  in  the  teens, 
reaches  its  lowest  point  between  20  and  40, 
and  then  steadily  mounts  as  age  advances. 

TABLE  2.  MORTALITY  ACCORDING  TO  AGE 


Age  by 
Decade 

Survived 

Died 

Per  Cent 

1-10 

18 

2 

10.0 

11-20 

67 

5 

6.9 

21-30 

44 

4 

8.3 

31-40 

18 

0 

0.0 

41-50 

13 

3 

18.7 

51-60 

4 

1 

20.0 

61-70 

1 

2 

66.6 

71-80 

0 

i 

100.0 

Females  seem  to  have  more  resistance  to 
the  disease  than  males.  Thirteen  of  the 
18  deaths  were  in  males.  The  mortality  in 
males  was  13.7  per  cent,  in  females  5.5  per 
cent.  The  incidence  in  the  two  sexes  was 
almost  identical — 82  in  males,  85  in  females. 

Value  of  Blood  Count 

While  we  usually  think  of  a high  white 
blood  count  as  indicating  to  a certain  extent 
the  severity  of  the  attack,  it  is  hard  to  draw 
conclusions  from  a series  such  as  this.  The 
average  white  count  in  the  surviving  cases 
was  15,200,  the  highest  32,000,  and  the 
lowest  6,000.  The  average  in  the  fatal 
cases  was  only  slightly  higher,  being  7,300, 
the  highest  27,000,  and  the  lowest  4,000. 
Eighty-five  per  cent  of  the  surviving  cases 
and  88  per  cent  of  the  fatal  cases  had  a 
count  of  10,000  or  over.  These  averages 
are  too  similar  to  allow  us  to  draw  any  con- 
clusion as  to  mortality  expectancy  from  the 
white  count.  The  white  corpuscle  count 
was  also  tabulated  as  regards  drainage.  The 
average  count  in  the  cases  not  drained  was 
12,600,  in  the  cases  drained  21,000.  From 


this  it  does  seem  that  the  extent  of  suppura- 
tion decidedly  affects  the  count. 

Time  Influence 

The  duration  of  the  attack  before  opera- 
tion has  been  stressed  by  all  writers  as  the 
most  important  factor  affecting  the  mor- 
tality. This  is  shown  clearly  in  the  accom- 
panying table  (Table  3).  In  twenty-seven 
cases  operated  on  within  twenty-four  hours 
from  the  onset  of  the  attack  there  were  no 
deaths.  From  then  on  the  mortality  steadily 
rose  to  reach  its  highest  level  between  forty- 
eight  and  144  hours  and  then  fell  off  sharply 
in  the  late  localized  cases.  This  rise  and 
fall  of  mortality  corresponds  to  that  noted 
in  nearly  all  series  of  cases,  that  is  an  almost 
negligible  mortality  in  the  first  twenty-four 
hours,  a high  point  between  the  third  and 
fifth  day  when  the  disease  is  spreading  and 
peritonitis  is  present,  then  a decrease  as 
localized  cases  and  abscesses  are  met. 


TABLE  3.  MORTALITY  ACCORDING  TO  DU- 
RATION OF  ATTACK  PRECEDING 
OPERATION 


Duration 

Hours 

Lived 

Died 

Per  Cent 
Mortal  ity 

0-24 

27 

0 

0 

25-48 

39 

4 

9.3 

49-72 

22 

5 

18.5 

73-96 

8 

2 

20.0 

97-120  1 

12 

2 

14.3 

121-144 

7 

1 

12.5 

Over  144*  | 

35 

2 

5.4 

Table  4 was  made  to  show  the  relation 
between  the  duration  of  the  attack  before 
operation  and  the  length  of  the  postopera- 
tive stay  of  the  survivals.  Except  that  cases 
operated  on  in  the  first  twenty-four  hours 
have  the  shortest  hospital  stay,  the  figures 
are  not  particularly  conclusive.  In  a rela- 
tively small  series  such  as  this,  one  or  two 
unusually  long  cases  will  make  a great 
change  in  averages. 


TABLE  4.  AVERAGE  HOSPITAL  STAY  AC- 
CORDING TO  DURATION  OF  ATTACK 
PRECEDING  OPERATION 


Hours  Before 
Operation 

Days  in  Hospital 
After  Operation 

0.24 

13.9 

25-48 

19.8 

49-72 

26.1 

73-96 

24.4 

97-120 

20.5 

121-144 

19.8 

Over  144 

28.9 

♦Includes  cases  not  forming  abscesses  and 
practically  well  before  operation. 
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Complications 

Most  complications  can  be  classified  as 
intra-abdominal,  incisional,  or  respiratory. 
Others  may  be  called  accidental  complica- 
tions, as  scarlet  fever,  otitis  media,  etc.  It 
will  be  seen  that  draining  or  infected  wounds 
are  more  frequent  as  the  attack  advances, 
that  residual  abscesses  are  a property  of  late 
cases,  that  in  these  late  cases  it  is  often  pref- 
erable to  leave  the  appendix,  and  that  res- 
piratory complications  may  follow  operation 
at  any  stage.  Table  5 shows  briefly  the 
complications  in  the  surviving  cases. 


value,  as  so  few  of  the  total  are  known  and 
seldom  was  the  type  or  strength  of  the  ca- 
tharsis given. 

Cause  of  Death 

The  pathology  found  at  operation  on  the 
18  patients  who  later  died  showed  a justi- 
fiable cause  for  later  mortality.  In  every 
case  the  inflammation  of  the  appendix  had 
advanced  to  the  stage  of  gangrene  or  per- 
foration, and  in  every  case  there  was  sur- 
rounding local  or  diffuse  peritonitis. 

This  same  condition  is  reflected  as  the 
cause  of  death  (Table  6).  Of  the  18  cases, 


TABLE  5.  POSTOPERATIVE  COMPLICATIONS  AS  RELATED  TO  DURATION  OF  ATTACK 

BEFORE  OPERATION 


Hours 

Before 

Operation 

Total 

No. 

Respiratory 

Abdominal 

Wall 

Intra- 

Abdominal 

Others 

Pet.  of 
Compli- 
ca- 
tions 

0-24 

2 

2 

1 

0 

18.5  ” 

1 adhesions  and 

27  living 

5 

1 pneumonia 

2 infected 

intestinal 

1 pharyngitis 

Wounds 

obstruction 

25-48 

2 

10 

2 

1 

39  living 

15 

1 pneumonia 

10  draining 

1 subphrenic 

phlebitis 

38.4 

1 empyema 

or  infected 

abscess,  1 in- 

wounds 

test,  obstr. 

49-72 

2 

14 

1 

0 

22  living 

17 

1 pleurisy 

13  draining 

1 subphrenic 

77.3 

1 empyema 

or  infected. 

abscess 

1 rapt.  wd. 

73-96 

0 

5 

1 

1 

13  living 

7 

5 draining 

1 appendix 

1 scarla- 

wounds 

left  in 

tina 

53.8 

97-120 

1 

4 

2 

1 

12  living 

8 

1 pneumonia 

4 draining 

1 fecal  fistula, 

1 rubeola 

66.6 

or  infected 

1 appendix 

wounds 

left  in 

121-144 

1 

2 

0 

0 

7 living 

3 

1 pneumonia 

2 draining 

42.8 

wounds 

Over  144 

2 

17 

9 

0 

35  living 

28 

2 pleurisy 

15  drained, 

3 pelvic  abscesses, 

80.0 

2 infected 

6 appendices 

wounds 

left  in 

Effect  of  Catharsis 

It  is  greatly  to  be  regretted  that  this  series 
does  not  show  satisfactorily  the  effect  of 
preoperative  catharsis  on  mortality  or  com- 
plications. In  less  than  half  the  histories 
was  mention  made  whether  laxatives  had 
been  given  before  hospital  entry  or  not.  Of 
the  66  surviving  cases  in  which  mention 
was  made  regarding  laxatives,  46  received 
some  such  medicine — approximately  70  per 
cent.  Of  the  7 fatal  cases  in  which  mention 
of  this  subject  was  made,  6 received  cathar- 
tics— close  to  86  per  cent.  These  figures 
are  far  from  conclusive  and  of  no  particular 


the  cause  of  death  in  14  is  given  as  general 
peritonitis;  in  1,  as  local  peritonitis  and  in- 
testinal obstruction;  in  1 as  local  peritonitis, 
subphrenic  abscess,  empyema  and  pneumo- 
nia; in  1 as  liver  abscess;  and  in  1 as  penu- 
monia.  This  death  from  pneumonia  oc- 
curred in  a man  of  77  with  gangrenous  ap- 
pendix and  abscess  of  several  days’  dura- 
tion. The  pneumonia  without  doubt  can 
be  attributed  to  the  abdominal  pathology. 

TABLE  6.  CAUSES  OF  DEATH 
Original  Condition  as  Found  at  Operation 
Gangrenous  or  Perforated  Appendix  with 


Local  or  Diffuse  Peritonitis  ..  18  Cases 

Final  Condition 

General  Peritonitis  14  Cases 
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Local  Peritonitis  and  Intestinal  Obstruc- 
tion   1 

Liver  Abscesses  ....  1 

Pneumonia  1 

Pneumonia,  Empyema,  and  Subphrenic 

Abscess  1 

Discussion 

What  are  the  reasons  for  the  steady  in- 
crease of  death  rate  from  appendicitis  in 
the  country  at  large,  and  what  can  we  learn 
from  the  results  in  this  series?  Explana- 
tions of  the  present  high  mortality  are  vari- 
ously stated  as  ( 1 ) increasing  incidence  of 
the  disease  without  increase  in  percentage 
of  loss,  (2)  increasing  virulence  of  the  dis- 
ease, (3)  poor  surgical  technic.  (4)  preop- 
erative use  of  laxatives,  and  (5)  operation 
at  the  wrong  time. 

It  must  be  remembered  that  the  death 
rate  per  100,000  is  not  the  case  mortality 
and  that  the  increasing  reported  rate  may 
be  at  least  partly  due  to  an  increasing  inci- 
dence of  the  disease.  Along  the  same  line, 
one  must  consider  that,  too,  there  may  be 
an  improvement  in  diagnosis  and  an  increase 
in  the  proper  listing  of  deaths.  While  we 
have  no  exact  method  of  estimating  the 
virulence  of  the  disease,  it  is  not  generally 
thought  that  its  virulence  is  increasing. 
While  the  mortality  is  admittedly  too  high 
and  possible  of  downward  revision,  I believe 
our  rising  figures  are  misleading  and  that 
the  case  mortality  is  not  making  any  such 
change.  Along  this  same  line  of  reasoning 
may  be  mentioned  results  from  the  Boston 
City  Hospital0.  In  1895,  the  appendicitis 
mortality  there  was  20.7  per  cent;  in  1922, 
3.1  per  cent.  In  1895,  there  were  82  cases 
of  appendicitis;  in  1922  there  were  903. 
Sixteen  patients  died  in  1895;  27  died  in 
1922.  In  spite  of  the  great  decrease  in  case 
mortality,  the  actual  number  dying  greatly 
increased. 

Surgical  technic  without  question  plays 
an  important  role  in  results.  The  more  the 
experience  of  the  surgeon,  the  lower  will  be 
his  mortality.  While  the  ordinary  appen- 
dectomy is  a simple  procedure,  certain 
phases  arise  from  time  to  time  that  may  tax 
to  the  utmost  the  skill  of  the  most  highly 
trained  surgeon.  The  management  of  the 
abnormally  situated  appendix  and  the  treat- 
ment of  peritonitis  and  postoperative  ob- 


struction make  the  difference  between  high 
and  low  mortality  in  the  same  type  of  cases. 

In  spite  of  all  the  propaganda  to  the  con- 
trary, it  is  astonishing  to  what  extent  laxa- 
tives are  used  for  the  early  treatment  of 
appendicitis  symptoms.  While  no  positive 
conclusions  can  be  drawn  from  this  series, 
the  figures  have  been  thoroughly  worked 
out  in  some  clinics.  Royster4,  reporting  the 
deaths  from  appendicitis  in  eight  Philadel- 
phia hospitals,  finds  that  close  to  90  per  cent 
of  those  patients  had  preoperative  catharsis. 
Such  treatment  is  beyond  doubt  the  best 
means  available  to  the  laiety  for  changing  a 
localized  infection  to  a general  peritonitis. 

As  elsewhere,  it  is  demonstrated  in  this 
series  that  the  most  important  single  element 
affecting  success  is  the  length  of  time  before 
operation.  As  shown  in  the  statistics  quoted 
from  all  large  hospital  centers  in  the  coun- 
try, the  figures  here  show  that  operation  in 
the  first  thirty-six  hours  is  as  near  safe  as 
any  laparotomy  can  be,  that  the  highest  mor- 
tality occurs  between  the  third  and  fifth 
day,  that  then  another  lull  takes  place  to  be 
followed  again  by  a rise  in  mortality  in  the 
late  neglected  cases.  It  is  in  this  period  be- 
tween forty-eight  and  ninety-six  hours  that 
the  only  radical  divergence  of  opinion  as  to 
the  best  method  of  treatment  occurs.  In  this 
period  the  resistance  of  the  patient  seems  at 
the  lowest  ebb,  the  natural  immunity  is  gone 
and  the  acquired  is  not  established.  In  this 
period,  walling  off,  which  operation  may 
break  down,  is  taking  place  in  the  abdomen. 
For  these  reasons,  many  well  known  sur- 
geans  such  as  Wilkie'  of  Edinburgh,  Collers 
of  Ann  Arbor,  Summers"  of  Omaha,  and  the 
late  John  Deaver"  prefer  to  avoid,  when  pos- 
sible, operation  in  this  critical  period  and 
to  use  the  Ochsner  treatment  of  complete 
intestinal  rest  temporarily.  Others,  and  I 
believe  that  includes  most  of  the  surgeons 
at  the  Colorado  General  Hospital,  are  so 
convinced  of  the  value  of  the  earliest  pos- 
sible interference  that  operation  is  delayed 
at  no  period  except  when  necessary  to  re- 
lieve dehydration  or  exhaustion.  In  attempt- 
ing to  tide  over  this  critical  period  it  does 
seem  sometimes  that  one  has  let  the  golden 
moment  pass. 
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No  matter  what  difference  of  opinion  ex- 
ists as  to  delay  in  that  period  of  high  mor- 
tality between  the  third  and  fifth  day,  no 
one  questions  the  absolute  indication  for 
immediate  operation  in  the  first  forty-eight 
hours.  If  all  the  cases  could  be  operated  on 
in  this  period,  the  mortality  of  appendicitis 
would  give  little  concern.  And,  too,  after 
the  fifth  day  when  abscess  has  formed  or 
the  process  subsided,  no  one  questions  the 
advisability  of  laparotomy  though  it  may 
not  be  feasible  to  remove  the  appendix. 

Conclusions 

One  hundred  eighty-five  cases  of  appen- 
dicitis at  the  Colorado  General  Hospital 
have  been  studied  with  regard  to  mortality. 
There  were  eighteen  deaths. 

The  duration  of  the  attack  before  opera- 
tion is  the  greatest  single  factor  affecting 
prognosis. 

The  number  and  type  of  complications 
varies  with  the  duration  of  the  attack. 


The  length  of  hospital  stay  is  affected  by 
the  duration  of  the  attack. 

The  use  of  laxatives  increases  the  mor- 
tality. 

In  all  the  fatal  cases,  peritonitis  was  al- 
ready present  at  time  of  operation.  In  four- 
teen cases  out  of  eighteen,  peritonitis  was 
the  cause  of  death. 
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CYSTIC  APPENDIX* 

WITH  REPORT  OF  THREE  CASES 

LANNING  E.  LIKES,  M.D. 
LAMAR 


In  perusing  the  literature,  I found  this  con- 
dition comparatively  rare,  else  there  is  a 
failure  in  reporting  cases.  Hartman  & 
Kindley1  have  summarized  its  frequency  in 
the  following  report:  In  1905,  Corning 
stated  that  only  about  60  cases  of  cysts  of 
this  kind,  discovered  at  operation  or  at  ne- 
cropsies, had  been  reported,  and  that  in  7,108 
necropsies  by  various  observers  there  were 
found  only  27  cases  (less  than  0.4  per  cent). 
At  the  same  time  Corning  reported  four 
cases  from  among  735  appendices  removed 
at  operation  and  sent  to  his  laboratory.  Since 
then  a number  of  cases  have  been  reported, 
particularly  in  the  foreign  journals. 

Thus,  Weinhold'  in  1909  removed  a large 
appendiceal  cyst  from  a woman  aged  74, 
having  previously  made  a diagnosis  of 
pedunculated  myoma  of  the  uterus.  Wilson4 
reports  a case  in  which  he  has  made  a prob- 
able diagnosis  of  ovarian  cyst,  and  another 

*Read  before  the  Sixi  y-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  10,  1932. 


which  ruptured  during  bimanual  examina- 
tion. Eden  encountered  a case  in  which 
there  was  also  a large  cyst  of  the  right 
ovary,  which  had  ruptured.  Recently, 
Hammesfahr"  has  described  somewhat  in  de- 
tail his  findings  in  two  operative  cases  in 
which  the  contents  of  the  cyst  were  pseudo- 
myxomatous  in  character.  Dodge'  up  to 
1916,  including  one  of  his  own  cases,  had 
collected  142  of  which  55  were  from  autop- 
sies, 66  from  operations,  and  the  informa- 
tion was  not  reported  in  21. 

The  development  of  retention  cyst  in  ap- 
pendix is  extremely  slow.  There  must  be 
obliteration  of  a portion  of  the  mucous  lin- 
ing and  a sterilization  of  the  tract  beyond 
obstruction.  Experiments  conducted  by 
Phemister",  Lewis",  and  Castle"’  proved  that 
any  sudden  blocking  results  in  gangrenous 
appendicitis,  even  where  great  caution  has 
been  taken  to  preserve  the  circulation.  Prob- 
ably the  most  common  cause  of  the  obstruc- 
tion is  a cicatricial  contraction  in  a chron- 
ically inflamed  or  ulcerated  appendix.  No 
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doubt  adhesions,  acute  angulations,  and 
compression  play  a part.  But.  in  addition 
to  the  obstruction,  we  must  have  an  exces- 
sive formation  of  mucus  in  a sterile  field. 
Garrow  & Keenan11  report  a case  in  which 
the  constriction  was  caused  by  a carcinoma- 
tous nodule  invading  all  the  coats  of  the 
appendix. 

While  the  cystic  degeneration  usually  oc- 
cupies the  entire  appendix,  it  may  be  located 
in  the  distal  part  or  near  the  cecal  end  or 
somewhere  between.  There  is  not  always  a 


Fig.  1.  This  picture  shows  the  appendix  in  its 
relation  to  the  internal  ring. 


complete  obstruction  between  the  appendi- 
ceal and  cecal  cavities,  but  the  contents  of 
the  cyst  is  thick  and  tenacious  in  these  cases. 

In  two  of  my  cases  the  entire  appendix 
was  involved;  in  one  of  them  it  was  stran- 
gulated in  the  inguinal  canal — the  outer 
three-fourths  was  cystic  and  with  an  acute 
abscess  formation  in  the  portion  between  the 
cicatricial  contracture  and  the  cecum. 

The  symptoms  and  diagnosis  are  not  par- 
ticularly definite.  A history  of  discomfort 
is  usually  referred  to  the  right  iliac  region. 
In  some  cases  no  symptoms  are  present;  in 
others,  symptoms  suggest  chronic  appendi- 
citis. In  one  of  the  cases  I am  reporting, 
malignancy  of  the  cecum  had  been  sus- 
pected. Hartman  & Kindley'  made  a diag- 


nosis of  probable  floating  kidney.  This  pa- 
tient had  previously  been  operated  upon  and 
a kidney  fixation  performed.  F.  W Bailey13 
makes  the  statement  that  there  is  no  record 
of  a preoperative  diagnosis  having  been 
made. 

Prognosis  in  these  cases  is  good  if  oper- 
ated upon  before  rupture.  After  rupture,  the 
cystic  contents  may  produce  a pseudomu- 
cinous peritonei.  This  condition  was  first 
described  as  a result  of  a ruptured  colloid 
cystoma  of  the  ovary.  Later  study  showed 
that  it  may  come  from  other  organs,  intes- 
tinal diverticula,  and  gall  bladder.  The  first 
case  arising  from  a perforated  cystic  appen- 
dix was  reported  by  Frankel14  in  1901.  The 
prognosis  of  pseudomucinous  peritonei  is 
unfavorable.  Most  cases  are  fatal  although 
of  long  duration. 

Phemister15,  one  of  the  investigators  of 
this  condition,  says:  “Perforation  occurs  us- 
ually without  any  accompanying  symptoms, 
and  the  pseudomucinous  material  becomes 
disseminated  over  the  peritoneal  surface  in 
various  sized  masses;  these  may  be  confined 
to  the  vicinity  of  the  appendix,  but  usually 
they  are  found  in  the  pelvis  and  over  the 
peritoneum  of  the  lower  part  of  the  abdo- 
men.’ The  peritoneum  may  be  irritated  and 
throw  out  an  investing  fibrous  sheath  by 
which  the  particles  become  attached  to  it. 
The  colloid  material  probably  never  con- 
tains living  epithelial  cells  (as  when  derived 
from  the  ovaries)  which  proliferate  and  con- 
tinue their  secretions.  The  opening  in  the 
appendix  usually  persists  so  that  there  is  a 
more  or  less  constant  escape  of  material  into 
the  abdominal  cavity.  In  a few  instances  it 
has  been  found  closed  at  operation  or  ne- 
cropsy. These  patients  usually  have  little 
or  no  symptoms,  as  the  contents  are  sterile. 
Loth  recently  reported  a case  in  which  rup- 
ture was  accompanied  by  acute  abdominal 
symptoms,  and  slight  temperature  and  pain 
continued  irregularly  for  four  months  when 
the  appendix  was  removed.  Removal  of  the 
cystic  appendix  results  in  a cure,  as  the 
source  of  the  material  is  removed  and  the 
remaining  portion  is  silently  absorbed. 

This  peculiar  complication  was  illustrated 
by  a case  which  Roberg  operated  in  1907, 


September,  1933 


329 


and  surrounding  structures. 

the  specimen  of  which  is  in  the  museum  of 
Rush  Medical  College.  The  patient  was  a 
woman  aged  46.  She  came  for  advice  be- 
cause of  a left  inguinal  hernia,  the  presence 
of  a palpable  tumor  in  the  right  lower  quad- 
rant not  having  been  noted.  At  operation 
the  peritoneum  was  studded  everywhere 
with  gelatinous  masses,  large  numbers  of 
which  were  removed  from  the  hernial  sac 
and  from  the  culdesac  of  Douglas.  The  cys- 
tic appendix,  which  measured  13  cm.  in 
length,  was  filled  with  a pseudomucinous 
material,  and  a small  perforation  existed 
through  which  the  gelatinous  contents  es- 
caped into  the  peritoneal  cavity.  The  con- 
dition was  at  the  bme  thought  to  be  colloid 
carcinoma  of  the  appendix,  but  following  the 
operation  all  symptoms  disappeared  and  one 
year  ago  the  patient  was  living  and  well. 

According  to  Wilson'  only  twelve  cases 
arising  in  this  way  are  on  record,  but  Trot- 
ter" suggests  that  some  cases  with  obscure 


symptoms  may  not  be  recognized,  and  that 
others  are  regarded  as  examples  or  primary 
colloid  carcinoma.  Other  complications  sug- 
gested as  intestinal  obstruction  and  ileus 
have  been  reported  by  Wegener"’  and 
Dugs0. 

In  checking  over  text  books  for  informa- 
tion on  the  pathology  of  cysts  of  the  appen- 
dix, I found  mention  of  it  in  two  books.  From 
Stegel  and  Fox  ‘‘Textbook  of  Pathology,’ 
page  715:  “Cysts  may  occur  in  the  intestinal 
area  from  the  remnants  of  fetal  structures 
such  as  the  blind  end  of  diverticulum,  one 
that  has  had  proximal  and  distal  ends  closed 
leaving  a patulous  and  secreting  midpiece. 
Cysts  of  epithelial  glandular  origin  are  rare 
but  perhaps  more  common  in  the  lower  ani- 
mals than  in  man.  Obstruction  of  the  in- 
testinal end  of  the  appendix  seems  to  lead 
to  a cyst-like  dilatation  of  this  blind  organ 
when  the  contents  are  not  pathogenic 
enough  to  cause  acute  inflammation.  Under 
these  circumstances  the  organ  dilates  by  the 
accumulation  of  material  of  a pseudomu- 
cinous character,  the  contents  giving  the 
mass  a superficial  resemblance  to  a colloid 
cancer.  This  has  been  called  a mucocele 
or  pseudomucinous  cyst.  Occasionally  these 
cysts  rupture  and  spread  the  mucoid  mate- 
rial. It  has  been  suggested  that  they  are 
related  to  pseudomyxoma  peritonei. ” Men- 


Fig.  3.  This  is  an  actual  photograph  of  the  cystic 
appendix,  removed  by  Dr.  Bagot.  The  size  can 
be  estimated  from  the  ruler  which  is  graduated 
in  inches. 
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tion  was  made  also  in  Dew,  “Hyatid  Dis- 
ease,' 1928,  page  406.  The  title  of  the  para- 
graph is  “Cysts  in  rarer  situations."  Cysts 
have  been  recorded  in  the  appendix  by 
Trinca  in  the  Medical  Journal  of  Australia, 
Vol.  1,  No.  3,  Aug.  5,  1911.  For  cysts  in 
these  rarer  situations  the  reader  is  referred 
to  Peiper,  “Animal  Parasites  of  Man  in 
Modern  Clinical  Medicine,’  1911,  pages 
531-539. 


CASE  REPORT  NO.  1 

Mr.  T.  D.  I am  indebted  to  Dr.  Wm.  S.  Bagot 
of  Denver  for  the  privilege  of  reporting  this  case. 
Unfortunately  all  of  Dr.  Bagot's  records,  includ- 
ing the  pathological  report,  were  lost  in  the  fire 
in  the  Tabor  Opera  House  Building  a number  of 
years  ago.  I was  surgical  intern  in  St.  Joseph’s 
Hospital  at  the  time  and  assisted  Dr.  Bagot  with 
this  operation. 

In  a letter  from  Dr.  Bagot  he  states,  “You  can 
get  a fair  idea  of  the  size  from  a ruler  which  is 
photographed  with  the  appendix.  The  appendix 
had  shrunk  some  because  it  had  been  in  the  pre- 
serving fluid  for  some  days  before  this  photograph 
was  made.  I remember  in  circumference,  I was 


Fig.  4.  The  above  illustration  shows  the  relative  position  and  size  of  the  appendix.  It  could 
be  easily  felt  through  the  abdomen  and  was  mistaken  for  malignancy  of  the  cecum. 
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just  able  to  get  it  through  the  opening  of  a 
quart  mason  fruit  jar  and  by  pushing  it  down  so 
that  it  was  slightly  curved,  I was  able  to  screw 
the  top  of  the  jar  down  tightly.”  In  a later  let- 
ter when  I was  attempting  to  get  a detailed  re- 
port of  the  symptoms,  Dr.  Bagot  writes,  ‘‘The 
patient’s  symptoms  were  not  very  marked;  all  he 
complained  of  were  some  pain  and  soreness  in 
the  right  iliac  fossa  and  dyspepsia,  especially 
flatulence.” 

Of  course,  the  tumor  in  the  right  iliac  fossa 
could  be  easily  felt  although  the  patient  had  a 
rather  large  amount  of  fat  in  his  abdominal  wall. 
The  appendix  was  turned  upward  and  was  ad- 
herent to  the  cecum  and  first  part  of  the  ascend- 
ing colon  so  that  it  felt  like  a tumor  of  the  cecum, 
and  this  was  the  diagnosis  I made  before  the 
operation.  I thought  it  was  probably  malignant. 
There  was  very  little,  if  any,  tenderness  elicited 
by  palpation.  Dr.  John  B.  Murphy  of  Chicago 
saw  the  patient  shortly  after  I had  made  my 
examination  and  he  made  the  same  diagnosis, 
probably  a malignant  tumor  of  the  cecum.  The 
patient  made  no  mention  of  any  previous  attack 
of  appendicitis.  He  made  an  excellent  recovery. 

CASE  REPORT  NO.  2 

Mr.  John  T„  patient  of  Dr.  F.  E.  Casburn,  re- 
ferred June  17,  1928.  He  was  of  low  mentality, 
male,  single,  aged  50. 

Physical  Examination:  Head  and  chest,  nega- 
tive. Owing  to  this  man's  low  mentality  and  the 
fact  that  he  had  a preliminary  narcotic,  it  was 
difficult  to  get  a satisfactory  past  history,  but 
his  brother  informed  me  that  he  had  always  been 
healthy  and  fairly  active.  I found  a right  inguinal 
mass  which  I took  to  be  a strangulated  hernia, 
probably  bowel  or  omentum. 

On  June  17,  1926,  under  one  per  cent  novocain 
with  adrenalin  anesthetic  after  a preliminary 
HMC  No.  2 through  a low  inguinal  incision  a 
large  mass  which  was  strangulated  in  the  canal 
was  dissected  out.  It  was  very  difficult  to  iden- 
tify this  structure,  but  when  completely  released 
it  was  joined  to  the  cecum.  There  was  a marked 
constriction,  about  one  and  one-half  inches  from 
the  cecum.  Distal  to  this  there  was  a soft  gela- 
tinous swelling  about  the  size  of  a walnut. 

His  convalescence  was  not  very  satisfactory. 
The  morning  after  operation  he  thought  he  should 
get  up  and  dress.  The  nurse  found  him  about 
half  dressed  and  taking  morning  exercises.  He 
did  fairly  well  for  several  days  and  then  his 
temperature  rose  to  102;  there  was  some  indura- 
tion and  swelling  beneath  the  incision.  This  was 
opened  and  considerable  pus  drained.  He  left 
the  hospital  in  the  usual  time  apparently  with  a 
firm  scar — however,  infection  is  usually  destruc- 
tive to  successful  herniaplasty. 

Pathological  Report : No  evidence  of  malig- 
nancy. Appendix  was  7 cm.  long  with  marked 
constriction  closing  the  lumen  2 % cm.  from  the 
cecum.  Microscopic  sections  on  proximal  side 
of  constriction  show  a chronic  appendicitis  with 
a small  abscess  in  lumen.  The  soft  structure, 
size  of  an  English  walnut,  was  due  to  a cystic 
degeneration  from  the  mucous  cells  in  the  mucosa 
of  the  appendix.  This  was  filled  with  a soft 
gelatinous  material.  Sections  through  this  area 
show  a single  layer  of  epithelium.  The  muscular 
coats  are  particularly  displaced  by  connective 
tissue.  The  appendix  is  surrounded  by  omentum 
or  soft  inflammatory  omental  structure  carried 
down  into  the  canal  by  the  appendix  and  makes 
up  the  mass  of  the  hernia. 


CASE  REPORT  NO.  3 

Mr.  W.  H.  B.,  seen  by  me  April  1,  1923,  for  the 
first  time.  He  complained  of  a feeling  of  dis- 
comfort in  the  right  side  associated  with  much 
stomach  and  bowel  disturbance.  As  I was  anx- 
ious to  have  this  patient  go  through  the  clinic 
at  Rochester,  he  was  referred  to  that  institution 
April  17,  1923,  and  I am  indebted  to  Dr.  E.  Starr 
Judd  for  the  following  report: 

“He  has  had  a good  deal  of  difficulty  with 
constipation.  His  chief  complaint  was  of  mild 
aching  in  the  right  side  of  the  abdomen  and 
lumbar  region.  The  x-ray  of  his  colon  and  uri- 
nary tract,  urinalysis,  cystoscopic  examination 
and  blood  Wassermann  were  normal. 

“We  were  of  the  opinion  that  constipation 
might  be  responsible  for  his  symptoms,  and  we 
advised  him  with  regard  to  treatment.  However, 
we  felt  that  if  his  difficulty  did  not  subside  after 
a reasonable  trial  of  these  measures,  the  possi- 
bility of  inflammatory  disease  in  retrocecal  appen- 
dix should  be  given  further  consideration.” 

I saw  this  patient  again  on  November  12,  1925, 
when  he  was  referred  to  the  hospital  by  Dr. 
Newland  of  Springfield,  Colorado.  He  complained 
of  very  acute  pain  in  the  right  side,  was  nauseated 
and  vomiting.  A diagnosis  of  appendicitis  was 
made  and  operation  performed  with  the  follow- 
ing findings : 

Under  ether  anesthesia,  through  a right  rectus 
incision,  an  enlarged  cystic  appendix  was  re- 
moved. It  was  about  the  size  and  almost  the 
same  shape  as  a large  hen’s  egg.  It  was  white 
smooth,  and  glistening  with  a distinct  adhesion 
to  the  ileum  causing  a rather  acute  angulation. 
I feel  that  this  partial  obstruction  was  undoubt- 
edly the  cause  of  both  the  intestinal  and  gastric 
symptoms. 


Fig.  5.  The  above  illustration  shows  the  cystic 
appendix  with  its  marked  constriction  and  the 
abscessed  area  in  the  inguinal  canal. 
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Fig.  6.  This  drawing  illustrates  the  egg-shaped 
cystic  appendix  with  a firm  adhesion  causing 
a rather  acute  angulation  of  the  ileum. 


This  patient's  convalescence  was  normal  and 
he  has  been  free  from  symptoms  since  operation. 

Pathological  Report : The  appendix  measures 
15  cm.  by  19  cm.  in  circumference.  It  resembles 
a large  size  hen’s  egg  in  size,  shape  and  appear- 
ance. It  is  filled  with  a clear  soft  gelatinous 
material.  Microscopic  sections  reveal  a thin  ir- 
regular layer  of  epithelium.  The  muscular  layers 
have  been  entirely  replaced  by  a few  connective 
tissue  fibers. 

In  a study  of  790  appendices  removed  at  opera- 
tion, I noted  cystic  degeneration  in  two  cases. 
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ABSTRACT  OF  DISCUSSION 

Leonard  Freeman,  M.D.,  Denver:  Such  a paper 
dealing  with  unusual  things  is  of  importance.  It 
is  not  the  ordinary  things  that  embarrass  us  when 
we  encounter  them  during  an  operation;  it  is  the 
unusual  things,  that  we  know  little  or  nothing 
about. 

In  the  operation  upon  Dr.  Bagot’s  case,  at  which 
I assisted,  we  found  a large  cyst  in  the  right  side 
of  the  abdomen  and  much  time  was  consumed  in 
trying  to  find  out  what  it  was,  which  we  really 
did  not  do  until  we  got  the  thing  out — a pity  we 
could  not  have  read  Dr.  Likes’  paper  before  the 
operation! 

Dr.  Packard’s  paper  is  also  of  importance. 
There  should  be  more  papers  of  this  kind  anal- 
yzing the  results  achieved  in  our  various  institu- 
tions. There  has  been  much  discussion  about 
the  increase  in  mortality  following  operation  for 
acute  appendicitis  both  here  and  abroad,  but  the 
reasons  are  not  yet  entirely  clear.  One  thing  I 
want  to  call  attention  to  is  this:  I think  it  was 
Dr.  Murphy  who  laid  down  the  rule  that  all  acute 
cases  of  appendicitis  should  be  operated  upon  as 
soon  as  the  diagnosis  is  made.  That  is  true,  but 
with  limitations.  The  disregarding  of  these  limi- 
tations I think  has  led  to  very  many  deaths. 

When  a case  presents  itself  dehydrated,  ex- 
hausted from  vomiting,  lack  of  sleep  and  food, 
and  perhaps  having  traveled  a long  distance,  and 
we  follow  this  rule  too  exactly  and  operate  at 
once,  the  result  may  be  disastrous.  If  we  take  a 
short  time  to  get  fluid  into  the  patient,  getting  the 
liver  and  kidneys  to  acting,  letting  him  get  a 
little  rest,  perhaps,  then  the  result  is  more  apt 
to  be  favorable.  There  are,  of  course,  cases  that 
require  immediate  operation,  but  they  must  be 
determined  through  “surgical  judgment,”  upon 
which  a life  must  often  depend. 

O.  M.  Gilbert,  M.D.,  Boulder:  It  seems  to  me 
the  large  factor  is  the  time  factor.  I think  that 
was  best  illustrated  in  a recent  report  from  a 
Birmingham  group  in  which  something  over  2,000 
cases  of  appendicitis  were  reviewed  and  the  per- 
centage of  deaths  at  the  various  stages  was  very 
similar  to  those  reported  by  Dr.  Packard.  But 
the  very  striking  thing  was  that  some  400  cases 
operated  in  the  first  six  hours  included  only  one 
death — one-fourth  of  one  per  cent. 

I am  still  of  the  opinion  that  there  is  that 
period  from  48  to  104  hours  in  which  we  certainly 
in  our  own  experience  have  lost  more  than  we 
have  by  waiting  until  things  were  a bit  better 
localized. 

Dr.  Freeman  will  recall  a case  two  years  ago 
which  came  down  to  us  from  Grand  Lake. 
When  we  saw  her  she  had  a very  high  fever,  104°, 
and  she  had  had  a chill — a thing  we  seldom  see 
in  acute  appendicitis.  So  we  were  a bit  confused 
in  diagnosis.  We  wratched  her  carefully,  making 
blood  counts  frequently,  and  had  Dr.  Freeman  see 
her  in  consultation.  We  all  agreed  that  as  it  had 
gone  that  far,  it  would  be  better  to  wait.  We 
waited,  and,  while  we  had  an  abscess  that  drained 
longer,  we  saved  the  patient — one  that  in  all  prob- 
ability we’d  have  lost  if  we  had  operated  when 
she  was  in  that  acutely  toxic  condition. 

T.  R.  Knowles,  M.D.,  Colorado  Springs:  Recent- 
ly I had  a case  in  a boy  of  16,  the  son  of  one 
of  our  local  doctors.  He  had  had  a characteristic 
attack  of  acute  appendicitis  with  a history  of  prior 
attacks  from  which  he  had  recovered,  and  on 
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operation,  when  I opened  the  abdomen,  I found 
a very  rigidly  erect  appendix  which  differed  from 
the  ordinary  inflammatory  appendix  we  see,  in 
that  it  was  pale  and  apparently  thin-walled,  dis- 
tended, rigid  and  erect.  On  opening  the  appendix, 
after  removal  from  the  abdomen,  a constriction 
was  found  at  the  base  and  the  entire  lumen  of 
the  remainder  of  the  appendix  consisted  of  a 
cyst.  On  microscopic  examination  it  was  reported 
as  acute  appendicitis,  but  the  substance  in  the 
appendix  was  almost  wholly  mucoid. 

M.  J.  Baskin,  M.D.,  Denver:  Time  of  operation 
is  important,  but  the  factor  of  drainage  or  non- 
drainage is  also  important.  Statistics  from  Eng- 
land show  much  lower  mortality  than  in  this 
country.  Most  English  surgeons  do  not  drain  as 
we  do  here.  There,  lower  mortality  probably  is 
due  to  less  frequent  drainage. 

A number  of  factors  are  involved  in  the  etiology 
of  cystic  appendicitis.  Constriction  of  the  lumen 
is  necessary  and  also  that  the  distal  portion  of 
the  appendix  remain  sterile.  Cystic  appendix  can 
be  produced  experimentally.  On  constricting  the 
lumen,  if  a small  amount  of  fecal  matter  is  left 
in  the  distal  portion,  abscess  results.  If  large 
amount  of  fecal  matter  is  left  in,  gangrene  re- 
sults. If  the  lumen  is  sterile,  a cyst  results. 

O.  S.  Fowler,  M.D.,  Denver:  I have  one  case 
that  doesn't  exactly  come  under  Dr.  Likes’  classi- 
fication. It  was  apparently  a combination  of  cys- 
tic formation  and  an  acute  inflammation.  Accord- 
ing to  the  ordinary  view,  that  is  of  necessity  a 
true  cyst.  This  man  had  an  appendix  that  was 
nine  inches  long  and  three-quarters  of  an  inch  in 
diameter.  It  was  gangrenous  at  the  top  and  when 
I got  first  sight  of  it  I thought  I had  a portion 
of  gangrenous  gut.  The  man  made  an  uneventful 
recovery. 


As  to  Dr.  Packard’s  paper,  he  didn’t  mention 
a certain  phase  of  anatomical  deformity  which 
in  my  observation  has  carried  a very  high  mor- 
tality, and  that  is  in  those  appendices  that  are 
distinctly  high  up  in  the  corner  of  the  abdomen. 
Whether  they  are  retrocolonic  or  whether  the 
descending  colon  has  failed  to  descend  and  to 
rotate  in  the  fetus  I don’t  know,  but  I am  sure 
that  in  my  own  experience  my  mortality  in  those 
cases  has  been  unduly  high. 

Of  such  cases  that  I can  recall,  two  have  died, 
one  of  which  was  ruptured  and  adjacent  to  the 
gall  bladder.  In  fact,  we  diagnosed  a ruptured 
duodenal  ulcer.  The  man  died  rather  promptly 
of  peritonitis. 

Another  case,  in  which  a paralytic  ileus  devel- 
oped, was  a clean  operation  with  the  appendix  and 
cecum  up  in  the  gall  bladder  region. 

Of  a rather  odd  experience  in  four  cases  of 
undescended  cecum,  two  were  in  brothers,  both 
adults,  and  both  lived — clean  unruptured  cases. 
Two  others  were  in  a father  and  son,  operation 
on  whom  we  did  a few  weeks  apart.  We  had  no 
idea  whether  they  were  congenital  tendencies  or 
not.  It  was  a rather  interesting  experience  to 
have  four  unusual  anomalies  so  closely  related. 

Dr.  Likes  (closing):  Regarding  what  Dr.  Bas- 
kin said  about  the  etiology,  in  a very  thorough 
search  of  text  books  for  information  on  the  cause 
of  cystic  degeneration  of  the  appendix,  I found 
mention  of  it  in  two  books.  Stengel  said  that 
constriction  is  essential,  and  that  beyond  the  con- 
striction we  must  have  a sterile  field.  However, 
I found  an  article  that  says  constriction  does  not 
need  to  be  complete  if  the  material  is  thick  and 
tenacious.  In  the  three  cases  I have  reported, 
the  constriction  completely  closed  the  lumen  of 
the  appendix. 


A DEMONSTRATION  OF  NORMAL  AND  PATHOLOGICAL 

NEPHROPTOSIS* 

H.  H.  WEAR,  M.D. 

DENVER 


Because  of  the  time  alloted  the  various 
papers  presented  before  the  Society,  it  will 
be  necessary  to  condense  this  subject  strict- 
ly to  the  accepted  definition  of  nephropto- 
sis, omitting  all  associated  conditions  not  de- 
pendent upon  this  condition. 

“Pathological  nephroptosis”  is  a condition 
of  abnormal  renal  mobility  sufficient  to  in- 
duce pathological  conditions  within  the  kid- 
ney substance.  Consequently,  “normal  ne- 
phroptosis is  applied  to  that  vast  number 
of  mobile  kidneys,  so  often  described  in 
the  medical  literature  since  M95,  as  being 
of  common  incidence  among  females,  neu- 
rotics, and  workmen  asking  for  Industrial 
Compensation.  The  anatomical  explana- 
tions of  nephroptosis  are  adequately  de- 


♦Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
Park,  September  9,  1932. 


scribed  in  texts  mentioning  the  subject,  yet 
the  medical  profession  never  has  established 
a method  of  diagnosis  sufficiently  accurate 
to  warrant  end  results  satisfactory  to  our 
patients. 

Recently,  urological  workers  have  devel- 
oped methods  by  which  pyeloureterograms 
may  record  the  physiological  action  of  the 
renal  calyces,  pelvis,  and  ureter.  The  most 
noteworthy  of  these  is  the  Cinex-Camera 
of  Jarre  and  Cumming  which  is  so  con- 
structed that  a pyeloureterogram  may  be 
made  each  tenth  of  a second  for  as  many 
as  eighty  exposures. 

The  method  of  serial  pyeloureterography 
that  we  are  using  was  introduced  by  Thom- 
as D.  Moore  of  Memphis,  Tennessee.  He 
was  considerate  enough  to  produce  a simple 
apparatus  that  is  practical  and  sufficiently 
inexpensive  for  general  use  by  urologists. 
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Fig.  1.  Normal  left  kidney.  Ureteral  angulation 

produced  with  each  inspiration. 

This  equipment  may  be  easily  produced  to 
fit  any  standard  x-ray  table,  or  it  may  be 
purchased  from  the  x-ray  companies.  The 
table  we  are  using  permits  the  patient  to  be 
placed  in  any  position  from  Trendelenburg 
to  the  exact  upright. 

Summary 

1 . In  view  of  recent  advances  in  serial 
pyeloureterography,  the  diagnosis  of  ne- 
phroptosis should  ultimately  become  stand- 
ardized. 

2.  Renal  ptosis  without  urinary  obstruc- 
tion has  no  clinical  significance. 

3.  Urographic  study  is  always  a neces- 


Fig. 3.  Normal  right  kidney. 

sity  before  and  after  nephropexy,  thus  prov- 
ing the  presence  of  pyelectasis  before  and 
the  absence  of  pelvic  stasis  after  operation. 

4.  Serial  pyeloureterography  should  sub- 
stantiate every  diagnosis,  that  non-patho- 
logical  kinks  and  strictures  may  be  excluded 
as  etiological  factors. 

5.  Nephropexy  will  become  more  popu- 
lar with  closer  cooperative  study  on  the  part 
of  the  internist  and  surgeon,  thereby  recom- 
mending only  true  pathological  nephrop- 
tosis for  operative  treatment. 

The  following  serial  pyelograms  were 
taken  in  the  recumbent  position  at  the  end 
of  expiration,  the  second  in  the  recumbent 
position  at  the  end  of  inspiration,  and  the 
third  taken  in  the  upright  position  at  the 


Fig.  2.  Normal  right  kidney.  First-degree  ptosis 
in  the  upright  position.  History  of  pyelitis  dur- 
ing pregnancy. 


Fig.  4.  Normal  left  kidney.  Note  ureteral  peris- 
talsis. 
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Pig.  5.  Right  kidney.  Patient  with  general  vis- 
ceroptosis. 

end  of  inspiration,  thus  producing  the  maxi- 
mum ptosis  in  each  instance. 

ABSTRACT  OF  DISCUSSION 

John  B.  Davis,  M.D.,  Denver:  The  pyelograms 
Dr.  Wear  has  shown  us  probably  have  created  in 
your  minds  a certain  amount  of  confusion.  They 
do,  until  we  have  studied  a great  many  of  them 
and  have  learned  to  classify  them  into  certain 
groups  and  types.  The  movement  of  the  kidney 
with  excursion  of  the  diaphragm  is  not  ptosis, 
yet  a kidney  may  be  ptotic  and  produce  no  symp- 
toms. 

Nephropexy  is  indicated  only  when  symptoms 
of  obstruction  to  the  free  outflow  of  urine  are 
present.  Pain  of  renal  origin  can  best  be  proved 
by  urographic  study.  The  size  and  shape  of  the 
renal  pelvis  and  calyces  and  retention  of  the 
radiopaque  medium  determine  this.  In  the  early 
days  of  uretero-pyelography,  urologists  were  ex- 
pected to  diagnose  these  conditions  with  one  cys- 
toscopic  examination  and  a single  urogram.  To- 
day, we  have  come  to  know  that  often  it  requires 
two  or  more  or  even  a series  of  pyelographic 


Fig.  6.  Normal  left  kidney.  Note  ptosis  and 
marked  ureteral  angulation. 


Fig.  7.  Normal  right  kidney.  Note  the  change 
in  position  of  ureteral  kinks  during  ureteral 
peristalsis. 

studies  to  make  an  accurate  diagnosis.  Repeated 
urograms  on  separate  plates,  or  three  on  one 
film,  as  Dr.  Wear  has  shown,  suffice. 

At  a recent  meeting  of  the  Urological  Associa- 
tion, Dr.  Cumming  of  Detroit,  by  a moving  picture 
demonstration,  showed  clearly  that  apparent  kinks 
and  strictures  of  the  ureter,  and  apparent  distor- 
tion of  the  pelvis  and  calyces  are  often  due  to 
peristaltic  contracture  of  the  pelvis  and  ureter. 
It  is  only  by  the  constancy  and  persistence  of 
these  abnormalities  that  pathology  is  proved. 

O.  S.  Fowler,  M.D.,  Denver:  I should  like  to 
agree  with  everybody  who  discusses  the  subject 
of  nephroptosis.  There  are  a number  of  things 
in  this  essay  with  which  I cannot  agree.  In  the 
first  place,  we  have  introduced  a term  of  “normal 
nephroptosis.”  Nephroptosis  is  universally  ac- 
cepted as  a non-normal  condition,  and  therefore 
I regard  it  as  impossible  to  be  regarded  as  nor- 
mal in  any  instance.  It  may  be  symptomless, 
but  because  it  is  symptomless  doesn’t  mean  it 
is  normal.  Because  there  may  be  a general  vis- 


Fig.  8.  Left  kidney.  Slight  hydronephrosis  with 
first-degree  ptosis.  No  symptoms  after  a ten- 
pound  increase  in  weight. 
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Fig.  9.  Right  kidney.  Ptosis  and  slight  hydro- 
nephrosis accompanying  general  visceroptosis 
in  an  older  patient. 

ceroptosis  without  particular  symptoms  doesn't 
mean  it  is  the  normal  position  of  the  entire 
viscera,  and  it  is  unfortunate  that  a meaningless 
term  should  be  introduced  in  an  accurate  subject. 
If  there  is  a normal  excursion  of  the  kidney,  and 
a normal  attachment,  that  normality  must  be 
due  to  the  movement  of  the  diaphragm.  The 
perirenal  capsule  comes  up,  attaches  to  the  dia- 
phragm about  an  inch  and  a quarter,  and  comes 
back  down  in  a cavity  entirely  separate  from  the 
rest  of  the  body.  In  that  cavity  are  the  adrenal 
glands  and  the  kidney.  The  only  normal  excur- 
sion that  the  kidney  can  possibly  have  is  a dif- 
ference of  level  of  the  diaphragm  as  influenced 
by  respiration,  which  probably  would  be  to  ap- 
proximately one  and  a half  or  two  centimeters. 
Beyond  that  is  beyond  the  normal. 

Dr.  Wear  also  stressed  the  idea  that  we  must 
have  marked  hydronephrosis  (if  we  can  call  it 
hydronephrosis)  before  it  can  be  regarded  as  a 
pathological  condition.  What  has  happened  in 
the  period  of  time  that  these  calyces  and  this 
pelvis  went  from  normal  to  this  condition?  Some- 
thing must  have  given  that  distension  of  the  kid- 


Fig. 10.  Right  kidney.  General  visceroptosis. 


Fig.  11.  Hydronephrosis  and  hydro-ureter.  Note 

rapidity  of  emptying  in  spite  of  pelvic  deformity. 

ney.  I cannot  conceive  of  any  necessity  of  saying 
that  a kidney  must  have  such  abnormal  condi- 
tions before  we  can  diagnose  pathology  in  that 
tract.  We  don't  expect  to  have  every  obstructed 
bladder  up  to  the  umbilicus  before  we  diagnose 
prostatic  obstruction.  Prostatic  obstruction  ex- 
isted from  the  time  it  started  from  a normal  blad- 
der. Therefore,  there  must  have  been  some  path- 
ology that  could  have  been  diagnosed  from  the 
beginning. 

The  author  cited  a case  where  he  felt  that  be- 
cause the  liver  went  down,  the  movement  of  the 
kidney  was  normal.  If  it  went  down,  did  the 
abdominal  aorta  go  with  it?  Before  we  can 
accept  some  of  his  statements,  we  must  disprove 
the  pioneers  in  this  subject  as  wrong.  Edebohl 
of  this  country  and  Delafoy  of  France  stated  that 
no  ptosed  kidney  did  normal  work,  and  nobody 
has  ever  disproved  it  to  date.  The  appearance 
of  apparent  kinks  in  the  author's  pictures  is 
absolutely  without  meaning,  because  the  pictures 
are  taken  on  one  plate.  The  fact  that  all  these 
pictures  were  taken  with  the  catheter  in  the  ure- 
ter, in  my  opinion  eliminates  most  of  their  value. 


Fig.  12.  Right  kidney.  Hydronephrosis  and  third- 
degree  ptosis,  surgical  type. 
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Fig.  13.  Third-degree  ptosis  with  hydronephrosis, 
surgical  type. 


Fig.  14.  Hydronephrosis  with  persisting  obstruc- 
tion at  the  ureteral  pelvic  juncture,  surgical 
type. 


Fig.  15.  Hydronephrosis  with  persisting  obstruc- 
tion at  the  ureteral  pelvic  juncture,  surgical 
type. 


Fig.  16.  Second-degree  ptosis.  This  type  easily 

supported  by  abdominal  belt. 

What  we  desire  in  these  examinations  is  to  re- 
produce the  normal  ureter,  and  had  he  shown 
those  kidneys  after  his  catheters  were  removed, 
they  would  have  been  more  valuable.  It  is  not 
what  kidneys  do  when  patients  are  lying;  it  is 
what  kidneys  do  when  the  patient  is  upright  and 
when  there  is  no  irritating  object  in  the  tract  to 
militate  agaiDst  shewing  the  exact  condition  of 
that  kidney  and  ureter. 

Dr.  Wear  (Closing):  The  subject  of  nephrop- 
tosis has  not  been  discussed  before  this  society 
for  many  years,  the  main  reason  being  that  one 
of  our  members  has  refused  to  accept  the  opinion 
of  Urologists  on  this  subject.  It  has  been  rather 
embarrassing  for  one  to  submit  a paper,  knowing 
that  a heated  debate  would  necessarily  follow 
the  presentation. 

The  slides  previously  shown  demonstrated  what 
we  consider  the  normal  and  abnormal  amount  of 
nephroptosis  and  have  attempted  to  distinguish 
between  the  normal  or  non-surgical  nephroptosis 
and  the  pathological  type  requiring  surgery  for 
relief.  The  internists  recognize  that  the  type 


Fig.  17.  Right  kidney.  Third-degree  ptosis.  This 
type  supported  by  belt.  Case  under  observation 
for  a period  of  four  years  without  symptoms 
during  this  period. 
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showing  non-surgical  nephroptosis  will  depend 
upon  them  for  relief  or  cure. 

The  important  differential  point  between  the 
types  above  classified  is  dependent  upon  the  pres- 
ence of  pyelectasis  or  renal  stasis  sufficient  to 
damage  the  kidney  substance.  The  mobility  alone 


varies  in  individuals  in  the  same  respect  as  the 
mobility  of  different  organs.  Certainly  those 
patients  suffering  from  psychoneurosis,  inferiority 
complex,  etc.,  are  not  to  be  operated,  and  such 
a surgical  procedure  as  nephropexy  without  pye- 
lectasis or  renal  stasis  will  undoubtedly  place 
urological  surgery  in  a deplorable  condition. 


OBSTETRICS  FROM  THE  STANDPOINT  OF  THE  GENERAL 

PRACTITIONER* 

C.  T.  KNUCKEY,  M.D. 

LAMAR 


For  many  years  there  has  been  a definite 
trend  of  propaganda  criticizing  the  handling 
of  obstetric  cases  in  the  United  States,  un- 
favorable comparisons  of  the  mortality  and 
morbidity  records  as  compared  with  foreign 
countries,  and  the  inference  more  or  less 
openly  displayed,  that  the  physicians  of  the 
United  States  are  inferior  in  this  respect  to 
those  of  foreign  countries.  Dr.  Edwin  D. 
Burkhard  in  his  excellent  paper  at  last  year’s 
convention  showed  how  fallacious  was  the 
comparison  of  statistics  as  they  are  kept  at 
the  present  time,  and  that,  if  all  were  kept 
on  the  same  basis,  the  United  States  would 
compare  favorably  with  any  other  nation  in 
this  respect. 

While  it  is  my  firm  blief  that  obstetrics 
is  handled  as  well  in  the  United  States  as 
any  other  branch  of  medicine,  there  is  room 
for  improvement  here  as  well  as  elsewhere. 
The  practice  of  obstetrics  perhaps  is  fraught 
with  more  pitfalls  for  the  unwary  than  that 
of  any  other  branch  of  medicine — more  on 
account  of  the  ignorance,  carelessness,  and 
neglect  on  the  part  of  the  patient  and  the 
unfavorable  surroundings  under  which  a 
large  part  of  the  work  must  be  done,  than 
to  inefficiency  or  ineptitude  on  the  part  of 
the  attending  physician.  Nearly  one-half 
of  the  maternal  deaths  are  due  to  infection — 
some  exogenous  and  some  endogenous — but 
most  cases  of  infection  can  be  prevented  by 
proper  care. 

Much  has  been  written  by  specialists  in 
regard  to  the  pathology  of  pregnancy  and 
the  handling  of  difficult  cases,  some  of  which 
is  distinctly  outside  the  province  of  the  gen- 
eral practitioner.  It  is  not  the  purpose  of 


*Read  before  the  Sixty-second  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Estes 
l’ark,  September  10,  1932. 


this  paper  to  enter  into  this  field,  but  only 
to  deal  with  what  is  within  reach  of  all.  The 
majority  of  obstetrical  cases  are  handled 
by  the  general  practitioner,  who  on  account 
of  lack  of  time  and  often  lack  of  ordinary 
conveniences  in  the  home  has  a tendency  to 
become  careless  in  regard  to  many  details 
that  make  for  efficiency  and  good  work. 
The  aim  to  be  sought  is  lessened  suffering, 
lowered  morbidity  and  a slight  possible  de- 
crease in  mortality.  Perfect  restitutio  ad 
integrarn  probably  never  takes  place — traces 
of  pregnancy  will  always  persist,  but  the 
woman  should  be  left  in  as  good  condition 
as  possible. 

The  first  consideration,  and  the  one  prob- 
ably most  neglected  is  the  care  of  the  woman 
during  pregnancy.  She  must  be  educated 
to  come  for  examination  at  the  first  suspi- 
cion of  pregnancy.  The  physician,  if  pos- 
sible, should  know  the  patient  thoroughly 
before  labor  starts — the  condition  of  heart, 
lungs,  kidneys,  liver,  and  pelvis.  Hence  this 
examination  should  be  thorough,  including 
pelvic  examination  and  measurements.  Much 
pathology  may  be  corrected  early  in  preg- 
nancy which  might  cause  serious  trouble — 
such  as  tonsils,  teeth,  kidneys,  bowels, 
uterine  displacement,  cervical  infections. 
Much  can  be  done  for  the  nausea  of  preg- 
nancy and  this  can  be  relieved  almost  in- 
variably by  frequent  feeding  high  in  carbo- 
hydrate, flushing  kidneys,  proper  bowel  ac- 
tion, possibly  phenobarbital  at  night,  while 
specific  ovarian  extract  rarely  fails  in  even 
obstinate  cases.  Later  dilute  hydrochloric 
acid  often  works  wonders  for  the  gastric 
distress  so  common  at  that  time.  The  diet 
should  be  carefully  supervised  throughout, 
but  especially  in  the  later  months,  that  a 
proper  supply  of  vitamins  and  calcium  be 


September,  1933 


339 


furnished.  Iodides  or  thyroid  extract  are 
often  indicated.  Vitamin  B is  reputed  to  be 
especially  beneficial  to  prevent  dystocia  and 
to  insure  a vigorous  child.  For  muscular 
cramps  and  varicose  veins,  viosterol  is  of 
great  help.  In  the  last  trimester  the  abdo- 
men should  be  occasionally  examined  and 
the  fetus  located.  In  breech  presentations 
the  fetus  can  often  be  rotated  to  a head 
presentation,  if  the  abdominal  wall  is  not 
too  tense  and  if  sufficient  amniotic  fluid  is 
present.  Also  an  occiput  posterior  presen- 
tation may  often  be  changed  to  anterior. 

When  labor  occurs,  an  early  examination 
and  reassurance  helps  the  mother  a great 
deal.  Analgesics  such  as  sodium  amytal  or 
morphine  often  work  wonders  by  relaxing 
the  nervous  tension  and  conserving  maternal 
strength.  Care  should  be  observed,  how- 
ever, in  the  use  of  morphine  if  delivery  is 
to  be  expected  within  two  hours,  as  the  new 
born  child  is  very  sensitive  to  this  drug.  At 
this  time  a careful  abdominal  examination 
will  usually  give  all  the  information  neces- 
sary. If  not,  rectal  examination  may  be 
needed. 

Accurate  diagnosis  of  presentation  and 
conditions  is  necessary,  and  one  should  never 
hesitate  to  make  careful  vaginal  examina- 
tion in  case  of  doubt.  Contrary  to  the  gen- 
erally accepted  teaching,  I have  never  seen 
any  harm  in  increase  of  morbidity  or  other- 
wise as  a result  of  a properly  conducted 
vaginal  examination.  This,  of  course,  means 
under  rigid  surgical  asepsis.  A great  deal 
can  be  done  at  this  time  such  as  confirmation 
of  diagnosis  of  presentation  and  straighten- 
ing an  anterior  flexed  uterus  by  bringing 
the  cervix  into  proper  position.  The  posi- 
tion of  the  fetus  should  be  visualized.  Often 
gentle  dilatation  of  the  cervix  will  save 
much  hard  labor  by  stimulating  pains. 
Forceps,  medium  or  high,  that  is,  in  the  su- 
perior strait,  are  usually  condemned,  but  oc- 
casionally judgment  might  advise  their  use 
instead  of  version  or  caesarian. 

There  is  a sharp  distinction  between  la- 
bors in  a good  hospital  or  in  the  home.  Per- 
fect asepsis,  competent  assistance  and  com- 
plete equipment  remove  much  of  the  drudg- 
ery and  mental  strain.  In  the  average  home 


it  is  unsafe  to  undertake  many  procedures 
that  would  really  be  beneficial  under  proper 
surroundings. 

For  the  past  three  years  the  anesthetic 
of  choice  in  our  hospital  has  been  ethylene 
— preceded  in  the  early  stages  by  sodium 
amytal  in  six  to  nine  grain  dosage  or  by 
morphine.  This  has  been  very  satisfactory 
— labors  have  been  much  less  painful — the 
patient  comes  out  of  the  anesthetic  promptly 
with  no  bad  after  effects. 

As  said  before,  it  is  not  the  province  of 
this  paper  to  discuss  the  management  of 
difficult  laboi.  Unwise  interference  is  never 
good  obstetrics.  We  should  remember, 
however,  that  the  test  of  labor  is  how  much 
Nature  can  accomplish — not  how  much  the 
woman  can  endure.  However,  anyone  prac- 
ticing obstetrics  should  be  able  properly  to 
assist  Nature  in  all  but  the  most  extraor- 
dinary cases.  That  is  to  say,  to  have  pa- 
tience when  that  virtue  is  required,  to  rotate 
an  occiput  posterior,  to  apply  forceps  intel- 
ligently, to  do  a podalic  version,  or  to  de- 
liver properly  a breech  presentation.  If  the 
fetus  is  dead,  do  not  hesitate  to  do  a crani- 
otomy if  needed  to  protect  the  mother. 
Again  let  me  repeat,  accurate  diagnosis  is 
the  most  important  factor  of  all.  If  a cae- 
sarian section  is  the  operation  of  choice,  or 
necessity,  let  it  be  done  before  the  strength 
of  the  woman  is  exhausted  and  before  the 
cervix  has  been  contaminated  and  resistance 
lessened  by  prolonged  labor  or  unwise 
vaginal  examinations — without  these  handi- 
caps, the  mortality  from  operation  should 
be  low  indeed.  Caesarian,  either  the  classic 
or  low  operation  has  been  a wonderful  boon, 
but  there  is  a great  tendency  to  overdo  it. 
The  indications  should  be  definite.  Local 
anesthesia  works  very  nicely  here.  Again 
it  should  be  remembered  that  the  fetus  is 
very  sensitive  to  morphine  and  a preliminary 
dose  of  morphine  to  the  mother  will  result 
in  the  loss  of  some  of  the  babies. 

Proper  delivery  of  the  head  will  save  a 
great  majority  of  perineal  tears — patience 
in  allowing  the  parts  to  soften  and  relax, 
sufficient  anesthesia  to  have  delivery  under 
complete  control,  and  episiotomy  if  neces- 
sary to  prevent  extensive  laceration  of  the 
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floor.  Prompt  repair  of  lacerations,  if  care- 
fully done,  will  usually  give  primary  union. 

After  the  child  is  born  the  responsibility 
is  not  lessened.  The  child  should  be  care- 
fully inspected,  including  genitals  and  rec- 
tum, the  cord  dressed,  the  eyes  treated  and 
minute  instructions  given  the  nurse  in  regard 
to  its  care.  The  third  stage  demands  as  much 
consideration  for  the  mother  as  the  first  or 
second  stages.  The  clean  delivery  of  the 
placenta  and  proper  contraction  of  the 
uterus  is  as  important  as  the  proper  delivery 
of  the  child. 

During  the  puerperium  a good  regime  for 


mother  and  child  will  do  much  to  start  them 
on  the  road  to  health  and  vigor.  The  mother 
should  be  instructed  to  report  in  four  to  six 
weeks  for  examination.  Subinvolution,  dis- 
placements, and  cervical  lacerations  are 
much  more  amenable  to  treatment  then  than 
at  a later  date. 

The  objective  of  good  obstetrics  is  to 
bring  babies  into  the  world  with  the  least 
damage  to  them  from  their  perilous  passage 
and  to  leave  the  mother  as  nearly  normal 
as  possible.  A little  more  time,  a little  more 
care  and  study  of  the  individual  case  will 
well  repay  the  physician  who  practices 
obstetrics. 


UTERINE  HEMORRHAGE* 

WILLIAM  H.  HALLEY,  M.D.  and  PHILIP  W.  WHITELEY,  M.D. 

DENVER 


In  reviewing  the  voluminous  literature  of 
uterine  hemorrhage,  one  is  led  into  consid- 
erable confusion.  In  this  paper  we  will  dis- 
cuss the  subject  from  the  standpoint  of  uter- 
ine bleeding  as  a presenting  symptom.  An 
approach  to  the  study  of  abnormal  uterine 
bleeding  may  be  made  by  considering  four 
groups  of  causes: 

1.  Pregnancy — as  abortion,  molar  preg- 
nancy, hydatidiform  mole,  chorio-epitheli- 
oma,  ectopic  pregnancy,  placenta  previa,  and 
ablatio  placentae. 

2.  Pelvic  inflammation,  acute  or  chronic 
— due  to  birth  injuries  or  bacterial  infec- 
tions. 

3.  New  growths — benign  or  malignant. 

4.  Functional  hemorrhage — due  to  en- 
docrine disorders  or  to  such  constitutional 
conditions  as  syphilis,  chlorosis,  focal  infec- 
tions, tuberculosis,  etc. 

Any  combination  of  these  causes  may  be 
present.  Displacements  may  be  compli- 
cated by  pelvic  tumors,  or  pelvic  inflamma- 
tions may  be  accompanied  by  endocrine 
dysfunction.  Pregnancy  may  be  present  in 
almost  any  condition.  In  endeavoring  to 
arrive  at  the  cause  of  a given  hemorrhage, 
therefore,  the  physician  may  ask,  “Is  it  due 
to  an  accident  in  pregnancy  or  is  it  due  to 
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pelvic  injury  or  inflammation?  Is  it  due  to 
tumor  growth?  Is  it  due  to  endocrine  dys- 
function, or  is  it  due  to  a combination  of 
these  causes?  Which,  then,  is  the  most  im- 
portant factor? 

Massive  hemorrhage  with  the  accompany- 
ing shock  is  an  emergency  which  demands 
not  study  but  prompt  treatment  as  packing, 
operation,  or  blood  transfusion.  We  are 
chiefly  concerned  with  the  annoying  or 
debilitating  hemorrhages  which  are  chronic 
in  their  course. 

The  history  gives  much  assistance.  The 
patient  s age  and  parity  are  suggestive  of 
certain  causes.  Any  change  from  the  usual 
menstrual  habit,  the  duration  and  character 
of  the  bleeding,  amount,  presence  of  clots, 
pain,  and  intermittency  are  helpful.  So  also 
are  relation  to  the  period,  previous  illnesses 
or  operations,  the  emotional  and  economic 
status  of  the  individual.  The  history  reveals 
also  the  patient's  conception  of  the  hemor- 
rhage, which  may  differ  from  that  of  the 
physician. 

The  pelvic  examination  is  of  extreme  im- 
portance. Inspection,  palpation  and  in  the 
fluid  tumors,  percussion,  are  a routine.  The 
source  of  the  bleeding  should  be  determined 
— whether  from  the  fundus,  cervix,  or  va- 
gina. Recto-vaginal  examination  should  not 
be  omitted.  Curettage,  diagnostic  or  cura- 
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tive,  may  give  information.  In  the  general 
examination,  consideration  should  be  given 
to  the  cardiovascular  system,  lungs,  thyroid, 
urinary  tract,  lues  and  particularly  to  the 
blood  picture  to  determine  the  presence  of 
anemia. 

Abortion  is  among  the  most  frequent 
causes  of  uterine  hemorrhage  for  which  the 
physician  is  consulted.  The  diagnosis  is 
made  upon  uterine  hemorrhage  (usually  the 
first  symptom),  uterine  pain,  softening  and 
dilatation  of  the  cervix,  and  softening  and 
enlargement  of  the  fundus.  The  history  of 
missed  periods  may  be  admitted  or  denied. 
It  is  not  essential  that  the  patient  give  a 
history  of  missing  a period.  The  Aschheim- 
Zondek  test  is  helpful  five  days  after  miss- 
ing a period.  It  is  a peculiar  fact  that  with 
the  prevalence  of  abortion  there  is  no  unani- 
mity of  opinion  or  relatively  standardized 
procedure  among  physicians  as  to  the  treat- 
ment. Many  resort  to  the  curet  immediately 
and  in  all  cases  regardless  of  the  physical 
condition  of  the  patient.  Some  curet  lightly 
and  some  scrape  deeply.  One  pathologist 
stated  that  he  received  “bowlfuls  of  decidua, 
endometrium,  and  muscle."  It  is  extremely 
probable  that  abortions  took  place  before 
there  were  curets.  It  is  also  equally  prob- 
able that  the  patients  recovered.  The  treat- 
ment of  abortion  should  be  shorn  of  theat- 
ricals and  hysteria.  We  have  long  known 
that  it  is  unwise  to  invade  or  curet  a uterus 
which  has  already  been  tampered  with  and 
therefore  has  infected  contents.  There  are 
two  important  factors,  namely,  hemorrhage 
and  infection.  Severe  hemorrhage  may  de- 
mand interference,  but  removing  membranes 
from  the  open  cervix  and  a pack  will  suffice. 

The  conservative  treatment  of  abortion  is 
simple  and  safe.  If  the  membranes  are 
palpable  in  the  open  cervix,  they  should  be 
removed  with  the  ring  forcep.  Do  not  in- 
vade the  uterus  until  the  temperature  has 
been  normal  for  five  days.  If  at  any  time 
the  cervix  be  found  closed,  the  fundus  firm 
and  bleeding  lessened,  the  abortion  has  com- 
pleted itself.  Several  subsequent  menstrua- 
tions may  be  increased,  but  the  normal 
rhythm  will  return.  Curettage  is  not  indi- 
cated here.  In  other  words,  give  the  patient 


a chance  to  get  well.  If  on  the  other  hand, 
membranes  remain  in  the  uterus,  they  may 
be  removed  with  a ring  forcep  under  anes- 
thesia. If  the  curet  is  used,  its  activities 
should  be  limited  to  decidual  tissue.  There 
is  nothing  to  be  gained  in  denuding  a soft, 
potentially  infected  uterus  of  its  endomet- 
rium. Packing  is  optional.  We  pack  rou- 
tinely, using  iodoform  gauze  in  the  uterus 
and  plain  gauze  in  the  vagina.  These  packs 
are  removed  in  twelve  to  twenty-four  hours. 
Vaginal  examination  in  two  to  four  weeks 
to  rule  out  an  ectopic  gestation  is  always 
done. 

Missed  abortion  or  molar  pregnancy  is 
an  infrequent  cause  of  uterine  bleeding.  It 
is  to  be  thought  of  when  a patient  gives  a 
history  of  having  missed  more  menstrual 
periods  than  the  size  and  development  of 
the  pregnant  uterus  would  indicate.  The 
bleeding  is  not  profuse  but  is  constant.  The 
Aschheim-Zondek  test  is  positive  unless 
there  is  separation  of  the  placental  tissue. 
Observation  of  such  a case  is  commonly  re- 
warded by  the  patient  passing  a leathery- 
like  tissue,  after  which  the  bleeding  stops. 
It  is  here  that  curettage  is  both  diagnostic 
and  curative.  Hysterectomy  is  not  neces- 
sary. 

Hydatidiform  mole  causes  atypical,  irreg- 
ular bleeding  and,  in  contrast  with  missed 
abortion,  the  uterus  is  larger  than  is  consis- 
tent with  normal  development  of  pregnancy. 
In  our  cases  we  have  not  noted  that  the 
patients  passed  the  small  grape-like  cysts 
mentioned  in  the  text  books.  The  discharge 
has  been  brownish  and  not  profuse  unless 
spontaneous  abortion  occurred.  The  com- 
plete mole  may  be  passed  and  bleeding 
cease.  Persistent  bleeding,  however  slight, 
calls  for  curettage.  The  uterus  should  be 
carefully  and  thoroughly  emptied.  Patho- 
logical examination  of  the  mole  may  not  re- 
veal chorio-epithelioma  even  though  it  be 
present  in  the  uterine  wall.  The  Aschheim- 
Zondek  test  should  be  utilized.  If  this  test 
is  strongly  positive  fifteen  days  after  the 
hydatid  mole  is  passed  or  removed,  cure- 
tage  was  not  complete  and  molar  vesicles 
are  retained,  or  the  presence  of  chorio-epith- 
elioma is  probable.  When  spontaneous  ces- 
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sation  of  bleeding  and  negative  Aschheim- 
Zondek  tests  follow  the  expulsion  of  a mole, 
further  treatment  is  not  indicated.  We  be- 
lieve that  before  the  age  of  35  years,  hys- 
terectomy for  hydatidiform  mole  is  too  radi- 
cal a procedure  despite  the  close  association 
of  hydatidiform  mole  and  chorio-epitheli- 
oma. 

Chorio-epithelioma  may  follow  full  term 
labor,  abortion,  tubal  pregnancy,  and  be- 
tween 40  and  50  per  cent  of  the  cases  fol- 
low hydatidiform  mole.  Irregular  profuse 
hemorrhage  begins  weeks  or  even  months 
after  the  products  of  conception  have  been 
passed.  The  curet  reveals  placenta-like  tis- 
sue. A diagnosis  of  chorio-epithelioma 
should  not  be  made  from  the  scrapings  alone 
unless  coagulation  necrosis  of  the  mucosa 
is  present,  as  the  histologic  pictures  of  hyda- 
tidiform mole  and  chorio-epithelioma  are 
almost  identical.  The  fundus  may  be  en- 
larged and  fungoid  masses  present  in  the 
cervix.  Metastases  are  common,  particular- 
ly in  the  lungs  and  veins.  The  Aschheim- 
Zondek  test  is  positive.  Total  hysterectomy 
with  removal  of  accessible  metastases  should 
be  done.  It  has  been  noted  that  metastases 
have  cleared  up  following  removal  of  the 
uterus.  Fortunately  these  tumors  are  rare. 

The  bleeding  which  accompanies  ectopic 
gestation  is  irregular  and  muco-hemorrhagic 
in  type.  Novak  states  that  the  bleeding  in- 
dicates that  the  fetus  is  dead.  Before  rup- 
ture, the  history  of  missed  or  abnormal  pe- 
riods, the  soft  cervix,  a palpable  mass  inde- 
pendent of  the  usually  enlarged  uterus,  the 
frequent  cramp-like  pain  which  may  be  ab- 
dominal or  rectal  and  the  presumptive  signs 
of  pregnancy,  all  suggest  the  probability  of 
ectopic  pregnancy.  The  curet  yields  decid- 
ual cells.  Puncture  of  the  culdesac  gives 
blood  in  the  cases  where  tubal  abortion  or 
rupture  has  occurred.  We  diagnose  more 
cases  of  tubal  pregnancy  than  we  find  at 
operation,  but  this  is  a justifiable  error  on 
the  side  of  safety,  for  the  reason  that  a sur- 
gical lesion  is  usually  present  in  the  pelvis. 
In  no  other  condition  is  it  more  true  that 
"experience  is  fallacious  and  judgment  dif- 
ficult.' The  ideal  treatment  is  removal  be- 
fore rupture.  It  has  been  widely  taught  that 


following  tubal  abortion  or  rupture,  imme- 
diate operation  is  imperative.  These  pa- 
tients are  frequently  in  extreme  shock  and 
pain,  the  blood  pressure  is  under  100  sys- 
tolic, pulse  if  obtainable  is  from  130  to  160, 
weak  and  thready.  Surely  this  is  not  an 
ideal  condition  to  withstand  surgical  assault. 
Polak  deferred  operation  until  the  systolic 
blood  pressure  had  reached  but  not  exceeded 
110.  If  the  patient  is  living  when  first  seen 
by  the  physician,  there  is  no  hurry — mor- 
phine and  heat  may  be  administered  for  pain 
and  shock,  and  probably  also  a blood  trans- 
fusion. Operation  may  be  deferred  until 
the  patient’s  condition  improves,  whether 
it  be  a day  or  a week.  Autotransfusion  may 
be  used,  but  it  must  be  remembered  that  the 
patient’s  blood  will  be  absorbed  from  the 
abdominal  cavity.  Additional  operation,  as 
appendectomy,  should  not  be  done  under 
any  consideration. 

Placenta  previa  is  recognized  by  the  oc- 
currence of  painless  hemorrhage  in  the  last 
trimester  of  pregnancy.  Ablatio  placentae 
gives  rise  to  uterine  bleeding  with  pain  in 
the  last  trimester  of  pregnancy.  The  hemor- 
rhage may  be  concealed. 

The  uterine  bleeding  which  accompanies 
the  acute  stages  of  pelvic  inflammatory  dis- 
ease may  be  considered  beneficial.  It  is 
Nature's  method  of  depletion.  Treatment  is 
directed  to  the  underlying  pathology.  Sur- 
gery has  no  place  in  the  treatment  of  acute 
pelvic  inflammation.  Rest,  sufficient  seda- 
tives and  opiates  to  procure  relief  from  pain 
and  discomfort,  local  heat,  elimination,  abun- 
dant nourishment,  foreign  protein  therapy 
and  two  to  four  weeks’  time  will  cure  85 
per  cent  of  these  cases. 

The  bleeding  in  chronic  or  recurrent  pel- 
vic inflammation  is  irregular  and  debilitat- 
ing, and  is  usually  a menorrhagia.  It  fol- 
lows both  the  inflammation  due  to  birth  in- 
juries and  the  recurrent  bacterial  infections. 
These  conditions  are  the  sequellae  of  acute 
inflammation.  It  is  here  that  surgery  has 
a wide  and  curative  field.  In  birth  injuries 
perineal  repair,  cervical  amputation,  or  cau- 
tery and  suspension  operations  may  be  per- 
formed. In  recurrent  bacterial  infections, 
releasing  adhesions,  salpingectomy,  and  sus- 
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pension  of  the  uterus  and  ovaries,  are  usu- 
ally indicated.  It  does  not  seem  to  be  ap- 
preciated that  the  ovaries  are  very  resistant 
to  infection.  The  needless  sacrifice  of  func- 
tioning ovaries  continues  almost  unabated. 

The  uterine  bleeding  which  accompanies 
new  growths  is  a late  symptom.  Beginning 
as  a spotting,  it  later  becomes  profuse.  Dif- 
ferential diagnosis  is  imperative.  Benign 
and  malignant  conditions  may  co-exist.  The 
pathologist  frequently  reports  carcinoma  as 
an  additional  finding  in  a myomatous  uterus. 
Benign  hyperplasia  and  polyposis  of  the 
endometrium,  myomata,  carcinoma  of  the 
cervix  or  fundus,  and  the  more  rare  sarcoma 
should  be  considered.  A polyp  frequently, 
and  a myoma  not  rarely,  may  protrude  from 
the  cervix.  Diagnostic  curettage  will  decide 
the  question  of  benign  hyperplasia  or  poly- 
posis and  carcinoma  of  the  fundus.  In  the 
treatment  of  myomata,  conservation  of  func- 
tion should  be  our  first  thought.  Myomec- 
tomies are  preferable  to  hysterectomies. 
Ovarian  tissue  can  usually  and  should  al- 
ways be  preserved  if  possible.  It  has  not 
been  proved  that  radiation  treatment  of 
uterine  myomata  acts  in  any  way  except  by 
inhibiting  or  destroying  ovarian  function. 
Therefore,  the  radiation  treatment  of  myo- 
mata is  not  a desirable  substitute  for  sur- 
gery. Under  present  conditions,  it  seems 
best  to  treat  a cancer  of  the  cervix  by  ra- 
dium, deep  x-ray,  and  possibly  surgery. 
Surgical  diathermy  is  used  as  an  aid  to  ra- 
dium in  the  treatment  of  cervical  carcinoma. 
In  cancer  of  the  fundus,  the  above  sequence 
is  reversed  to  surgery,  deep  x-ray,  and  pos- 
sibly radium. 

When  uterine  bleeding  occurs  in  the  ab- 
sence of  any  normal  pelvic  findings,  it  is 
called  functional  hemorrhage.  Novak  states 
that  50  per  cent  of  the  cases  of  this  type  of 
abnormal  bleeding  occur  near  the  meno- 
pause, 10  per  cent  in  young  girls,  and  the 
rest  is  spread  through  the  menstrual  life. 
It  is  usually  a menorrhagia.  A fairly  con- 
stant finding  is  hyperplasia  of  the  endomet- 
rial glands,  descriptively  called  by  Novak 
the  "Swiss  cheese  pattern."  A diligent 
search  for  focal  infection,  lues,  chlorosis  and 
other  constitutional  diseases  should  be  made. 


It  is  highly  probable  that  the  most  frequent 
cause  of  these  hemorrhages  is  an  aberration 
of  ovarian  function.  The  treatment  of  this 
type  of  hemorrhage  has  run  the  gamut  of 
surgical  and  medical  therapeutics.  Surgic- 
ally, repeated  curettage,  removal  of  the  ovar- 
ies, and  even  hysterectomy  have  been  done. 
Medically,  hygienic  regimen,  constitutional 
measures  as  iron,  arsenic,  endocrine  prod- 
ucts, ergot,  quinine,  stypticin,  fibrogen,  etc., 
are  worthy  of  trial,  together  with  local  treat- 
ment both  intra-  and  extra-uterine.  A great 
advance  was  made  when  deep  x-ray  and 
radium  therapy  were  introduced.  The  re- 
sults of  radiation  therapy  are  prompt  and 
fairly  constant.  We  have  records  of  pa- 
tients ranging  in  age  from  11  to  50  years. 
The  amount  of  radium  emanation  is  deter- 
mined by  the  age  of  the  patient,  the  result 
sought  being  a suspension  of  ovarian  func- 
tion without  complete  destruction  of  the 
ovary.  These  patients  were  warned  that  re- 
peated treatment  might  be  necessary.  For 
functional  hemorrhage  near  puberty  we  have 
followed  Polak's  rule  of  using  200  mg.  hours. 
In  older  patients  the  dose  varied  from  400 
to  700  mg.  hours.  The  results  on  the  whole 
have  been  very  satisfactory.  Curettage  al- 
ways precedes  the  insertion  of  radium.  To 
induce  permanent  amenorrhea,  we  have 
found  that  1500  mg.  hours  is  the  minimum 
dosage  to  be  trusted.  Of  particular  interest 
in  the  treatment  of  functional  hemorrhage 
are  the  products  containing  the  female  sex 
hormone.  Time  will  not  permit  a review  of 
the  monumental  and  important  work  in  this 
field.  Briefly,  the  anterior  pituitary  gland 
motivates  the  ovary  by  two,  and  probably 
more,  hormones.  One  stimulates  follicle 
formation  and  the  other  the  luteinizing  proc- 
ess. A preponderating  influence  of  one  or 
the  other  of  these  hormones  results  in  men- 
strual irregularities,  either  amenorrhea  or 
uterine  hemorrhage.  These  two  hormones 
are  recoverable  from  the  body  fluids,  and  in 
large  amounts  from  the  easiest  obtainable 
fluid,  the  urine  of  pregnant  women.  They 
are  marketed  in  the  form  of  vaginal  supposi- 
tories (amniotin,  theelin),  for  hypodermic 
injection  (theelin,  amniotin,  antuitrin-S) , 
and  for  oral  administration  (progynon). 
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While  the  whole  field  of  female  sex  hormone 
therapy  is  clouded  with  uncertainty,  yet  the 
results  are  very  encouraging.  It  is  a para- 
dox, however,  that  we  should  be  treating 
amenorrhea  and  menorrhagia  with  the  same 
product.  Further  investigation,  which  will 
isolate  and  standardize  these  hormones,  is 
necessary.  Just  as  the  simpler  radiation 
therapy  has  replaced  more  radical  surgical 
measures  in  the  treatment  of  functional  hem- 
orrhage, so  we  may  look  forward  to  the 
hormones  of  the  anterior  pituitary  gland  re- 
placing radiation.  Finally  it  should  be  em- 


phasized that  many  cases  of  functional 
uterine  hemorrhage  recover  spontaneously 
or  with  very  little  treatment. 

We  realize  that  this  discussion  has  led 
us  far  afield.  Abnormal  uterine  bleeding  is 
a symptom  and  not  a pathological  entity.  It 
challenges  our  diagnostic  curiosity  and  taxes 
our  diagnostic  skill  to  determine  whether  its 
cause  be  obvious  or  obscure.  We  may  para- 
phrase the  famous  dictum  of  Osier  regarding 
syphilis  by  saying,  “Know  uterine  hemor- 
rhage in  all  of  its  manifestations  and  the 
knowledge  of  all  pelvic  pathology  will  be 
added  unto  you. 


LOCAL  ANESTHESIA  IN  THYROID  SURGERY* 

VIRGINIA  C.  VAN  METER,  M.D. 

DENVER 


Of  the  different  types  of  anesthesia  at 
our  command,  local  anesthesia  offers  the 
greatest  margin  of  safety  in  thyroid  surgery. 
The  thyroid  is  an  extremely  vascular  gland, 
and  with  a local  anesthetic  one  avoids  the 
sudden  engorgement  which  may  prove  fatal 
during  the  induction  stage  of  a general  anes- 
thetic. For  the  patient  with  a damaged 
myocardium,  the  so-called  goiter  heart,  local 
is  a sheet  anchor  of  safety  and  is  the  only 
anesthetic  to  be  considered. 

Local  is  the  most  economical  of  all  anes- 
thetics. Gas-oxygen  may  cost  the  patient 
from  twenty-five  to  fifty  dollars,  ether  from 
ten  to  twenty  dollars,  but  local  costs  the 
patient  nothing. 

The  extreme  ease  of  administration  of  lo- 
cal anesthesia  is  well  known.  It  is  our  cus- 
tom to  use  small  fine  needles  (number  27 
gauge,  one-half  inch  long)  for  the  primary 
injection,  making  one  skin  wheal  at  a point 
located  at  the  outer  border  of  the  mid  por- 
tion of  the  sterno-cleido-mastoid  muscle  on 
each  side,  and  three  skin  wheals  in  the  mid- 
line. From  each  wheal  the  field  is  enlarged 
using  19  gauge  needles  that  are  from  two 
and  one-half  to  three  inches  long  to  extend 
the  anesthetized  area,  injecting  the  anes- 
thetic into  the  deeper  tissues  so  as  to  include 
the  majority  of  the  branches  of  the  III  and 
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some  of  the  II  and  IV  cervical  nerves  sup- 
plying the  superficial  tissues  of  the  neck  and 
sterno-cleido-mastoid  muscle.  During  the 
operation  more  solution  is  injected,  first 
into  the  gland  capsule,  and  later  into  the 
superior  pole  of  each  lobe  as  it  is  exposed. 
There  need  be  no  pain,  for  more  solution  can 
be  injected  at  any  time  during  the  course  of 
the  operation. 

The  best  results  are  obtained  with  one- 
half  of  one  per  cent  novocain  solution. 
Freshness,  sterility  and  purity  of  the  solu- 
tion are  absolutely  essential.  The  ampoules 
dispensed  by  the  various  reliable  pharma- 
ceutical houses  answer  these  requirements. 
It  is  rarely  necessary  to  inject  more  than 
three  ounces.  Except  in  toxic  cases  where 
its  effect  is  undesirable,  we  add  from  two 
to  four  drops  of  adrenalin  solution  to  the 
ounce. 

Another  advantage  is  that  the  operating 
field  is  less  crowded  by  eliminating  an  anes- 
thetist and  his  apparatus.  It  is  our  practice 
to  use  a metal  screen,  similar  to  an  ether 
wire,  as  a support  for  a sterile  cloth  goiter 
drape  or  screen  which  keeps  all  view  of 
operative  procedure  from  the  patient  and 
insures  sterility  of  the  field.  This  drape  is 
fashioned  with  four  pockets  for  instruments 
and  on  the  opposite  side,  in  the  region  of  the 
patient  s nose  and  mouth,  is  another  pocket 
into  which  sterile  rubber  dam  is  slipped, 
thus  keeping  saliva,  et  cetera,  from  the  oper- 
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ative  field  should  the  patient  cough  or 
sneeze. 

The  efficiency  of  local  anesthesia  in  thy- 
roid surgery  is  enhanced  by  proper  prelim- 
inary treatment  and  preparation  of  the  pa- 
tient. An  extremely  toxic  person  who  is 
highly  nervous  and  apprehensive  and  who 
has  a high  basal  metabolic  rate,  when  given 
the  proper  preliminary  preparation — namely, 
rest  in  bed,  high  caloric  diet,  Lugol's  solu- 
tion, forced  fluids,  et  cetera — often  surprises 
the  surgeon  with  his  equanimity  and  com- 
plete cooperation  at  the  time  of  operation. 

In  addition  to  the  preliminary  treatment 
that  has  just  been  referred  to,  so  essential  in 
toxic  goiters,  we  use  a routine  of  preopera- 
tive medication.  This  consists  of  the  oral 
administration  of  three  grains  of  sodium 
amytal  the  night  before  and  again  two  hours 
before  operation.  A hypodermic  injection 
of  one-fourth  grain  of  morphine  and  one 
two-hundredth  grain  of  hyoscine  is  given 
one  hour  before  operation.  The  combina- 
tion of  sodium  amytal,  morphine,  and  hyos- 
cine produces  a desirable  drowsiness  that 
really  amounts  to  analgesia. 

Under  local  anesthesia  the  surgeon  can 
control  bleeding  more  easily  due  to  the  con- 
stricting action  of  adrenalin  on  the  blood 
vessels.  In  addition  there  is  no  relaxation 
of  involuntary  muscle  as  seen  under  general 
anesthesia.  With  the  exception  of  the  rela- 


tively small  number  of  persons  who  have  an 
idiosyncrasy  for  morphine,  postoperative 
vomiting  is  eliminated.  Obviously  this  de- 
creases the  danger  of  secondary  hemorrhage. 
Pneumonia,  which  may  be  another  serious 
complication  of  a general  anesthetic,  is  also 
prevented,  because  the  patient  is  able  to 
clear  his  throat  voluntarily  throughout. 

With  local  anesthesia,  the  surgeon  has 
complete  cooperation  of  the  patient  at  all 
times.  It  is  a great  comfort  to  be  able  to 
satisfy  oneself  that  the  recurrent  laryngeal 
nerve  has  not  been  injured.  This  can  be 
done  at  any  time  during  the  operation  by 
asking  the  patient  to  say  “E.”  Another 
advantage  is  the  ability  to  expose  any  hid- 
den bleeding  points  before  closing  the 
wound.  This  is  accomplished  by  asking  the 
patient  to  cough  hard  several  times  while 
the  surgeon  watches  closely  for  bleeding 
vessels.  The  cooperation  does  not  cease  at 
this  point  but  continues  after  the  patient  is 
sent  back  to  his  room.  We  ask  him  to  lie 
quietly  on  his  back  for  the  first  hour  after 
operation.  This  cannot  be  expected  of  a 
patient  who  has  had  a general  anesthetic 
and  who  may  toss  about  restlessly  while  re- 
gaining consciousness. 

In  recurrent  goiters  with  much  scar  tissue 
that  makes  the  injection  of  a local  anes- 
thetic unsatisfactory,  gas-oxygen  anesthesia 
is  to  be  preferred. 


MEANS  AND  METHODS  OF  GOITER  PROPHYLAXIS* 

M.  O.  SHIVERS,  M.D. 

COLORADO  SPRINGS 


In  the  prevention  of  disease,  the  deter- 
mination of  its  cause  is  essential  if  scientific 
prophylaxis  can  be  satisfactorily  carried  out. 
In  the  face  of  such  a premise,  a discussion 
of  the  prophylaxis  of  diseases  of  the  thyroid 
gland  may  be  rich  in  misinformation  and  a 
‘nebulous  emanation  of  chaos. 

It  may  be  said  without  contradiction  that 
diseases  of  the  thyroid  gland  are  assuming 
greater  proportions  throughout  the  civilized 
world  than  had  heretofore  been  realized. 
This  tragic  disease  has  affected  the  popu- 
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lation  of  every  nation  to  a greater  or  less 
degree,  leaving  in  its  wake  not  only  physi- 
cal and  mental  impressions  horrible  to  con- 
template, but  also  its  tragic  and  devastating 
results.  The  death  rate  in  some  types  of 
goiter  in  the  states  has  increased  nine  times 
in  the  past  twenty  years.  This  leads  us  to 
the  consideration  of  the  fact  that  the  inci- 
dence of  the  disease  has  increased. 

What  a pity  this  disease  is  permitted  to 
rack  its  victims  and  leave  them  in  the  depths 
of  a stale  and  unprofitable  morass  of  weak 
intellectuality,  when  so  much  can  be  done 
to  prevent  its  occurrence.  We  must  organ- 
ize in  a generous  and  magnanimous  way  the 


346 


Colorado  Medicine 


prophylaxis  of  goiter  and  in  the  utilization 
of  such  preventive  measures  stamp  out  the 
more  serious  affections  that  follow  in  the 
wake  of  the  goiterous  family,  as  well  as  the 
occasional  individual  that  develops  the  dis- 
ease sporadically. 

Study  and  research  should  be  carried  out 
in  newly  populated  countries,  where  the  dis- 
ease is  not  endemic  and  the  population  gen- 
erally are  not  suffering  from  the  effects  of 
the  disease.  Colorado  offers  excellent  op- 
portunities for  original  investigation  of  the 
disease.  Means  should  be  provided  for  our 
university  to  establish  a department  for 
students  interested  in  the  subject.  Etiology 
is,  of  course,  a matter  of  much  concern  to 
research  workers.  Individual  investigators 
have  accepted  theories  as  to  cause,  but  no 
single  etiologic  factor  has  been  accepted  by 
all  students  of  the  disease. 

Heredity  and  water  supply  are  considered 
the  most  important  factors  and  infection  and 
iodin  deficiency  the  two  most  probable 
causes.  Investigators  agree  that  heredity 
plays  its  part  in  the  causation  and  transmis- 
sion of  goiter  and  recognize  “goiter  ances- 
try" in  cretins  and  deaf-mutes,  and  empha- 
size that  the  frequency  of  the  two  conditions 
is  in  proportion  to  the  presence  and  dura- 
tion of  goiter  in  any  community.  One  only 
needs  to  study  three  generations  suffering 
from  the  disease  to  recognize  the  multiplicity 
of  cases.  Goiter  impresses  itself  more  per- 
manently and  destructively  on  its  sufferers 
in  a congenital  and  hereditary  manner  than 
any  other  pathological  condition. 

Water  supply  has  always  been  consid- 
ered a factor.  The  early  studies  of  Barton 
and  Livingston  indicate  that  the  people 
themselves  held  this  belief.  A recent  per- 
sonal study  in  the  North  Woods  of  Canada 
revealed  the  fact  that  the  natives  still  claim 
that  water  is  a cause  of  goiter  and  avoid 
drinking  water  from  so-called  “goiter  wells. 
Many  more  recent  investigators  confirm  the 
opinion  that  water  is  a factor  in  the  etiology 
of  goiter  in  both  man  and  animals.  Many 
scientific  investigators  agree  that  infection 
plays  its  part  in  the  production  of  the  dis- 
ease. The  work  of  McCarrison  and  Crotti 
is  most  outstanding.  The  theory  that  goiter 


is  a deficiency  disease  is  accepted  by  many 
scientific  investigators  and  research  work- 
ers. The  physiologic  demands  of  the  thy- 
roid gland  for  iodin,  necessary  to  combat  the 
agents  that  cause  the  development  of  goiter, 
seems  a proved  fact. 

In  the  consideration  of  means  and  meth- 
ods, what  is  the  duty  of  the  physician  to 
the  American  people  relative  to  goiter  pre- 
vention? Have  we  positive  preventive  meas- 
ures? What  are  the  effects  of  such  measures 
on  the  human  economy  and  what  methods 
are  we  to  use  to  accomplish  the  desired 
results?  If  a definite  statement  is  made  as 
to  the  certainty  of  prevention,  it  should  be 
substantiated  by  facts.  It  seems  that  further 
researches  are  necessary  to  satisfy  all  inves- 
tigators that  prevention  is  a verity.  To  a 
large  group  of  workers  examples  seem  to 
easily  establish  definite  proof  of  goiter  pre- 
vention. Prevention  should  not  only  pre- 
vent the  occurrence  of  the  disease  in  man, 
but  also  the  unhappy  results  that  the  af- 
fected individual  must  suffer. 

The  more  common  conditions  that  the 
goiterous  victim  must  suffer  from  are  dis- 
abled hearts,  malignancy,  and  cretinism. 
Cretinism  is  the  most  serious  of  all  conse- 
quences of  the  disease  as  there  is  so  little 
to  be  done  for  the  sufferer  in  a curative 
way.  In  fact,  he  will  necessarily  become  a 
family  or  community  charge.  Goiter  regions 
in  our  country  have  been  spared  from  cre- 
tinism in  endemic  form.  Who  knows  but 
that  a few  more  affected  generations  will 
give  to  us  the  same  sad  state,  so  common  in 
certain  goiterous  affected  European  coun- 
tries. If  prevention  is  to  be  effectual,  we 
must  prevent  its  occurrence  in  future  gene- 
rations. Many  of  the  older  countries  have 
well  established  methods  of  prevention. 
Why  should  this  great  country  wait  for  dire- 
ful consequences  before  we  realize  our  duty 
and  take  such  precautions  as  are  necessary 
to  prevent  the  horrible  consequences?  Pre- 
vention of  goiter  in  animals  is  an  established 
fact  and  is  in  daily  practice.  Why  not  as- 
sume the  same  responsibility  toward  man 
and  put  all  machinery  at  our  command  in 
motion  to  stamp  out  the  malady..  It  is  the 
duty  of  the  people  of  Colorado,  both  pro- 


September,  1933 


347 


fessional  and  lay,  to  exert  themselves  to  the 
utmost  in  this,  the  most  preventable  of  dis- 
eases. To  accomplish  the  prophylaxis  of 
goiter  we  must  utilize  all  preventive  meas- 
ures. Is  the  medical  profession  of  our  state 
ready  to  assume  this  responsibility?  There 
must  be  a widespread  dissemination  of  the 
knowledge  of  the  principles  of  prevention. 
There  should  be  no  limitation  to  the  inves- 
tigation and  research  in  the  prevention  of 
the  malady. 

Many  individuals  and  agencies  may  be 
helpful  in  the  prevention  of  goiter: 

1 .  Obstetricians.  They  should  know 
that  the  presence  of  goiter  in  the  mother 
is  of  importance  in  the  genesis  of  goiter  in 
the  offspring.  They  should  be  able  to  rec- 
ognize the  various  thyroid  states  and  their 
effects  upon  the  mother.  They  should  be 
able  to  inform  the  mother  of  the  serious 
consequences,  namely:  mental  deficiency, 
delinquency,  and  subnormality — that  are 
sure  to  affect  the  offspring  of  such  maternal 
ancestry.  They  should  institute  prophylaxis 
before  the  birth  of  the  child  and  should  rec- 
ognize congenital  thyroid  disturbances  and 
promptly  administer  preventive  measures 
and  thereby  prevent  the  serious  tragedies 
that  are  affecting  so  many  children  in  our 
country.  It  is  hard  to  understand  why  this 
group  of  well  informed  men  are  doing  so 
little  for  this  particular  group,  when  so  much 
can  be  done  for  these  little  sufferers  who 
must  face  the  impress  of  inherited  physical 
and  mental  weakness.  The  obstetrician  who 
fails  to  do  his  duty  must  surely  suffer  much 
mental  anguish  when  he  is  brought  to  realize 
this  tragedy  in  the  families  of  such  a pro- 
creation. We  must  interest  this  group  of 
fellow  workers,  for  it  is  the  obstetrician  and 
midwife  to  whom  we  must  look  for  results 
in  prevention  of  these  permanent  disabilities 
in  children  born  of  goiterous  mothers. 

2.  Pre-school  age  must  be  under  the  in- 
fluence of  the  pediatrician  or  family  physi- 
cian. Ideal  prophylaxis  may  be  instituted 
at  this  period  of  the  child’s  existence. 

3.  Child  welfare  workers  should  devote 
more  time  to  this  condition.  Much  is  said 
and  done  to  prevent  other  pathological  ca- 
lamities but  rarely,  if  ever,  is  anything  done 


to  prevent  and  protect  the  child  from  this 
very  serious  malady.  All  educational  influ- 
ences should  be  used  to  disseminate  knowl- 
edge of  prevention. 

4.  Medical  universities  are  giving  very 
little  consideration  to  the  subject  of  pre- 
vention of  goiter.  Much  time  is  devoted  to 
surgical  technic,  the  least  important  consid- 
eration of  the  whole  subject. 

5.  Public  schools  offer  a large  opportu- 
nity for  inaugurating  plans  of  prevention. 
Public  schools  are  in  touch  with  a large 
number  of  the  children  of  our  state.  This 
single  means  furnishes  ample  opportunity 
for  free  administration  of  preventive  treat- 
ment during  the  school  period.  Children  of 
school  age  readily  accept  health  measures 
when  intelligently  approached.  Public 
health  examinations  are  made,  and  measures 
instituted  to  prevent  smallpox,  diphtheria, 
et  cetera,  but  goiter  prevention  comes  in  for 
only  a small  share  and  many  times  is  not 
mentioned.  Teachers  are  examined  for  pos- 
sible contagious  and  infectious  diseases,  but 
the  goiterous  condition,  if  present,  is  passed 
up  as  of  no  importance.  Such  a teacher, 
with  a big  neck,  is  a poor  example  to  the 
observing  child  of  the  seriousness  of  the 
disease.  Teachers  so  afflicted  should  be  ad- 
vised of  the  serious  consequences  of  such 
a condition. 

6.  The  family  physician  who  comes  in 
contact  with  the  people  generally  can  ac- 
complish much  in  the  dissemination  of  the 
knowledge  of  prevention,  as  he  is  in  daily 
contact  with  the  entire  population,  and  his 
advice  is  always  considered  of  much  value. 
He  should  be  as  interested  in  goiter  pre- 
vention as  he  is  in  typhoid  or  malaria.  The 

• surgeon  is  doing  his  part,  but  is  acting  only 
in  the  capacity  of  the  doctor  years  ago  in 
treating  smallpox. 

7.  Maternity  clinics  should  be  utilized 
to  the  fullest  extent,  as  they  would  aid  a 
group  of  individuals  who  can  not  be  reached 
in  any  other  way.  Where  such  a means 
has  been  inaugurated,  definite  beneficial  re- 
sults have  been  realized. 

8.  Goiter  should  be  considered  a public 
health  matter  and  programs  to  establish  pre- 
ventive measures  should  be  undertaken.  Dif- 
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fuse  spread  of  diseases  of  the  thyroid  gland 
and  its  effects  on  succeeding  generations 
constitute  a problem  of  momentous  contem- 
plation. One  only  needs  to  investigate  the 
institutions  for  the  deaf  and  blind  to  ascer- 
tain that  deaf-mutism  is  on  the  increase. 
City,  county,  state  and  national  health  bod- 
ies should  give  due  consideration  to  the 
prevention  of  goiter.  Surveys  should  be  in- 
augurated. The  public  should  be  instructed 
as  to  cause  and  prevention.  All  agencies 
should  work  under  a commission.  European 
countries  have  demonstrated  its  value.  The 
additional  duties  to  our  health  departments 
would  be  of  small  moment  and  very  effec- 
tual. 

9.  Press.  “The  lay  press  of  our  country 
is  ready  to  see  that  health  publicity  is  given 
from  an  unbiased  and  accurate  viewpoint,  if 
such  information  is  submitted  in  a readable 
manner.  Cooperation  with  the  press  should 
be  encouraged,  since  publicity  of  this  nature 
is  far  reaching  in  its  effect  on  the  people. 
If  we  expect  the  public  to  receive  reliable 
information,  authoritatively  given — and  this 
is  what  the  public  wants  and  sorely  needs — 
such  information  must  largely  come  through 
the  press."  One  writer  aptly  states  that 
"The  physician  is  fully  alive  to  the  educa- 
tive powers  of  the  newspaper  and  periodical 
press,  but  he  does  not  know  how  to  use  the 
mighty  engine  he  has  so  long  despised. 
There  is  much  important  information  about 
prevention  which  should  be  communicated 
to  the  general  public,  but  somehow  he  lacks 
the  simple  racy  English  in  which  to  get  it 
over,  or  the  sense  of  form  and  accent  which 
would  make  it  interesting  and  attractive.” 
The  press  is  now  showing  every  inclination 
to  step  in  and  use  its  influence  in  the  pre- 
vention of  diseases,  and  the  profession 
should  assume  a like  attitude.  Both  working 
hand  in  hand  will  accomplish  much  for  man- 
kind in  establishing  measures  of  prevention 
in  the  minds  of  the  public. 

Having  given  due  consideration  to  means 
of  prevention,  what  are  our  methods?  Pre- 
vention must  have  to  do  with  lack  of  iodin 
and  combating  of  infection.  The  adminis- 
tration of  iodin  and  maintenance  of  cleanli- 
ness are  our  chief  methods  of  prevention. 


All  countries  are  enjoying  improved  water 
supply,  largely  free  from  bacterial  invasions. 
Health  departments  are  supplying  pure  milk 
and  clean  foods — all  factors  of  great  im- 
portance in  the  prevention  of  goiter. 

Iodin  is  the  most  generally  accepted  pre- 
ventive agent.  The  most  opportune  times 
to  emphasize  the  importance  of  prophylaxis 
is  during  fetal  life,  early  childhood,  and  ado- 
lescence. Fetal  and  maternal  prophylaxis 
must  be  carried  out  by  the  obstetrician,  be 
he  general  physician  or  specialist.  If  iodin 
is  protective,  how  can  it  best  be  adminis- 
tered? Addition  to  water  supply,  addition 
to  food  by  means  of  iodized  salt,  and  admin- 
istration directly  to  the  people  constitute 
the  means.  Prevention  and  treatment  of 
goiter  are  not  fully  understood  by  either  the 
physician  or  patient.  Iodin  is  protective  but 
not  always  curative.  Both  have  made  the 
mistake  of  utilizing  iodin  as  a curative  agent, 
often  with  detriment  to  the  patient.  Large 
doses  of  iodin  have  produced  damage  to 
the  goiterous  patient,  and  this  mistake  has 
led  to  much  criticism  of  the  drug  as  a pre- 
ventive measure.  The  fault  lay  in  the  meth- 
od and  dosage  and  not  in  the  drug. 

Small  doses  of  iodin  can  be  administered 
to  the  child  or  non-goiterous  adult  with  no 
resulting  damage  and  with  much  benefit  in 
a preventive  way.  Harmful  effects  can  be 
prevented  by  adhering  strictly  to  the  sug- 
gestion— never  give  iodin  in  any  manner  to 
a goiterous  individual,  and  administer  it  at 
stated  individuals  to  the  non-goiterous  indi- 
vidual, be  he  child  or  adult.  Compulsory 
administration  of  iodin  is  not  acceptable  to 
the  public  as  yet.  Most  harm  to  the  public 
from  iodin  is  occurring  in  individuals  who 
are  taking  the  well  advertised  "goiter  cures" 
that  contain  large  amounts  of  iodin.  Such 
cures  should  be  regulated  legally.  Drug 
stores  handling  such  cures  should  be  advised 
of  possible  damage  to  the  people  and  the 
press  advised  of  the  dire  results  from  the 
administration  of  such  remedies. 

Iodized  salt  should  be  a household  food 
for  the  children,  but  adults  should  use  nor- 
mal salt,  and  thus  avoid  possible  damage. 
The  conception  of  the  iodin  administration 
to  the  goiterous  individual  is  still  an  unset- 
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tied  matter.  Further  research  and  study 
should  be  given  to  the  subject.  Acutely  ill 
patients  with  hyperthyroidism  can  be  given 
iodin  at  stated  intervals  with  benefit  and 
no  harmful  results.  It  should  not  be  adminis- 
tered indefinitely  for  fear  of  damage.  More 
rigid  administration  of  iodin  to  goiterous 
mothers  must  be  enforced.  If  some  pre- 
existing infection  is  present  in  the  mother, 
attention  must  be  given  to  the  condition. 
Daughters  also  should  be  given  like  consid- 
eration in  the  presence  of  such  contingencies. 
The  administration  of  iodin  during  preg- 
nancy is  of  great  importance.  No  other 
means  so  protects  the  offspring  from  con- 
genital thyroid  disease.  Thyroid  extract 
should  be  given  to  the  mother  suffering  from 
the  hypothyroid  state;  also  iodin  should  be 
administered  under  the  same  conditions  and 
cautiously  given  at  stated  intervals  in  the 
presence  of  hyperthyroidism  where  surgery 
is  not  indicated.  To  the  child  that  is  handi- 
capped by  the  effects  of  insufficient  thyroid 
secretion,  be  it  congenital  or  acquired,  cer- 
tainly thyroid  extract  should  be  given  in  as 
large  doses  as  is  consistent  with  the  B.  M.  R. 
It  is  in  this  group  that  we  may  expect  phe- 
nomenal results  in  a large  per  cent  of  those 
suffering  from  mental  retardation  and 
marked  effects  in  the  cases  suffering  from 
the  more  serious  consequences  of  congenital 
goiter. 

The  use  of  preventive  measures  is  ill  ad- 
vised in  individuals,  young  or  old,  in  which 
thyroid  enlargement  is  in  evidence.  This 
group  should  not  be  under  the  control  of 
public  officials,  but  should  be  under  the  care 
of  the  individual  physician.  The  disease 
has  stamped  itself  upon  the  individual  and 
necessarily  can  not  be  prevented,  but  can 
be  arrested  or  cured  if  properly  supervised 
and  treated. 

Since  there  have  been  well  established 
principles  worked  out  and  definite  plans 
evolved  whereby  concerted  action  will  bring 
much  desired  results  in  the  prevention  of 
diseases  of  the  thyroid  gland,  may  we  hope 
that  all  means  and  methods  be  used  by  every 
agency  mentioned  to  stamp  out  the  disease 
in  Colorado,  a possibility  in  the  next  genera- 
tion, and  be  in  accord  with  the  statement  of 


Kimball,  "The  same  imagination  which  de- 
veloped the  practical  application  of  the  pre- 
vention of  goiter  can  now  see  a few  genera- 
tions hence  the  closing  chapters  on  endemic 
goiter  and  cretinism  in  every  civilized  nation 
in  the  world.” 

ABSTRACT  OF  DISCUSSION 

Arnold  Minnig,  M.D.,  Denver:  I think  the  best 
way  to  learn  about  cretinism  is  to  go  to  one  of 
these  institutions  for  the  feeble-minded,  such  as 
at  Ridge,  and  see  the  effect  this  iodin  deficiency 
has  on  cretins  and  see  what  a hopeless  outlook 
they  have. 

In  the  prevention  of  cretinism,  I want  to  empha- 
size that  after  a cretin  is  once  born,  it  is  pretty 
hopeless.  The  time  to  treat  cretinism  is  before  the 
child  is  born.  These  mothers  should  have  basal 
metabolism  tests;  we  know  that  these  rates  in 
a pregnant  mother  run  about  plus  20,  con- 
trasted to  up  to  10  in  the  normal.  If  a pregnant 
mother  has  not  a plus  20  basal  metabolic  rate,  it 
is  below  normal  and  should  be  investigated.  The 
other  early  indication  of  cretinism  is  marked 
over-weight  at  birth. 

Dr.  Shivers  said  that  in  exophthalmic  goiter, 
Lugol’s  solution  must  be  used  cautiously.  It  oc- 
curs to  me  that  some  of  the  later  writings  by 
people  who  are  not  partial  to  surgery  indicate 
that  this  remedy  is  becoming  a sheet  anchor  in 
the  prevention  and  treatment  of  exophthalmic 
goiter. 

Dr.  Virginia  Van  Meter  asked  Dr.  Fowler  wheth- 
er he  was  familiar  with  the  work  of  Dr.  Marine. 
I am  familiar  with  that  work;  his  conclusions 
and  summary  amount  to  this : Exophthalmic  goi- 
ter is  due  to  an  irritation  of  the  cortex  of  the 
supra-renal  gland;  the  administration  of  the  supra- 
renal extract  to  cases  cf  exophthalmic  goiter 
results  in  its  cure. 

O.  S.  Fowler,  M.D.,  Denver:  A number  of  years 
ago  I was  doing  considerable  thyroid  surgery  and 
made  this  observation:  If  I put  a patient  to  bed 
for  one  to  three  weeks  and  gave  him  a large 
quantity  of  fluids,  oftentimes  the  goiter  would 
be  so  nearly  disappeared  that  it  would  almost 
look  ridiculous  to  operate.  I have  since  had  an 
experience  incidental  to  haste  in  which  a toxic 
goiter  has  been  removed,  and  the  patient  is  not 
entirely  well.  Those  patients  didn’t  come  to  me 
for  the  purpose  of  relieving  the  unrelieved  goiter 
symptoms,  but  rather  for  the  apparent  renal  sit- 
uation. 

After  observing  these  things  for  a number  of 
years,  I have  stated  many  times  that  goiters 
were  at  least  half  kidney  function.  I have  recent- 
ly discovered  that  in  doing  a nephrocolopexy  as 
designated  by  Longier,  it  was  called  to  my  atten- 
tion that  I was  possibly  doing  something  to  the 
adrenal  gland.  This  suggestion  was  occasioned 
by  a friend  who  had  read  Dr.  Prior’s  article  on 
the  de-nervation  of  the  adrenal  gland  in  cases 
of  unrelieved  toxic  thyroid.  I have  in  recent 
months  been  studying  the  anatomy  of  the  adrenal 
region  and  find  that  the  anatomies  vary  a great 
deal  in  their  description  of  the  relations  of  the 
adrenal  gland  to  its  capsule  and  to  its  support ; 
there  are  also  variations  in  the  description  of 
the  perirenal  capsule  and  especially  the  support 
of  the  adrenal  gland  and  the  kidney.  Some  claim 
that  the  perirenal  capsule  passes  between  the  up- 
per portion  between  the  kidney  and  the  adrenal 
gland;  others  claim  that  the  perirenal  capsule 
passes  upward  to  the  diaphragm  both  in  front 


350 


Colorado  Medicine 


and  behind  one  kidney,  and  the  adrenal  gland 
is  attached  to  the  diaphragm  in  an  area  of  about 
an  inch  and  a quarter.  In  general  visceroptosis, 
attention  has  never  been  called  to  the  possibility 
that  there  was  pathology  thereby  obtained  includ- 
ing renoptosis,  and  it  is  rather  surprising  to  me 
that  something  of  such  importance  as  the  adrenal 
gland  has  lacked  adequate  consideration.  I have 
been  able  to  tell  my  patients  what  they  could 
expect  from  nephrocolopexy,  but  did  not  know 
just  why  and  how  all  those  benefits  were  ob- 
tained. 

I have  shown  that  the  symptoms  we  have  as- 
cribed to  visceroptosis  are  similar  to  those  of 
Addison's  disease.  There  is  a close  similarity  of 
general  visceroptotic,  Addison’s  disease,  and  typ- 
ical toxic  goiter  symptoms.  This  does  not  neces- 
sarily open  a field  that  will  explain  all  types  of 
goiter,  certainly  not  the  endemic  type,  but  it 
opens  a field  of  extreme  interest  and  of  possible 
research  that  may  elucidate  the  etiology  of  this 
condition,  which  we  have  admitted  we  do  not 
know. 

S.  D.  Van  Meter,  M.D.,  Denver:  For  obvious 
reasons  I do  not  care  to  discuss  my  daughter’s 
paper,  but  in  answer  to  Dr.  Shivers’  reference 
to  the  fact  that  the  majority  of  thyroidectomies 
are  done  under  general  anesthesia — that  fact 
does  not  make  it  right. 

I was  interested  in  Dr.  Minnig’s  discussion,  but 
if  he  will  go  a little  deeper  into  statistics  of  the 
treatment  of  toxic  diffuse  goiter,  he  will  find  the 
number  of  cures  by  non-surgical  means  is  very 
limited.  I do  not  question  that  a limited  number 
of  cases  of  toxic  diffuse  goiter  or  Graves'  disease 
are  cured  by  rest  and  iodin,  but  careful  search 
will  reveal  that  the  number  is  extremely  few,  and 
the  mortality  of  the  cases  that  are  treated  in  this 
manner  is  far  higher  than  that  by  surgery. 

Where  we  find  one  non-surgical  cure  we  see 
many  failures  and  “goiter  wrecks’’  that  have  been 
treated  by  such  means.  When  those  cases  finally 
come  to  surgery,  they  are  the  hardest  we  have 
to  contend  with. 

I am  interested  in  Dr.  Fowler's  suggestion  rela- 
tive to  the  role  that  the  suprarenal  gland  plays 
in  hyperthyroidism.  I had  the  pleasure  of  listen- 
ing to  the  delivery  of  Dr.  Crile’s  recent  address 
at  Hamilton,  Ont.,  on  this  subject,  and  must  con- 
fess that  witrh  all  his  ability  and  eloquence,  I felt 
that  his  conclusions  were  paradoxical.  However, 
when  we  finally  know  the  inter-relation  between 
the  suprarenal  and  the  thyroid  glands,  we  will 
undoubtedly  find  that  in  some  cases  the  supra- 
renal does  play  a part  in  the  etiology  of  hyper- 
thyroidism. 

Dr.  Fowler’s  argument  that  it  is  a hypo-adren- 
alism  rather  than  a hyper-adrenalism  I think  is 
logical.  If  it  were  the  sole  cause  of  hyperthyroid- 
ism. however,  we  would  not  cure  so  many  cases 
by  thyroidectomy.  It  may  be  that  it  is  a factor 
in  certain  cases  and  not  so  in  others.  We  all 
know  that  the  black  beast  of  goiter  surgery  is 
a case  of  recurrent  hyperthyroidism.  We  all  see 
them,  and  all  regret  having  to  re-operate  them. 
Some  are  never  cured,  but  the  percentage  of 
those  cases  fortunately  is  not  large.  It  may  be 
that  these  cases  are  the  ones  that  are  particularly 
influenced  by  dysfunction  of  the  suprarenals  and 
are  benefited  by  nephropexy  and  denervation  of 
the  suprarenals. 

R.  F.  Graham,  M.D.,  Greeley:  May  I ask  Dr. 

Fowler  if  in  these  patients  which  he  cures  by 
his  correction  of  nephroptosis,  he  describes  the 
symptom  group  which  may  be  called  a near  Addi- 
son’s disease  because  of  insufficient  adrenal  ex- 
tract; I wonder  if  he  has  put  them  to  the  acid 


test  of  giving  his  patients  preoperatively,  per- 
haps, the  cortical  extract  such  as  has  been  de- 
veloped by  Pfeiffner  and  Stengelor  of  Hartmann, 
to  see  if  that  extract  would  cure  his  patient  with- 
out the  necessity  of  operation? 

Dr.  Fowler:  We  have  not  done  that  as  yet;  we 
have  considered  it. 

Dr.  Shivers  (Closing):  The  paper  of  Dr.  Van 
Meter  and  the  discussion  of  Dr.  Fowler  have 
opened  up  a very  important  field  of  discussion. 
We  have  all  observed  the  beautiful  work  done 
by  the  Doctors  Van  Meter,  and  none  of  us  could 
object  to  local  anesthesia.  The  concensus  of 
opinion  is  that  80  per  cent  of  the  surgeons  use 
combined  anesthesia.  There  is  a group  of  pa- 
tients (3  or  4 per  cent)  that  do  not  have  recur- 
rent goiter,  but  still  have  tachycardia,  weakness, 
high  basal  rate,  and  other  symptoms  of  hyper- 
thyroidism. There  must  be  some  conditions  that 
are  producing  these  symptoms  other  than  goiter. 

The  introduction  of  Dr.  Fowler’s  work  here 
seems  to  me  to  throw  some  light  on  the  subject. 
It  may  be,  in  place  of  the  pathological  condition 
of  the  adrenal  gland  being  the  cause  of  goiter, 
that  we  have  an  association  of  two  distinct  condi- 
tions. His  work  may  be  of  sufficient  importance 
to  justify  our  going  back  and  taking  care  of  this 
phase  of  the  subject  by  doing  certain  surgical  pro- 
cedures on  the  adrenal  gland,  and  thereby  cure 
these  3 or  4 per  cent  failures  that  have  so  far 
baffled  the  skill  of  the  most  experienced  in  the 
field  of  goiter.  His  work  is  most  interesting, 
not  so  much  from  an  etiological  standpoint,  but 
the  possibility  of  cure  for  a group  of  patients  who 
are  giving  all  of  us  much  concern. 


The  Medical  Profession  and  the  Financial 
Depression 

Physicians  generally  and  specialists  in 
particular  are  suffering  from  the  most  se- 
vere slump  known  to  the  medical  profes- 
sion. It  of  course  is  the  result  of  the  un- 
precedented financial  depression  of  the 
country,  which  forces  even  those  who  were 
rich  to  practice  every  severe  economy  and 
in  many  cases  avoid  consulting  physicians 
if  possible.  Operations  that  are  absolutely 
necessary  are  performed  as  heretofore,  but 
those  which  are  not  are  postponed  until  bet- 
ter times.  Many  patients  who  in  other  days 
would  have  paid  a surgeon's  fee  without  de- 
mur and  had  operations  performed  in  a nurs- 
ing home  now  find  this  beyond  their  means 
and  go  to  swell  the  crowds  at  the  hospitals. 
Another  result  is  that  in  many  cases  fees 
have  had  to  be  reduced.  Those  who  suffer 
least  are  the  panel  physicians,  whose  income 
is  guaranteed  by  the  state.  It  is  true  that 
they  have  suffered  a small  cut.  but  it  is  triv- 
ial compared  to  the  losses  of  those  who  rely 
on  private  practice. — }.  A.  M.  A. 


Theophyllin,  when  called  Theocin.  costs 
203  per  cent  more. 
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CASE  REPORTS 

CARCINOMA  OF  THE  APPENDIX 

C.  RICHARD  SMITH,  M.D.* 

DENVER 

Among  1164  appendices  removed  sur- 
gically at  the  Denver  General  Hospital  be- 
tween January  25,  1926,  and  January  1, 
1933,  there  was  one  appendiceal  carcinoma. 

REPORT  OF  CASE 

A female  Mexican  was  admitted  to  the  hospital 
complaining  of  attacks  of  abdominal  pain  and 
vomiting  over  a period  of  four  months.  Examina- 
tion revealed  tenderness  in  the  right  iliac  region. 
The  temperature  was  99°,  the  pulse  84,  the  white 
blood  cells  10,600  with  55  per  cent  polymorphonu- 
clears.  A diagnosis  of  chronic  appendicitis  was 
made.  At  operation  the  appendix  was  found 
bound  to  the  cecum  by  adhesions. 

Pathological  examination : The  specimen  con- 
sists of  two  tortuous  pieces  of  appendix  1.5  and 
2 cm.  in  length.  Both  fragments  are  thickened, 
injected  and  covered  with  a fibrinous  exudate. 
The  greatest  diameter,  corresponding  to  the  mid- 
dle of  the  organ,  is  12  mm.,  the  least,  6 mm.  Sec- 
tions through  the  thickest  part  reveal  an  eccen- 
tric, mottled-yellow  tumor  mass  completely  filling 
the  axial  portion  of  the  appendix  and  involving 
the  muscle  wall  on  one  side.  The  muscle  wall 
here  is  hypertrophied  to  a maximum  thickness  of 
6 mm.  (Fig.  1). 

Microscopic  examination  shows  the  tumor  to 
be  made  up  of  solid  groups  of  cells  in  a stroma 
of  connective  tissue  or  smooth  muscle.  These 
cells  have  invaded  the  hypertrophied  muscularis 
and  the  thickened  serosa  on  one  side  to  form 
tumor  nests  therein.  Three  to  five  vesicles  of 
high  columnar  epithelium  representing  the  re- 
mains of  the  normal  mucosa  may  be  seen  in  the 
axial  region  in  some  sections.  Here  and  there 
in  this  central  region  is  a remnant  of  lymphoid 
tissue  The  tumor  nests  vary  from  two  to  three 
to  several  dozen  component  cells.  There  is  usu- 
ally no  definite  arrangement  of  the  cells  although, 
occasionally,  there  is  evident  an  alveolar-like 
stincture  with  a lumen  containing  a homogenious 
pink-staining  material.  There  is  no  intercellular 
substance.  There  are  no  ducts.  Blood  channels 
are  not  numerous  (Fig.  2). 

The  cells  are  polygonal,  pyramidal,  and  unusu- 
ally columnar  in  shape.  The  nuclei  are  large, 
round,  and  deep-staining.  The  cytoplasm  contains 
tiny  eosinophilic  granules.  Cell  borders  are  not 
definite.  There  are  no  mitotic  figures.  Cyto- 
plasmic granules  were  found  to  stain  black  in 
an  ammoniacal  solution  of  silver  nitrate  (Fig.  3). 

Diagnosis : Carcinoid  tumor  of  the  appendix. 

Historical 

Perhaps  the  earliest  authentic  report  of 
carcinoma  of  the  appendix  was  made  by 
Beger’  in  1882.  This  was  a case  of  adeno- 


*Dr. Smith  was  Resident  in  Pathology  at  the 
Denver  General  Hospital.  He  has  an  extensive 
list  of  references  upon  this  subject  and  will  gladly 
supply  them  upon  request.  Present  address : 
Barlow  Sanatorium,  Los  Angeles. 


carcinoma  primary  in  the  appendix  with 
secondary  involvement  of  the  cecum.  The 
first  important  paper  on  the  subject  was  pub- 
lished by  Elting'  in  1903,  It  includes  a re- 
view of  forty  cases  found  in  the  literature 
and  a report  of  three  new  ones.  Of  the 
forty  cases  studied  he  concluded  only  twenty 
were  authentic.  Elting  mentions  Merling’s 
description  in  1838  of  an  appendiceal  tumor, 
probably  a carcinoma,  although  not  proved 
by  microscopic  examination. 

Following  Elting's  paper  and  that  of 
Moschkowitz  in  the  same  year,  increasing 
numbers  of  carcinomas  of  the  appendix  were 
diagnosed  and  reported.  McWilliams4,  in 
1908,  collected  ninety  cases,  Reid5,  in  1928, 
350.  Together  with  Reid’s  series,  in  an 


Fig.  1.  Diagram  of  a cross-section  of  the  appendix 
showing  infiltration  by  tumor  cells  of  the  great- 
ly thickened  muscularis  and  serosa;  (a),  sero- 
sa; (b),  longitudinal  muscle;  (c),  circular  mus- 
cle; (d),  central  tumor  mass. 

incomplete  survey  of  the  literature  to  date, 
I have  been  able  to  find  records  of  425 
cases. 

Pathology 

Two  types  of  carcinoma  of  the  appendix 
are  generally  recognized,  adenocarcinoma 
and  carcinoid  tumor.  The  former  is  com- 
posed of  cylindrical  cells  derived  from  the 
appendiceal  mucosa.  It  is  definitely  malig- 
nant and  analogous  in  most  respects  to  the 
usual  adenocarcinoma  of  the  large  bowel. 
In  the  appendix  it  is  most  often  situated  at 
the  base.  This  suggests  the  possibility,  in 
some  of  these  cases,  of  the  tumor  really  be- 
ing primary  in  the  cecum. 

The  carcinoid  tumor  (round  cell  carci- 
noma, medullary  carcinoma,  argentaffin 
tumor)  makes  up  the  majority  of  appendi- 
ceal carcinomas.  This  is  a rather  peculiar 
growth  whose  chief  characteristics  may  be 
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Fig.  2.  Low  power  view  of  the  junction  of  the 
tumor  mass  and  the  muscularis.  Note  carcin- 
oid nests  which  have  invaded  the  muscle  wall. 


summed  up  as  follows:  (1)  Solid  nests  of 
polygonal  cells  in  a stroma  of  connective 
tissue  or  smooth  muscle.  There  is  no  true 
glandular  structure.  (2)  Low  malignancy. 
It  only  occasionally  penetrates  the  appendi- 
ceal wall  and  rarely  metastasizes.  Mitotic 
figures  are  unusual.  (3)  Early  age  inci- 
dence. Most  cases  fall  within  the  second, 
third,  and  fourth  decades. 

The  tumor  develops  in  the  submucosa  of 
the  appendix,  but  later  may  invade  the  mus- 
cularis or  even  the  serosa.  It  appears  usu- 
ally as  a pea-sized  nodule  or  swelling  near 
the  tip  of  the  organ.  Section  shows  the  sub- 
stance to  be  yellow.  Elsewhere  in  the  gas- 
trointestinal tract,  but  principally  in  the 
small  intestine,  it  occurs  as  multiple,  small, 
discrete  nodules  in  the  submucosa.  Lubarsch" 
in  1888,  first  differentiated  this  interesting 
non-glandular  neoplasm  of  the  gastrointes- 
tinal tract  from  adenocarcinoma  in  a study 
of  two  cases  of  multiple  tumors  of  the  ileum 
found  at  autopsy.  By  serial  sections  he 
demonstrated  the  epithelial  nests  to  be  con- 
nected with  the  crypts  of  Lieberkiihn.  Bunt- 
ing1, in  1904,  offered  similar  evidence,  point- 
ing to  the  crypts  of  Lieberkiihn  as  the  origin. 
According  to  Forbus\  Oberndorfer  first 
proposed  the  term  carcinoid  tumor  in  1907. 
Oberndorfer  later  described  a chromaffinity 
of  carcinoid  tumor  cells  similar  to  that  of 


the  chromaffin  cells  of  the  adrenal  medulla. 
Some  men  have  for  this  reason  considered 
the  carcinoid  to  be  a tumor  of  the  chrom- 
affin system. 

Chromaffin  cells,  known  as  yellow  cells 
or  Nicholas-Kultschitsky  cells,  are  nor- 
mally present  in  small  numbers  throughout 
the  gastro-intestinal  tract,  found  chiefly  in 
the  depths  of  the  crypts  of  Lieberkiihn 
wedged  in  between  the  epithelial  cells  of 
the  mucosa.  In  1914,  Gosset  and  Masson’ 
reported  the  interesting  observation  that 
both  Kultschitsky  cells  and  carcinoid  tumor 
cells  contain  silver-reducing  granules.  It 
seems  then  quite  probable  that  carcinoids 
are  derived  from  the  Kultschitsky  cell  or  its 
parent. 

Carcinoids  have  been  called  argentaffin 
tumors  by  Masson10,  MacCallum”,  Forbus, 
and  others,  because  of  this  silver-reducing 
property.  Indeed,  the  argentaffin  reaction 
has  been  taken  by  some  as  the  sine  qua  non 
of  carcinoid  tumors.  Masson,  however,  and, 
recently,  Forbus'J  have  indicated  that  the 
reaction  is  not  necessarily  specific. 

P.  Masson  of  Montreal  has  done  perhaps 
more  work  on  the  pathogenesis  of  appendi- 
ceal carcinoid  than  any  other.  His  principal 
findings  may  be  summarized  as  follows: 
Epithelial  cells  bud  off  from  the  crypts  of 
Lieberkiihn,  pass  within  nerve  fibrils  into 
the  submucosa  or  muscularis  where  they 


Fig.  3.  High  power  view  of  a carcinoid  cell  nest. 
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multiply,  rupture  the  sheaths,  and  form  tu- 
mor nests  in  the  tissue  substance.  While  in 
the  nerve  fibrils  the  cells  acquire  the  argen- 
taffin reaction.  Carcinoid  cells  contain  lip- 
oid-filled vacuoles  as  well  as  chromaffin 
granules.  The  cells  are  endocrine  in  nature. 
Carcinoids  are  endocrine  tumors.  Within 
the  nerve  fibrils  the  cells  secrete  a material 
which  stimulates  the  nerves  and  causes  a 
hypertrophy  of  associated  smooth  muscle. 

Malignancy  of  the  Carcinoid  Tumor 

Milner13  declared  it  to  be  an  inflammatory 
growth.  Gosset  and  Masson  considered  it 
histologically  malignant  but  added  that  the 
malignancy  “is  gentle  and  attenuated.’ 
Bunting  compared  it  to  the  basal  cell  car- 
cinoma of  Krompecher.  Wilmoth11  com- 
pared it  to  giant  cell  sarcoma.  In  1925. 
Forbus  stated  his  belief  that  argentaffin 
tumors  never  metastasize.  He  later  revised 
this  opinion  with  mention  of  a case  of  his 
own  showing  metastases  to  the  liver.  He 
added,  however,  that  he  knew  of  no  case 
in  which  death  was  due  directly  to  the  tumor 
or  its  metastases.  Dahl'  believes  the  only 
malignant  effects  are  mechanical  in  nature. 

A few  cases  of  malignant  carcinoid  have 
been  reported.  In  1926,  Stewart  and  Taylor16 
collected  seventeen  from  the  literature.  Eight 
of  these  were  primary  in  the  appendix  and 
nine  in  the  small  intestine.  Secondary 
growths  were  found  in  the  peritoneum,  liver, 
regional  lymph  nodes  and  pleura,  in  that 
order  of  frequency.  The  same  authors  re- 
ported their  own  case  of  argentaffin  tumor 
of  the  appendix  with  large  secondary  de- 
posits in  the  pelvis.  The  patient  was  alive 
ten  years  after  operation.  In  1931,  Cooke17 
listed  104  cases  of  carcinoid  tumor  of  the 
small  intestine,  twenty-one  of  which  were 
malignant  with  invasion  of  the  serosa,  me- 
tastases to  lymph  nodes,  liver,  and  other 
structures.  Ten  of  the  malignant  and  six 
of  the  benign  tumors  caused  intestinal  ob- 
struction. Cooke  also  reported  his  own  se- 
ries of  eleven  carcinoid  tumors  of  the  small 
intestine.  Three  of  these  were  malignant 
with  mtastases  to  the  liver  and  lymph  nodes. 
Death  of  the  patient  resulted  in  all  three, 
in  two  postoperatively. 

In  Mori  s series  of  eleven  cases  of  car- 
cinoid tumor  of  the  appendix1",  death  oc- 


curred in  two.  In  the  first,  the  tumor  caused 
perforation  and  fatal  peritonitis.  In  the  oth- 
er, the  condition  was  discovered  at  autopsy. 
There  were  metastases  to  the  omentum, 
mesentery  and  pleura.  Knoflach1”  reported 
a case  of  gangrene  of  the  intestine  due  to 
invasion  of  the  mesocolon  by  an  appendiceal 
carcinoid.  The  patient  died  following  oper- 
ation. 

It  is  evident  from  the  above  that  the  car- 
cinoid tumor  does  metastasize  to  distant 
points  and  that  it  can  bring  about  circum- 
stances which  eventually  lead  to  death. 
There  are  records  available  of  eleven  cases 
of  metastasizing  appendiceal  carcinoid,  and 
it  is  possible  to  estimate  a malignancy  rate 
of  2.8  per  cent  in  388  tumors. 

Occurrence  of  Carcinoma  of  the  Appendix 

The  incidence  has  varied  from  less  than 
.1  per  cent  to  1 per  cent  in  different  series. 
MacCarty  and  McGrath10  reported  forty 
carcinomas  among  8039  appendices  removed 
at  the  Mayo  Clinic  up  to  1913,  a rate  of  .49 
per  cent.  Selinger21  reported  an  incidence 
of  .35  per  cent.  Norment22  collected  sixty- 
seven  carcinomas  occurring  among  45,000 
appendices,  an  incidence  of  .15  per  cent. 
According  to  Stammler23,  only  2 per  cent  of 
all  intestinal  carcinomas  are  appendiceal. 
Of  Selinger’s  thirty-four  cases,  five  were  of 
the  columnar  cell  type,  all  five  being  located 
at  the  base  of  the  appendix.  Of  425  cases 
collected  here,  thirty-seven  or  9 per  cent 
were  adenocarcinomas. 

Age:  McWilliams  gives  the  average  age 
for  the  columnar  cell  type  as  43.5,  for  the 
round  cell  type  as  23.5.  Norment  gives  the 
age  distribution  in  his  series  as  follows: 
First  decade,  1;  second,  6;  third,  16;  fourth, 
16;  fifth,  17;  sixth,  4;  seventh,  8.  The  av- 
erage age  was  38. 

Sex:  Carcinoma  of  the  appendix  has  been 
found  most  frequently  in  the  female.  In  the 
series  of  MacCarty  and  McGrath,  73  per 
cent  of  the  cases  were  in  females  and,  in 
Norment’s  series,  67  per  cent.  This  in- 
equality of  the  sexes  is  attributed  by  some 
to  the  more  frequent  inflammatory  condi- 
tions of  the  female  pelvis  as  well  as  to  the 
more  frequent  appendectomies  in  the  female. 

Location:  The  great  majority  are  found 
at  or  near  the  tip  of  the  appendix.  This  was 
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true  in  92  per  cent  of  the  cases  in  the  series 
analyzed  by  Norment. 

Symptoms 

There  may  be  no  symptoms  at  all,  the 
tumor  being  found  by  routine  biopsy  or  au- 
topsy. There  may  be  the  usual  symptoms 
and  signs  of  appendicitis.  In  Selinger’s  se- 
ries, nineteen  of  the  tumors  were  found  inci- 
dentally, ten  were  found  in  cases  diagnosed 
as  acute  appendicitis,  and  five  in  cases  diag- 
nosed as  chronic  appendicitis.  MacCarty 
and  McGrath  gave  the  average  duration  of 
symptoms  as  3.3  years.  Of  Mori's  eleven 
cases  of  carcinoid  of  the  appendix,  one  was 
asymptomatic,  seven  gave  symptoms  of 
chronic  recurring  appendicitis  over  periods 
of  three  weeks  to  four  years,  and  three 
showed  symptoms  of  acute  appendicitis.  No 
one  has  described  any  symptom  or  sign 
characteristic  of  the  condition.  So  far  as  I 
know,  carcinoma  of  the  appendix  has  never 
been  diagnosed  clinically. 

Summary 

1.  A case  of  carcinoid  tumor  of  the  ap- 
pendix is  presented. 

2.  The  earliest  authentic  report  of  car- 
cinoma of  the  appendix  is  considered  to  be 
that  of  Beger  in  1882. 

3.  Carcinoma  of  the  appendix  may  be 
grouped  into  two  classes,  adenocarcinoma 
and  carcinoid  tumor,  the  latter  making  up 
the  great  majority  of  the  cases. 

4.  Carcinoid  tumor  of  the  appendix  is 
characterized  by  a non-glandular  arrange- 
ment of  round  cells,  low  malignancy,  early 
age  incidence,  chromaffinity,  and  argentaf- 
finity. 

5.  Carcinoids  probably  originate  from 
the  Kultschitsky  cells  of  the  crypts  of  Lieber- 
kiihn. 

6.  Carcinoids  manifest  a type  of  malig- 
nancy in  about  3 per  cent  of  the  cases. 

7.  Carcinoma  is  found  in  about  .4  per 
cent  of  surgically-removed  appendices.  The 
average  age  incidence  is  about  35.  Approx- 
imately 70  per  cent  of  the  cases  are  in  fe- 
males. 

8.  Symptoms  may  be  entirely  absent  or 
may  be  those  of  appendicitis,  acute  or 
chronic. 

9.  Four  hundred  twenty-five  cases  of 


carcinoma  of  the  appendix  have  been  col- 
lected from  the  available  literature.  Of 
these,  388  are  carcinoid  tumors. 


EXTENSIVE  INJURY  BY  A MUSH- 
ROOM BULLET 

R.  R.  PORTER,  M.D. 

GLENWOOD  SPRINGS 

The  following  is  a most  unusual  case,  in 
which  I was  so  fortunate  as  to  have  Dr. 
W.  J.  Mayo  in  consultation.  It  demon- 
strates a surprisingly  favorable  result  from 
conservative  surgery  in  a devastating  bul- 
let wound: 

Mr.  F.  F.  F.,  aged  35,  laborer,  was  shot  while 
hunting,  September  4,  1932.  He  was  running  and 
fell  with  a 30-30  Winchester  loaded  with  mush- 
room bullets.  The  gun  discharged  and  a bullet 
entered  the  left  groin  two  and  one-half  inches 
from  the  symphysis.  The  bullet  ranged  down- 
ward and  split  the  left  scrotum  and  amputated 
the  left  testicle.  It  tore  through  the  inner  side 
of  the  thigh,  lacerating  the  muscles  and  denud- 
ing an  area  about  six  by  seven  inches  where  the 
skin  was  entirely  gone.  The  penis  came  out  under 
the  skin  in  the  opening  where  the  left  testicle 
was  torn  off.  The  penis  was  split  and  the  entire 
corpora  was  gone.  The  upper  part  of  the  glans 
was  shot  away.  The  penis  was  “wrong  side  out” 
and  was  entirely  denuded  of  skin.  I had  never 
seen  anything  like  this,  so  I called  Dr.  W.  J. 
Mayo,  who  was  in  Glenwocd  Springs  on  his  vaca- 
tion. He  kindly  consented  to  see  this  man.  I 
had  seen  the  man  at  2:30  a.  m.  and  could  not 
make  up  my  mind  what  to  do.  While  Dr.  Mayo 
and  I were  discussing  his  condition,  I suggested 
that  the  penis  was  wrong  side  out.  Both  of  us 
thought  this  impossible.  To  find  out,  I pushed 
the  penis  up  through  the  scrotum  and  it  came  out 
where  it  should  be.  The  skin  of  the  penis  turned 
back  out  and  was  not  injured  in  the  least. 

The  skin  of  the  penis  not  being  injured  caused 
me  to  wonder  how  the  bullet  could  do  so  much 
damage  to  the  denuded  penis  and  not  leave  a 
mark  on  the  skin.  There  is  no  doubt  in  my  mind 
that  the  penis  being  turned  wrong  side  out  was 
due  to  the  concussion,  as  the  skin  of  this  organ 
was  not  injured.  From  where  the  bullet  entered 
the  groin  about  on  a level  with  Poupart's  liga- 
ment to  the  denuded  area  on  the  inner  side  of 
the  thigh,  was  a normal  bridge  of  skin  that  the 
bullet  had  ploughed  under. 

Three  hours  after  the  consultation,  I operated. 
On  opening  the  tear  in  the  left  scrotum,  the 
spermatic  cord  was  hanging  free  without  a par- 
ticle of  testicle  attached.  This  was  cut  off  short 
after  ligating.  On  examining  the  denuded  area 
on  the  thigh,  I noticed  what  at  first  appeared  to 
be  torn  strips  of  muscle.  They  did  not  look  just 
right,  and  after  more  careful  inspection  I thought 
they  might  be  the  cavernous  bodies.  On  tracing 
them  back  under  the  bridge  of  skin  mentioned 
above,  I discovered  they  were  attached  to  each 
side  of  the  pubis  at  the  base  of  the  penis.  I 
then  knew  what  they  were.  These  bodies  were 
bleeding  quite  freely  from  many  small  veins. 
Therefore,  I knew  the  blood  supply  was  all  right. 
A hemostat  was  run  through  the  meatus  of  the 
foreskin  and  the  cavernous  bodies  were  pulled  to 
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the  back  of  the  organ,  where  they  fitted  perfectly. 
A careful  inspection  was  made  of  the  denuded 
penis.  I found  the  urethral  canal  was  all  de- 
stroyed in  the  body  of  the  penis  except  about  an 
inch  in  length  and  an  inch  posterior  to  the  meatus. 
The  bulbous  portion  was  torn  through.  The  ure- 
thral canal  was  completely  destroyed  except  a 
small  area  about  one-half  inch  long  in  the  bul- 
bous portion. 

The  scrotum  was  sutured,  the  cavernous  bodies 
pulled  through  the  skin  of  the  penis  and  sutured 
in  place.  A catheter  was  placed  in  the  bladder 
passing  it  through  the  two  remaining  normal  areas 
of  the  urethra  in  the  bulbous  portion,  and  at  the 
anterior  one-third  of  the  body.  The  tissues  were 
sutured  around  it  at  the  glans.  The  glans  being 
severely  burned  and  lacerated,  it  was  doubtful  as 
to  its  holding.  The  foreskin  was  split  three- 
fourths  of  an  inch  to  allow  for  swelling.  The 
catheter  was  left  in  for  four  weeks  when  it  came 
out  accidentally.  It  was  promptly  replaced  but 
was  again  forced  out  in  several  days.  It  was 
left  out  a few  hours  for  lack  of  time  to  replace  it. 
In  the  meantime,  the  patient  voided  naturally ; 
therefore  the  catheter  was  not  replaced.  He  con- 
tinued to  void  until  leaving  the  hospital  seven 
weeks  after  the  accident.  A number  seventeen 
catheter  was  passed  once  a week  and  there  was 
no  trouble  in  inserting  it  at  any  time.  Each 
time  the  catheter  was  passed  it  was  left  in  four 
hours  for  the  dilating  effect. 

The  only  unfortunate  event  in  the  recovery 
was  the  dorsal  part  of  the  glans  sloughed  and 
the  meatus  opened  on  the  dorsal  side  of  the  penis 
three-fourths  of  an  inch  from  the  distal  end.  This 
slough  was  down  to  the  spongiosa,  and  the  end 
of  the  penis  was  flabby  and  pendulous.  After 
six  weeks  he  could  have  an  erection  in  all  but 
the  anterior  one-fourth  of  the  penis. 

Two  weeks  after  the  accident  the  denuded  area 
on  the  inner  side  of  the  thigh  was  clean  and  gran- 
ulating. The  skin  was  underminded  and  drawn 
together  with  mattress  sutures.  This  promptly 
closed  without  skin  graft  as  was  anticipated  in 
the  beginning. 

The  patient  was  to  return  every  two 
weeks  to  have  a catheter  or  sound  passed. 
He  has  been  advised  that  the  urethra  may 
contract  and  at  a later  date  it  may  be  neces- 
sary to  do  a plastic  operation  to  build  a 
new  urethra. 

It  seems  that  this  case  shows  the  advisa- 
bility of  doing  conservative  surgery,  as  the 
first  thought  was  to  amputate  what  penis 
was  remaining. 

On  December  13,  1932,  the  patient  came 
in  feeling  well,  weighed  145  pounds.  He 
had  been  cutting  posts.  On  May  3,  1933. 
the  patient  reported  ability  to  have  erec- 
tions and  coitus,  but  with  the  distal  end 
still  pendulous. 


Theobromine  Sodio-salicylate,  when 
called  Diuretin,  costs  430  per  cent  more. 
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PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 

- ->ff 

Sunlight  and  Health 

Excess  of  sunlight  is  known  to  cause  two 
types  of  disturbance,  physical  lassitude,  and 
nervous  irritability,  the  former  apparently 
due  to  the  heat,  the  latter  to  the  light  radia- 
tions particularly.  Insolation  or  “sunstroke’ 
may  be  produced  by  excessive  heat  in  the 
absence  of  sunlight.  It  may  well  be  that 
the  growth  and  development  of  children  and 
adults  suffer  from  insufficient  sunshine  or 
skyshine  in  other  still  unrecognized  ways, 
but  at  least  there  is  no  disease  entity  now 
described  other  than  rickets  which  is  be- 
lieved to  be  due  to  such  insufficiency.  Man’s 
eyes  suffer,  and  his  effectiveness  in  near 
and  far  vision  work  is  reduced  when  artifi- 
cial light  falls  too  far  below  the  quantity 
and  quality  of  sunlight.  It  is  to  sunlight 
that  our  eyes  are  biologically  best  adapted. 

There  are  psychological  values  in  sun- 
shine well  recognized  in  the  treatment  of 
disease,  and  particularly  in  the  management 
of  chronic  and  convalescent  patients,  and  it 
may  fairly  be  assumed  that  the  delight  in 
the  presence  of  sunlight,  indoors  and  out, 
from  infancy  to  old  age,  which  is  quite  uni- 
versal, is  based  on  physiological  benefits, 
whether  they  be  because  of  warmth,  dry- 
ness, ease  of  work,  wider  range  of  pleasures, 
range  of  color  and  form  to  delight  the  eye, 
or  the  feeling  of  euphoria  that  mankind  gets 
from  having  his  place  in  the  sun.  Sunlight 
assists  in  the  healing  of  wounds  on  the  sur- 
face of  the  body,  relieves  some  of  the  pain 
of  damaged  tissues,  and  improves  the  bac- 
teriological properties  of  the  skin  in  and 
about  the  wound.  Apart  from  these  subjec- 
tive, personal,  bodily  and  spiritual  relations 
of  sunlight  to  health  there  are  the  objective 
or  environmental  effects  of  sunlight  upon 
which  some  of  man's  safety  from  his  bio- 
logical enemies  depends. 

Sunlight  and  skylight  in  proportion  to 
their  intensity  and  duration  will  sterilize 
surfaces  exposed  to  them,  and  will  even 
penetrate  with  bactericidal  effect  into  the 
unbroken  skin,  only  a fraction  of  a milli- 
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meter  in  the  normal  blood-filled  tissue,  but 
as  far  as  4.25  mm.  into  the  skin  made  anemic 
by  pressure.  This  bactericidal  effect,  which 
is  greatly  reduced  when  radiations  must 
pass  through  ordinary  window  glass 
obliquely  into  a room,  is  by  a direct  action 
on  the  cells,  and  not  by  the  intermediate  de- 
velopment of  hydrogen  peroxide  or  other 
chemical,  and  it  is  due  to  the  photo-chemical 
capacity  of  the  cell  to  absorb  ultra-violet 
rays.  In  addition  to  this  effect,  bacteria 
may  be  destroyed  by  the  dehydration  and 
oxidation  caused  by  the  heat  rays  of  the  sun. 

The  long  red  and  infra-red  rays  have  ef- 
fects upon  the  skin  even  when  they  are  not 
appreciated  by  the  eye  as  light.  There  has 
been  recent  suggestion  offered  by  Leonard 
Hill  of  London  to  the  effect  that  there  are 
selective  effects  of  some  of  these  long  infra- 
red rays  coming  from  an  open  fire  or  in- 
candescent gas  heater  or  dark  electric  ra- 
diating heater  plate  which  favorably  affect 
the  mucous  membrane  of  the  nose  and  throat 
by  reducing  turgescence,  and  tend  to  pre- 
vent colds.  This  suggestion  will  need  much 
confirmation  before  it  can  be  accepted. — 
From  an  article  by  Dr.  Haven  Emerson,  in 
American  Journal  of  Public  Health,  May, 
1933. 


Public  Health  in  a Year  of  Stress 

The  annual  report  of  the  Detroit  Health 
Department  shows  a new  low  general  mor- 
tality rate  of  8.7  and  a new  low  tuberculosis 
rate  of  70.3  together  with  freedom  from 
smallpox.  The  diphtheria  death  rate  of  4.3 
is  contrasted  with  that  of  6.3  for  1931. 
There  were  but  fifty-seven  cases  and  nine 
deaths  from  typhoid  fever,  giving  a death 
rate  of  0.6.  Also  commendable  is  the  infant 
mortality  rate  of  52.3,  which  is  less  than 
half  the  rate  for  1920. 


“No  medical  man,  regardless  of  his  pres- 
ent position,  is  so  situated  that  he  can  with- 
hold his  support  from  organized  medicine 
without  detriment  to  himself  as  well  as  to 
others.” — Milwaukee  Medical  Times. 


Never  believe  what  a patient  tells  you  his 
doctor  has  said. — William  Jenner. 
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College.  With  the  collaboration  of  Prof.  E. 
Fuchs,  Vienna,  Austria;  Prof.  I.  Barraquer,  Bar- 
celona, Spain;  Dr.  H.  T.  Holland,  Shikarpur, 
Sind,  India ; Dr.  John  Wesley  Wright,  Columbus, 
Ohio;  Dr.  A.  Van  Lint,  Brussels,  Belgium;  Dr. 
O.  B .Nugent,  Chicago,  Illinois.  267  pages,  183 
illustrations,  112  of  which  are  colored.  Pub- 
lished b>  Chicago  Eye,  Ear,  Nose  and  Throat 
College,  Chicago,  Illinois,  U.  S.  A. 

This  second  edition  is  published  ten  years  after 
the  first.  The  chapters  contributed  by  other 
writers  have  undergone  but  little  change.  Chap- 
ters in  which  Colonel  Smith  formerly  described 
his  method  of  intracapsular  extraction  have  been 
omitted.  The  chapter  by  Van  Lint  of  Brussels  is 
new,  and  another  chapter  is  added  by  O.  B. 
Nugent. 

The  author  is  well  known  as  an  eye  surgeon, 
and  particularly  for  his  work  on  intracapsular  ex- 
traction by  the  suction  method.  One  of  his  most 
interesting  suggestions  is  as  to  the  use  of  the  eyes 
of  freshly-killed  kittens  for  practicing  cataract 
extraction  and  other  ocular  operations.  A rather 
pathetic  portrait  of  two  kittens  wearing  ribbons  is 
reproduced,  not  in  the  chapter  on  the  method  of 
acquiring  technic,  but  under  the  heading  of  bifocal 
glasses.  w.  H.  CRISP. 


Diseases  of  the  Heart.  Described  for  Practitioners 
and  Students.  By  Sir  Thomas  Lewis,  C.B.E., 
F.R.S.,  M.D.,  D.Sc.,  LL.D.,  F.R.C.P.,  Hon.  D.Sc., 
(Michigan)  Physician  in  charge  of  Department 
of  Clinical  Research,  University  College  Hos- 
pital, London.  Physician  of  the  Staff  of  the 
Medical  Research  Council;  Physician  in  Chief 
(Pro  Tem.)  Peter  Bent  Brigham  Hospital.  Bos- 
ton: Honorary  Fellow  New  York  Academy  of 
Medicine;  Corresponding  Member  Association 
of  American  Physicians  and  Interstate  Post- 
graduate Medical  Association.  1933.  New 
York:  The  Macmillan  Company.  London: 

Macmillan  & Co.,  Ltd.  297  pages.  Price,  $3.50. 
The  author  needs  no  introduction.  This  volume 
contains  thirty  chapters,  including  chapters  on 
the  Thyrotoxic  State;  Rheumatic  Carditis; 
Syphilis  of  Heart  and  Aorta;  Heart  Strain,  Work 
and  Failure;  Effort  Syndrome;  Pulmonary  Con- 
gestion; Edema  and  Infarction;  Bronchitis  and 
Emphysema,  and  a chapter  on  the  Effects  of 
Child-bearing  on  the  Heart.  The  author  has  pre- 
sented the  most  common  diseases  of  the  heart 
in  a clear  and  concise  manner  for  the  general 
practitioner  or  the  specialist  who  wants  guidance 
that  is  authoritative.  The  chapters  on  the  ar- 
rhythmias and  disorders  of  the  heart-beat  are 
excellent.  There  is  also  an  instructive  disserta- 
tion on  the  differential  diagnosis  of  fainting  from 
vascular  causes  and  of  cardiac  syncope,  as  con- 
trasted with  unconsciousness  from  cerebral  dis- 
ease. 

In  conclusion  I wish  to  say  that  this  new  book 
on  Diseases  of  the  Heart  is  considerable  more 
than  just  another  book,  but  is  the  work  of  a 
master  presented  in  a beautiful  style. 

MORRIS  J.  KROHN. 
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The  Law  Against  Abortion.  Its  perniciousness 
demonstrated  and  its  repeal  demanded.  By 
William  J.  Robinson,  M.  D.,  Editor  of  the  Critic 
and  Guide.  Consultant  to  the  Bronx  Hospital. 
Fellow  of  the  American  Medical  Association 
and  of  the  New  York  Academy  of  Medicine. 
Member  of  the  New  York  State  and  New  York 
County  Medical  Society ; The  American  Associa- 
tion for  the  Advancement  of  Science;  Founding 
Member  of  the  World  League  for  Sex  Reform. 
Back  to  the  Roman  Law  “Infans  Pars  viscerum 
Matris!”  The  Fetus  is  part  of  the  mother’s  or- 
gans. Therefore  she  alone  has  the  right  to  de- 
cide about  it.  Prof.  J.  Kocks,  Bonn,  Germany. 
New  York:  The  Eugenics  Publishing  Company, 
Inc.  1933.  123  pages.  Price,  $2.00 

A book  demanding  the  repeal  of  laws  against 
abortion. 

It  is  rather  sensationally  written  and  will  ap- 
peal more  to  the  laity  than  to  the  medical  profes- 
sion. 

E.  L.  HARVEY. 


Recent  Advances  in  Obstetrics  and  Gynecology. 

By  Aleck  W.  Bourne,  M.A.,  M.B.,  B.  Ch.,  F.R.C.S. 

(Eng.),  F.C.O.G.,  and  Leslie  H.  Williams,  M.D., 

M.S.  (Lend.),  F.R.C.S.  M.C.O.G.  Philadelphia: 

P.  Blakiston's  Son  & Co.,  Inc.,  1932. 

This  rather  small  volume,  a third  edition,  is 
arranged  to  set  forth  certain  recent  advances  in 
obstetrics  and  gynecology.  Only  that  new  work 
which  has  been  tested  sufficiently  to  established 
it  as  of  practical  and  permanent  value  is  con- 
tained. The  opinion  of  former  theories  are  in- 
corporated among  the  recent  advances,  making  it 
a fairly  complete  survey  of  ideas,  old  and  new. 

Considerable  stress  has  been  given  to  prenatal 
care.  Considering  the  immense  amount  of  ill 
health  and  disability  which  can  be  prevented  by 
antenatal  supervision  and  the  proper  conduct  of 
labor,  too  much  emphasis  cannot  be  laid  to  the 
necessity  of  a thorough  consideration  of  this 
branch  of  preventive  medicine. 

Regaiding  maternal  mortality,  England  and 
Wales  rank  fourth  among  the  European  nations. 
This  book  shows  the  effect  of  a careful  study  of 
the  causes  of  maternal  mortality.  As  in  America, 
sepsis  represents  the  greatest  number  of  deaths; 
toxemias  are  second,  then  accidents  of  child 
birth,  hemorrhage  in  pregnancy  and  labor,  acci- 
dents of  pregnancy ; ectopic  pregnancy  and  abor- 
tions follow. 

The  chapter  on  the  causes  of  fetal  death  gives 
a review  of  the  work  of  Holland  and  other  col- 
laborators— a valuable  work  familiar  to  all  in- 
terested in  this  subject.  There  is  a good  review 
of  the  subject  and  treatment  of  placenta  previa. 
In  a study  of  cases  in  the  Queen  Charlotte  Hos- 
pital, 1926-30,  Cesarean  section  produced  the  best 
results  for  mother  and  child  in  central,  marginal, 
and  lateral  varieties.  Regarding  forceps  opera- 
tions, the  very  important  observation  is  made 
that  the  bad  results  are  largely  due  to  the  too 
early  application  of  the  instrument,  and  before 
the  cervix  is  completely  dilated.  There  are  well 
arranged  chapters  on  anesthetics  in  labor,  x-ray 
work  in  gynecology  and  obstetrics,  and  carcinoma 
of  the  cervix. 

The  book  is  well  worth  while  to  one  interested 
in  the  subjects  of  Gynecology  and  Obstetrics. 

CLARENCE  B.  INGRAHAM. 


Ten  Years  of  Obstetrics  and  Gynecology  in  Pri- 
vate Practice.  A clinical  report  of  1750  ob- 
stetrical and  1345  gynecological  cases,  with 
comparative  analysis  of  many  of  the  larger 
groups,  and  detailed  case  histories  of  some  of 
the  more  important  and  less  common  condi- 
tions. By  John  L.  Rothrock,  A.B.,  M.D.,  F.A.C.S. 
Formerly  Associate  Professor  of  Obstet- 
rics and  Gynecology,  University  of  Minne- 
sota; Former  Member  of  the  Miller  Clinic  and 
Chief  of  the  Obstetrical  and  Gynecological  Serv- 
ices of  The  Charles  T.  Miller  Hospital  and  The 
Amherst  H.  Wilder  Dispensary,  St.  Paul,  Minn. 
Illustrated.  Paul  B.  Hoeber,  Inc.  New  York. 
1933.  209  pages,  price  $3.00. 

This  monograph  presents  the  clinical  experi- 
ence of  a careful  practitioner.  Part  I reviews 
1750  obstetric  cases  and  Part  2,  1345  gynecologic 
cases.  All  of  these  cases  are  from  the  author's 
practice.  His  preferred  methods  of  treatment 
are  stressed  and  illustrative  case  histories  are 
included.  In  this  book  there  is  little  information 
for  the  beginner.  However,  the  older  practitioner 
will  find  some  value  in  comparing  methods  with 
the  Author.  W.  H.  HALLEY. 


Office  Surgery.  By  Fenwick  Beekman,  M.D.,  Vis- 
iting Surgeon,  Bellevue  Hospital;  Visiting  Sur- 
geon, Hospital  for  the  Ruptured  and  Crippled ; 
Consulting  Surgeon,  Lincoln  Hospital;  Clinical 
Professor  of  Surgery,  N.  Y.  University  and 
Bellevue  Medical  College.  94  Illustrations. 
Philadelphia  and  London:  J.  B.  Lippincott 
Company.  402  pages,  price  $5.00. 

The  author's  premise  that  “there  is  no  lesser 
surgery”  is  amply  illustrated  in  his  book.  He 
fully  explains  what  procedures  may  be  safely 
carried  out  in  the  physician's  office.  An  impor- 
tant feature  of  the  book  is  the  stress  laid  upon 
the  diagnosis  of  apparently  insignificant  condi- 
tions which  often  develop  into  major  surgical 
problems.  The  methods  of  treatment  are  those 
that  have  stood  the  test  of  time.  The  applicabil- 
ity of  local  anesthesia  in  the  treatment  of  frac- 
tures is  not  covered.  A fuller  discussion  of  the 
treatment  of  fractures  of  the  smaller  bones  which 
can  be  treated  in  the  office  would  add  to  the  use- 
fulness of  the  book.  However,  the  book  is  very 
readable  and  worthy  of  the  attention  of  all  who 
see  surgical  cases. 

W.  A.  CAMPBELL,  JR.. 

Colorado  Springs. 


Transactions  of  The  American  Association  of  Ob- 
stetricians, Gynecologists  and  Abdominal  Sur- 
geons. (Issued  annually) — 1932,  Volume  XLV. 
Edited  by  Magnus  A.  Tate,  M.D.,  Cincinnati, 
Ohio,  and  Arthur  M.  Mendenhall,  M.D.,  Indian- 
apolis, Indiana.  Minneapolis  and  St.  Paul: 
Bruce  Publishing  Co. 

A book  of  this  type  is  always  interesting  be- 
cause it  is  very  personal  and  generally  in  advance 
of  texts. 

This  particular  issue  is  of  special  interest  in 
the  great  variety  of  its  papers  and  the  range  of 
discussion,  which  always  adds  to  the  worth  of  any 
paper,  original  or  otherwise. 

It  is  impossible  to  review  each  essay  and  its 
discussion  separately  here,  but  let  it  suffice  to 
say  that  each  paper  has  been  carefully  prepared 
by  an  excellent  authority.  The  variety  of  subjects 
are  very  practical  and  fascinating  and,  of  course, 
the  discussions  always  make  any  book  worth- 
while. Every  obstetrician  and  gynecologist  should 
read  it. 

H.  B.  HENDERSON. 
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SILAS  WEIR  MITCHELL 

(Continued  from  August  Issue) 

Dr.  Mitchell’s  novel,  “Far  Into  the  For- 
est," published  in  1889,  deals  with  paranoia. 
The  trend  of  the  story  is  very  psychological. 
"Characteristics,"  published  in  1882,  is  a 
medical  character  study,  a series  of  conver- 
sations, and  cannot  be  strictly  classified  as 
fiction. 

"Hugh  Wynne,  Free  Quaker,"  1897,  ap- 
peared first  as  a serial  in  the  Century  Mag- 
azine. Nearly  everyone  in  the  office  of  the 
publisher  read  the  unbound  sheets  of  the 
novel  because  of  its  extreme  interest.  It  was 
decided  to  withhold  publishing  this  book 
until  it  ran  as  a serial  in  the  magazine.  The 
story  ranks  among  the  great  historical  novels 
and  treats  of  Colonial  life  in  Philadelphia 
during  the  Revolution.  A Quaker  depicts 
the  war  and  his  right  to  defend  his  country. 
Dr.  Mitchell  spent  seven  years  in  the  prep- 
aration of  this  book. 

"The  Adventures  of  Francois,"  1898,  is 
a romance  of  the  French  Revolution.  It  gives 
a good  description  of  Paris  during  that 
epoch.  It  was  Dr.  Mitchell’s  favorite  novel. 
In  his  own  words,  "one  of  my  novels  that 
can  be  labeled  picturesque." 

"Dr.  North  and  His  Friends,  1900,  is  a 
character  study.  Many  facts  and  scientific 
observations  known  to  medical  men  are  here 
presented  under  the  cloak  of  fiction.  There 
is  charm  and  culture  in  the  leading  charac- 
ter. Into  the  plot  is  woven  a great  deal  of 
wit  and  wisdom. 


"The  Autobiography  of  a Quack  and 
Other  Stories,"  1900,  is  an  analysis  of  a 
charlatan  and  is  of  interest  particularly  to 
medical  readers.  “Circumstance,"  1901,  is 
a very  unsympathetic  story  of  a Philadel- 
phia family.  "Youth  of  Washington,"  1904, 
is  a faithful  and  authentic  account  of  the 
life  of  George  Washington  in  which  the 
charm  of  his  personality  is  vividly  por- 
trayed. 

"Constance  Trescot,"  1905,  deals  with  the 
reconstruction  period  and  conditions  in  the 
South  after  the  Civil  War.  It  is  a good 
study  of  a pathological  mood  and  is  consid- 
ered one  of  Dr.  Mitchell's  best  constructed 
novels.  There  is  a professional  trend 
throughout  the  book.  It  is  constructed 
along  psychological  lines — behaviorism  and 
mental  torture  play  a part  in  the  tragedy. 
The  feeling  between  the  North  and  South, 
its  effects  on  the  hatred  created  during  the 
war,  and  the  revenge  of  a woman  against 
the  man  who  murdered  her  husband,  by 
means  of  mental  torture  causing  him  to  com- 
mit suicide,  is  well  described. 

"The  Red  City,”  1908,  which  has  all  the 
charms  of  old  letters  and  diaries,  gives  an 
accurate  description  of  early  Philadelphia, 
her  people,  streets,  and  houses;  it  also  con- 
tains an  account  of  the  epidemic  of  yellow 
fever  in  1793.  "Westways,  1913,  con- 
tains a description  of  the  Battle  of  Gettys- 
burg and  gives  accurate  results  of  the  ef- 
fects of  the  Civil  War  on  Pennsylvania. 
This  was  Dr.  Mitchell  s last  novel  and  was 
published  during  his  eighty-fourth  year.  It 
displays  some  of  the  antagonism  between  the 
North  and  South  before  the  war. 

(To  Be  Continued) 
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The  State  Meeting 
at  Colorado  Springs 

Plans  are  completed  for  virtually  every  minute 
detail  of  the  Sixty-third  Annual  Session.  Every 
member  of  the  Society  who  can  possibly  go  to 
Colorado  Springs,  even  if  but  for  one  day  cf  the 
meeting,  should  do  so.  This  has  been  a most 
trying  year;  from  his  practice,  his  poor  collec- 
tions, his  worries  and  his  day-by-day  surroundings 
every  doctor  needs  a vacation.  Likewise  he 
needs  the  scientific  stimulus  and  the  professional 
fraternajism  that  the  year's  big  meeting  provides. 

The  Scientific  Program  was  published  in  the 
last  month's  issue  of  Colorado  Medicine.  Ap- 
pended here  are  a few  additional  announcements 
concerning  the  new  low  hotel  rates,  the  exhibits, 
etc.  Read  these,  and  read  the  program  in  the 
August  issue  again.  There  may  be  those  who 
will  say  they  cannot  afford  to  make  the  trip.  Put 
how  can  they  answer  the  question,  “How  can  you 
afford  to  stay  away?" 


HOTEL  RATES 


Hotels  in  Colorado  Springs  promise  the  lowest 
rates  in  years  for  cur  Society's  1933  Annual  Ses- 
sion. Several  of  the  hotels  have  placed  letters  on 
file  with  the  Executive  Office  of  the  Society  an- 
nouncing rates  for  the  meeting.  Rates  for  those 
hotels  which  have  filed  letters  up  to  the  time  of 
going  to  press  are  quoted  below.  Members  may 
feel  assured  that  these  rates  will  not  be  exceeded. 
They  are  given  in  the  order  letters  were  received 
by  the  Executive  Office. 

Antlers  Hotel  (Headquarters  hotel)  : Single 
room  with  bath,  occupied  by  one  person,  $3.00  per 
day;  double  room  with  bath,  twin  beds,  two  per- 
sons, $5.00  per  day. 

Acacia  Hotel:  Single  rooms,  without  private 
bath,  $1.50  and  $2.00;  double  rooms,  without  pri- 
vate bath,  $2.50  and  $3.00  ; single  rooms,  with  pri- 
vate bath,  $2.50  and  $3.00;  double  rooms,  with 
private  bath,  $4.00  and  $5.00. 

Joyce  Hotel:  Single  room  without  bath,  $1.50 
to  $2.50;  double  room  without  bath,  $2,50  to  $3.50; 
single  room  with  bath,  $2.50  to  $3.50 ; double  room 
with  bath,  $3.50  to  $5.00;  twin  beds  room  without 
bath,  $3.00  to  $4.00;  twin  beds  room  with  bath, 
$4.00  to  $5.00. 

Alamo  Hotel:  Single  room  without  bath,  $1.00 


and  $1.50 ; double  room  without  bath,  $2.00  and 
$2.50;  single  room  with  bath,  $1.50,  $2.00,  and 
$2.50 ; double  room  with  bath,  $3.00,  $3.50,  and 
$4.00. 

Rates  cf  all  the  above-mentioned  hotels  are  on 
the  European  plan. 

Members  are  advised  to  obtain  their  reserva- 
tions direct  with  the  hotel  of  their  choice. 


SPECIAL  EXHIBIT-CLINIC 


An  exhibit  and  clinic  on  oral  surgery,  demon- 
strated with  two  hundred  and  fifty  wax  models, 
will  be  conducted  Saturday  morning,  September 
16,  by  Wilton  W.  Cogswell,  D.D.S.,  on  the  stage 
of  the  Municipal  Auditorium  arena. 

The  clinic  is  composed  of  models  of  practical 
cases  showing  the  various  steps  of  procedure  for 
surgical  removal  of  teeth  and  surgical  correction 
cf  various  pathological  conditions  and  anatomic 
abnormalities  of  the  mouth.  All  models  are  free- 
hand carvings,  their  preparation  requiring  eight 
years.  They  were  built  for  purposes  of  post- 
graduate instruction  in  dental  oral  surgery  and 
for  photographing  to  illustrate  Dr.  Cogswell's 
textbook.  They  have  been  presented  at  approxi- 
mately fifty  national,  district,  and  state  dental 
meetings  in  the  United  States  and  Canada. 

Dr.  Cogswell's  clinic  will  open  promptly  at  10  :30 
a.  m.  Saturday,  September  16,  and  will  be  pre- 
sented only  once  during  the  Annual  Session. 


GENERAL  SCIENTIFIC  EXHIBITS 


The  following  are  listed  in  the  order  of  their 
receipt  by  the  Committee : 

Internal  Fixation  of  Fractures. — Drs.  R.  G.  Pack- 
ard and  H.  I.  Barnard,  Denver. 

Association-motor  Investigation  of  the  Psycho- 
neuroses.— Department  of  Neuropathology,  Colo- 
rado Psychopathic  Hospital,  Denver. 

Brain  Tumors. — The  Colorado  Psycopathic  Hos- 
pital, Denver. 

National  Formulary  Preparations;  Prescription 
Vehicles. — The  Colorado  Pharmacal  Association. 

Serial  Electrocardiograms  in  Cases  of  Recovery 
from  Attacks  of  Coronary  Thrombosis  (See  paper 
on  Scientific  Program). — Maurice  Katzman,  M.D., 
Denver. 
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Some  Studies  on  Hair  Growth. — Richard  W. 
Whitehead,  M.D.,  University  of  Colorado  School 
of  Medicine,  Denver. 

Unusual  Manifestations  of  a Testicular  Neo- 
plasm.— The  Rio  Grande  Hospital,  Salida. 

The  Avoidance  of  Pulmonary  Complications 
from  Intravenous  Arsenicals  (See  paper  on  Scien- 
tific Program). — George  C.  Shivers,  M.D.,  Colorado 
Springs. 

Surgical  Wax  Model  Clinic. — Wilton  W.  Cogs- 
well, D.D.S.,  Colorado  Springs. 

Fracture  Table,  New  Model. — George  W.  Haw- 
ley, M.D.,  Bridgeport,  Conn. 

Title  Not  Announced. — Beth-El  General  Hos- 
pital, Colorado  Springs. 

Title  Not  Announced. — Colorado  Tuberculosis 
Association. 


BOARD  OF  MEDICAL  EXAMINERS 


The  Colorado  State  Board  of  Medical  Examin- 
ers, at  its  last  meeting  held  July  11,  elected  Dr. 
Gerald  B.  Webb  of  Colorado  Springs  as  its  presi- 
dent for  the  coming  year.  Dr.  E.  B.  Swerdfeger 
was  elected  vice  president  and  Dr.  William  Whit- 
ridge  Williams  was  re-elected  secretary-treasurer. 
Dr.  Nolie  Mumey,  a new  member  of  the  board, 
was  appointed  to  the  chair  of  surgery.  He  an- 
nounced the  introduction  of  a new  type  of  ex- 
amination, whereby  applicants  will  be  given  lists 
of  time  and  false  statements,  complete  and  in- 
complete sentences,  this  form  to  replace  the  old 
question-and-answer  type  of  examination.  The 
next  regular  meeting  of  the  Board  will  be  held 
early  in  October. 
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ARKANSAS  VALLEY  MEDICAL  ASSOCIATION 


The  mid-summer  meeting  of  the  Arkansas  Val- 
ley Medical  Association  was  held  at  the  Elks 
Club  in  Salida,  August  12. 

Dr.  O.  D.  Groshart,  president,  called  the  meet- 
ing to  order. 

Dr.  Charles  E.  Eimer  of  St.  Louis,  Mo.,  and  Dr. 
George  W.  Hawley  of  Bridgeport,  Conn.,  were 
the  invited  guests  at  the  meeting.  Dr.  Eimer 
spoke  on  “Acute  Otitis  Media,”  and  Dr.  Hawley 
on  “Some  of  the  Common  Signs  of  Common  In- 
juries.” 

Other  papers  on  the  program  were  “Asphyxia 
Neonatorum”  by  Dr.  John  D.  Geissinger  of  Pueb- 
lo; “Compression  Fractures  of  the  Spine,”  by  Dr. 
J.  Sims  Norman  of  Pueblo ; “Motion  Picture  of 
Transurethral  Resection  of  the  Prostate  Under 
Spinal  Anesthesia,”  by  Drs.  Harold  T.  Low  and 
L.  L.  Ward  of  Pueblo,  and  “Paroxysmal  Tachy- 
cardia,” by  Dr.  Leo  W.  Bortree  of  Colorado 
Springs.  Dr.  Bortree  was  unable  to  attend  the 
meeting  due  to  absence  from  the  state  and  Dr. 
T.  R.  Knowles  read  the  paper. 


After  the  scientific  session,  a barbecue  supper 
was  held  at  Round-Up  Lodge  and  dancing  was 
enjoyed  later  in  the  evening  at  Mt.  Princeton  Ho- 
tel. 

The  following  officers  of  the  Arkansas  Valley 
Medical  Association  were  elected  for  the  ensuing 
year:  President,  Dr.  R.  E.  Holmes,  Canon  City; 
Vice  President,  Dr.  C.  Rex  Fuller,  Salida ; Secre- 
tary, Dr.  Kon  Wyatt,  Canon  City. 

* * * 

LARIMER  COUNTY 

The  Larimer  County  Medical  Society  held  its 
regular  monthly  meeting  August  2.  Dinner  pre- 
ceded the  meeting  and  was  served  at  the  Green 
Wings  Restaurant.  The  scientific  meeting  was 
held  at  the  Bacteriology  laboratory  at  the  col- 
lege. 

Dr.  L.  F.  Daniels  of  Denver  was  the  guest 
speaker  of  the  evening. 

The  following  rules  relative  to  advertising  by 
members  of  the  Larimer  County  Medical  Society 
were  adopted,  as  formulated  by  the  committee 
appointed  at  the  June,  1933,  meeting. 

A physician  coming  to  Larimer  County  may 
announce  his  locating  by  a card  in  the  local 
papers  for  a period  not  to  exceed  six  months 
from  the  time  of  registration  of  license.  The  card 
to  be  limited  to  name,  specialty,  if  any,  location 
of  office,  office  hours  and  telephone  number.  An 
announcement  of  locating  may  be  sent  to  mem- 
bers of  the  profession  only. 

Change  of  location  of  office  will  permit  of  a 
notice  in  local  papers  for  a period  of  one  month, 
announcing  change. 

Removal  to  another  part  of  the  country  will 
permit  a notice  in  local  papers  in  new  location, 
for  a period  not  exceeding  six  months. 

A physician  upon  being  absent  from  the  county 
for  a period  of  one  year  or  more,  will  be  allowed 
to  insert  his  card  in  the  local  papers  for  a period 
not  to  exceed  three  months  from  the  time  of 
his  return  to  practice  in  the  county. 

Upon  the  establishment  of  a partnership,  or 
combination  of  physicians,  for  the  practice  of 
medicine  or  surgery,  or  the  dissolving  of  the 
same,  a card  may  be  placed  in  the  local  papers 
announcing  the  fact,  for  a period  not  to  exceed 
one  month.  A notice  of  the  same  may  be  sent 
to  members  of  the  profession,  if  desired. 

Committee:  C.  H.  Platz  and  T.  C.  Taylor. 

DUANE  F.  HARTSHORN, 

Secretary. 

* * * 

NORTHWESTERN  COLORADO 

Dr.  Philip  Hillkowitz  of  Denver  was  the  guest 
speaker  at  the  regular  meeting  of  the  Northwest- 
ern Colorado  Medical  Society  held  July  29.  The 
scientific  meeting"  was  held  in  the  Commissioners 
Room  at  the  Court  House  and  was  preceded  by  a 
dinner  served  at  the  Progressive  Cafe. 

• DUANE  TURNER, 

Secretary. 

* * * 

GOVERNMENT  SERVICES 
Memorial  to  Colonel  Bruns 


A portrait  of  the  late  Col.  Earl  H.  Bruns,  U.  S. 
Army  Medical  Corps,  will  be  placed  in  an  army 
tuberculosis  hospital  as  a memorial,  according  to 
a recent  announcement.  Colonel  Bruns,  who  died 
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early  this  year,  was  for  many  years  one  of  the 
leaders  in  tuberculosis  work  in  the  army.  It  is 
expected  that  the  portrait  will  hang  in  some  room 
or  building  to  be  named  in  his  honor.  Subscrip- 
tions for  the  memorial  should  be  mailed  to  the 
secretary  of  the  Denver  Sanatorium  Association, 
Dr.  Arnold  Minnig,  Republic  Building,  Denver. 




WOMAN’S  AUXILIARY 

+¥<■  - >*«■ 

The  annual  state  meeting  to  be  held  in  Colorado 
Springs  this  month,  September  14  to  16,  should 
be  well  attended  by  wives  of  the  medical  men. 
Each  year,  has  seen  an  increase  in  interest,  and 
this  year,  hope  of  the  depression  waning  should 
cause  new  enthusiasm.  An  annual  meeting  al- 
ways brings  regrets,  of  course.  We  bid  good-bye 
to  a coterie  of  efficient  officers,  but  there  is  the 
welcoming  of  new  ones  to  carry  on  work  well 
started. 

Mrs.  Blake's  article  which  appeared  in  the  June 
issue  of  the  A.  M.  A.  Bulletin  has  such  inspiration 
in  it  that  excerpts  are  reprinted  here  because  of 
the  thoughts  that  are  particularly  apropos  at 
this  time  as  we  end  one  year  and  start  another : 

“We  all  realize  the  Auxiliary  to  the  American 
Medical  Association  is  such  a far  flung  line;  all 
sections  of  our  country  and  so  many  and  such 
varied  interests  are  represented  that  coming  in 
contact  with  one  another  is,  in  itself,  an  educa- 
tion. I sometimes  wonder  if  we  fully  realize  how 
much  this  may  mean  for  the  future.  It  is  just 
as  important  to  keep  our  sectional  individuality 
as  it  is  important  to  maintain  our  sense  of  unity 
as  a state  and  nation-wide  organization. 

“No  other  group  in  its  national  life  has  a wider 
opportunity  for  helping  to  promote  and  develop 
this  unity  in  diversity.  Our  contacts  are  varied, 
our  insight  should  be  keener  and  our  sympathies 
broader  because  of  the  great  purpose  we  serve. 
It  would  be  interesting  to  call  the  roll  of  members 
of  the  Auxiliary  and  have  pictured  before  us  the 
differences  represented.  As  the  film  passes,  we 
see  women  graduates  of  our  finest  colleges  and 
universities,  women  trained  in  the  liberal  arts 
and  in  vocations,  lawyers,  doctors,  nurses,  busi- 
ness women  and  social  workers,  and  leading  all 
the  rest,  the  home  makers,  all  by  marriage  inter- 
ested in  their  husband's  profession.  What  an 
army  of  potential  force  is  here.  Nothing  is  im- 
possible to  such  a power.  It  is  this  potential 
power  of  the  highest  interpretation  that  gives 
inspiration  to  the  work  itself. 

“The  Auxiliary  has  accomplished  a great  deal 
since  it  became  a national  organization — an  ac- 
complishment on  which  every  member  must  look 
with  pride.  But  looking  backward  is  not  our 
slogan.  What  has  been  done  is  valuable  chiefly 
as  a spur  to  what  we  may  do,  or  do  all  the  better 
because  of  the  experience  gained.  The  organiza- 
tion has  an  unlimited  field  today.  How  far  that 
field  should  be  cultivated  is  a question  demanding 
the  thoughtful  consideration  of  every  state.  A 
chain  is  as  strong  as  its  weakest  link.  Getting 
together  has  proved  to  be  one  of  the  most  prac- 
tical ways  of  solving  difficulties.  It  affords  the 
opportunity  to  see  things  from  numerous  angles, 
to  clear  up.  by  good  tempered  discussion,  differ- 
ences that  are  often  more  apparent  than  real. 
It  helps  to  a better  understanding,  and  it  en- 
courages open  mindedness  in  dealing  with  prob- 


lems, and  how  splendid  it  is  to  find  a willingness 
to  sink  individual  differences  in  view  of  the 
greater  good  of  the  whole  . . . 

“There  is  a sort  of  a challenge  in  the  air  these 
days,  but  I know  our  auxiliary  women  will  live 
up  to  the  challenge.  A real  auxiliary  member  is 
one  who  can  take  and  grow  and  give,  one  who 
can  sense  her  responsibility  to  a group  and  also 
to  each  individual  in  it.  The  ideal  auxiliary  wom- 
an must  at  times  be  a sponge,  interested  only  in 
absorbing;  again,  she  must  be  a brilliant  prism 
receiving  benefits  from  others  and  reflecting  them 
back.” 

This  applies  as  much  to  each  member  of  county 
and  state  as  it  does  to  the  members  of  the  na- 
tional organization.  Each  one  of  us  can  find 
inspiration  from  our  county,  state,  and  national 
officers — all  working  for  the  good  of  the  auxiliary. 

MRS.  DOUGLAS  W.  MACOMBER, 
State  Chairman  of  Press  and  Publicity. 


WAR  DEPARTMENT 


Headquarters  Seventh  Corps  Area,  Office  of  the 
Surgeon 

Baird  Building,  Omaha,  Nebraska 


The  medico-military  course  of  inactive  duty 
training  for  Medical  Department  Reserve  officers, 
which  has  been  held  at  the  Mayo  Clinic  during 
the  past  four  years,  will  again  be  held  this  year 
from  October  1 to  14,  both  dates,  inclusive.  This 
inactive  duty  training  will  follow  the  plan  so  well 
worked  out  under  the  auspices  of  Colonel  George 
A.  Skinner  and  the  military  features  will  be  under 
his  personal  supervision. 

This  type  of  military  medical  training  is  now 
well  established  and  has  proved  its  worth  during 
the  past  four  years.  The  course  offers  valuable 
and  interesting  training  for  the  Medical  Depart- 
ment officers  of  all  the  components  of  our  na- 
tional defense.  The  staff  and  faculty  of  the  Mayo 
Clinic  have  again  placed  their  unexcelled  facil- 
ities at  the  service  of  their  government  in  the 
interest  of  preparedness,  and  have  extended  an 
invitation  to  all  the  services  to  participate. 

This  short  course  is  equally  applicable  to  gen- 
eral practitioners  and  specialists.  The  morning 
hours  are  devoted  to  purely  professional  subjects 
selected  by  the  student  officers.  The  afternoon 
hours  pertain  solely  to  medico-military  subjects 
and  the  evening  hours  are  covered  in  a lyceum 
course  of  general  interest. 

Application  for  this  course  of  inactive  duty 
training  should  be  made  to  the  Corps  Area  Sur- 
geon, Seventh  Corps  Area,  Omaha,  Nebraska.  Ap- 
lications  should  state  the  character  of  the  work 
the  candidate  desire  to  follow  in  the  morning 
hours.  All  student  officers  are  expected  to  at- 
tend and  participate  in  the  afternoon  and  eve- 
ning sessions.  Each  applicant  should  fully  under- 
stand that  the  invitation  to  accept  this  course  of 
study  without  charge  is  extended  by  the  Mayo 
Clinic ; that  the  project  is  without  expense  to  the 
Government;  and  that  one  hundred  hours’  credit 
will  be  given  those  who  take  and  complete  the 
course.  While  it  is  desirable  to  attend  the  entire 
course,  those  whose  time  will  not  permit  this  may 
join  or  leave  at  any  time  and  will  receive  credit 
for  the  hours  spent  in  training.  Uniforms  are 
optional. 
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Colorado  Medicine 


Colorado  State  Medical  Society 

Officers,  1932-1933 

President:  Frank  B.  Stephenson,  Denver. 

President-elect:  Gerald  B.  Webb,  Colorado  Springs. 

Vice  Presidents:  First,  Walter  W.  King,  Denver;  Sec- 
ond, Lawrence  L.  Hick,  Delta;  Third,  B.  Franklin 
Blotz,  Rocky  Ford;  Fourth,  William  P.  Gasser,  Love- 
land. 

Constitutional  Secretary:  Lorenz  W.  Frank,  Denver. 

Treasurer : Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  537  Republic 
Building,  Denver.  Telephone  R.Eystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
Crum  Epler,  Pueblo;  Alternate,  J.  N.  Hall,  Denver; 
Junior,  John  W.  Amesse,  Denver;  Alternate,  A.  J. 
Markley,  Denver. 

Councillors:  Term  Expires 

District  No.  1 Ella  A.  Mead,  Greeley 1935 

District  No.  2 G.  P.  Lingenfelter,  Denver 1934 

District  No.  3 George  D.  Andrews,  Walsenburg 

(Chairman)  1933 

District  No.  4 W.  W.  Crook,  Glenwood  Springs  1936 
District  No.  5 A.  L.  Burnett,  Durango . 1937 


Standing  Committees,  1932-1933 

Credentials:  Lorenz  W.  Frank,  Denver,  Chairman;  W. 

A.  Campbell,  Colorado  Springs;  Harold  T.  Low, 
Pueblo. 

Scientific  Work:  G.  Burton  Gilbert,  Colorado  Springs, 
Chairman;  C.  S.  Bluemel,  Denver;  James  J.  Waring, 
Denver. 

Sub-committee  on  General  Scientific  Exhibits:  C.  E. 
Harris,  Woodmen,  Chairman;  F.  M.  Heller,  Pueblo; 
Maurice  Katzman,  Denver. 

Sub-committee  on  Roentgenological  Exhibits:  W.  F. 
Drea,  Colorado  Springs,  Chairman;  K.  D.  A.  Allen, 
Denver;  L.  G Crosby,  Denver. 

Arrangements:  John  B.  Crouch,  Colorado  Springs, 
Chairman;  T.  R.  Knowles,  Colorado  Springs;  John 

B.  Hartwell,  Colorado  Springs. 

Public  Policy : Walter  W.  King,  Denver,  Chairman ; 
H.  R.  McKeen,  Denver,  Vice  Chairman;  Edward 
Delehanty,  Denver;  Gerrit  Heusinkveld,  Denver;  A. 
L.  Beaghler,  Denver;  W.  W.  Harmer,  Greeley;  O. 
D.  Groshart,  La  Junta;  L.  L.  Ward,  Pueblo;  A.  C. 
Holland,  Colorado  Springs;  F.  B.  Stephenson,  Denver, 
ex-officio;  L.  W.  Frank,  Denver,  ex-officio;  Mr.  H. 
T.  Sethman,  Denver,  ex-officio. 

Publication:  C.  F.  Kemper,  Denver,  Chairman;  C.  S. 

Bluemel,  Denver ; William  H.  Crisp,  Denver. 

Medical  Defense:  W.  W.  Wasson,  Denver,  Chairman; 

C.  F.  Hegner,  Denver;  T.  D.  Cunningham,  Denver. 
Medical  Education  and  Hospitals:  C.  N.  Meader,  Den- 
ver, Chairman;  K.  D.  A.  Allen,  Denver;  H.  A.  Black, 
Pueblo. 

Library  and  Medical  Literature:  E.  D.  Downing, 
Woodmen,  Chairman;  F.  W.  Kenney,  Denver. 
Co-operation  With  Allied  Professions : Harry  S.  Finney, 
Denver,  Chairman;  George  R.  Warner,  Denver; 
John  Andrew,  Longmont. 

Medical  Economics:  C.  E.  Cooper,  Denver,  Chairman; 

C.  F.  Kemper,  Denver;  Philip  Hillkowitz,  Denver. 
Necrology:  G.  M.  Blickensderfer,  Denver,  Chairman; 
John  F.  McConnell,  Colorado  Springs;  Lee  Bast, 
Delta. 


Special  Committees,  1932-1933 

Postgraduate  Clinics:  Maurice  H.  Rees,  Denver,  Chair- 
man; O.  M.  Gilbert,  Boulder;  C.  E.  Harris,  Wood- 
men; Nolie  Mumey,  Denver;  G.  E.  Cheley,  Denver. 
Workmen’s  Compensation  Affairs:  A.  S.  Cecchini,  Den- 
ver, Chairman;  L.  G.  Crosby,  Denver;  W.  R.  Wag- 
gener,  Denver;  J.  D.  Carey,  Fort  Collins;  Lanning 
E.  Likes,  Lamar;  D.  H.  O'Rourke,  Denver;  John 
Andrew,  Longmont. 

Veterans’  Legislation:  J.  W.  Amesse,  Denver,  Chair- 
man; E.  B.  Liddle,  Colorado  Springs;  Crum  Epler, 
Pueblo;  L.  H.  Winemiller,  Denver;  Louis  V.  Sams, 
Denver. 

Advisory  to  the  School  of  Medicine:  John  S.  Bouslog, 
Denver,  Chairman;  N.  A.  Madler,  Greeley;  C.  O. 
Giese,  Colorado  Springs;  C.  E.  Sidwell,  Longmont; 
T.  D.  Cunningham,  Denver. 

State  Registration  Fee:  R.  W.  Arndt,  Denver,  Chair- 
man; Frank  E.  Rogers,  Denver;  T.  E.  Beyer,  Denver. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  County — Last  Monday  of  each  month; 
secretary,  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  County — First  Tuesday  of  each  month;  sec- 
retary, C.  Rex  Fuller,  Salida. 

Crowley  County- — Second  Wednesday  of  each  month ; 
secretary,  J.  A.  Hipp,  Olney  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month;  secretary,  O.  S.  Philpott,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month; 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month; 
secretary,  R.  B.  Porter,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month; 
secretary,  G.  M.  Noonan,  Walsenburg,  Colo. 

Kit  Carson  County — Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  W. 
L.  McBride,  Seibert. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month; 
secretary,  Duane  Hartshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary,  C.  O.  McClure,  Trinidad. 

Mesa  County — Third  Tuesday  of  each  month;  secre- 
tary, H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month, 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward,  Fort  Morgan. 

Northeast  Colorado— Second  Thursday  in  each 

month;  secretary,  E.  P.  Hummel,  Sterling. 

Northwestern  Colorado — Second  Thursday  of  each 
month;  secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County— Second  Thursday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesday  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  -secretary,  J.  L.  Rosenbloom,  Pueblo. 

San  Juan — Second  Saturday,  January  and  altemat 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month;  secretar 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  seer 
tary.  Tracy  D.  Peppers,  Greeley,  Colo. 


WYOMING  SECTION 


President,  F.  L>.  Beck,  Cheyenne  Vice  President,  J.  L.  Wicks,  Evanston 

President-elect,  H.  L.  Harvey,  Casper 

Secretary,  Earl  Whedon,  Sheridan  Treasurer,  Evald  Olson,  Meeteetse 

Delegate  to  A.  M.  A.:  G.  P.  Johnston,  Cheyenne;  Alternates:  E.  L.  Jewell,  Shoshoni ; G.  L.  Strader,  Cheyenne 
Councillors:  G.  P.  Johnston,  Cheyenne  J.  H.  Goodnough,  Rock  Springs  F.  C.  Shafer,  Douglas 

Medical  Defense  Committee:  Earl  Whedon,  Sheridan  R.  H.  Sanders,  Rock  Springs  E.  L.  Jewell,  Shoshoni 


EDITOR: 

EARL  WHEDON,  M.D.,  Sheridan,  Wyoming 


EDITORIAL  NOTES  AND  COMMENT 


The  Pupillary  Sign 
of  Death 

rT"'o  A great  many  people  the  fear  of  burial 
before  death  is  often  present  in  their 
minds,  and  the  doctor  is  often  asked  soon 
after  death  this  question:  Are  you  sure  he  is 
dead.  Doctor?  Of  course  there  are  many 
signs  of  death,  but  one  of  the  most  simple 
is  that  which  the  eye  offers.  It  is  such  a sim- 
ple test  that  it  ought  to  be  used  first.  It 
requires  no  special  instruments  or  prepara- 
tions. All  that  you  need  do  is  to  separate 
the  lids,  and  by  making  pressure  on  the  eye 
ball  watch  for  a change  in  shape  of  the  pu- 
pil under  this  pressure.  In  a living  person 
the  pupil  will  still  retain  its  shape,  but  if 
death  has  occurred  the  pupil  will  take  dif- 
ferent shapes  depending  on  just  what  pres- 
sure is  made  on  the  eye.  For  instance,  if  a 
finger  is  applied  to  each  side  of  the  eye  ball 
the  pupil  will  become  ovular  perpendicular- 
ly. If  three  points  of  pressure  are  applied  to 
the  pupil  after  death,  it  takes  on  a triangu- 
lar shape. 

During  life  these  changes  do  not  occur 
and  for  a simple  and  rapid  test  we  know  of 
no  sign  more  easily  made  or  more  sure  in 
its  findings.  E.  W. 
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The  Colorado 
Springs  Meeting 

rTTHE  Sixty-third  annual  session  of  the 
Colorado  State  Medical  Society  will  be 
held  in  Colorado  Springs  September  14,  15. 
and  16.  That  this  will  be  a most  interesting 
and  valuable  meeting  we  all  know,  and  it 
offers  the  men  of  central  and  southern 
Wyoming  a fine  chance  to  attend  and  be- 


come better  acquainted  with  the  gifted  mem- 
bers of  the  Colorado  medical  profession. 

The  fact  that  Wyoming  had  to  give  up 
its  annual  meeting  this  year  on  account  of 
the  late  abandonment  of  the  Yellowstone 
Park  meeting,  leaves  the  Wyoming  men 
without  a chance  to  get  together,  but  Colo- 
rado offers  this  opportunity.  It’s  true  we 
can’t  all  go,  but  that  is  all  the  more  reason 
that  those  who  can  should  be  there. 

The  Editor  has  attended  several  of  the 
Colorado  meetings  and  he  regrets  very 
much  that  he  cannot  attend,  as  he  must,  as 
Secretary,  attend  the  annual  meeting  at  the 
A.  M.  A.  at  Chicago,  September  22  and  23, 
of  the  Editors  and  Secretaries  of  the  differ- 
ent State  Societies. 

We  do  know  that  every  Wyoming  doc- 
tor who  does  attend  the  Colorado  meeting 
will  come  back  well  repaid  for  the  trip. 
Then,  too,  the  Colorado  doctors  are  a fine 
bunch  of  fellows  and  we  love  to  meet  with 
them.  Make  your  plans  to  run  down  to 
Colorado  Springs  and  register  from  old 
Wyoming  and  see  what  a fine  time  you  will 
have.  You  will  be  a better  doctor  after  at- 
tending this  meeting.  It  would  be  worth  the 
trip  to  hear  the  banquet  speaker,  Dr.  Olin 
West,  secretary  and  general  manager  of  the 
American  Medical  Association.  E.  W. 


*K— — 

WYOMING  NEWS  NOTES 

CASPER 

Dr.  J.  C.  Kamp  has  been  compelled  to  take  a 
rest  in  California  on  account  of  his  health.  Word 
icceived  from,  him  indicates  improvement,  and  he 
hopes  to  be  back  in  Casper  soon. 
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Colorado  Medicine 


Splendid  Laws  for  Disease  Prevention  Are 
Enacted  in  Newark 

Following  example  set  by  New  York, 
Newark,  New  Jersey,  in  1920  enacted  a 
health  ordinance  providing  for  the  examina- 
tion of  all  food  carriers  and  the  exclusion 
from  these  trades  of  all  found  suffering  from 
communicable  disease.  The  findings  of 
these  examinations  during  eleven  years 
caused  the  law  to  be  widened  to  include  do- 
mestic employees  in  1930.  It  requires  all 
domestic  employees  to  file  with  the  Depart- 
ment of  Health  a certificate  from  a duly 
licensed  physician  setting  forth  that  such 
persons  are  free  from  tuberculosis  and  any 
other  contagious  or  communicable  disease. 
This  certificate  must  be  renewed  every  six 
months.  Provision  is  also  made  for  free 
examination.  The  penalty  for  failure  to  com- 
ply is  a fine  of  $25  for  the  first  offense  and 
$50  for  the  second.  Both  the  domestic  and 
the  employer  are  liable  under  the  law  for 
any  violation  of  the  ordinance. 

Domestics  with  arrested  tuberculosis  or 
with  venereal  disease  in  a non-communic- 
able form  are  allowed  to  continue  in  their 
occupation.  The  department  follows  up  all 
applicants  who  have  been  found  infected, 
to  see  that  proper  treatment  is  being  car- 
ried out.  By  the  city  ordinance  the  nature 
of  the  disease  can  not  be  divulged  to  the  em- 
ployer. This  is  better  for  the  self-respect 
of  the  domestic  and  insures  greater  effort 
in  bringing  about  proper  and  continuous 
treatment.  The  law  acts  as  a bar  to  the 
employment  of  the  sick  and  diseased,  who 
would  compete  by  accepting  lower  wages 
and  longer  hours. 

This  is  fine  for  the  protection  of  the 
home,  but  how  about  protecting  healthy 
workers  against  contagious  diseases  of  em- 
ployers and  their  families? — Taken  from  an 
article  by  Dr.  Charles  V.  Craster  in  Ameri- 
can Journal  of  Public  Health,  May,  1933. 


THE  1933  GRADUATE  FORTNIGHT 
of  the 

NEW  YORK  ACADEMY  OF  MEDICINE 

Metabolic  Disorders  will  be  the  theme  of  the 
1933  Graduate  Fortnight  of  the  New  York  Acad- 
emy of  Medicine.  Two  weeks  of  intensive  study, 
from  October  23  to  November  3 inclusive,  will  be 
devoted  to  this  important  branch  of  medical  sci- 
ence. The  theoretical,  physiologic  and  patho- 
logic phases  of  metabolism,  as  well  as  of  certain 
of  the  associated  endocrinologic.  problems,  will 
be  treated  in  a series  of  round  table  discussions 
and  clinical  demonstrations.  The  latter  will  be 
given  in  fifteen  of  the  leading  hospitals  of  New 
York  City. 

An  exhibit  will  be  shown  in  connection  with 
the  Fortnight,  material  having  been  collected  from 
many  institutions  in  Metropolitan  New  York.  The 
various  aspects  of  metabolic  disorders  will  be 
covered  in  this  exhibition,  including  the  history 
of  metabolism;  dietary  constituents  and  their 
derivatives;  drug  and  other  therapeutic  measures; 
general  and  special  pathological  metabolism ; and 
laboratory  methods  and  procedures.  The  subjects 
will  be  illustrated  by  means  of  charts,  graphs, 
photographs,  microphotographs,  transparencies, 
x-rays,  gross  and  pathologic  specimens. 

The  profession  of  the  country  is  invited  to  par- 
ticipate in  the  Graduate  Fortnight.  A complete 
program  and  registration  blank  may  be  secured 
by  addressing  Dr.  Frederick  P.  Reynolds,  The 
New  York  Academy  of  Medicine,  2 East  103rd 
street,  New  York  City. 


AMERICAN  CONGRESS  OF  RADIOLOGY 


Chicago  during  the  World's  Fair  will  welcome 
the  largest  radiological  congress  ever  held  in  the 
United  States  when  the  four  national  radiological 
societies  will  meet  here  in  joint  convention. 
Other  members  of  the  medical  profession  are  in- 
vited as  well.  The  American  Congress  of  Ra- 
diology is  scheduled  for  September  25-30,  inclu- 
sive at  the  Palmer  House.  According  to  Dr. 
Henry  K.  Pancoast  of  Philadelphia,  president  of 
the  Congress,  all  physicians,  physicists,  biologists 
and  others  connected  with  the  Allied  sciences 
will  be  made  welcome  at  the  Congress. 

The  four  radiological  societies  sponsoring  the 
Congress  who  have  eliminated  their  regular  an- 
nual meetings  for  1933  in  its  favor  are:  The 
American  College  of  Radiology,  the  American 
Radium  Society,  the  American  Roentgen  Ray  So- 
ciety, and  the  Radiological  Society  of  North 
America.  The  Chicago  Roentgen  Society  will 
also  participate. 

Scores  of  visitors  from  Central  and  South 
American  countries  are  expected  to  attend  the 
Congress,  and  invitations  have  been  set  to  Euro- 
pean colleagues.  Over  150  essayists  will  devote 
fifty-five  full  hours  to  the  scientific  program.  The 
six-day  program,  however,  places  the  scientific 
meetings  to  terminate  at  2 :00  p.  m.,  leaving  the 
afternoons  free  for  visiting  the  Century  of  Prog- 
ress World’s  Fair.  Incidentally,  the  Fair  itself 
will  have  remarkable  worthwhile  displays  show- 
ing the  development  of  the  x-rays  and  radium  in 
their  medical  applications. 


Cinchophen.  when  called  Atophan,  costs 
643  per  cent  more. 
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WHY  IS  THE  DOCTOR  THE  LAST  ONE  PAID? 


The  general  public  is  quick  to  take  ad- 
vantage of  conditions.  During  good  times 
people  overbought.  Because  their  next  door 
neighbor  purchased  a new  radio  or  automo- 
bile, so  did  they.  Then  the  saturation  point 
was  reached.  The  public  had  purchased  far 
beyond  their  income,  and  owed  its  salary 
for  years  to  come.  Buying  stopped.  The 
retailer,  wholesaler,  and  manufacturer  was 
overstocked,  and  was  forced  to  cut.  People 
became  unemployed.  Then  because  the 
next  door  neighbor  had  his  income  cut  or 
lost  his  job,  he  started  to  cry  “I  can’t  pay,” 
and  his  neighbor  took  up  the  cry.  Along 
came  the  moratorium — “cancel  my  bill  or 
give  me  more  time,”  the  neighbor  cries,  “I 
can't  pay.”  Then  the  other  neighbor  who 
can  pay  won’t  pay,  because  his  mental  atti- 
tude has  been  warped  by  those  who  really 
couldn’t  pay.  The  creditor  got  the  idea  that 
because  John  Jones  couldn’t  pay,  neither 
could  Bill  Smith — SO — Mr.  Creditor  says, 
“What  is  the  use  of  going  after  my  accounts, 
people  can't  pay.”  After  a while.  Bill  Smith, 
who  is  able  to  pay,  really  believes  he  can’t, 
and  holds  out.  NOW — Why  is  there  more 
money  on  deposit  in  both  postal  and  sav- 
ings banks,  and  more  hoarding  than  ever 
before?  Everybody  wants  two  for  one.  If 
a person  is  supposed  to  pay  $10.00  a month 
on  an  account,  he  only  wants  to  pay  $5.00. 
If  he  owes  a $50.00  bill,  he  only  wants  to 
pay  $25.00;  but  when  Mr.  Creditor  says, 
“no  discount”  and  means  "no,"  and  forces 
Mr.  Debtor  to  pay,  Mr.  Debtor  goes  out  and 
digs  up  the  full  amount — which  all  goes  to 
prove  that  IF  YOU  WANT  YOUR  OUT- 
STANDING MONEY,  YOU  WILL 
HAVE  TO  GO  AFTER  IT— IT  WILL 
NOT  COME  TO  YOU. 

The  National  Recovery  Act  within  a short 
time  will  again  change  public  opinion.  John- 
son says  “Sign  NRA  voluntarily;”  but  un- 


derneath he  means,  if  you  don’t  he  will  do 
it  for  you.  Apply  this  idea  to  your  accounts 
and  it  will  bring  in  money  you  now  consider 
uncollectible.  The  NRA  is  already  bearing 
fruit,  and  changing  your  opinion  toward 
your  outstanding  accounts  will  also  bear 
fruit  for  you. 

To  maintain  a high  percentage  of  collec- 
tion results,  constant  contact  must  be  main- 
tained with  your  debtors.  This  is  not  ac- 
complished by  sending  a statement.  Neglect 
and  failure  to  obtain  the  full  name  of  a pa- 
tient, or  the  responsible  party — the  wife's  or 
husband’s  name  or  names  of  relatives — cor- 
rect address — occupation — employer;  also 
extending  credit  to  those  in  poor  credit  stand- 
ing, will  lessen  your  percentage.  If  you  can- 
not find  time  to  make  contact,  or  find  the 
debtor  has  moved  or  is  stalling,  turn  such 
accounts  to  THE  AMERICAN  MEDICAL 
AND  DENTAL  ASSOCIATION.  INC.,  at 
once.  We  will  not  lose  your  patient  through 
unethical  collection  methods,  but  we  WILL 
collect  your  money.  Your  chance  of  losing 
your  patient  is  greater  when  he  owes  you, 
because  his  pride  will  make  him  go  to  some- 
one else. 

Use  us  as  personal  Credit  Manager. 
When  we  are  sick  we  come  to  you.  When 
a patient  won't  pay,  you  come  to  us.  We 
both  know  our  business.  Time  is  the  most 
important  element  in  collections.  Don  t let 
your  accounts  become  old,  or  you  will  be 
unable  to  locate  your  debtors,  or  they  will 
dispute  and  find  excuses  for  non-payment, 
which  hinders  collection,  also.  The  earlier 
you  turn  in  your  accounts,  the  less  commis- 
sion you  pay,  and  greater  your  results. 

We  collect  a greater  average  for  the  doc- 
tor than  any  other  company.  Make  us  prove 
it.  Turn  in  your  accounts  now.  A phone 
call,  or  a postal  card  will  bring  a represent- 
ative to  your  office. 


SERVING  DOCTORS  EXCLUSIVELY  SINCE  1912 

Collections  MEMBER  NRA  Ratings 

The  American  Medical  and  Dental  Association,  Inc. 

Central  Savings  Bank  Bldg.,  Denver,  Colo. 
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Coming  Meetings: 

American  Protestant  Hospital  Association — Mil- 
waukee, September  8-11. 

American  Hospital  Association  — Milwaukee, 
September  11-15. 

American  College  of  Surgeons — Chicago,  Octo- 
ber 9-12. 

American  Dietetic  Association — Chicago,  Octo- 
ber 9-12. 

Colorado  Hospital  Association — Cosmopolitan 
Hotel,  Denver,  November  15-16. 

* * • 

New  Members  for  the 
Colorado  Hospital  Association 

rJ,HE  Colorado  Hospital  Association  needs 
new  members  to  fill  the  ranks  of  those 
who  have  left  the  hospital  field  in  the  State. 
Each  member  of  the  Association  can  assist 
the  Membership  Committee  by  suggesting 
to  the  hospital  administrators  of  his  com- 
munity who  are  not  members  of  the  Associa- 
tion that  they  should  join  at  once. 

This  is  an  especially  opportune  time  for 
every  hospital  to  become  a member  of  the 
State  Association,  because  the  Association 
group  is  in  touch  with  the  National  Hospital 
Association  in  regard  to  the  National  Re- 
covery Code  program  and  its  effects  upon 
the  hospitals  of  the  country.  Hospitals  that 
are  not  members  of  the  Association  are  hav- 
ing to  depend  upon  those  who  are  members 
to  keep  them  informed  in  this  matter.  By 
joining  the  Association,  a hospital  will  not 
only  gain  the  benefit  of  knowing  what  the 
concerted  action  is  on  the  National  Recov- 
ery Code,  but  he  will  have  an  opportunity 
to  contribute  his  part  toward  the  working 
out  of  the  problems  created  by  the  depres- 
sion and  the  recovery.  These  facts  should 
be  called  to  the  attention  of  non-members 
seeking  information  from  members  of  the 
Association. 


The  National 
Recovery  Code 

'T’he  Committee  of  the  American  Hospital 
Association  representing  the  hospital 
group  met  with  members  of  the  Recovery 
Administration  staff  in  Washington,  on 
Thursday,  August  1 7,  and  secured  a ruling 
which  exempted  the  hospitals  coming  under 
the  purview  of  the  National  Recovery  Act. 
The  ruling,  however,  stated  that  there  was 
nothing  to  prevent  any  employer  or  organi- 
zation, even  though  entitled  to  exemption, 
from  signing  the  President’s  Re-employment 
Agreement  and  conforming  to  its  provisions. 

Any  hospital  which  does  sign  the  Code 
must  abide  by  its  requirements.  The  follow- 
ing is  quoted  from  the  report  of  the  Joint 
Committee  Representing  the  Hospitals  Be- 
fore the  National  Recovery  Administration: 
"Any  hospital  which  contemplates  the  sign- 
ing of  the  President’s  Re-employment 
Agreement  would  be  well  advised  to  take 
the  matter  up  with  its  local  hospital  council 
or  state  hospital  association  and  obtain  a 
consensus  of  local  hospital  opinion  regard- 
ing the  effect  of  such  an  action  upon  other 
local  hospitals.  No  action  should  be  taken 
which  is  contrary  to  the  legitimate  interests 
of  the  hospitals  of  the  community  or  that 
would  embarrass  them  in  their  customary 
public  relations.’ 

* <«  <4 

THE  AMERICAN  HOSPITAL  ASSOCIATION 
ANNUAL  MEETING 

The  annual  meeting  of  the  American  Hospital 
Association  will  be  held  in  Milwaukee,  Wisconsin, 
September  11  to  15.  The  headquarters  of  the 
convention  will  be  at  the  Hotel  Schroeder.  Ex- 
hibits and  scientific  sessions  will  take  place  at 
the  Municipal  Auditorium.  The  Protestant  group 
will  hold  its  meeting  at  the  Hotel  Pfister. 

The  American  Hospital  Association  meeting  will 
be  one  of  the  most  important  ever  held  by  the 
Association.  The  new  Recovery  Code  will  be 
thoroughly  discussed,  and  the  group  will  decide 
whether  or  not  the  hospitals  should  draw  up  their 
own  code.  The  entire  program  will  be  of  its 
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In  introducing  these  wines  to  you  we  want  you  to 
fully  understand  that  these  wines  are  NATURAL, 
OLD  WINES — dealcoholized  to  the  legal  point. 

Why  old  wines?  Simply  because  it  is  impossible 
to  dealcoholize  a new  wine  because  a new  fermentation 
will  take  place.  They  have  not  JUST  been  made  for 
this  market  as  they  have  been  on  sale  in  Germany  for 
30  years — successfully. 

There  have  been  no  additions,  NO  MIXTURES,  no  “quick 
ripeners,”  no  curatives,  correctives,  nor  preservatives.  They 
have  been  made  like  wines  should  be  made  and  taste  like  good 
wines  should  taste. 

We  know  that  this  explaining  will  not  totally  convince 
you,  and  that  you  will  want  to  convince  yourself.  This  is  ex- 
actly what  we  want,  but  we  ask  one  thing — give  the  wine  a 
sporting  chance — give  it  a chance  to  prove  its  goodness.  Ice 
it  well — drink  it  out  of  a good,  thin  wine  glass  so  that  you 
can  fully  appreciate  the  fine  flavor  and  the  fragrant  bouquet. 
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usual  excellent  quality.  Every  Colorado  hospital 
superintendent  who  can  possibly  arrange  to  be 
there  should  do  so. 


COLORADO  HOSPITAL  ASSOCIATION 
ANNUAL  MEETING 


November  15  and  16  has  been  designated  as 
the  time  for  the  meeting  of  the  Colorado  Hospital 
Association.  It  will  be  held  at  the  Cosmopolitan 
Hotel,  Denver,  Colorado.  The  banquet  will  take 
place  on  Wednesday  evening,  the  fifteenth.  The 
Program  Committee  is  at  the  present  time  in  the 
midst  of  formulating  the  program.  If  you  have 
any  topics  which  you  wish  to  have  discussed, 
and  will  make  your  wishes  known  to  the  Program 
Committee,  they  will  be  glad  to  make  a place  on 
the  program  for  such  subjects.  The  Committee 
is  making  every  effort  to  have  this  year’s  program 
surpass  the  very  successful  one  last  year. 


HOSPITAL  COOPERATIVE 
COUNCILS* 

ROBERT  B.  WITHAM 

Director  Children's  Hospital 
DENVER 

I was  happy  to  accept  the  assignment  on 
the  subject  “Hospital  Cooperative  Councils" 
made  by  the  program  committee  some  weeks 
ago  as  it  is  more  or  less  a hobby  with  me 
and  for  some  time  I had  been  thinking  more 
or  less  about  a definite  type  of  cooperative 
council  for  hospitals  in  our  own  city.  I have 
take  occasion  to  look  into  the  subject  in  or- 
der to  give  you  some  light  on  what  has  been 
done  elsewhere,  the  results  accomplished, 
and  offer  some  suggestions  on  the  question 
with  direct  relation  to  our  own  city  and 
state.  I do  not  expect  you  all  to  agree  with 
my  suggestions;  as  a matter  of  fact  my  aim 
in  writing  this  paper  was  to  bring  about  dis- 
cussion on  this  subject  and  to  leave  thoughts 
with  you  that  might  lead  you  to  study  what 
can  be  accomplished  in  this  respect  in  your 
own  organization,  city,  or  community.  I 
find  that  the  subject  “Hospital  Cooperative 
Councils  includes  two  types:  first,  that  of 
the  internal  organization  of  the  individual 
hospital,  and  second,  that  of  a hospital 
group. 

In  our  hospital.  The  Children’s  Hospital, 
we  have  an  example  of  the  former  type.  For 
the  purpose  of  illustration  I shall  describe  the 
composition  and  operation  of  our  Council, 

♦Presented  before  the  annual  meeting  of  the 
Colorado  Hospital  Association  at  Colorado 
Springs,  November  11,  1932. 
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of  Floor  Cleaning,  Scrubbing,  Waxing,  Polishing.  Spray 
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OBSTETRIC  NAPKINS 
CRESOLIS  COMPOSITUS 
DEODORANTS 
FLOOR  WAXES 


NEUTRAL  CLEANING  SOAPS 
INFANT’S  LIQUID  SOAP 
LIQUID  TOILET  SOAPS 
GREEN  SOAP  U.  S.  P. 


HOSPITAL  SOAP  EQUIPMENT 

“ Everything  for  the  Sanitation  and  Maintenance  of  Hospitals  and  Institutions” 


In  the  Successful  Treatment  of 


MUCOUS  COLITIS 


DRYCO  is  digested  and  as- 
silimated  when  other  foods 
fail  and  because  of  the 
added  vitamin  D content, 
babies  receive  automatic 
protection  against  Rickets, 
the  most  common  nutri- 
tional disease  of  infancy 
and  childhood. 


THE  DRY  MILK  CO.,  Inc. 

Dept.  C,  205  East  42nd  St., 
New  York,  N.  Y. 


Please  send  reprints:  Mucous 
Colitis  in  Infants — Its  Etiol- 
ogy and  Treatment  (Case  Re- 
ports); Acute  & Habitual 
Vomiting  in  Infants;  Diar- 
rhea; Milk  Irradiated  by  the 
Carbon  Arc  Lamp  (Abs.);  The 
Prevention  and  Cure  of  Rick- 
ets through  Irradiated  Milk; 
Dryco— The  Irradiated  Milk 
(Booklet). 


An  Eminent  Authority  Has  Found  that  infants  require 
but  little  feeding  during  the  acute  stage  after  which 
he  puts  the  baby  on  DRYCO: 


“I  put  the  baby  on  small  quantities  of  Dryco,  full 
strength,  and  gradually  increased  the  amount  of  each 
feeding  as  the  child  improved  and  could  take  more.  No 
vomiting  occurred  after  the  dextrose  and  buffer  salts 
were  given.  With  three  days  of  Dryco  feeding,  the 
stools  became  of  a normal  consistency  and  were  free 
of  mucus.  The  appetite  rapidly  returned.”  (Arch. 
Pediat.,  Vol.  XLIX,  No.  2,  Feb.,  1932). 

PRESCRIBE 


DRYCO 


Made  from  superior  quality  milk  from  which  part 
of  the  butterfat  has  been  removed,  irradiated  by  the 
ultraviolet  ray,  under  license  by  the  Wisconsin  Alum- 
ni Research  Foundation  (U.  S.  Patent  No.  1,680,818), 
and  then  dried  by  the  "Just”  Roller  Process. 

All  Dryco  in  the  Hands  of  Druggists  Is  Irradiated 
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Economy  in 

Liver  Therapy 

DoCTOR  William  P.  Murphy  of  the  Peter  Bent 
Brigham  Hospital,  Boston,  Mass.,  recommends  (Journal 
A.  M.  A.,  March  26,  1932),  the  use  of  intramuscular 
injections  of  material  derived  from  100  grams  of  liver 
as  an  economical  and  satisfactory  method  of  treating 
pernicious  anemia. 

Solution  Liver  Extract  J&ederle 

provides  such  a concentrated  product.  It  is 
marketed  in  packages  of  three  vials.  It  is 
thus  convenient  for  carrying  out  the  effec- 
tive dosage  as  recommended  by  Murphy 

Full  information  upon  request 

LEDERLE  LABORATORIES  INC. 

Distributed  by 

HEALY  & OWENS 

1400  Larimer  Denver,  Colorado 


WHEEL  CHAIRS  FOR  SALE  OR  RENT 

WM.  JONES 

Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 
Phone  KEystone  2702 
Denver,  Colo. 


which  is  truly  cooperative.  After  all,  what 
is  more  essential  in  the  administration  of  any 
organization  than  cooperation?  Our  Coun- 
cil consists  of  every  departmental  head; 
namely,  the  Director,  the  Superintendent, 
Admission  Clerk,  Accountant,  Storekeeper, 
Director  of  Medical  Social  Service,  Chief 
Resident  Physician,  Senior  X-Ray  Tech- 
nician, Physiotherapist,  Pharmacist,  Patholo- 
gist, Superintendent  of  Nurses,  Director  of 
Nursing  Education,  Director  of  Nursing 
Procedures,  Instructor  of  Practical  Pedi- 
atrics, Chemistry  Instructor,  Supervisor  of 
Milk  Laboratory,  Supervising  Nurse  from 
each  floor,  Supervisor  of  Central  Service, 
Anesthetist,  Record  Librarian,  Dietitian,  and 
the  Chief  Engineer.  The  Council  meets  at 
11  a.  m.  on  the  third  Friday  of  each  month, 
the  day  following  the  meeting  of  the  Board 
of  Directors.  This  date  is  selected  in  order 
that  any  matters  of  importance  or  changes 
in  policy  brought  about  at  the  Board  of  Di- 
rectors meeting  may  be  taken  up  immediate- 
ly with  the  entire  corps  of  department  heads. 
This  eliminates  misunderstanding  and  fric- 
tion that  often  arises  when  one  department 
head  is  not  aware  of  a change  effected  in 
another  department.  The  Director  of  the 
Hospital  is  the  permanent  chairman  and  his 
Secretary  the  secretary  of  the  council.  At- 
tendance at  meeting  is  compulsory;  absence 
is  excused  only  when  the  presence  of  the 
department  head  is  demanded  in  her  depart- 
ment. 

The  purpose  of  this  meeting  is  to  have  a 
friendly  discussion  of  our  family  problems, 
and  we  strive  for  a friendly  atmosphere  at 
all  times  rather  than  for  a cold,  superficial, 
over-dignified  air  which  we  sometimes  see. 
We  are  all  engaged  in  our  various  positions 
for  the  common  good  of  serving  humanity 
and  appreciate  the  fact  that  one  department 
head  is  as  equally  important  in  this  role  as 
the  other.  One  department  head  could  not 
operate  any  hospital  successfully  even 
though  some  individuals  are  so  over-im- 
pressed with  their  ability  that  they  fail  to 
appreciate  the  fact  that  a hospital  is  not  a 
one-man  institution.  I know  of  no  other  or- 
ganization that  requires  to  such  a large  de- 
gree that  cooperative  spirit  and  combined 
ability  of  all  for  its  success.  Our  council 
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over  145°.  Automatic  fillers  and  cappers  that  seal  each  bottle,  ready  for  your  use. 
Every  bottle,  before  it  is  filled  with  FRINK  milk,  is  individually  soaked,  sterilized, 
and  cleaned  inside  and  out,  rinsed  and  dried. 
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INTERNATIONAL  MEDICAL  ASSEMBLY 


INTER-STATE  POSTGRADUATE  MEDICAL  ASSOCIATION 
OF  NORTH  AMERICA 

Public  Auditorium,  Cleveland,  Ohio,  October  16-17-18-19-20,  1933 

OFFICERS  OF  THE  ASSOCIATION 

President, 

DR.  WILLIAM  J.  MAYO.  Rochester.  Minn. 

President-Elect, 


DR.  JOHN  M.  T.  FINNEY.  Balt  in.  ore.  Md. 
Presidents  of  Clinics, 

DR.  EDWARD  W.  ARCHIBALD.  Montreal,  Canada 
DR.  CHARLES  H.  MAYO,  Rochester.  Minn. 
Managing-Director, 

DR.  WILLIAM  B.  PECK,  Freepost.  111. 


OFFICERS  OF  THE  ASSOCIATION 

Secretary. 

DR.  TOM  B.  THROCKMORTON,  Des  Moines.  Iowa. 
Treasurer  and  Director  of  Foundation  Fund, 

DR.  HENRY  G.  LANGWORTHY,  Dubuque  Iowa. 

Director  of  Exhibits, 

DR.  ARTHUR  G.  SULLIVAN,  Madison,  Wis. 

Speaker  of  the  Assembly, 

DR.  GEORGE  V.  I.  BRUWN,  Milwaukee.  Wis. 

Chairman,  Program  Committee, 

DR.  GEORGE  W.  CRILF,  Cleveland.  Ohio. 


ALL  MEDICAL  MEN  AND  WOMEN  IN  GOOD 

Intensive  Clinical  and  Didnetie 

The  following  is  a major  list  of  members  of  the 


Irvin  Abell,  Louisville.  Ky 
Edward  W.  Archibald,  Montreal.  Canada. 
Lewellys  F.  Barker,  Baltimore,  Md. 
Edward  L.  Bautr,  Philadelphia,  Pa. 
Arthur  Dean  Bevan,  Chicago,  111. 

P.  Brooke  Bland,  Philadelphia,  Pa. 
Harlow  Brooks,  New  York,  N.  Y 
Alan  G.  Brown,  Toronto,  Canada. 

George  V.  !.  Brown,  Milwaukee,  Wis. 
Hugh  Cabot.  Rochester,  Minn 
Henry  A.  Christian,  Boston,  Mass. 

Arthur  C.  Christie,  Washington.  D.  C. 
George  W.  Crile,  Cleveland,  Ohio. 

Elliott  C.  CutPr,  Boston.  Mass. 

Walter  E.  Dandy,  Baltimore.  Mi. 

Charles  A.  Elliott,  Chksigo,  ID- 
John  F.  Erdmann,  N«w  York,  N.  Y. 

John  M.  T.  Finney.  Baltimore.  Md. 


Program 

profession 
John  R.  Fraser,  Montreal,  Canada. 
Charles  H Frazier,  Philadelphia  Pa. 
William  D.  Haggard,  Nashville,  Tenn. 
William  B.  Hendry,  Toronto.  Canada. 
Elliott  P.  Joslin,  Boston.  Mass. 

E.  Starr  Judd,  Rochester,  N.  Y. 
Frederick  J.  Kaiteyer,  Philadelphia,  Pa. 
Louis  J.  K am  os  h,  Cleveland,  Ohio. 

Frank  C.  Knowles,  Philadelphia,  Pa. 
Frank  H.  Lahey,  Boston,  Mass. 

Burton  J.  Lee,  New  York,  N.  V. 

Dean  D.  Lewis,  Baltimore,  Md. 

Fielding  0.  Lewis,  Philadelphia,  Pa 
Warfield  T.  Longcoae,  Baltimore,  Md. 
William  E.  Lower,  Cleveland,  Ohio. 
Willis  F.  Manges,  Philadelphia,  Pa. 

W.  McKim  Marriott,  St.  Louis,  Mo. 
Charles  H.  Mayo,  Rochester,  Minn. 


CORDIALLY  INVITED 

Authorities 

take  part  on  the  program: 
William  J.  Mayo,  Rochester.  Minn. 

Joseph  F.  McCarthy,  New’  York.  N.  Y. 
Jrmes  H.  Means,  Boston,  Mass. 

John  J.  Moorhead,  New  York,  N.  Y. 

George  P.  Muller,  Philadelphia,  Pa. 

Howard  C.  Naffzigfr,  San  Francisco,  Calif. 
Gordon  B.  New,  Rochester,  Minn. 

Bernard  H.  Nichols,  Cleveland.  Ohio. 

Fred  W.  Rankin,  Lexington.  Ky. 

William  E.  Robertson,  Philadelphia.  Pa. 
Leonard  G.  Rowntree,  Philadelphia,  Pa. 

Otto  H.  Schwartz,  St.  Louis,  Mo. 

Roy  W.  Scott,  Cleveland.  Ohio. 

Elsworth  S.  Smith,  St.  Louis.  Mo. 

Cyrus  C.  Sturgis,  Ann  Arbor.  Mich. 
Waltman  Walters,  Rochester.  Minn. 

Joseph  T.  Wearn,  Cleveland.  Ohio 
Hugh  H.  Young.  Baltimore.  Md. 
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It  supplies  those  bases 
needed  to  maintain  an 
alkali  reserve,  i.  e.,  cal- 
cium and  magnesium  bi- 
carbonates and  bicarbo- 
nate and  potassium  sul- 
phate. 


The 

Manitou  Mineral  Water  Go. 
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meeting  opens  with  a brief  summary  of  the 
past  month’s  operation  of  the  hospital,  show- 
ing its  relation  to  various  departments  and 
the  increase  or  decrease  in  service  rendered. 
Complaints  received  since  the  last  meeting 
are  reviewed  and  constructive  criticism 
given  where  needed.  In  this  connection  I 
wish  to  say  with  emphasis  that  the  import- 
ance of  giving  praise  to  the  departments 
that  have  shown  improvement  or  that  have 
put  forth  extra  effort  toward  economy  is  not 
overlooked.  Credit,  too,  is  given  the  indi- 
vidual who  makes  suggestions  for  improve- 
ments that  will  mean  better  service  to  our 
patients.  Taking  credit  for  another’s  idea 
destroys  initative  as  well  as  confidence. 
When  time  permits,  some  one  of  the  mem- 
bers in  turn  gives  a fifteen-minute  report  on 
the  work  of  his  or  her  department.  This,  to 
me,  is  an  important  feature  as  it  shows  how 
well  that  supervisor  knows  his  department 
and  also  the  relation  of  that  department  to 
the  hospital  as  a whole.  Questions  pre- 
sented by  the  members  are  opened  for  dis- 
cussion; recommendations  are  made;  or,  if 
necessary,  special  committees  are  appointed 
to  make  further  investigation.  At  these 
meetings  each  department  head  is  ques- 
tioned about  his  or  her  department,  and  any 
problems,  suggestions,  or  complaint  are 
given  full  consideration. 

During  the  winter  months  our  meetings 
are  held  in  the  evening  with  a social  hour 
at  the  close  when  refreshments  are  served 
by  the  senior  class.  A minimum  charge  is 
made  for  these  and  the  funds  go  to  the  senior 
class  for  their  various  activities.  There  are 
many  other  features  that  can  be  introduced 
to  advantage  in  these  meetings  that  will  lead 
toward  cooperation,  a better  understanding, 
and  a knowledge  of  all  the  departments  in 
the  individual  hospital.  To  my  mind,  such 
a council  is  the  one  method  for  fostering 
good  will  and  efficiency  within  an  organiza- 
tion. 

The  second  type  of  ‘ Hospital  Cooperative 
Councils"  is  the  group  council.  In  this  a 
number  of  hospitals  in  a city  agree  to  join 
in  a meeting  at  regular  stated  intervals  and 
strive  to  promote  efficiency  and  cooperation 
between  the  various  interested  hospitals 
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DOCTOR: 

A few  flowers  in  your  office  help  give  cheer  and 
courage  to  those  who  come  to  you  for  aid.  Let  us 
supply  you.  Call  PEarl  0622. 


POSTGRADUATE  COURSE 
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A House  Doctor  Is  Appointed  X-ray,  Basal  Metabolism,  Electrocardiography 

July  1st  and  January  1st  and  Physical  Therapy 

150  clinical  patients  daily  provide  material  for  classes.  Positions  with  attractive  salaries  in 
hospitals  and  with  group  doctors  await  qualified  Technicians. 

For  particulars  regarding  either  course  write 
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The  requirements  of  the  Medical  Pro- 
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WHERE  YOU  WILL  MEET  YOUR 
FRIENDS  IN  THE  MEDICAL 
PROFESSION,  SEPTEM- 
BER 14,  15  and  16,  1933 


Just  to  remind  you 
GEORGE  W.  MATTSON 

writes  insurance 
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226  Republic  Bldg.  KEystone  6495 


and  to  meet  the  hospital  needs  of  the  com- 
munity. In  a large  city  this  may  be  limited 
to  certain  groups  of  hospitals,  such  as  in- 
dustrial, church,  state  and  municipal  hos- 
pitals. However,  in  the  average  city  such 
as  Denver,  it  might  well  include  all  of  the 
hospitals  in  the  aforementioned  classifica- 
tions. The  meetings  of  such  a cooperative 
council  could  well  be  rotated  from  one  hos- 
pital to  another  but,  better  yet,  held  down- 
town in  one  of  the  clubs  or  tea  rooms  where 
the  representative  members  could  be  free 
from  the  duties  that  befall  them  at  the  hos- 
pital. An  hour  could  be  spent  in  profitable 
round  table  discussion  of  mutual  problems 
including  such  timely  common  subjects  as 
general  administration,  medical  service,  pub- 
lic relations  and  legislation  and  publicity, 
public  health,  social  service,  purchase  of  sup- 
plies, accounts,  central  clearing  house  for 
hospital  information,  and  personal  relations. 
Two  of  these  subjects,  namely  Accounts  and 
Central  Clearing  House  for  Hospital  Infor- 
mation, deserve  comment  at  this  time.  Hos- 
pitals. more  than  other  organizations,  suffer 
from  bad  accounts.  We  are  the  victims  of 
circumstances  because  of  the  general  atti- 
tude of  the  public  towards  hospitals,  the  re- 
sult of  the  complicated  social  set-up  over 
the  country  resulting  from  a period  of  over- 
prosperity. (This,  of  course,  refers  to  the 
past,  not  the  present,  for  unfortunately  the 
pendulum  has  swung  out  of  balance  to  the 
other  side  the  past  few  years.)  During  the 
period  of  prosperity,  funds  were  more  easily 
obtained;  the  public  was  philanthropically 
minded  and  there  was  a more  or  less  cen- 
tralized movement  toward  hospitalization 
and  medical  care  without  cost  brought  about 
by  the  extremely  liberal  policy  of  the  fed- 
eral government  toward  the  veteran.  That 
was  justifiable  then,  but  it  has  had  its  influ- 
ence on  the  general  attitude  of  the  public, 
and  we  are  faced  with  the  problem  of  pro- 
viding hospitalization  for  all  who  ask  it. 
With  this,  too,  is  that  problem  of  giving  hos- 
pitalization to  those  who  have  suffered  un- 
employment and  are  unable  to  meet  the  cost 
of  medical  care.  With  this  in  turn  we  are 
faced  with  the  problem  of  handling  those 
who  can  but  won't  pay  their  hospital  bills 
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Republic  Orthopedic  Shoe  Co.,  August  22,  1933. 

Denver,  Colo. 

Gentlemen : 

Your  advertising-  in  Colorado  Medicine  during  the  past  year  has  created  much  favorable 
comment.  It  occurs  to  us  that  it  might  be  a good  idea  to  "back  up”  your  advertising  with 
a comprehensive  exhibit  at  the  annual  convention  in  Colorado  Springs  next  month.  Our 
members  would  probably  like  to  look  over  your  line  of  Orthopedic  Footwear.  Please  advise 
us  if  this  suggestion  meets  with  your  approval. 

Yours  truly, 

COLORADO  MEDICINE, 
HARVEY  T.  SETHMAN,  Managing  Editor. 


REPUBLIC  ORTHOPEDIC  SHOE  CO. 

'A-~  Sixteenth  St.,  Denver,  Colorado 

Colorado  Medicine,  August  23,  933. 

Denver,  Colorado. 

Gentlemen : 

Thanks  for  the  suggestion  contained  in  your  letter  of  yesterday,  which  meets  with  our 
approval. 

We  will  have  on  display  at  the  convention  a complete  line  of  Orthopedic  Footwear,  in- 
cluding the  items  that  many  physicians  have  approved  for  their  own  wear. 

Yours  truly, 

REPUBLIC  ORTHOPEDIC  SHOE  CO. 

Per  A.  C.  HAAKER. 


DEAR  DOCTOR 

Do  you  find  it  difficult  to  prescribe  a shoe  for  your  patients  that  you 
really  feel  will  give  the  right  degree  of  cooperative  assistance,  both  during 
and  following  the  period  of  treatments?  ...  A shoe  of  which  you  can 
say  with  absolute  confidence:  “I  know  this  shoe  is  correct.” 


Real  Orthopedic 
shoes  fitted 
correctly  by  men 
who  are  thoroughly 
trained  to  fit  the 
most  difficult  cases. 

Our  entire  line  of  Orthopedic  Shoes  on  display  at  your  annual  meeting 

in  Colorado  Springs 

Doctors  are  invited  to  send  or  bring  their  patients  to  this  store. 

REPUBLIC  ORTHOPEDIC  SHOE  CO. 

Dyke  Lollar  327  SIXTEENTH  STREET  A.  C.  Haaker 

Street  Floor  Republic  Building  MAin  6024 
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This  situation  could  be  relieved  to  a great 
extent  by  the  establishment  of  a central 
clearing  house  which  would  give  a record  of 
bad  accounts  for  the  confidential  use  of 
members  of  the  Hospital  Cooperative  Coun- 
cil. 

Perhaps  one  of  the  outstanding  hospital 
cooperative  councils  is  that  of  Cleveland. 
Ohio,  an  association  incorporated  for  mu- 
tual benefit.  The  hospitals  have  a common 
obligation,  according  to  agreement,  to  assist 
each  other  by  coordination  of  action  and  by 
the  development  of  the  most  efficient  meth- 
ods in  the  performance  of  their  functions. 
The  Council's  purpose  includes  the  simplifi- 
cation of  problems  of  management,  preven- 
tion of  duplicated  effort,  elimination  of 
waste,  reduction  of  costs,  improvement  of 
services,  education  of  the  public,  initiation 
and  approval  of  wise  local  and  state  legisla- 
tion, and  other  similar  activities  which  will 
promote  the  common  interests  of  its  mem- 
bers. 

"Concerted  action  for  common  benefits 
has  been  the  story  of  the  Cleveland  Hos- 
pital Council.  The  accomplishments  of  a 
number  of  years  are  not  the  result  of  the 
wielding  of  autocratic  power  or  the  activ- 
ities of  any  one  person.  They  are  the  result 
of  the  best  cooperative  efforts  of  many  ca- 
pable hospital  trustees,  superintendents,  and 
other  persons  genuinely  interested  in  the  de- 
velopment and  advancement  of  the  hospital 
service  of  the  community.  This  agency,  be- 
ginning as  an  informal  voluntary  association 
and  later  incorporated,  first  served  its  mem- 
bership from  a small  single  office  with  a staff 
of  two  persons.  Today,  it  occupies  2,000 
square  feet  of  office  space  and  has  a paid 
staff  of  seventeen  persons.  Its  first  budget 
was  $6,000.00;.  a recent  budget  was  $46,- 
745.00.  Appropriations  to  carry  on  its  ac- 
tivities are  provided  by  the  Cleveland  Com- 
munity Fund.  Twenty  hospitals  (two  tax- 
supported,  and  eighteen  public  charitable 
hospitals)  constitute  the  membership.  Each 
hospital  appoints  three  representatives— us- 
ually a trustee,  the  executive  officer  of  the 
hospital,  and  a visiting  member.  These,  at 
the  annual  meeting,  elect  the  Board  of  Trus- 
tees and  officers  of  the  Hospital  Council. 
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Building  and  Loan  Shares 

7%  Full  Paid  Shares 
7%  Installment  Shares 
6%  Optional  Payment  Shares 

We  invite  you  to  investigate 
this  desirable  form  of  invest- 
ment. Let  our  representative 
help  you  select  the  plan  you 
want. 


We 

EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A Permanent  Guarantee  Capital  Ass’n 
Under  State  Supervision 


Solving  an  old , old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDS0R-MEAD0W  GOLD 


MAin  5131 
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Entrance  to  Palmer  Hall 


COLORADO  COLLEGE 

Colorado  Springs,  Colorado 

Accredited — Coeducational 

Offering  interesting  courses  in  the 
Schools  of  ARTS  AND  SCIENCES, 
LETTERS  AND  FINE  ARTS,  THE 
NATURAL  SCIENCES,  THE  SO- 
CIAL SCIENCES. 

Charles  Christopher  Mierow,  Ph.D.,  LL.D., 
L.H.D.,  President. 


We 

Porter  Sanitarium 
and  Hospital 

A Quiet , Restful 
Environment, 
Modern  in  Appointment 
and  Equipment 


Members  of  the  Colorado  State 
Medical  Society  welcomed  to 
to  our  staff. 

2525  SOUTH  DOWNING  ST. 
PEarl  3721  Denver 


THE  CHILDREN’S  HOSPITAL  ASSOCIATION 

of  DENVER 

NON-SECTARIAN NON-PROFIT 

Providing  medicinal  and  surgical  aid  to  sick  and  crippled  children  of  the  Rocky 
Mountain  Region  from  Birth  to  Maturity 

Every  modern  scientific  aid  available  to  the  physicians  and  surgeons  of  Colo- 
rado and  Wyoming 

Rated  Class  A Full  Three-Year 

By  A.  C.  S.  and  A.  M.  A.  Nurses’  Training  Course 
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SAINT  LUKE’S  HOSPITAL 


Under  the  Supervision  of  the  Protestant  Episcopal  Church 


MEDICAL,  SURGICAL,  OBSTETRICAL 
ORTHOPEDIC  and  PEDIATRIC  SERVICES 


225  Beds — 32  Bassinets 


Fully  Equipped  for  Scientific  Diagnosis  and  Treatment 
Roentgenologist  and  Pathologist  Constantly  Available  for  Consultation 


Established  1881 


Pearl  St.  at  Nineteenth 
Denver 


AIR  VIEW  of  the  COLORADO  SPRINGS  PSYCHOPATHIC  HOSPITAL 
A Private  Hospital  for  Nervous  and  Mental  Diseases 

Situated  in  a beautiful  valley  two  miles  south  of  Colorado  Springs,  which  is  nationally  known 
as  a health  center.  New  building  for  mild  cases  of  Functional  Neurosis,  affording  complete 
classification  of  patients.  Home-like  surroundings,  scientific  medical  treatment  and  nursing 
care.  Booklet  and  rates  on  application.  E.  J.  Brady,  M.  D..  Superintendent.  Colorado  Springs. 
Colorado. 


SUPPORT  tOl'lt  ADVERTISERS 


September,  1933 


T wenty-Three 


CRAGMOR 

SANATORIUM 

The  Cragmor  Sanatorium  is  an  institution  designed  especially  for  the 
treatment  of  tuberculosis;  but,  building  upon  the  soundest  principles  of 
medical  science  always,  it  also  recognizes  a need  for  mental  buoyancy. 

There  is  ever  an  air  of  human  happiness  about  the  place — caught  perhaps 
from  the  sunshine,  the  freshest  of  mountain  air,  the  delight  of  days  that 
will  not  allow  one  to  remain  ill! 

Well  up  on  the  rise  of  Austin  Bluffs,  five  miles  from  the  heart  of  Colorado 
Springs,  Cragmor  commands  an  excellent  panorama  of  Pikes  Peak  and  the 
Rampart  Range.  Restful  but  not  oppressive  quiet  pervades  everywhere. 

Cragmor  Village,  in  connection  with  Cragmor  Sanatorium,  occupies  the 
wide  swing  of  Austin  Bluffs  to  the  east  of  the  sanatorium  proper  and  con- 
sists of  eighteen  commodious  homes  where  the  patients  may  continue  con- 
valescence under  the  supervision  of  the  Cragmor  Staff. 

For  Further  Information  Write  to  the  COLORADO  SPRINGS 

Physician-in-Chief  COLORADO 


WOODGROFT  HOSP  IT  AD-PUEBLO,  COLORADO 

Woodcroft  Hospital  was  established  in  1896  by  Dr.  Hubert  Work,  since  which  time  over  six 
thousand  cases  have  been  treated.  The  ideal  climate  of  Pueblo,  which  enjoys  almost  daily  sun- 
shine, is  an  advantageous  factor  in  the  location  of  this  hospital.  The  hospital  is  arranged  to 
care  for  all  forms  of  nervous  and  mental  diseases,  allowing  segregation  of  the  different  types 
and  thus  avoiding  unpleasant  contacts.  In  addition  to  the  strictly  neuropsychiatric  cases  we  also 
specialize  in  the  treatment  of  drug  addiction  and  alcoholism.  Hydrotherapy,  physiotherapy,  physi- 
cal exercise  and  other  therapeutic  measures  are  employed  when  indicated.  Special  emphasis  is 
placed  upon  occupational  therapy,  individual  care  and  attention,  and  an  endeavor  to  make  the 
surroundings  as  homelike  as  possible.  Tennis,  croquet,  pool,  miniature  golf  course  and  radio 
offer  means  of  recreation.  The  accommodations  range  from  single  room  with  or  without  bath 
to  rooms  en  suite.  Illustrated  booklet  will  be  sent  on  request. 

For  detailed  information  and  reservations  address 

CRUM  EPLEH,  M.D.,  Superintendent 

P.  A.  DRAPER,  M.D.,  Resident  Physician  F.  M.  HELLER,  M.D.,  Neurologist  and  Internist 
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MULTIGRAPHING 

MIMEOGRAPHING 

ADDRESSING 

MAILING 

Promptness  and  Fair  Prices 

CHRISTY  LETTER  SHOP 

1824  California  St.  MAin  7965 

Ground  Floor  Denham  Bldg. 


Small  Animal 

Hospital 

jj| jjMr  k ^ \Vj| 

Expert  animal  surgery 

made  possible  by  mod- 

ern  equipment. 

DR.  H. 

G.  WEIGAND 

DR.  M. 

E.  SPRATLIN 

2750  South  Broadway  Phone  SPrnee  0391 

Denver 

A'  Zinc  Etchings  ^ 

^ Color  Plates  - Half  Tones  '^Ss 

Seeleman-Ehret 

Photo  €ngm\)evs 


Taboi' 


1950  ^ 

Champa  ^ 

Street  > 


DenVer  w Colorado 


24-HOUR  SERVICE 

AMBULANCE  and 

PULMOTOR  SERVICE 

DAY  AND  NIGHT  PHONE 

Main  830 

John  E.  Wylie,  Mgr. 

112  Exchange  Place,  Colo.  Springs,  Colo. 
Packard  Invalid  Sedan 
Regular  Equipped  Ambulance 


The  members  meet  at  least  four  times  a year 
but  the  board  of  trustees,  which  is  largely 
responsible  for  the  conduct  of  affairs,  meets 
at  least  once  a month.  Use  is  made  of  spe- 
cial committees  for  advisory  purposes  on 
such  matters  as  legislation,  collections,  pur- 
chasing, and  standards. 

The  Hospital  Council  from  its  very  be- 
ginning has  been  democratic  and  represen- 
tative in  character.  Its  governing  body  of 
trustee  is  vested  only  with  limited  powers. 
No  right  of  supervision  or  control  over  the 
constitutent  member  hospitals  exists.  The 
Council  can  do  only  what  the  members 
agree  to  do  and  authorize  to  be  done  by 
their  agent.  Even  then,  its  acts  are  not 
necessarily  binding  upon  the  member  hos- 
pitals for  each  member  is  controlled  by  its 
own  board  of  trustees.  Neither  by  expres- 
sion or  by  implication  does  there  exist  any 
centralized  control. 

The  Hospital  Council,  with  its  repre- 
sented hospitals,  may  be  likened  to  a certain 
voluntary  or  incorporated  associations  of 
large  business  corporations.  In  general,  its 
object  is  to  preserve  and  promote  the  com- 
mon interests  of  the  constitutent  members. 
It  is  agreed  that  hospitals  have  a common 
obligation  to  assist  others.  The  program  of 
the  Council  including  the  following  policies: 

1.  To  adopt  business  economies  found 
wise  locally  or  elsewhere,  such  as  the  store- 
room system  of  control  and  distribution  of 
supplies  and  cooperative  buying. 

2.  To  adopt  uniform  accounting  sys- 
tems— uniform,  at  least,  in  the  essential  par- 
ticulars of  modern  hospital  accounting, 
which  will  make  it  possible  at  all  times  to 
give  the  public  an  intelligent  statement  of 
the  work  done  and  the  unit  cost  of  the  same. 
(This  to  me  is  something  in  which  the  Amer- 
ican Hospital  Association  could  aid  mate- 
rially, for  we  all  know  the  futility  of  attempt- 
ing comparison  of  costs.) 

3.  To  promote  the  feeling  of  responsi- 
bility on  the  part  of  hospitals  to  know  and 
to  better  the  social  factors  influencing  their 
patients  as  individuals  and  members  of  the 
community. 

4.  To  keep  informed,  through  the  central 
organization,  of  all  legal  matters  and  all  leg- 
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DOCTOR!  You  Are  Invited  to  Attend  . . . 

The  Oklahoma  City  Clinical  Society’s 

FOURTH  ANNUAL  FALL  CLINICAL  CONFERENCE 

October  30th  to  November  2nd,  1933 


FOURTEEN  DISTINGUISHED  GUEST  LECTURERS 


DR.  HARLOW  BROOKS,  Int.  Med New  York 

Prof.  Emer.  Med.,  U.  and  Bellevue  Hosp  Med.  Col. 

DR.  ALAN  BROWN,  Pediatrics Toronto 

Prof.  Pediatrics,  Univ.  of  Toronto  School  of  Med. 

DR.  ISIDORE  COHN,  Surgery New  Orleans 

Prof.  Clin.  Surgery,  Tulane 

DR.  HAROLD  N.  COLE,  Dermatology ..  .Cleveland 
Prof.  Dermatology,  Western  Reserve  School  of  Med. 

DR.  FREDERICK  A.  COLLER,  Surg.  ..Ann  Arbor 
Prof.  Surg.  Univ.  of  Mich.  Med.  School 

DR.  HERBERT  M.  EVANS,  Endocronology . Berkeley 
Prof.  Anatomy,  Univ.  of  Calif.  School  of  Med. 

DR.  MORRIS  FISHBEIN,  Internal  Med. ..  Chicago 
Editor  Journal  American  Medical  Association 


DR.  ALFRED  I.  FOLSOM.  Urology  Dallas 

Prof.  Urol.,  Baylor  Univ.  Coll,  of  Med. 

DR.  GEORGE  GELLHORN,  Gynecology ..  St.  Louis 
Prof.  Obst.  and  Gyn.,  St.  Louis  U.  School  of  Med. 

DR.  ELLIOTT  P.  JOSLIN.  Diabetes Boston 

Clinical  Prof.  Med.,  Harvard  Medical  School 

DR.  B.  R.  K1RKLIN,  Radiology Rochester 

Mayo  Clinic 

DR.  DEAN  LEWIS,  Surgery  Baltimore 

President  American  Medical  Association 

DR  HAROLD  I. LILLIE.  Otolaryngology  .. Rochester 
Mayo  Clinic 

DR.  HARRY  E.  MOCK,  Orthopedics Chicago 

Assoc.  Prof.  Surg.,  Northwest  U.  School  of  Med. 


GENERAL  ASSEMBLIES  ROUND  TABLE  LUNCHEONS  EVENING  SYMPOSIA 

POST-GRADUATE  COURSES  COMMERCIAL  AND  SCIENTIFIC  EXHIBITS 

Registration  Fee  of  S 10.00  includes  all  above  features. 


For  further  information  address  Secretary,  1010  Medical  Arts  Bldg.,  Oklahoma  City 


T/iyL€R-H4DE 

SURGICAL  CORSETS  and  ABDOMINAL  BELTS 

ARE  ALWAYS  READY  TO  GIVE  YOU  THE  BEST  IN 

SERVICE  AND  RESULTS 

I may  be  unable  to  meet  you  at  this  year’s  convention,  but  take  this  oppor- 
tunity to  thank  you  for  your  valued  support  and  to  assure  you 
we  will  always  enjoy,  as  we  always  have, 

WORKING  WITH  THE  DOCTOR 

For  the  Greatest  Benefit  to  His  Patient 


GHAS. 

1554  CALIFORNIA  ST. 


B.  E.  TAYLOR 


MAin  2357 


DENVER 
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In  the  event  of  a claim  for  damages  in 
connection  with  professional  services, 


/Etna  Professional 
Liability  Insurance 

affords  the  following  protection  to 
the  physician,  surgeon  or  dentist: 

1.  Safeguards  the  practitioner’s 
reputation  with  the  very  best 
of  legal  advice. 

2.  Wins  the  case  or — 

3.  Pays  the  judgment  within 
policy  limits. 

4.  Pays  court  costs  and  legal  ex- 
pense. 


^TNA  LIFE 
INSURANCE 
COMPANY 

Fred  E.  Breisch,  Manager 


529  Midland  Savings  Building 
KEystone  6205 


Guard  Your  Family  Against 
Cold  Draughty  Rooms 


INSTALL  A 


Uniform  heat  eliminates  cold 
and  sickness  from  your  home. 


Barnett  Fuel  & Oil  Co. 

3800  Wynkoop  Phones  KEystone 
Denver  2323-5700 


islation,  local  or  state,  affecting  the  work  of 
any  one  or  all  of  the  hospitals  in  the  Coun- 
cil. 

5.  To  cooperate  in  matters  of  medical 
and  nursing  education:  to  substitute  cooper- 
ation for  competition  in  securing  interns  and 
in  the  work  of  recruiting  and  educating 
nurses. 

6.  To  cooperate  in  urging  the  municipal, 
county,  and  state  authorities  to  assume  their 
full  responsibilities  toward  the  sick  and  for 
the  removal  of  conditions  which  are  respon- 
sible for  sickness  and  injury.  Treatment  of 
cases  of  preventable  sickness  and  accidents 
now  forms  a large  part  of  the  work  of  hos- 
pitals. Reduction  of  these  will  save  not 
only  suffering  but  the  cost  of  care. 

7.  To  cooperate  with  the  city  and  state 
divisions  of  health  in  meeting  obligations 
towards  the  public  health. 

8.  To  consider  the  needs  of  the  city  as 
a whole  in  planning  new  hospital  facilities, 
their  relation  to  existing  facilities,  their 
weakness  and  strong  points,  their  concen- 
tration and  their  distribution. 

9.  To  make  the  hospital  cooperative 
council  the  center  of  hospital  coordination 
and  progress  in  the  city. 

With  the  limited  time  allowed,  it  is  not 
possible  for  me  to  go  into  the  details  of  the 
various  hospital  cooperative  councils  in  oth- 
er cities.  However,  successful  councils  have 
been  established  in  Cincinnati,  Brooklyn, 
and  New  York  City.  One  of  wide  scope 
is  the  recently  established  Hospital  Council 
of  Southern  California  which  embraces 
most  of  the  hospitals  of  southern  California. 
While  it  has  been  in  operation  only  a short 
time,  the  results  accomplished  are  said  to  be 
most  satisfactory. 

In  conclusion  let  me  say  that  the  desire 
for  a hospital  cooperative  council  must  come 
from  the  hospitals  themselves,  and  the  use- 
fulness of  such  a council  will  depend  on  the 
measure  of  thought  and  interest  given  to  the 
council  by  the  representative  member  agen- 
cies. 


Elixir  Phenobarbital,  when  called  Elixir 
Luminal,  costs  525  per  cent  more. 
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F.  E.  Fields,  State  Agent,  July  20,  1933. 

219  Patterson  Bldg.,  Denver,  Colorado. 

Dear  Sir: 

My  husband,  Dr.  W.  E.  Hays,  late  of  Sterling,  Colorado, 
carried  a health  and  accident  policy  with  your  company  for 
several  years,  drawing  quite  an  amount  when  he  was  sick 
a few  years  ago.  The  doctor  went  to  Mercy  Hospital  in 
April,  1933,  where  he  was  confined  for  ten  weeks  before  he 
passed  away  July  3.  You  delivered  a check  of  $250  when 
we  needed  it,  later  $150,  and  now  we  have  a check  due  for 
the  balance  of  the  time. 

I am  deeply  grateful  for  the  aid  you  have  rendered  us  in 
need  and  shall  be  glad  to  recommend  your  company  to  all 
my  friends  and  acquaintances. 

Mrs  W E Havs  Respectfully  and  gratefully  yours, 

Sterling.  Colo.  MARY  B.  L.  HAYS. 

Insurance  companies  cannot  relieve  sorrow,  but  they  do  much,  by  checks  promptly 
forwarded  to  pay  death  claims,  to  relieve  the  financial  embarrassments  of  the  family 
which  follow  the  events  which  cause  sorrow. 


During  1931  this  company  sent  more  than  FIVE  MILLION  DOLLARS  into  the 
homes  of  its  policyholders  to  meet  the  losses  occasioned  by  disability  and  death,  $95,- 
117.24  of  which  was  sent  to  homes  in  Colorado. 

All  our  policies  are  non-cancellable.  We  write  first  day  coverage  or  with  an  elim- 
ination of  5,  10,  30,  60  or  90  days  as  desired. 

We  write  any  form  of  life  insurance  desired. 


219  Patterson  Bldg.,  F.  E.  FIELDS,  State  Agent  Phone  KEystone  5813 

Denver,  Colo. 


Physicians  Who  Know,  Recommend 


POLAR  BEAR  ICE  CREAM 


Because  of  Its  Outstanding  Purity 


Mee  Bros, 
Proprietors 


PHONE 
YOrk  1313 
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IMPERIAL  PHARMACY 

Distributors 

319  Sixteenth  St.  KEystone  1550 

Denver 


The  Rustless  Instrument  Disinfectant 

Dries  rapidly  and  leaves  no  deposit. 
Kills  ordinary  pathogenic  bacteria  in  less 
than  thirty  seconds  contact.  More  resis- 
tant bacteria,  such  as  anthrax  and  te- 
tanus, in  less  than  thirty  minutes. 

Will  not  rust  or  attack  any  fine  point 
or  edge  made  of  steel,  nickel,  chromium, 
silver  or  gold. 

ZOTOX  evaporates  swiftly  and  does 
not  need  to  be  rinsed  or  wiped  from  ster- 
ile instruments.  This  feature  contrib- 
utes materially  to  the  maintenance  of 
asepsis.  Recommended  for  hospitals, 
surgeons  and  dentists.  Write  for  des- 
criptive literature. 


EVERY  PATIENT 


APPRECIATES  AN  ATMOSPHERE  OF 
CLEANLINESS  IN  HIS  DOCTOR’S  OFFICE 


— When  your  rugs  become  laden  with  dust — 

— And  the  reds  and  the  blues  change  to  rust, 

- — When  your  furniture  sags  and  flaunts  your  neglect, 
—And  the  whole  darn  thing  has  lost  its  respect. 


Just 


DON’T  WORRY!! 


u 


SEND  ’EM  OUT  TO  DICK  AND  DAN’ 

and  THEY’LL  RETURN  ’EM  ‘SPICK  AND  SPAN’” 

(Now  Try  and  Forget  Our  Name) 

AVe  specialize  in  cleaning,  repairing  and  mothproofing  rugs,  Over- 
We  Clean  Office  Rugs  stuffed  sets.  Carpets  and  Auto  Upholstery 

WitThen.  upki"e  2260  BROADWAY  We  Call  and  Deliver  Free  KEystone  5637 


WE  RENT  GUNS 
WE  TRADE 
GUNS 


$PORT I N Or  GOODS  CO. 


1608  GIENARM  ST. 


Hunting  and 
Fishing 
Licenses  Issued 


Prices  Are  Liaver  at  Denver's  Finest  Sporting  Goods  Store 

No  matter  what  your  needs  are — Shot  Guns,  Rifles,  Revolvers,  Hunting 
Needs,  Golf  Needs,  Sport  Togs,  you  are  certain  to  save  money  on  every 
purchase  made. 

Located  Just  Around  the  Corner  From  the  Medieal  DIstriet 


Complete  Hunting,  Fishing,  Golf  and  Sporting  Equipment 


TAbor  2838 


Your  l ime  Is  Valuable 


Let  us  run  your  errands — Every  call  a special. 
Our  rates  will  please  you. 


MESSENGER  SERVICE,  Inc. 

Harvey  Pugh,  Prop.  619  19th  St. 
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GEORGE  R.  THORXTON 

Maker  of 

ORTHOPEDIC  APPLIANCES  AND  BRACES 

11  South  Ninth  Street  Colorado  Springs  Phone  Main  5791 

DENVER  ADDRESS 

W'elton  Street  The  J.  Durbin  Surgical  Supply  Co.  KEystone  5-.S7 


K K ystone  5287 

KEyntone  .">2H,S 

The  J. 

Durbin  Surgical  Supply  Co. 

Established  1874 

Silk  Elastic  Hosiery,  Abdominal  Belts,  Trusses,  Invalid  Chairs, 

Arch  Supporters,  Hospital  and  Sick  Room  Supplies 

SURGICAL  INSTRUMENTS 

1632  Welton  Street 

Denver,  Colorado 

NC-NAP 


A sterile  rubber  cup  for  intravaginal  use,  of- 
fered  to  those  women  whose  physical  structure  per- 
mits as  an  outstanding  contribution  in  catamenial 
devices. 

Where  physical  conditions  indicate  its  use,  NO- 
NAP eliminates  all  need  for  pads  and  belts. 

NO  NAP  is  comfortable,  odorless,  hygienic,  and 
economical.  The  price  is  $1.50,  which  will  be  prompt- 
ly refunded  without  question  to  any  dissatisfied  cus- 
tomer. Send  for  illustrated  pamphlet. 

The  I\0-NAP  Coni|iany 

BOX  265  ENGLEWOOD,  COLO. 
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WANTADS 


Dermatologist  wishes  to  join  group,  or  will  sub- 
let office.  Box  No.  1,  Colorado  Medicine. 


FOR  SALE 

Instruments,  stock  of  medicines,  some  late 
books.  New  mercury  blood  pressure  apparatus 
(combination  desk  and  portable)  cost  $21.50,  price 
$15.  Fisscher  portable  diathermy  with  accesso- 
ries, latest  McIntosh  galvanic  apparatus.  Both 
like  new.  Priced  very  reasonable.  2573  Benton 
Street,  Denver.  Phone  GAllup  4998. 


PHOTOGRAPHER 

Experienced  photographer,  late  of  Colorado 
School  of  Medicine,  will  make  your  lantern  slides, 
prints  for  publication,  copies,  etc. 

PAT  LEVERTY, 

304  So.  Broadway,  Denver. 


Doctor's  Modern  Office  Equipment.  Examining 
chair,  instrument  cabinet,  sterilizing  cabinet,  elec- 
tric sterilizer,  wicker  library  set,  etc.  C.  Schrope, 
1960  Logan  Street. 


Dermatologist,  also  able  to  do  x-ray,  diagnosis, 
and  treatment,  wishes  to  join  group.  Box  1. 

The  retail  price  of  Lysol  is  about  $8.00 
per  gallon;  Liquor  Cresolis  Compound  costs 
about  $3.50  per  gallon. 

Patronize 
Our  Advertisers 


DOCTOR,  YOUR  CAR  MUST  BE  DEPENDABLE 

Come  in  and  have  the  ignition  and  carburetor  checked.  Work  done  by  experts  is  always 

less  expensive.  We  specialize. 

Electricians  AUTO  ELECTRIC  APPLIANCE  CO. 

Carburetor  Experts  CORNER  W.  13th  AND  ACOMA  ST. 

Motor  Tune-up  TAbor  5011  Denver 


EMERGENCY 

AMBULANCE 


An  Inexpensive 
Conversion  Job 
for  the 
Doctor  s Car 


When  a life  is  at  stake 


When  time  is  precious  and  you  find  it  necessary  to  get  your  patient 
to  the  hospital  without  delay: — 

Then  you  will  truly  appreciate  the  Scott  Ambulance  Unit,  which  we 
can  arrange  in  your  car  in  a few  hours  at  low  expense.  This  ambulance 
convenience  does  not  interfere  with  the  present  interior  appearance  of 
your  sedan,  and  enables  you  to  maintain  its  regular  routine  for  professional 
or  family  use.  But  when  the  emergency  arises  you  can,  within  sixty 
seconds,  convert  sufficient  space  for  your  patient  in  reclining  posture  with- 
out damage  to  your  car  or  interference  with  your  driving  position. 

Write  for  price  and  details  of  this  quick  conversion  job.  Be  sure 
to  mention  make  and  model  of  your  car. 

THE  SCOTT  AUTOMOBILE  BODY  COMPANY 

631  East  18th  A ve.  DENVER  TAbor  3402 


SUPPORT  TOLU  ADVERTISERS 


PORTRAIT  OF  A LADY  WHO  LOVES  A DOCTOR 


The  very  big  smile  on  this  very 
little  lady  is  a greeting  to  her 
doftor.  She  has  quite  a case 
on  him.  And  he, 
shameless  fellow, 
on  her.  But  the 
course  of  their  love 
is  studded  with  pitfalls.  For  when 
clinical  thermometers,  tongue  de- 
pressors, and  medicine  come  in 
the  door,  love  is  likely  to  fly 
out  of  the  window. 

You  can  imagine  then  how 
gratefully  he  (and  so  many  of  his 
fellow  physicians)  welcomed  an 
innovation  like  Parke-Davis 
Haliver  Oil  with  V iosterol-2  5 0 D ! 


Given  in  dainty  drops  instead  of 
terrifying  teaspoonfuls,  it  has  sim- 
plified and  solved  the  trouble- 
some question  of  how  to  admin- 
ister vitamins  A and  D scientific- 
ally and  at  the  same  tim z pleasantly. 
And  it  has  removed  an  important 
threat  to  the  affeftion  that  exists 
between  so  many 
doctors  and  their 
little  patients.  As 
you  know,  Parke- 
Davis  Haliver  Oil  with  VioSterol- 
250  D is  Council- Accepted.  It 
contains  not  less  than  80  times 
the  vitamin  A potency  of  a Stand- 
ard cod -liver  oil  testing  400 


U.  S.  P.  units  per  gram.  It  is 
equal  to  Viosterol  - 250  D in 
vitamin  D potency.  Supplied  in 
5-cc.  and  50-cc.  vials  with  drop- 
per and  in  3 -minim  capsules, 
boxes  of  25  and  100.  You  are 
invited  to  write  our  Medical  Ser- 
vice Department,  at  Detroit,  for 
a sample  box  of  capsules  and 
literature. 


PARKE,  DAVIS  & CO. 

DETROIT,  MICH. 

The  World's  Largest  Makers  of 
Pharmaceutical  and  Biological  Products 
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BUILDING  THE  DOCTOR’S  SURPLUS 


A Doctor  must  provide  for  the  future  dur- 
ing his  productive  years.  He  must  accumu- 
late future  income  through  dollar-on-dollar, 
year-after-year  purchases  of  sound  invest- 
ments. His  plan  to  be  sound  must  guard 
him  against  losses  during  years  of  depression 
as  well  as  show  good  profits  in  prosperous 
times.  In  view  of  what  has  happened  to 
most  investment  accounts  during  the  last 
several  years,  it  is  difficult  to  believe  that 
such  a plan  could  exist.  But  such  a plan  is 
available  for  all — and  a very  simple  plan  it 
is,  too.  Many  large  investors  and  most  in- 
surance companies  follow  such  a plan.  They 
invest  continuously.  They  do  not  wait  for 
strong  or  weak  points  of  the  market.  Years 
of  experience  have  taught  that  systematic 
buying  is  more  profitable. 

A study  recently  made  covering  the  de- 
pression illustrates  the  advantages  of  this 
plan  very  clearly.  The  group  of  securities 
used  as  a basis  of  study  had  an  average 
high  early  in  1930  of  65  and  dropped  to  a 


low  in  1932  of  10  and  had  recovered  by 
July,  1933,  to  21.  At  first  glance  one  would 
think  the  average  price  would  be  3 lYl- 
However,  such  was  not  the  case — the  aver- 
age cost  under  the  plan  was  a little  over  19 
— and  the  account  already  showed  a profit. 
For  example,  $100  invested  each  month 
gives  a total  investment  of  $4,300;  while  it 
would  have  cost  the  investor  $4,617.60  to 
replace  his  securities  in  July,  1933. 

The  explanation  lies  in  the  fact  that  set 
payments  allowed  the  purchase  of  increasing 
amounts  of  securities  as  prices  went  down. 
It  was  like  doubling  one’s  bets  until  winning 
times  returned. 

This  astonishing  result  was  accomplished 
by  the  use  of  two  underlying  factors — sys- 
tematic purchase  and  the  compounding  of 
income.  The  true  value  of  these  two  fac- 
tors is  more  readily  seen  when  it  is  realized 
that  a profit  is  shown  while  the  market 
dropped  55  points  and  rose  less  than  11. 

WOODFORD  MATLOCK. 
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Doctor — Your  Turn  Is  Coming 


In  the  long  years  when  your  first  consideration  is  the 
physical  comforts  of  others — give  a thought  to  your  own 
future  comforts. 

Some  day  your  physical  and  nervous  powers  will  fail  to 
carry  the  strenuous  burden  you  place  upon  them  now.  Devote 
a portion  of  your  income  now  to  assuring  comfort  for  yourself 
and  family  in  the  future. 


INVESTORS  MUTUAL  FUND  is  safe,  convenient,  prof- 
itable and  particularly  adaptable  to  your  requirements. 


Complete  information  upon  request. 


SIDLO,  SIMONS,  DAY  6-  COMPANY 

First  National  Bank  Bldg.  TAbor  6271  Denver,  Colo. 
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N.  A.  Madler 

T^R.  NICHOLAS  ALLEN  MADLER  was  born 
November  27th,  1881,  on  a farm  near 
Appleton,  Wisconsin.  He  was  one  of  twelve 
children.  He  attended  the  local  county 
school  until  he  reached  the  age  of  thirteen 
years,  at  which  time,  after  the  death  of  his 
father,  the  family  moved  into  the  city  of 
Appleton,  where  Dr.  Madler  attended  high 
school.  He  entered  Rush  Medical  College 
in  the  fall  of  1900  and  graduated  in  1904. 
He  then  served  fifteen  months’  internship 
in  St.  Mary’s  Hospital,  Milwaukee.  Whether 
wanderlust  then  gripped  him  or  whether  he 
was  dissatisfied  with  his  native  climate,  he 
immediately  repaired  to  a southernly  located 
city.  Mobile,  Alabama,  and  engaged  in  prac- 
tice from  1905  until  1917.  He  came  to  Colo- 
rado in  July,  1917,  and  after  one  year  spent 
in  recuperating  his  health,  which  had  been 
impaired  while  he  was  in  the  south,  located 
in  Greeley  (1918),  where  he  has  since  prac- 
ticed steadily. 

He  is  a Fellow  of  the  American  Medical 
Association  and  a Fellow  of  the  American 
College  of  Surgeons. 

Dr.  Madler  was  not  long  in  identifying 
himself  with  Colorado  State  Medical  Soci- 
ety activities.  He  was  a rather  constant  at- 
tendant at  the  annual  sessions,  and  made 
himself  felt  through  his  discussions  and  his 
good  advice.  He  has  been  particularly  ac- 
tive in  his  own  county  as  one  of  the  prime 
movers  in  the  establishment  of  a standard- 
ized hospital  in  the  city  of  Greeley,  a county 
owned  and  county  controlled  institution. 
The  fight  of  five  years  ago  to  accomplish 
this  standardization  and  in  which  Dr.  Mad- 
ler was  VeT^^ctfve  as  chief  of  staff  of  the 
hospital,  is  of  historical  importance.  It  in- 
volved the  exclusion  of  cults  and  conse- 
quently the  institution  of  law  suits  by  osteo- 
paths against  the  hospital  which  were  won 
by  the  hospital  in  both  District  and  State 
Supreme  Courts.  At  the  present  time,  this 
hospital  is  pointed  to  over  the  United  States 
as  a successful  example  of  a combined  in- 
digent and  pay  institution  in  which  the  pro- 


fession is  remunerated  for  its  care  of  the 
poor. 

In  1906,  Dr.  Madler  married  Miss  Har- 
riet Wier  Bethea  of  Mobile.  Dr.  and  Mrs. 
Madler  have  a married  daughter  and  two 
grandsons,  one  four  and  one-half  years  and 
the  other  six  months  old.  These  grand- 
children, we  understand,  are  Dr.  Madler’s 
principal  hobby.  A second  hobby  is  garden- 
ing. It  is  known  to  his  friends  that  he  gives 
almost  his  whole  time  to  professional  work 
and  study  and  that  his  recreation  hours  are 
few,  but  there  is  a rumor  that  detective 
stories  are  not  barred  from  his  library. 

The  choice  by  the  House  of  Delegates  of 
a man  of  Dr.  Madler’s  age,  determination, 
judgment,  sympathy,  outlook  on  medical 
problems,  organization  interests,  attain- 
ments in  practice  and  general  likability  is 
especially  happy  at  this  time.  The  profes- 
sion’s interests  are  now  unusually  demand- 
ing of  activity  and  tempered  thought  on  the 
part  of  its  executive  officer,  and  Dr.  Mad- 
ler’s natural  endowments  in  those  respects 
are  bolstered  by  the  experience  he  has  had 
in  important  committee  work  for  the  Society. 

We  shall  look  forward  to  a sympathetic 
and  understanding  administration  by  Dr. 
Madler. 

<«  <4  * 

Dr.  J.  N.  Hall  Feted  After  Fifty 
Years  in  Colorado 

rT",HE  banquet  hall  at  Denver’s  Cosmopoli- 
tan Hotel,  scintillating  in  its  proudest 
adornment,  contained  a most  dignified  group 
of  some  two  hundred  fifty  persons  on  Sep- 
tember 19.  They  were  the  friends  of  Dr. 
J.  N.  Hall,  assembled  to  do  him  honor  after 
his  half  century  in  Colorado  as  a dis- 
tinguished physician.  President  Cooper,  of 
the  Denver  County  Society,  introduced 
Toastmaster  Robert  Levy.  Dr.  Levy  was 
soon  struggling  for  friendly  terms  with  a 
most  unfriendly  microphone.  Diplomacy 
and  a gentle  voice  were  without  avail — the 
thing  was  bound  to  mimic  him.  It  seemed  to 
be  the  greater  of  two  evils.  But,  after  all,  it 
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augmented  his  prowess  as  a clever  “Roast- 
master.’’ 

To  eulogize  Dr.  Hall  in  his  presence,  and 
with  many  more  active  years  ahead,  placed 
several  speakers  at  a disadvantage — their 
victim  stalking  them,  ably  as  ever.  The  af- 
fair was  anything  but  a postmortem;  every- 
one, except  Dr.  Freeman,  admitted  he  was 
glad  it  wasn't. 

The  first  speaker  was  a more  worldly 
sort — statesman,  leader  of  men,  maker  of 
presidents.  He  and  Dr.  Hall,  however,  are 
both  great  story  tellers;  that  is,  their  veracity 
may  be  questioned  to  approximately  the 
same  degree.  Perhaps  this  was  the  oppor- 
tunity, anticipated  for  thirty  years,  wherein 
he  might  avenge  Dr.  Hall  for  having  intro- 
duced him  so  long  ago  as  a man  known 
among  farmers  as  a doctor — and  among 
doctors  as  a farmer.  Or  perhaps  Hubert 
Work  changed  his  mind  in  reverence  of  the 
things  which  Dr.  Hall  might  say,  should  he 
yet  speak.  Suffice  it,  then,  to  praise  him. 
}.  N.  Hall  was  a man  destined  to  distinguish 
himself  in  some  field,  if  not  in  medicine.  He 
has  been  little  damaged  by  time  and  is  still 
an  institution  among  us. 

Followed  then  a speaker  of  a more  dra- 
matic career — dramatic  as  surgery  may  be 
so  termed.  He  knows  Dr.  Hall  perhaps  more 
thoroughly  than  any  other  male  member  of 
the  clan.  They  go  fishing  together.  So  Dr. 
Freeman  used  up  his  time  lauding  Mrs.  Hall. 
How  or  why  she  had  the  courage  to  roll  up 
her  sleeves  and  take  a chance  on  Hall  seems 
to  worry  Leonard  Freeman.  But  he  con- 
cedes that  she  has  done  her  work  well.  She 
molded  him  as  she  was  able,  and  he  became 
a man’s  man.  A skillful  woman,  indeed. 
Finding  out  what  a terrible  liar  she  had 
married,  she  molded  that  quality  into  an  as- 
set, and  Hall’s  stories  have  always  therefore 
been  good  and  agreeable — says  Dr.  Free- 
man. Looking  for  more  worlds  for  him  to 
conquer,  Mrs.  Hall  moved  him  from  Sterling 
to  Denver,  letting  him  think,  of  course,  that 
it  was  of  his  own  free  will.  And  so  his 
practice  grew  and  he  became  a consultant, 
his  reputation  national,  and  he  was  unique. 

A younger  man  then  spoke,  a man  who 
has  known  Dr.  Hall  intimately  for  probably 
not  over  thirty  years.  During  the  early  years 


of  that  friendship,  Dr.  Amesse  was  in  Cuba, 
drawing  a frequent  check  from  Uncle  Sam. 
Looking  eagerly  toward  the  realm  of  Dr. 
Hall,  John  Amesse  longed  to  conquer  the  art 
of  medicine  under  its  master.  So  he  sent 
Cuban  cigars,  which  were  good.  Dr.  Free- 
man never  before  had  called  on  Hall  so  fre- 
quently. Then  Amesse  sent  a walking  stick, 
but  Dr.  Hall  doesn’t  use  a stick.  Next  came 
a Panama  hat,  but  it  was  three  sizes  too 
small.  Finally,  Dr.  Amesse  brought  himself 
along  and  usurped  a place  in  Dr.  Hall’s  of- 
fice, washing  bottles.  Somebody  had  to  wash 
the  specimen  bottles.  But  he  was  at  the  feet 
of  a master,  an  indefatigable  worker.  To 
justify  his  privilege,  he  had  to  write  papers 
and  talk  to  his  colleagues.  He  learned  never 
to  underestimate  his  fellow  men.  And  to- 
day, of  Dr.  Hall's  many  talents,  Dr.  Amesse 
officially  places  his  order  to  inherit  his  great- 
est three — versatility,  judgment,  and  hu- 
manity. 

Finally,  a splendid  portrait  of  Dr.  J.  N. 
Hall  by  Waldo  Love  was  unveiled  and  ac- 
cepted for  the  Denver  County  Medical  So- 
ciety by  the  Chairman  of  the  Board  of 
Trustees,  Dr.  G.  M.  Blickensderfer.  It  will 
be  a valued  possession  of  the  Medical 
Library  for  all  time,  a gift  from  the  friends 
of  Dr.  Hall. 

* <4  * 

Honors  to 
Colorado  Men. 

■p^R.  James  J.  Waring  of  Denver  is  the 
newly  elected  Vice  President  of  the 
Western  Branch,  American  Public  Health 
Association.  He  is  also  a member  of  the 
Board  of  Directors  and  Executive  Commit- 
tee of  the  National  Tuberculosis  Associa- 
tion. 

Another  Colorado  man  was  signally  hon- 
ored in  receiving,  a few  months  ago,  the 
Ling  Medal  for  outstanding  service  in  the 
field  of  child  health  and  welfare.  This  was 
accorded  Dr.  A.  L.  Beaghler  by  Dr.  Sven 
Lokranz,  Trustee  for  the  Ling  Foundation, 
Inc.,  at  the  Pasadena  meeting  of  the  West- 
ern Branch.  This  honor  was  a complete 
surprise  to  Dr.  Beaghler  and  was  awarded 
as  he  modestly  retired  from  the  presidency 
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of  this  division  of  the  American  Public 
Health  Association. 

Dr.  William  C.  Finnoff  of  Denver  was 
elected  to  the  chairmanship  of  the  Section 
on  Ophthalmology  at  the  last  annual  meet- 
ing of  the  American  Medical  Association. 

* <4  <4 

Third  International  Goiter 
Conference  to  Come  to  America. 

'T'he  American  Association  of  the  Study  of 
Goiter,  at  its  annual  conference  at  Mem- 
phis last  May,  elected  Dr.  S.  D.  Van  Meter 
of  Denver  its  first  life  member.  Such  reso- 
lution was  made  in  recognition  of  Dr.  Van 
Meter  s unceasing  work  since  the  organiza- 
tion's inception.  He  was  its  presiding  offi- 
cer for  one  year  and  on  its  Council  for  sev- 
eral years.  Further  recognition  was  ten- 
dered him  as  Vice  President  of  the  Interna- 
tional Conference  on  Goiter  at  its  meeting 
in  Berne  in  1927.  His  institution  of  the  prize 
award  for  the  best  essay  on  original  goiter 
research  work  has  attracted  manuscripts 
from  America,  continental  Europe,  India, 
Australia,  New  Zealand,  and  Mexico.  Dr. 
M.  O.  Shivers  of  Colorado  Springs  was  a 
member  of  the  Resolution  Committee  at  the 
Memphis  Session.  Dr.  Frank  Rogers  of 
Denver,  a member  of  the  Executive  Council 
of  the  American  Association  for  the  Study 
of  Goiter,  was  appointed  a member  of  the 
American  delegation  to  represent  the  Rocky 
Mountain  region  at  the  Second  International 
Conference  in  Switzerland. 

Dr.  Van  Meter  was  chosen  chairman  of 
the  Invitation  Committee  to  deliver  Ameri- 
ca’s invitation  for  the  Third  International 
Goiter  Conference  to  the  Second  Confer- 
ence at  Berne  in  August  of  this  year.  The 
invitation  also  included  the  Dominion  of 
Canada.  Unfortunately,  ill  health  prevented 
his  attendance.  A diligent  committee,  how- 
ever, assured  the  conference  of  the  hearty 
cooperation  of  the  entire  medical  profession 
of  America. 

At  the  conference,  which  was  a complete 
success,  our  invitation  was  enthusiastically 
accepted — with  the  acknowledgement  that 
the  acceptance  resulted  from  Dr.  Van  Me- 
ter’s efforts  to  procure  it  for  America  in 
1937. 


The  1934  American 
Medical  Directory 

NEW  edition  of  this  important  volume  is 
being  compiled  for  publication  next 
spring.  Practically  every  County  Medical 
Society  has  a small  list  of  delinquent  mem- 
bers, or  a few  dropped  for  non-payment  of 
dues,  and  a number  of  new  physicians  in  all 
localities  have  delayed  joining.  The  major- 
ity of  physicians  desire  to  be  listed  as  mem- 
bers of  their  State  Society  and  the  A.  M.  A. 
with  the  proper  symbol.  An  important  rea- 
son is  that  most  industrial  organizations,  in- 
surance companies,  and  railroads  consult 
the  Directory  before  making  their  appoint- 
ments. 

Readers  will  please  be  mindful  of  the  im- 
portance of  this  announcement.  Through 
their  loyalty  to  organized  medicine,  we  urge 
them  to  stay  within  the  fold  and  to  remind 
delinquent  men  or  new  physicians  that  the 
directory  is  now  being  compiled.  It  will  be 
at  least  1936  before  another  is  prepared. 

The  data  cards  sent  all  physicians  by  the 
A.  M.  A.  should  be  filled  out  and  returned 
at  once.  Those  who  are  not  now  members 
in  good  standing  should  attend  to  the  mat- 
ter within  the  next  month  to  assure  their 
listing  as  members. 

* <4 

The  Sixty-Third 
Annual  Session 

/Aur  highest  expectations  were  answered 
in  full.  Attendance  was  good,  despite 
the  fact  that  fear  of  washed  out  roads  un- 
doubtedly inhibited  the  migration  from  the 
north  and,  to  a lesser  degree,  from  the  west. 
Registration  was  about  four  hundred  fifty; 
banquet  seats  numbered  approximately  half 
this  figure. 

The  first  important  business  transacted  by 
the  House  of  Delegates  was  the  passage  of 
an  amendment  increasing  the  number  of 
Councillor  Districts  from  five  to  nine.  Such 
will  reduce  the  enormous  amount  of  travel 
required  of  a member  of  the  Board  of 
Councillors.  All  officers'  and  committee  re- 
ports were  accepted.  The  newly  formed 
Cancer  Committee  recommended  that  the 
House  create  a committee  of  staggered  terms 
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to  conduct  a series  of  cancer  symposia  be- 
fore county  medical  societies.  Such  a reso- 
lution was  carried  and  created  thereby  a 
Committee  on  Cancer  Education. 

The  Society  was  asked,  by  resolution  in 
the  House  of  Delegates,  to  endorse  the  pro- 
posed gift  of  Agnes  Memorial  Sanitarium 
to  the  State  of  Colorado  as  a place  to  treat 
indigent  tuberculous  persons.  The  resolu- 
tion was  adequately  discussed,  failed  of 
passage,  and  has  since  been  referred  to  the 
new  Committee  on  Public  Policy. 

An  amendment  adding  the  nursing  profes- 
sion to  the  dental,  pharmacal  and  veterinary, 
with  which  the  Committee  on  Cooperation 
confers,  was  added  to  the  by-laws. 

At  the  last  session  of  the  House,  an  ap- 
propriation of  three  hundred  dollars  was 
granted  for  use  of  the  University  of  Colo- 
rado School  of  Medicine  and  Hospitals  in 
the  establishment  of  a complete  change  in 
the  system  of  admissions  to  the  Colorado 
General  Hospital.  The  institution  is  to  use 
what  is  known  as  the  “penalty  question- 
naire system,  which  was  recommended  by 
this  Society  s Advisory  Committee  to  the 
School  of  Medicine. 

A motion  was  also  passed  creating  a com- 
mittee of  three,  to  be  appointed  by  the  Pres- 
ident, to  cooperate  with  the  State  Board  of 
Health  in  studying  the  public  health  condi- 
tions in  the  state. 

Banquet  guests  are  enthusiastic  in  their 
praises  of  the  speaker.  Dr.  Olin  West.  Sec- 
retary and  General  Manager  of  the  Ameri- 
can Medical  Association.  Dr.  West  urges 
our  preservation  of  America's  freedom  from 
the  political  domination  which  has  ruined 
the  medical  profession  of  Europe.  The  pro- 
fession cannot  be  conducted  successfully  on 
the  mass  production  plans  of  industry,  but 
must  be  carried  on  as  from  one  human  being 
to  another.  The  speaker  also  assailed  the 
sickness  insurance  plans  now  effective  in 
Russia,  England,  Germany,  and  France.  It 
is  his  firm  conviction  that  all  such  schemes 
are  resulting  in  a constant  deterioration  of 
the  quality  of  medical  service.  He  alluded 
to  the  fact  that  certain  groups  both  in  and 
out  of  the  profession  have  advocated  such 
schemes  in  this  country  and  have  sent  in- 
vestigators to  those  countries  for  study  of 


their  activities.  Such  students  have  been 
carefully  guided  along  the  rosy  pathways, 
gaining  anything  but  a fair  representation 
of  the  true  state  of  affairs.  Dr.  West  re- 
grets that  too  many  American  physicians, 
who  should  know  better,  choose  to  believe 
these  biased  reports  rather  than  those  of 
investigators  whose  work  has  been  carried 
on  unknown  to  the  governments  in  those 
countries,  particularly  Russia.  There  is  also 
potential  danger  in  the  tendencies  of  lay 
administrators  and  boards  who  are  unquali- 
fied to  judge  the  quality  of  medical  service. 

The  popular  choice  of  our  convention  city 
has  again  been  demonstrated  in  the  election 
of  Colorado  Springs  for  the  1934  meeting. 

* * 

Annual  Registration 
In  Kansas. 

r\UR  neighbor's  1933  legislature  enacted  a 
registration  law  similar  to  our  own — 
which,  by  the  way,  is  not  popular.  Since 
many  Colorado  physicians  are  registered  in 
Kansas,  it  is  well  that  we  should  be  familiar 
with  this  act.  All  physicians  who  practice 
in  Kansas  must  register  with  the  Board  of 
Medical  Registration  and  Examination  be- 
tween July  1 and  October  1.  Failing  this, 
the  name  is  stricken  from  the  register;  res- 
toration is  possible  only  by  a payment  of 
five  dollars.  Forms  for  registration  may  be 
procured  from  the  secretary,  Dr.  C.  H. 
Ewing,  Larned,  Kansas. 

Despite  the  resentment  to  such  annual 
registration  fees,  they  have  advantages.  It 
is  the  only  dependable  means  of  preventing 
the  practicing  of  unlicensed  or  inadequately 
qualified  practitioners.  Heavy  penalties  for 
violation  practically  preclude  imposters.  It 
provides  additional  funds  for  enforcement 
of  the  medical  practice  act.  Publication  of 
a directory  is  also  made  possible.  When  a 
doctor  locates  in  a community,  the  secretary 
of  the  board  should  be  notified  if  he  is  not 
properly  listed.  The  public  is  thereby  given 
some  measure  of  protection  against  irreg- 
ulars. 


Potassium  Guaiacol  Sulphonate,  when 
called  Thiocol,  costs  479  per  cent  more. 
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PRESIDENTIAL  ADDRESS* 

GERALD  B.  WEBB,  M.D 

COLORADO  SPRINGS 


Tradition  demands  that  he  whom  you 
honor  by  electing  him  president  of  the  Colo- 
rado State  Medical  Society  should  give  his 
fellow  members  an  address  which  pertains 
to  the  field  of  our  art.  The  anecdote  comes 
to  mind  of  the  little  boy  who  went  into  a 
drug  store  and  was  told  by  the  druggist  that 
he  knew  it  was  candy  the  little  chap  wanted. 
“Of  course  I want  candy,”  was  the  reply, 
“but  I have  to  buy  soap.”  So  instead  of  a 
joyous  contribution  for  your  amusement,  I 
must  deal  with  serious  matters  for  your  con- 
sideration! The  time  is  out  of  joint  and  ef- 
forts are  being  made  by  all  statesmen  to  set 
it  right.  We  are  in  the  midst  of  a trans- 
formation, and  one  is  at  times  reminded  of 
a very  sick  man  in  a hospital,  who  is  going 
to  get  well  anyway,  but  young  physicians 
are  trying  every  new  remedy.  The  older 
ones  wish  them  success  and  only  hope  that 
convalescence  may  not  be  thereby  delayed. 
Some  perhaps  would  compare  the  present 
situation  in  politics  to  the  failure  of  the  gen- 
eral practitioner  and  the  calling  in  of  spe- 
cialists for  a hopeless  patient. 

A physician  who  dabbles  in  economics  is 
apt  to  make  mistakes,  yet  many  of  us  feel 
that  the  doctors  of  economics  of  the  present 
day  are  just  as  much  at  sea  as  we  were  in 
the  trying  influenza  epidemic  of  1918. 

We  should  all  like  to  know  how  the  his- 
torians of  the  future  will  account  for  our 
present  predicaments.  It  seems  incredible 
that  the  United  States,  which  was  in  a peri- 
od of  depression  and  was  a debtor  nation  to 
the  tune  of  three  billion  dollars  in  19H,  yet 
came  out  of  the  war  as  a creditor  nation 
with  nine  billion  dollars  to  loan,  should  now 
be  in  such  an  economic  plight.  Two  quali- 
ties we  may  be  sure  will  be  ascribed  to  us 
by  future  historians.  For  altruism — there 
is  no  people  so  generous  as  our  own — we 
shall  receive  great  praise.  Unfortunately 
our  business  methods  will  not  be  found 
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praiseworthy  and  it  will  be  shown  that  in 
these  we  have  lamentably  failed. 

There  can  be  no  doubt  that  the  medical 
profession,  impoverished  as  much  as  any 
other  professional  group,  will  be  given  a 
place  on  the  roll  of  honor,  for  all  have  car- 
ried on  their  care  of  the  sick  and  have  lived 
up  to  the  highest  traditions  of  their  noble 
profession.  Each  member  has  qualified  for 
the  admiration  expressed  by  Virgil:  “It  was 
his  part  to  learn  of  the  power  of  Medicine 
and  of  the  manner  of  healing  and,  heedless 
of  glory,  to  exercise  that  quiet  art.” 

Our  7000  hospitals,  to  which  three  bil- 
lion dollars  have  been  contributed  by 
churches  and  by  philanthropists,  are  now 
imperiled.  Hospitals  have  been  for  the  most 
part  founded  and  maintained  by  religious 
orders  and  by  philanthropists  when  they 
should  have  been  paid  for  by  the  people. 
While  it  is  true  that  all  would  like  to  have 
the  best  motor  cars,  the  majority  content 
themselves,  and  can  do  well,  with  cheaper 
models.  But  in  medical  service  all  need,  and 
should  have,  the  best.  Unfortunately  for 
the  purse,  the  cost  of  medical  service  due  to 
the  great  advances  in  medicine  has  now 
reached  a figure  that  few  can  afford. 

You  are  familiar  with  the  reports  of  the 
Committee  on  the  Costs  of  Medical  Care, 
which  were  recently  published.  Time  allows 
only  mention  of  the  fact  that  the  majority 
report  recommended  the  socialization  of 
medicine  and  the  minority  report  favored 
retention  of  individualism  in  medicine.  The 
question  at  once  arises,  if  individualism  in 
business  is  now  being  sacrificed,  can  indi- 
vidualism in  medicine  remain?  It  has  been 
said  that  in  business  “rugged  individualism” 
is  to  be  replaced  by  “robust  collectivism,” 
and  if  this  is  to  embrace  medicine  it  is  the 
physicians  who  should  chart  the  course  and 
not  the  laymen.  To  a certain  extent  the  war 
served  as  a demonstration  of  socialized  med- 
icine and  perhaps  many  of  our  colleagues 
were  happier  then,  receiving  their  monthly 
pay  checks,  than  they  are  today,  unable  to 
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collect  their  accounts.  It  is  very  evident 
that  in  the  kaleidoscopic  and  momentous 
changes  in  our  economic  system,  which  are 
accelerating  like  a falling  body,  the  medical 
profession  must  take  the  lead,  without  de- 
lay, in  formulating  procedures  in  medical 
economics.  Otherwise,  as  a friend  high  in 
government  circles  recently  forecast  to  me, 
we  shall  have  a steam-roller  pass  over  us. 

Are  we  as  quick  to  pick  up  new  ideas  as 
we  should  be?  I can  recall  the  coming,  after 
many  years  and  against  great  opposition,  of 
the  ideas  of  the  postal  savings  and  of  the 
parcel  post  from  Europe;  and  today  we  are 
urged,  and  none  too  soon,  to  imitate  Scot- 
land Yard.  Well  do  I remember  being 
seated  next  to  a high  ranking  medical  offi- 
cer at  a base  hospital  in  France  and  being 
asked  where  a certain  Major  had  gone.  I 
replied  he  had  gone  to  study  the  reconstruc- 
tion camps  of  the  British,  who  had  had  sev- 
eral years  of  experience.  “Nonsense,”  was 
the  retort,  ‘‘why  cannot  we  start  our  own 
reconstruction  camps  without  imitating  the 
British?”  Such  smugness,  is  fortunately  not 
general.  The  Panel  system  of  medical  serv- 
ice in  England  (Insurance  act  of  Great  Brit- 
ain) which  has  recently  celebrated  its  twen- 
ty-first anniversary,  was  foisted  on  an  un- 
willing profession  and  copied  and  improved 
by  Lloyd  George  from  a German  model. 
The  system  has  the  advantage  of  allowing 
one  who  is  insured  to  select  his  own  physi- 
cian. It  would  seem  that  this  Panel  system 
has  been  a success,  and  a commission  of  phy- 
cians  should  be  sent  to  make  a thorough  in- 
vestigation. The  unique  medical  service  of 
the  ‘‘Highlands  and  Islands”  of  the  Hebrides 
country,  which  has  recently  spread  to  parts 
of  Kentucky,  and  the  Dawson  “Health  Cen- 
tre” schemes  also  need  careful  study. 

Perhaps  I may  be  pardoned  for  imitating 
the  man  who  placed  an  ostrich  egg  in  a hen 
roost  in  order  to  show  the  hens  what  other 
industries  were  doing.  However  much  we 
may  disapprove  the  Russian  form  of  gov- 
ernment, yet  in  medicine  and  public  health 
advances  have  been  made  in  the  last  few 
years  which  should  shame  us.  In  the  New 
Republic,  April  5,  1933,  a preliminary  report 


is  made  of  an  extensive  tour  and  a thorough 
investigation  recently  made  in  Russia  by 
Sir  Arthur  Newsholme  and  John  A.  Kings- 
bury. It  happens  that  both  are  known  to 
me  personally  and  their  authority  in  public 
health  matters  is  unquestioned.  Everything 
pertaining  to  medicine  was  investigated,  and 
science  was  found  to  be  the  religion  of  the 
rulers.  Let  me  quote  a paragraph.  “We 
were  forced  to  conclude  that  we  were  not 
being  victimized  by  a window-dressing  dis- 
play, and  that  indeed,  a revolution  in  medi- 
cal service  had  taken  place  in  Russia,  the 
methods  and  procedures  of  which  constitute 
a challenge  to  the  rest  of  the  world.”  One 
must  read  the  whole  article  to  realize  the 
extraordinary  results  being  obtained  which 
in  many  instances  “are  practical  and  scien- 
tific rather  than  sentimental.”  The  doctor 
has  a six-hour  working  day  and  salaries 
vary  according  to  qualifications  and  type  of 
work,  more  being  paid  for  those  engaged 
in  epidemic  work,  in  industrial  centers,  and 
in  remote  districts.  Ninety  per  cent  of  the 
doctors  work  in  state  institutions,  but  these 
are  allowed  also  private  practice.  Those 
who  are  interested  in  their  marriage  rela- 
tions and  the  practical  abolishment  of  pros- 
titution should  re-read  Bacon’s  “The  New 
Atlantis.”  In  this  same  fable  international 
trade  is  scorned,  but  missions  were  sent 
abroad  to  bring  back  not  gold,  silver  and 
jewels,  but  all  the  science  and  knowledge  of 
the  world,  and  these  are  referred  to  by  Ba- 
con as  “God’s  first  creature,  which  was 
Light.”  The  article  referred  to  on  the  Rus- 
sian medical  transformation  ends  with  the 
following,  “When  we  begin  blocking  in  the 
outlines  of  an  American  plan  which  will 
provide  at  once  adequate  medical  service 
for  the  whole  population,  we  should  be 
stupid  indeed  if  we  ignored  recent  develop- 
ments in  the  Soviet  Union  which  constitute 
a challenge  to  American  medicine.” 

And  this  leads  to  the  beams  in  our  own 
eyes.  Our  many  defects  in  public  health 
administration  may  be  gleaned  from  The 
U.  S.  Public  Health  Reports  for  1931.  The 
report  on  Colorado  is  not  one  to  be  proud 
of,  as  you  may  judge  when  some  forty  rec- 
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ommendations  are  made  for  improvement. 
The  death  rate  in  Colorado  is  higher  than 
that  in  the  nearby  states  of  Kansas.  Utah, 
Wyoming,  and  Nebraska,  even  after  de- 
ducting deaths  from  imported  tuberculosis. 
As  an  illustration  we  find  that  the  deaths 
in  Colorado  from  preventable  disease  such 
as  typhoid  fever,  diphtheria,  and  smallpox 
have  averaged  in  recent  years  27  as  against 
1 7 in  the  registration  area  of  the  United 
States.  And  modern  medicine  considers  it 
a disgrace  for  any  of  these  diseases  to  occur. 
In  1931  our  infant  mortality  rate,  which 
constitutes  a sensitive  barometer  of  public 
health  conditions,  was  94.3  as  against  that 
of  62.8  in  the  registration  area.  It  has  been 
claimed  that  our  Mexican  population  influ- 
ences this,  but  it  must  be  noted  that  Califor- 
nia with  a high  Mexican  population  has  a 
low  infant  mortality.  Ours  is  a health  re- 
sort state  with  a wonderful  climate,  and  we 
should  have  the  best  health  and  the  lowest 
death  rates  in  the  Union.  We  have  no  ma- 
laria, no  hookworm,  few  negroes,  few  In- 
dians, and  a small  industrial  population. 
Nevertheless  our  death  rate  is  much  higher 
than  it  should  be. 

On  behalf  of  the  White  House  Confer- 
ence on  Child  Health  and  Protection,  a 
study  of  the  amount  of  compliance  with  the 
standards  of  production  of  Grade  “A”  milk, 
raw  and  pasteurized,  such  as  cleanliness  and 
fly  control,  construction  of  dairies,  cooling, 
bacterial  counts,  etc.,  was  only  54  per  cent 
compared  with  86  per  cent  in  many  other 
states.  The  average  of  the  qualities  of  raw 
milk  sold  was  74  per  cent  against  94  per 
cent  in  an  adjoining  state.  The  average  for 
quality  in  pasteurized  milk  was  73  per  cent 
against  87  per  cent  in  many  other  states. 

“Public  Health  Administration  in  Colo- 
rado,’’ by  C.  E.  Waller,  for  1931,  reads: 
“The  prevention  of  mortality  from  heart  dis- 
ease, cancer,  respiratory  infections,  and  dis- 
eases of  early  infancy  and  childhood  de- 
pends largely  on  the  results  of  intensive 
educational  work  and  provision  of  adequate 
medical  care  and  advice.’’  And  again  “The 
pollution  of  streams  is  becoming  increasing- 
ly important  in  Colorado  as  a menace  to 


the  limited  water  supply  . . . and  as  a 
hazard  involved  in  irrigating  fruit  and  vege- 
tables. The  Platte,  Fountain,  and  Arkansas 
rivers  are  simply  open  sewers.  The  law 
strictly  forbids  the  pollution  of  streams,  but 
it  is  done  by  almost  every  city  in  the  state. 
Our  roads  are  lined  with  hay-fever  weeds 
when  insect  pollenated  flowers,  such  as  sun- 
flowers, bee-plants,  and  sweet  clover,  might 
easily  be  planted  in  the  upturned  soil.  The 
water  supply  of  different  cities  is  reported 
as  partially  pure,  which  is  as  nonsensical  as 
describing  it  as  partially  sterile.  The  gov- 
ernment is  making  vast  expenditures  for 
good  roads — and  we  may  need  them  for  our 
bicycles!  Would  that  some  of  this  money 
could  be  diverted  to  improve  our  dairies  and 
our  water  supplies,  and  to  aid  in  eradicating 
hay-fever  which  has  been  so  serious  this 
year. 

The  Board  of  Medical  Examiners  has 
received  much  criticism.  The  Journal  of 
The  American  Medical  Association  for 
April  22,  1933,  in  discussing  Medical  Licen- 
sure Statistics  for  1932,  relates  that  Colorado 
is  the  only  one  of  its  geographical  group  of 
states  which  licenses  graduates  of  non-ap- 
proved  medical  schools  to  practice  medicine. 
There  are  only  six  other  states  in  the  coun- 
try on  this  blacklist.  The  article  continues 
thus,  “In  Colorado,  osteopaths  are  admitted 
to  the  examination  for  a license  to  practice 
medicine.  They  have  no  separate  board. 
The  Statute  of  Colorado  is  silent  with  re- 
spect to  the  scope  of  practice  authorized  by 
a license  issued  to  an  osteopathic  applicant. 
Applicants,  apparently,  are  issued  licenses 
to  practice  medicine  generally.’’  The  ques- 
tion at  once  arises  as  to  whether  our  in- 
creased death  rates  and  the  ignorance  of 
our  people  in  hygienic  knowledge  are  in 
part  due  to  such  licensing?  The  article  re- 
ferred to  adds:  “In  Colorado,  Illinois,  and 
Texas  the  state  board  of  medical  examiners 
is  vested  with  discretionary  power  which 
could  be  more  vigilantly  exercised.  Since 
my  election  to  The  Colorado  State  Board 
of  Medical  Examiners,  I have  attempted  to 
study  the  present  situation  with  the  help  of 
Dr.  David  A.  Strickler,  who  served  the 
Board  so  faithfully  for  many  years. 
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When  prosperity  was  with  us  the  medical 
profession  extended  its  program.  The  dues 
of  the  State  Medical  Society  doubled  and 
enabled  the  employment  of  an  excellent  per- 
manent secretary  with  permanent  offices. 
In  1929,  a State  annual  registration  fee  of 
$2.00  was  assessed  against  every  physician 
and  surgeon  in  Colorado,  and  against  chiro- 
practors, osteopaths,  chiropodists,  and  mid- 
wives. The  amount  collected  by  this  regis- 
tration fee,  in  1931,  amounted  to  $6826.00. 
Of  this  amount,  $4802.00  was  collected  from 
medical  practitioners  and  $2024.00  came 
from  the  other  groups  mentioned.  The  mon- 
ey has  been  used  to  improve  the  work  of 
the  State  Board  of  Medical  Examiners 
whose  income  from  other  sources  has 
dropped  some  $3000.00.  Since  these  funds 
have  been  available,  the  prosecutions  of  the 
State  Board  have  increased  from  35  to  102 
annually.  The  function  of  the  State  Board 
of  Medical  Examiners  is  to  safeguard  the 
health  of  the  people  of  Colorado.  While  the 
change  in  the  economic  situation  demands 
retrenchment  and  “according  to  her  cloth 
she  cut  her  coat,”  we  must  hope  that  Colo- 
rado will  not  have  to  recede  from  the  excel- 
lent work  done  by  the  State  Medical  Society 
and  that  attempted  by  the  State  Board  of 
Medical  Examiners.  It  is  certainly  our  mis- 
fortune that,  as  yet,  no  Basic  Science  Board 
exists  in  Colorado,  such  as  operates  well 
in  other  states. 

The  Twenty-ninth  General  Assembly  of 
our  State  recently  enacted  Code  Bill  No.  30, 
which  places  the  State  Board  of  Health  un- 
der the  Division  of  Public  Health.  The  Sec- 
retary of  the  Board  shall  be  the  Chief  Ex- 
ecutive Officer  who  must  be  a licensed  Colo- 
rado physician  experienced  in  public  health 
work.  The  opportunity  is  given  such  an 
executive  officer  to  remedy  all  the  public 
health  defects  which  so  badly  need  atten- 
tion. 

Running  parallel  with  the  depression  we 
have  decreasing  birth  rates  and  an  increase 
in  malnutrition  in  children.  The  latter  is  of 
the  greatest  concern.  It  results  from  unem- 
ployment and  can  not  be  excused  in  a coun- 
try with  over-abundance  of  food  supplies. 


To  instance  the  growth  of  unemployment 
around  us — in  June,  1932, -the  Community 
Chest  of  Denver  gave  relief  to  3572  charity 
cases,  but  in  June,  1933,  aided  16,610  char- 
ity cases.  The  Denver  Tuberculosis  Society 
states  that  the  increasing  malnutrition  of 
Denver  children  shows  a direct  ratio  with 
the  increased  unemployment. 

The  Children’s  Bureau  in  Washington,  in 
its  News  Summary  for  July  12,  1933,  stresses 
the  increased  malnutrition  in  children  of 
school  age  and  pre-school  age  in  many  parts 
of  the  United  States.  The  same  News 
Summary  quotes  a study  of  conditions  in  cer- 
tain districts  of  New  York  City  which 
shows  an  increasing  infant  mortality  and 
also  an  increasing  death  rate  from  pulmonary 
tuberculosis.  The  tuberculosis  death  rates 
in  twenty-one  of  these  districts  shows  an 
average  increase  of  23.5  per  cent.  Our  gov- 
ernment is  at  last  awake  to  the  fact  that  the 
prolonged  depression  is  increasing  morbidity 
and  mortality  and  every  effort  should  at 
once  be  made  to  see  that  the  proper  nutri- 
tion of  children  is  maintained.  The  average 
infant  mortality  for  the  United  States  is  56.8 
per  cent  per  1000,  while  for  1932  in  Colo- 
rado Springs  it  increased  from  54.7  to  64.6. 
Fort  Collins  reached  a rate  of  143,  while 
Boulder  reached  the  remarkably  low  infant 
mortality  rate  of  32.  The  infant  mortality 
rate,  for  1932  in  the  United  States,  was  58, 
while  that  of  New  Zealand  was  31.  The 
maternal  mortality  rate  of  Colorado,  for 
1931,  was  70  compared  with  43  in  Connec- 
ticut. Comparing  the  maternal  mortality 
rates  for  thirteen  foreign  countries,  for  1931, 
it  is  found  that  only  one  country,  Chile,  had 
a higher  mortality  rate  than  the  United 
States.  Such  figures  speak  for  the  urgent 
necessity  of  saving  the  lives  of  mothers. 

May  I take  this  occasion  to  emphasize 
again  one  of  the  greatest  defects  in  the  edu- 
cation of  children.  The  lack  of  logic  in  this 
country  and  the  lack  of  cooperation  in  health 
matters  will  never  be  corrected  until  chil- 
dren in  our  schools  are  taken  out  into  the 
fields  and  interested  in  nature  by  teachers 
who  are  competent  to  make  nature  interest- 
ing. There  are  few  professional  and  busi- 
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ness  pursuits  which  do  not  have  nature  as 
a basis.  From  tfye  manufacturer  to  the  farm- 
er, knowledge  of  nature  is  necessary.  With 
love  of  nature  instilled,  the  individual  be- 
comes resourceful  in  self-amusement,  is  nev- 
er lonesome,  and  can  emulate  Keats,  who 
was  also  educated  in  medicine. 

“Oh  solitude!  If  I with  thee  must  dwell 
Let  it  not  be  among  the  jumbled  heap 
Of  murky  buildings;  climb  with  me  the 
steep, 

Nature’s  observatory  . . 

How  can  disease  be  understood  by  the 
layman  without  a proper  appreciation  of 
nature  and  of  natural  laws,  and  how  can  we 
get  cooperation  in  our  legislatures  without 
such  knowledge?  The  physician  is  trained 
in  nature,  but  he  is  apt  to  forget  that  others 
are  not  and  he  should  make  every  effort  to 
see  that  they  should  be. 

Public  health  is  purchasable.  In  the  latest 
year  for  which  per-capita  appropriation  for 
health  work  in  all  states  is  available  we  find 
that  the  average  per-capita  expended  by  all 
states  to  be  9 cents,  while  Colorado  spends 
8.2  cents.  Every  member  of  our  State  Med- 
ical Society  should  familiarize  himself  with 
a copy  of  “Public  Health  Administration  in 
Colorado’’  and  circulate  it  among  his  friends. 
Education  of  the  people  would  insure  the 
coming  into  effect  of  the  numerous  recom- 
mendations made  therein,  including  our 
state  tuberculosis  problem  which  needs  rap- 
id solution. 

It  has  been  well  said  that  “The  virtue  of 
prosperity  is  temperance;  the  virtue  of  ad- 
versity is  fortitude.’’ 

The  wisdom  of  the  past  covers  all  our 
perplexities,  but  even  with  its  help  we  must 
use  our  own  intelligence  in  the  trials  which 
are  new  to  us.  The  medical  profession  must 
investigate  and  advise  without  delay  the  best 
steps  to  be  taken  to  meet  the  demand  for 
adequate  medical  service  in  this  new  era. 
A powerful  mental  ferment  is  at  work  which 
physicians  should  guide. 

For  the  time  being,  our  form  of  govern- 
ment has  been  modified  and  the  United 
States  is  directed  by  what  has  been  termed 


a City  Manager.  Obviously  it  may  often 
be  difficult  for  County  and  State  Medical 
Societies  to  agree  on  the  new  procedures 
which  medical  service  demands.  It  may  be 
best  for  the  profession  to  accept  plans 
which,  after  complete  study,  an  appointed 
commission  of  the  American  Medical  As- 
sociation could  formulate.  It  should  be  pos- 
sible to  incorporate  into  the  new  regime  the 
advice  of  Bacon  in  his  Regiment  of  Health: 

"Physicians  are  some  of  them  so  pleasing 
and  conformable  to  the  humor  of  the  patient, 
as  they  press  not  the  true  cure  of  the  dis- 
ease; and  some  other  are  so  regular  in  pro- 
ceeding according  to  art  for  the  disease,  as 
they  respect  not  sufficiently  the  condition 
of  the  patient.  Take  one  of  a middle  tem- 
per or  if  it  may  not  be  found  in  one  man, 
combine  two  of  either  sort;  and  forget  not 
to  call  as  well  the  best  acquainted  with  your 
body,  as  the  best  reputed  for  his  faculty.” 

As  the  same  genius  expressed  it,  “They 
that  reverence  too  much  old  times  are  but  a 
scorn  to  the  new."  And  who  forecast 
change  better  than  Shelly,  himself  a one- 
time medical  student? 

“Man's  yesterday  may  ne’er  be  like  his 
morrow; 

Nought  may  endure  but  Mutability.” 

This  address  was  started  with  the  belief 
that  our  present  sick  state  would  recover 
and  I am  optimist  enough  to  believe  that 
great  good  will  emerge  from  our  tribula- 
tions, even  should  it  seem  delayed.  A great 
optimist  in  medicine  and  in  life,  was  one  of 
our  profession,  John  Armstrong,  who  wrote, 
in  1744,  the  Art  of  Preserving  Health.  Lis- 
ten to  his  song: 

“ ’Tis  the  great  art  of  life  to  manage  well 

The  restless  mind. 

Our  greatest  good  and  what  we  least  can 
spare. 

Is  hope;  the  last  of  all  our  evils,  fear. 

Know  then,  whatever  cheerful  and  serene 

Supports  the  mind,  supports  the  body  too; 

Hence,  the  most  vital  movements  mortals 
feel 

Is  hope,  the  balm  and  lifeblood  of  the  soul." 
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NON-FATAL  GUNSHOT  INJURIES  OF  THE  SKULL  WITH 
INTRACRANIAL  RETENTION  OF  THE  PROJECTILE* 

ERNST  A.  SCHMIDT,  M.D. 

DENVER 


Character  and  severity  of  cranial  gunshot 
wounds  depend  on  numerous  factors  of 
great  variety.  Among  these  factors  the  most 
important  are:  type,  velocity,  and  caliber  of 
the  projectile:  nature  and  extent  of  the  skull 
fracture:  location  and  amount  of  the  brain 
damage:  presence  or  absence  of  infection, 
and  many  other  complications.  The  effects 
and  symptoms  produced  by  cranial  bullet 
wounds  may  be  divided  into  immediate  or 
acute  (hemorrhage,  cerebral  compression, 
etc.),  intermediate  (infections),  and  late  or 
remote  (especially  epilepsy,  paralysis  and 
mental  changes). 

The  marked  difference  in  type  and  veloc- 
ity of  the  projectiles  ordinarily  employed  in 
modern  warfare  and  in  civilian  life  exclude 
definite  comparisons  concerning  the  immedi- 
ate effects  as  they  were  observed  in  the 
World  War  and  the  peace-time  injuries 
which  form  the  basis  of  this  report.  In  con- 
tradistinction to  the  enormous  penetrative 
power  and,  at  close  range,  often  explosive 
character  of  military  missiles,  the  majority 
of  gunshot  wounds  in  civilian  life,  predom- 
inantly suicidal  or  accidental,  are  produced 
by  soft-core  bullets  of  small  caliber  and  little 
initial  momentum.  Especially  the  effect  of 
the  popular  .22  revolver  is  often  mild,  even 
in  cases  when  the  bullet  traverses  a large 
area  of  brain  tissue.  Penetration  of  the  en- 
tire bony  calvarium  with  emergence  of  the 
projectile  seems  to  be  extremely  rare  in 
peace  time  injuries. 

The  damage  done  to  the  cranial  vault  by 
ordinary  revolver  bullets,  i.  e.,  the  skull 
fracture,  is  usually  not  very  great.  Due  to 
the  close  aim,  segmental  and  tangential  in- 
juries with  extensive  bone  fragmentation  and 
destruction  are  rarely  encountered.  The 
impact  in  diametral  direction  results  in  rela- 
tively small  and  clear-cut  fractures.  The 
bullet  itself  is,  as  a rule,  not  deflected  intra- 
cranially.  (The  practically  always  fatal 

♦From  the  Department  of  Radiology  of  the  Uni- 
versity of  Colorado  School  of  Medicine  and  Hos- 
pitals, Denver. 


basal  fractures  due  to  shot  from  the  oral 
cavity  lie  outside  the  scope  of  this  discus- 
sion). 

Complications,  especially  infections, 
which,  according  to  O.  Marburg  and  E. 
Renzi,  occur  in  65  per  cent  to  70  per  cent 
of  all  brain  injuries,  have  a very  important 
bearing  on  the  prognosis  of  the  case,  and 
may  materially  modify  both  its  immediate 
and  late  course.  In  this  connection,  the  oc- 
currence of  meningitis  and  brain  abscesses 
shall  be  mentioned. 

The  extent  and  location  of  the  brain  in- 
juries are  of  paramount  importance.  The 
acute  symptoms  due  to  hemorrhage,  com- 
pression, or  destruction  of  cerebral  tissue 
and  nerve  tracts  determine,  to  a large  de- 
gree, not  only  the  immediate  therapeutic 
measures,  but  also  the  final  prospects  of  the 
case.  The  late  cerebral  symptoms  which, 
generally  speaking,  are  traceable  either  to 
irritation  or  to  destruction  of  brain  sub- 
stance, frequently  represent  permanent  in- 
juries and  are  of  the  utmost  importance  in 
non-fatal  cases. 


Fig.  1.  Case  1.  S.  S.  (Senile  dementia).  Gunshot 
wound  through  right  forehead.  Bullet  lodged 
in  right  frontal  region.  Traumatic  sequelae: 
Blindness  of  right  eye;  paralytic-paretic  changes 
of  eye  muscles  and  of  pupillary  reaction. 
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Although  statistics  vary  widely,  traumatic 
epilepsy  is  reported  as  the  most  frequent  late 
symptom  after  cranial  war  injuries.  Wag- 
staffe  reported  an  18  per  cent  incidence  of 
traumatic  epilepsy  among  340  cases  in  the 
British  army.  According  to  the  same  au- 
thor, in  a total  of  approximately  18,000  cases 
of  gunshot  wounds  of  the  head  traced  in 
1920  by  the  British  Ministry  of  Pensions, 
over  4*/2  per  cent  showed  signs  of  epilepsy. 
Considering  the  comparatively  short  time  of 
observation,  less  than  two  years  after  the 
armistice,  this  percentage  cannot  be  accepted 
as  final.  Of  more  value  is  a recent  compila- 
tion by  Lene  Credner  of  the  University  Clin- 
ics in  Munich,  quoted  by  Isserlin.  This 
compilation  refers  to  about  2,000  cases 
which  were  observed  over  a period  of  up 
to  ten  years.  Signs  of  epilepsy  were  re- 
corded in  38.2  per  cent  of  all  brain  injuries. 
In  cases  with  perforation  of  the  dura  the 
percentage  mounted  to  49.5;  in  cases  without 
dural  perforation  it  receded  to  20.3.  Un- 
doubtedly Credner’s  statistics  comprised 
many  cases  which  ordinarily  might  not  have 
been  included  or  might  have  been  over- 
looked; compared  with  70  per  cent  of 
“grand  mal  and  22  per  cent  of  equivocal 
epileptiform  symptoms  like  “dizziness  or 
“absences,’  it  only  contained  8 per  cent  of 


Fig.  2,  Case  2.  G.  S.  Gunshot  wound  through  left 
forehead.  Bullet  lodged  in  right  cerebellar  re- 
gion. Traumatic  sequelae ; Left  hemiplegia. 


Fig.  3.  Case  3.  L.  M.  (Mental  deficiency).  Gun- 
shot wound  through  right  forehead.  Bullet 
lodged  in  right  occipital  region.  Traumatic  se- 
quelae: Traumatic  epilepsy;  reflex  changes. 

true  Jacksonian  type.  In  about  two-thirds  of 
the  cases  infection  had  been  observed.  Simi- 
larly high  was  the  incidence  of  epilepsy  after 
surgical  intervention  while,  on  the  other 
hand,  the  presence  of  an  intracranial  foreign 
body  did  not  necessarily  increase  the  per- 
centage of  epilepsy.  Compared  with  a per- 
centage of  63  of  epilepsy  in  cases  of  infec- 
tion, the  respective  figures  for  intracranial 
bullet  retention  or  presence  of  intracranial 
bone  fragments  were  only  42  and  33  per 
cent.  Parietal  wounds  seemed  to  predispose. 
It  may  be  of  interest  that,  according  to  Is- 
serlin’s  estimate,  in  1930  approximately 
25,000  brain  injured  war  veterans  were  still 
alive  in  Germany.  In  Isserlin’s  opinion,  the 
prognosis  of  traumatic  epilepsy  as  to  cure 
or  improvement  is  rather  poor  (at  the  best, 
less  than  10  per  cent). 

Brain  abscess  is  reported  next  in  fre- 
quency, often  as  late  as  a decade  after  in- 
jury and  occasionally  accompanied  by  seri- 
ous meningitis  or  hydrocephalus.  Often  it 
appeared  as  if  the  abscess  formation  was 
ushered  in  by  an  intercurrent  infection,  es- 
pecially influenza.  Unfortunately,  neither  in 
brain  abscess  nor  in  other  symptoms  or  com- 
plications statistical  figures  or  percentages 
are  made  available. 
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Fig.  4.  Case  4.  J.  M.  Gunshot  wound  through 
left  side  of  face  (?).  Bullet  lodged  in  left  occi- 
pital region.  Traumatic  sequelae : Right  hemi- 
plegia. 

The  next  frequently  reported  symptoms 
were  paralyses,  pareses,  and  numerous  psy- 
chopathic affections  ranging  from  simple 
amnesias  and  agnosias  to  complicated  schiz- 
ophrenoid  features  and  dementias.  A fre- 
quent observation  was  the  so-called  “explo- 
sive diathesis,’’  the  “hair-trigger  temper”  of 
the  brain  injured,  which  often  gives  rise  to 
uncontrollable  temperamental  outbursts  and 
is  well  known  even  in  non-medical  circles 
(cf.  its  classical  description  in  Remarque’s 
“All  Quiet  on  the  Western  Front”). 

Of  other  late  sequelae  the  host  of  indefi- 
nite general  symptoms  needs  mentioning: 
palpitations  of  the  heart,  perhydrosis,  angina 
pectoris,  vasomotor  and  trophic  disturb- 
ances, edemas,  genital  atrophy,  adiposity, 
sexual  neurasthenia,  and  many  others. 

On  the  other  hand,  the  scarcity  or  entire 
lack  of  symptoms  in  cases  where  one  of  the 
so-called  “silent  areas”  is  involved  may  be 
surprising.  Apfelberg  reported  such  a case 
with  frontal  lobe  injury  and  Levin  a similar 
case  with  extensive  damage  to  the  right  tem- 
poral area.  The  best  known  “silent  areas’ 
are  represented  by  the  right  frontal  lobe  and 
by  the  greater  portions  of  the  occipital  lobes 
and  of  the  right  temporal  lobe.  This  latter 
fact  explains  why  frequently  gunshot  in- 


juries in  the  right  temporal  region,  favored 
by  many  suicides  and,  though  occasionally 
resulting  in  blindness  due  to  optic  nerve 
injury,  may  produce  very  few,  if  any,  brain 
symptoms. 

The  only  sequelae  directly  attributable  to 
the  retention  of  soft-core  bullet  particles 
within  the  cranial  cavity — chemical  reaction 
due  to  lead  poisoning — was  observed  in  one 
case  only  among  500  by  Odelga  and  seems 
to  play  a negligible  part.  While,  conse- 
quently, a projectile  encapsulated  or  fixed 
within  fibrous  or  cicatrical  tissues  may  re- 
main quiet  and  symptomless  for  an  indefinite 
length  of  time,  the  possibility  of  its  migra- 
tion from  a “silent  area”  into  important 
brain  centers  or  into  the  ventricular  system 
constitutes  a permanent  danger. 

It  seems  to  be  the  consensus  of  opinion 
of  most  surgeons  that,  unless  complications 
develop  or  a bullet  is  very  easily  accessible, 
late  extraction  should  not  be  attempted. 
Da  Costa  cites  von  Bergmann  who  was 
so  impressed  by  the  large  number  of  spon- 
taneous recoveries  after  cranial  gunshot 
wounds  (about  33  per  cent,  according  to 
Hahn)  that  he  only  operated  in  the  presence 
of  urgent  cerebral  symptoms.  Cushing 
writes  that  “as  a rule  there  is  no  particular 
reason  for  its  (the  bullet’s)  extraction,  for 
in  the  absence  of  immediate  complications  it 
becomes  encapsulated  and,  unless  the  missile 


Fig.  5.  Case  5.  O.  M.  (Nasal  polyposis).  Gunshot 
wound  through  left  temporal  region.  Bullet 
particles  in  left  fronto-parietal  region.  Trau- 
matic sequelae:  Loss  of  eye;  impairment  of 
hearing. 
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chances  to  lie  near  the  surface,  the  damage 
already  done  will  only  be  increased  by  med- 
dlesome attempts  to  locate  and  extract  it.' 
Isserlin  recommends  conservative  procedure 
"as  long  as  rest  prevails  ("solange  Ruhe 
herrscht").  In  any  case,  as  von  Eiselberg 
put  it,  “the  dangers  of  extraction  have  to  be 
evaluated  against  the  symptoms.’’ 

The  following  eight  cases  of  non-fatal 
gunshot  injuries  of  the  skull  combined  with 
intracranial  retention  of  the  projectile  were 
examined  during  the  past  seven  years  in  the 
X-Ray  Department  of  the  University  of 
Colorado  School  of  Medicine  and  Hospitals: 

CASE  1. 

S.  S.,  male,  62  years  old,  railroad  man,  killed 
his  invalid  wife  and  shot  himself  above  the  right 
eye  with  suicidal  intent  on  April  26,  1932.  He 
was  indicted  for  murder  but  pleaded  “not  guilty 
by  reason  of  insanity"  and  was  committed  by  the 
court  to  the  Colorado  Psychopathic  Hospital  for 
observation  and  diagnosis.  An  essential  factor 
in  the  patient’s  history  was  the  report  that  he 
“had  a stroke"  four  months  prior  to  injury.  This 
stroke  had  produced  a temporary  partial  paralysis 
of  his  left  arm,  his  left  leg,  and  the  left  side  of 
his  face,  but  these  symptoms  had  apparently  sub- 
sided at  the  time  of  admission  to  the  hospital. 
The  caliber  of  the  revolver  used  in  his  attempt 
at  suicide  wras  .38. 

The  neurological  findings  on  admission  were: 
Reflexes  normal,  Babinski  negative.  No  evidence 
of  atrophy  or  paralysis  of  extremities. 

Ophthalmclcgical  findings  : VOD,  no  light  per- 
ception. VOS,  1.0-2.  Right  pupil  markedly  di- 
lated; no  reaction  to  light  or  accommodation. 
Left  pupil  slightly  constricted;  reactions,  slug- 
gish. Fundi  cannot  be  examined  due  to  lack  of 


Fig.  6.  Case  6.  J.  M.  (Gastric  carcinoma).  Gun- 
shot wound  in  right  frontal  region.  Bullet 
lodged  in  right  fronto-temporal  region.  Trau- 
matic sequelae;  Brain  abscess,  calcified.  (Loss 
of  ej'e  due  to  another  unrelated  injury). 


Fig.  7.  Case  8.  V.  C.  R.  (Manic-depressive  psy- 
chosis). Gunshot  wround  in  frontal  region.  Bullet 

lodged  in  right  temporo-frontal  area.  Sequelae: 

Temporary  postoperative  paresis  of  right  face. 

co-operation.  Slight  limitation  of  motion  of  right 
eye  in  all  directions,  especially  to  the  right.  Left 
field  of  vision  full  to  the  confrontation  test. 
Diagnosis  : Injury  to  the  right  optic  nerve,  to  the 
right  abducens  and  oculomotor.  The  right  optic 
nerve  is  probably  severed  and  descending  optic 
atrophy  will  probably  follow.  The  motor  nerve 
paralysis  may  be  due  merely  to  contusion  and 
hemorrhage  and  may  recover.  Blindness  of  right 
eye  wrill  probably  be  permanent. 

X-ray  findings : Intracranial  metallic  foreign- 
body,  22  by  11  mm.,  apparently  bullet,  about  4% 
cm.  back  of  right  frontal  bone  at  level  of  % cm. 
above  upper  orbital  ridge.  Numerous  minute 
metal  (bullet)  particles  scattered  over  right  su- 
praorbital, frontal  and  sphenoidal  regions,  partly 
in  bone,  partly  within  cranial  cavity  (Fig.  1). 

Psychiatric  findings : Examination  of  attitude, 
behavior,  stream  of  talk,  activity  and  emotional 
reactions,  sensorium,  insight,  judgment,  etc.,  lead 
to  the  diagnosis  of  senile  psychosis,  depressive 
type. 

Patient  was  discharged  with  the  recommenda- 
tion of  permanent  institutionalization  in  the  State 
Hospital. 

CASE  2 

G.  S.,  female,  19  years  old,  housemaid.  Patient 
w'as  shot  accidentally  in  left  frontal  region,  eight 
years  prior  to  admission  to  the  Out-Patient  De- 
partment of  the  Colorado  General  Hospital.  Cali- 
ber of  revolver,  .22. 

Clinical  findings  (Dept,  of  Neurology  and  Dept, 
of  Orthopedics) : Spastic  paralysis  of  left  foot 
with  marked  loss  of  sensation.  Left  hand  some- 
what stiff  and  spastic.  Atrophy  of  left  leg,  espe- 
cially from  knee  down.  Patellar  and  suprapatel- 
lar reflexes  superactive;  Babinski  negative.  No 
Achilles  reflex;  no  clonus.  Legs  of  equal  length. 
Slight  footdrop,  left.  Diagnosis:  Left  hemiplegia. 

X-ray  findings:  1.  Rounded  bone  defect  of 
about  iy2  cm.  diameter  in  left  frontal  bone  near 
midline.  Numerous  metal  particles  in  same  area. 
2.  Metallic  foreign  body,  apparently  bullet,  10  by 
8 mm.  in  size,  in  inferior  occipital  fossa,  slightly 
to  the  right  from  the  midline.  3.  Several  small 
bullet  particles  scattered  from  the  region  of 
frontal  bone  defect  to  the  region  of  bullet  reten- 
tion in  cerebellar  area. 
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Patient  was  discharged  on  February  6,  1933,  to 
the  Denver  General  Hospital  with  the  recommen- 
dation of  a Stoffel’s  operation  on  adductors  and 
quadriceps  group  in  order  to  improve  gait. 

CASE  3 

L.  M.,  female,  13  years  old,  school  girl,  was 
admitted  to  the  Colorado  Psychopathic  Hospital 
on  January  8,  1932,  by  action  of  the  school  author- 
ities for  observation  and  diagnosis  on  account  of 
progressing  mental  deficiency.  Patient  had  been 
shot  in  right  forehead  accidentally  ten  and  one- 
half  years  previously.  No  symptoms  had  been 
noted  until  August,  1931,  (almost  ten  years  after 
injury)  when  “attacks  of  convulsions,  jerking, 
choking  and  getting  stiff"  began.  These  attacks 
were  accompanied  by  cyanosis,  fall,  and  loss  of 
consciousness,  but  never  by  biting  of  the  tongue 
or  by  injury.  At  time  of  admission,  such  attacks 
occurred  two  to  four  times  per  day.  Patient’s 
mental  condition  was  obviously  deteriorating 
gradually  since  onset  of  these  seizures.  The  fam- 
ily history  revealed  that  patient's  father  had  been 
an  epileptic  for  many  years,  that  a maternal  aunt 
had  died  in  the  State  Hospital  for  the  Insane, 
that  an  uncle  had  been  confined  there  for  four 
years,  and  that  practically  all  members  of  the 
family  were  “mentally  weak." 

The  clinical  examination  showed  a pulsating 
tumor,  5 cm.  above  the  outer  canthus  of  the  right 
eye,  rising  cone-shaped  to  about  1 cm.,  apparent- 
ly combined  with  some  loss  of  bone  substance  in 
the  right  temporo-frontal  region. 

Neurological  findings : Suggestion  of  Babinski, 
left  (inconstant),  ('haddock  positive  on  left  (in- 
constant). Deep  reflexes  of  upper  and  lower  ex- 
tremities normal.  Diagnosis : Epileptiform  seiz- 
ures, Jacksonian  type,  on  basis  of  old  injury  (bul- 
let wound)  in  right  cerebrum. 

Ophthalmological  findings : Size  and  reaction 
of  pupils  normal.  Fundi,  vision,  and  ocular  move- 
ments normal. 

X-ray  findings:  1.  Oval  bone  defect,  iy2  by 
1 cm.,  over  right  frontal  bone.  2.  Numerous 
small  metallic  foreign  bodies,  apparently  bullet 
particles,  scattered  from  frontal  area  to  occiput. 
3.  Large  metallic  foreign  body,  apparently  bullet, 
8 by  12  mm.  in  size,  within  cranium  close  to  occi- 
pital protuberance,  3 cm.  to  the  right  from  the 
midline  (Fig.  3). 

Psychiatric  diagnosis:  Mental  deficiency 

(moron)  without  psychosis. 

Removal  of  bullet  and  sterilization  (after  con- 
sent of  parents)  were  recommended  by  the  Psy- 
chopathic Hospital,  but  patient  was  taken  home 
by  her  parents  before  the  Department  of  Surgery 
could  act  upon  these  recommendations. 

CASE  4 

J.  M.,  male,  39  years  old,  unemployed,  was  ad- 
mitted to  the  Outpatient  Department  of  the  Colo- 
rado General  Hospital  on  account  of  right  hemi- 
plegia on  January  16,  1929.  No  satisfactory  ac- 
count of  the  circumstances  of  the  injury  could 
be  obtained ; patient  only  volunteered  the  infor- 
mation that,  eighteen  years  previously,  he  was 
involved  in  a shooting  affray.  Soon  after  the 
injury,  a certain  weakness  of  the  right  arm  and 
right  leg  combined  with  a foot  drop  of  the  right 
side  had  developed.  After  remaining  stationary 
for  about  fifteen  years  these  symptoms  had  be- 
come markedly  worse  during  the  preceding  three 
years. 

Neurological  findings:  Right  arm  spastic;  right 
knee  jerk  hyperactive.  Right  ankle-clonus  nega- 
tive. Left  reflexes  slightly  increased.  Diagno- 
sis: Right  hemiplegia. 

X-ray  findings:  Metallic  foreign  body,  apparent- 


ly bullet,  11  by  15  mm.  in  size,  in  left  occipital 
region,  about  \y2  cm.  from  inner  cranial  wall  and 
about  3 cm.  from  the  midline.  Many  small  metal- 
lic fragments  in  region  of  left  antrum  and  sphe- 
noids (Fig.  4). 

Massage  treatment  was  recommended  by  the 
Department  of  Orthopedics.  I’atient’s  condition 
was  unchanged  on  discharge. 

CASE  5 

O.  M.,  male,  37  years  old,  laborer,  was  admitted 
to  the  Outpatient  Department  of  the  Colorado 
General  Hospital  on  May  5,  1930,  for  obstruction 
of  the  right  nostril  and  partial  obstruction  of 
the  left  nostril  due  to  polyposis.  The  intracranial 
bullet  fragments  were  incidentally  discovered  dur- 
ing an  x-ray  examination  of  the  paranasal  sinuses. 
Patient  had  been  shot  accidentally  twenty-nine 
years  previously.  The  left  eye  was  missing;  hear- 
ing was  slightly  impaired.  There  were  no  com- 
plaints nor  evidence  of  neurological  pathology. 

X-ray  findings : Small  metallic  fragments  in 
left  orbit  and  backwards  to  region  of  external 
auditory  canal.  Right  frontal  sinuses  absent; 
left  frontals  very  small  and  cloudy.  Right  eth- 
moids  cloudy;  left  etlimoids  hazy.  Right  ant- 
rum radiopaque;  left  antrum  cloudy.  Sphenoids 
small  and  hazy  (Fig.  5). 

Patient  was  treated  for  his  nasal  pathology  and 
failed  to  return  for  further  examination. 

CASE  6 

J.  M.,  male,  67  years  old,  railroad  worker,  was 
admitted  to  the  Colorado  General  Hospital  on 
May  18,  1930,  on  account  of  marked  difficulty  in 
swallowing,  persistent  vomiting,  and  rapid  loss 
of  strength  and  weight.  On  admission,  patient 
was  in  a cachectic  condition  and  both  clinical  and 
x-ray  findings  pointed  to  gastric  malignancy.  Ab- 
sence of  the  right  eye  and  a tumorous  enlarge- 
ment over  the  right  zygoma  indicated  an  old  in- 
jury. According  to  the  hospital  records,  patient 
had  been  shot  accidentally  thirty-eight  years  prior 
to  admission.  The  bullet  had  never  been  removed. 
There  was  no  information  regarding  hospitaliza- 
tion or  disability  at  the  time.  Eight  years  later, 
on  occasion  of  a mine  accident,  a piece  of  steel 
pierced  patient's  right  eye,  necessitating  its  enu- 
cleation. Patient  had  been  engaged  in  very  stren- 
uous physical  work,  first  as  a miner,  later  as  a 
railroad  man,  until  six  months  before  his  death, 
which  occurred  six  days  after  admission  to  the 
hospital. 

The  x-ray  findings  of  the  skull  were : Destruc- 
tion of  outer  and  lower  parts  of  right  orbit.  Many 
small  and  two  large  metallic  bullet  fragments, 
the  largest  15  by  15  mm.  in  size,  embedded  in 
an  area  of  homogeneous  density,  7.5  by  4.5  by 
3.5  cm.  in  diameters,  probably  due  to  old  calci- 
fication (Fig.  6). 

The  autopsy  findings  were : 1.  Carcinoma  of  the 
cardia  and  lower  esophagus.  2.  Chronic  passive 
congestion  of  the  liver.  3.  Pleurisy  with  effu- 
sion, left  side.  4.  Metastatic  growths  on  mesen- 
tery. 5.  Arteriosclerosis.  6.  Absence  of  right 
eye.  7.  Mass  in  right  temporal  region  extending 
down  over  zygoma. 

Unfortunately,  the  permission  for  an  autopsy  of 
the  skull  and  brain  could  not  be  obtained  and  a 
detailed  examination  of  the  reported  tumor  and 
radiopaque  area,  probably  a calcified  brain  ab- 
scess, could  not  be  made. 

In  the  following  two  cases,  the  bullets  were  re- 
moved by  the  Department  of  Surgery. 

CASE  7 

E.  W.,  male,  36  years  old,  barber,  shot  himself 
on  account  of  marital  difficulties  on  February  2, 
1927,  and  was  admitted  to  the  Colorado  Psycho- 
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pathic  Hospital  three  weeks  later.  The  bullet 
was  removed  on  March  21,  1927,  approximately 
seven  weeks  after  trauma.  A re-admission  in 
April,  1927,  in  order  to  prevent  other  suicidal 
attempts  made  a follow-up  examination  possible. 

Clinical  examination  on  first  admission:  Some 
exophthalmus,  bilateral.  Fresh  bullet  wound  on 
the  back  of  head.  Pupils,  of  normal  reaction  and 
appearance.  Hearing  good.  Few  rales  in  lower 
right  chest  and  some  dullness  over  right  apex. 
Extremities  negative.  Patellar  reflexes  exag- 
gerated on  both  sides.  Babinski  and  clonus  nega- 
tive. 

Ophthalmological  findings:  No  pathology  noted. 
Eye  grounds  normal;  discs  slightly  pale. 

X-ray  findings,  March  1.  1927 : Metallic 

fragments,  the  largest  7 mm.  by  10  mm.,  in  pos- 
terior fossa  of  skull  against  anterior  surface  of 
occipital  bone,  3 cm.  above  internal  occipital 
protuberance  and  about  iy2  cm.  to  right  of  mid- 
line. Small  bone  fragment  anterior  to  bullet. 
March  22,  1927:  Trephine  opening,  2 cm.  in 
diameter  in  posterior  occipital  region.  Metallic 
fragments,  reported  previously,  no  more  visual- 
ized. 

Operative  removal  of  bullet,  March  12,  1927. 
Surgical  report : Part  of  bullet  found  resting  on 
inner  table  of  skull  in  occipital  region,  the  inner 
table  having  been  pushed  into  cranium  by  force 
of  bullet.  Size  of  bullet,  10  by  7 by  2 mm. 

Psychiatric  diagnosis:  Affective  disorder  (de- 
pression) due  to  marital  trouble. 

On  re-admission,  patient  appeared  more  agi- 
tated and  depressed.  The  physical  findings  were 
unchanged. 

CASE  8 

V.  R.  C.,  male,  42  years  old,  broker,  shot  him- 
self in  suicidal  intention  through  glabella  on 
October  8,  1926,  and  was  admitted  to  the  Colo- 
rado General  Hospital  on  the  same  day.  Caliber 
of  revolver  used,  .32.  Patient’s  history  revealed 
two  previous  attempts  at  suicide  by  means  of 
veronal. 

Physical  examination  on  admission:  Patient 
conscious  but  irritable.  Complains  of  headache. 
Ecchymosis  of  both  eyelids.  Evidence  of  gunshot 
wound  in  forehead.  Attacks  of  vomiting.  Pulse 
72.  Hemoglobin  78 ; erythrocytes  4,360,000 ; leu- 
kocytes 10,500;  blood  pressure  122/68. 

Ophthalmological  examination:  Right  pupil, 
smaller  than  left  and  sluggish  in  reaction  to  light. 
Vision  normal.  No  strabismus,  ptosis,  or  nys- 
tagmus. 

Neurological  examination : Patellar  reflexes 
normal.  No  Babinski;  no  clonus.  Motor  power 
and  sensation  of  head  and  extremities  unim- 
paired. No  atrophy. 

X-ray  report : Evidence  of  bullet,  1.7  by  1 cm. 
in  size,  in  right  middle  fossa  next  to  sphenoid 
body,  2 cm.  to  right  of  midline.  Chain  of 
numerous  metallic  bullet  fragments  extends  from 
glabella  to  sphenoid  body. 

The  bullet  was  removed  on  October  12,  1926, 
four  days  after  injury.  The  operative  report  was : 
Trephine  opening  made  anterior  to  external  au- 
ditory canal  and  just  above  the  level  of  the  zy- 
goma. Through  the  present  opening  of  the  dura, 
bullet  was  located  and  removed.  Drainage  tube 
placed  down  to  the  opening  of  the  dura.  Consid- 
erable oozing  of  blood  because  of  laceration  of 
small  vessels  by  bullet.  Size  of  extracted  bullet, 
1.7  by  1 by  0.5  cm. 

Three  days  after  operation  some  weakness  of 
the  right  side  of  the  face  and  of  right  masseter 


was  noted,  but  this  symptom  subsided  before 
discharge  from  the  hospital  on  October  23,  1926. 

Psychiatric  diagnosis  was : Manic-depressive 
psychosis;  depression  (reaction  type)  due  to  busi- 
ness worries. 

Summary 

Although  the  small  number  of  our  cases 
does  not  allow  any  definite  conclusions,  it 
is  interesting  to  note  that,  in  our  series, 
paralytic  or  paretic  symptoms  were  present 
in  three-fourths  of  the  cases  and  so  far  out- 
weighed traumatic  epilepsy  which  was  ob- 
served only  in  one  case.  In  the  majority 
of  cases  these  paralytic  or  paretic  manifes- 
tations were  light,  amounting  to  reflex  dis- 
turbances and  pupillary  changes  only.  In 
one  of  these  cases  the  temporary  “weak- 
ness" of  the  right  side  of  the  face  developed 
after  operative  removal  of  the  bullet.  In 
two  cases  hemiplegia  was  present,  but  in 
neither  case  was  the  resulting  disability 
marked  enough  to  prevent  patient  from 
working.  The  case  of  traumatic  epilepsy 
showed  pronounced  mental  deficiency  for 
which,  however,  the  traumatic  etiology  is 
very  doubtful  if  we  consider  the  family 
history. 

The  case  of  healed  (calcified)  brain  ab- 
scess demonstrates  to  what  extent  brain 
tissue  in  a “silent  area"  may  be  damaged  or 
destroyed  without  the  development  of  rele- 
vant clinical  symptoms.  This  patient  did  very 
strenuous  physical  labor,  partly  as  a miner 
and  partly  as  a railroad  worker  for  fully 
thirty-six  years  after  the  injury.  The  diag- 
nosis of  “calcified  abscess"  is  given  in  pref- 
erence to  “calcified  hematoma"  for  clinical 
considerations.  It  is  hardly  conceivable  that 
an  acute  hemorrhage  of  this  dimension  could 
occur  without  fulminant  clinical  phenomena 
while,  on  the  other  hand,  the  more  or  less 
symptomless  development  of  even  large 
brain  abscesses  is  not  an  unusual  observa- 
tion. It  must  be  conceded,  however,  that 
similar  conditions  might  apply  in  the  case  of 
a slowly  forming  hematoma  due  to  gradual 
oozing  of  blood  although  our  search  of  the 
medical  literature  failed  to  mention  such  a 
case.  It  is  significant  that  this  patient  as 
well  as  Case  5 (loss  of  the  left  eye)  were 
admitted  to  the  hospital  for  diseases  entirely 
unrelated  to  their  previous  injuries,  the  for- 
mer on  account  of  gastric  carcinoma  (of 
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which  he  died),  the  latter  on  account  of 
nasal  polyposis. 

Th  ree  cases  of  psychosis  (Cases  1,  7,  and 
8) — one  of  seniledementia  andtwo  ofmanic- 
depressive  psychosis — were  of  pre-traumatic 
origin  and  rather  the  cause  than  the  result 
of  brain  injuries. 

The  site  of  entrance  of  the  bullet  was  the 
frontal  region  in  six  cases,  the  temporal  re- 
gion in  one  case,  and  the  occipital  region  in 
one  case.  The  site  of  the  final  bullet  reten- 
tion was  the  frontal  area  in  one  case,  the 
fronto-parietal  area  in  three  cases,  the  occi- 
pital area  in  three  cases,  and  the  region  of 
the  cerebellum  in  one  case.  In  two  cases 
there  was  loss  of  an  eye,  in  another  case 
marked  impairment  of  hearing.  An  evalua- 
tion of  the  late  effects  and  symptoms  of 
crania]  gunshot  wounds  seems  to  confirm  the 
assertion  that  these  manifestations  are  chief- 


ly dependent  upon  the  amount  and  location 
of  the  brain  damage  combined  with  other 
complicating  factors,  especially  infection, 
and  are  but  little  influenced  by  the  intra- 
cranial presence  of  the  projectile. 
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THE  UNANIMITY  OF  THE  PREGNANCY,  MENSTRUAL,  AND 

ESTRUS  CYCLES 

T.  MITCHELL  BURNS,  M.D. 

DENVER 


The  intelligent  use  of  any  of  the  female 
sex  hormones  requires  a knowledge  of  the 
phases  of  the  menstrual  cycle  and  what  is 
occurring  in  these  phases.  To  understand 
the  literature  on  the  sex  hormones,  the  estrus 
cycle  and  its  phases  also  must  be  understood. 

The  estrus  cycle  is  the  non-fertile  repro- 
ductive or  sexual  cycle  characterized  by  a 
definite  estrus,  heat,  or  sexual  desire  period 
— a definite  mating  period.  It  occurs  in  all 
mammals  except  human  beings. 

The  menstrual  cycle  is  the  non-fertile  re- 
productive (or  sexual)  cycle  characterized 
by  a menstrual  or  bleeding  period.  It  oc- 
curs in  all  primates  and  to  some  extent  in 
some  sub-primates.  Female  monkeys  and 
apes  (lower  primates)  have  a combined 
menstrual  and  estrus  cycle.  Human  females 
have  no  definite  estrus  period. 

The  pseudo-pregnancy  cycle  is  the  non- 
fertile  reproductive  (or  sexual)  cycle  char- 
acterized by  a corpus  luteum  stage  in  which 
the  uterus  undergoes  changes  similar  to 
those  of  early  and  even  later  pregnancy  (ex- 
cept no  placenta  or  embryo).  It  occurs  nor- 
mally in  the  unmated  dog  and  guinea  pig 


and  artificially  in  the  mouse,  rat,  rabbit, 
and  ferret.  The  dog  near  the  end  of  the 
period  makes  a nest. 

The  menstrual  cycle  of  women  and  female 
monkeys  and  apes  is  an  abbreviated  pseudo- 
pregnant cycle  in  which  the  uterine  changes 
are  those  of  early  pregnancy,  i.  e.,  of  the 
period  in  which  the  fertilized  ovum  is  tra- 
versing the  tube  (tubal  pregnancy  period). 

A psychologic  pseudo-pregnancy  occurs 
in  some  human  females.  In  human  females 
possibly  the  pseudo-pregnancy  may  be  due 
to  a persistent  corpus  luteum  which,  while 
able  to  sensitize  the  uterus,  is  not  able  to 
cause  a definite  growth.  Menstruation  may 
be  lessened  or  absent  (often  near  or  at 
menopause),  the  abdomen  may  be  enlarged, 
fetal  movements  apparently  felt  (gas  or  con- 
tractions of  the  abdominal  muscles),  and  at 
times  “labor  pains."  No  definite  enlarge- 
ment of  the  uterus  is  ever  found  in  this  form 
of  pseudo-pregnancy. 

Definite  estrus  in  one  cycle  and  menstrua- 
tion in  the  other  cycle  gave  the  idea  that 
the  estrus  and  menstrual  cycles  are  radically 
different.  Their  differences,  however,  are 
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no  more  than  the  differences  which  exist 


between  the  estrus  cycles  of  certain  species. 

The  following  natural  or  physiologic 
phases  occur  in  the  pregnancy,  menstrual, 
and  estrus  cycles  of  all  placental  mammals. 
While  the  arrangement  of  the  three  cycles 
into  like  phases  is  new,  the  terminology 
coincides  with  that  in  general  use  in  recent 
literature. 


2.  Ovulation  phase: 


3.  Luteal  phase: 


4. 


f Maturation  of  follicle 

1.  Follicular  phase:  j Proliferating  endometrium 
Proestrus  and  estrus 
f Distention  and  rupture  of 
follicle  and  escape  of 
ovum 

'Interval’  endometrium 
( Metestrus) 

Corpus  luteal  development 
Glandular  endometrium 
Pseudopregnancy  or 
pregnancy 
( Diestrus) 

f Corpus  luteal  degeneration 
I Endometrial  desquamation 
[ Menstruation  or  labor 

f Fertile  cycle:  lactation 
I Infertile  cycle: 

absent  or  becomes 
anestrus 

Non-breeding  season) 


Degenerative 
phase : 


5.  Quiescent  phase: 


These  phases  are  called  “natural  or  phy- 
siologic because  during  each  of  these  phases 
coordinated  hormonal  or  histologic  changes 
are  known  to  occur  in  the  pituitary,  ovary, 
uterus,  tube,  and  vagina  in  all  placental 
mammals  so  far  studied. 


In  my  previous  article,  “The  Natural 
Phases  of  the  Reproductive  Cycle  of  All 
Placental  Mammals,’  (Colorado  Medicine, 
August,  1930),  the  pregnancy,  menstrual, 
and  estrus  cycles  were  divided  into  like 
phases  for  the  first  time.  I regret,  however, 
that  in  this  article  I failed  to  put  ovulation, 
i.  e.,  distention  and  rupture  of  the  follicle 
as  a phase  distinct  from  follicular  matura- 
tion. Long  and  Evans  made  this  distinction 
in  1920  (Anat.  Rec.  April);  Evans  and 
Swezy  (A.  J.  of  P.,  March,  1931)  use  the 
term  “ovulation  period; ” and  Papanicolaou 
(A.J.A.,  May,  1933)  prefers  the  term  “ovu- 
lative  stage." 

The  purpose  of  the  present  paper  is  to 
correct  this  omission,  to  adopt  a newer  ter- 
minology, and  to  show  that  the  natural 
phases  of  the  pregnancy,  menstrual,  and  es- 
trus cycles  are  the  natural  phases  of  the  re- 
productive hormones  and  that  all  the  phases 
of  the  fertile  and  infertile  reproductive  cy- 


cles are  based  on  the  phases  of  the  hormonal 
cycle. 

From  my  original  article  I wish  to  make 
the  following  statements:  “The  reproductive 
cycle  is  divided  by  Frank  and  others  into 
fertile  and  infertile.  Menstrual  and  estrus 
cycles  are  but  variations  in  the  infertile 
cycle.  Marked  variations  in  the  reproduc- 
tive cycle  are  produced  by  the  occurrence 
of  pregnancy,  pseudopregnancy,  menstrua- 
tion, and  estrus,  and  marked  variations  in 
the  reproductive  cycle  occur  in  different  spe- 
cies, but  by  beginning  the  reproductive  cy- 
cle with  the  period  of  maturation  of  the 
follicle  and  ovulation  and  carrying  it  through 
its  natural  periods,  which  occur  when  re- 
production (the  real  purpose  of  the  cycle) 
takes  place,  it  is  easy  to  show  that  the  same 
periods  in  miniature  exist  when  reproduction 
does  not  occur.  It  also  demonstrates  that 
the  same  natural  periods  exist  in  the  female 
of  the  human  species  as  in  the  lower  ani- 
mals. 

Other  authors  have  expressed  themselves 
along  similar  lines.  To  quote  Beard  (1900): 
“Menstruation  is  an  abortion  of  a decidua 
prepared  for  an  egg  . . . which  was  not  fer- 
tilized.’ Hartman  (Scientific  Monthly,  July, 
1931 ) : “Each  cycle  is  an  abortive  pregnancy 
which  recapitulates  gestation  in  miniature.’’ 
(J.  of  A.M.A.,  Dec.  19,  1931 ):  “Fact  on  fact 
is  accumulating  to  demonstrate  the  general- 
ized character  of  the  reproductive  process.’ 
Young  (B.  M.  J.,  Dec.  20,  1930):  “The  sex 
cycle  throughout  the  mammalian  kingdom 
exhibits  the  same  general  character.  Thus 
three  main  phases  in  the  cycle  are  (1)  Pre- 
ovulation or  proestrus.  2.  Ovulation  or 
estrus.  3.  Postovulation  or  luteal.  In  gen- 
eral terms  the  sequence  of  events  obtaining 
in  the  cycle  of  the  lower  animals  is  repeated 
in  man  and  monkeys,  but  there  are  some 
striking  differences  which  have  led  to  some 
difficulty  in  identification.’’  Bourne  and 
Williams  (Recent  Advances  in  Obstetrics 
and  Gynecology,  1932):  “.  . . now  it  is  pos- 
sible to  describe  the  human  cycle  roughly 
in  terms  of  the  estral  phenomena  of  experi- 
mental animals.  Two  phases  differing  in 
minor  points  in  various  species  but  essential- 
ly the  same  physiologic  process  are  first  the 
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follicular  phase  which  begins  with  the  pro- 
estrus  or  at  the  close  of  menstruation  in 
women  and  the  second  or  luteal  phase  which 
begins  'a  few'  hours  after  the  rupture  of  the 
follicle.  The  endometrium  in  the  luteal 
phase  becomes  that  of  pregnancy — decidual 
or  that  of  pseudopregnancy — a condition 
strongly  resembling  decidua."  Zukerman 
(The  Social  Life  of  Monkeys  and  Apes, 
1932):  ‘‘The  difference  between  the  estrus 
cycle  and  the  menstrual  cycle  is  not  of  kind 
but  of  extent  of  endometrial  degeneration. 
The  ‘follicular  phase'  in  old  world  monkeys 
and  apes  is  intermediate  between  the  human 
and  lower  mammals,  hence  of  great  aid  in 
the  menstrual  analysis  and  comparison  with 
the  estrus  cycle  of  lower  mammals."  Papan- 
icolaou (A.  J.  of  A.,  May,  1933):  The  pre- 
ceding leads  ‘to  the  old  assumption  that 
human  menstruation  is  of  a pseudoparturient 
or  pseudoabortive  character  (Beard,  ’97). 
In  corroboration  of  this,  late  findings  show 
that  toward  the  end  of  menstruation  a 
pseudo  post-partum  stage  has  been  identi- 
fied marking  the  end  of  the  destructive  pe- 
riod just  as  the  guinea  pig  stage  3.  marked 
the  end  of  the  utero-vaginal  destructive  phe- 
nomena. Further,  the  human  post-partum 
smear  shows  a surprising  similarity  to  stage 
3.  of  the  sexual  cycle  of  the  guinea  pig.  As 
a whole,  the  smear  of  advanced  pregnancy 
resembles  the  premenstrual  smear."  Bram- 
bell  (Development  of  Sex  in  Vertebrates, 
1930):  "In  some  mammals,  estrus  is  always 
followed  by  the  initial  stages  of  such  a proc- 
ess (pregnancy)  and  when  these  cease  there 
is  considerable  disruption  of  the  uterine  mu- 
cosa and  extravasation  of  blood.  This  pseu- 
dopregnancy phase  is  a regular  feature  of 
the  cycle  in  the  human  being,  but  only  oc- 
curs after  copulation  in  many  animals  (rab- 
bit, mouse,  etc.).  Menstruation  in  the  hu- 
man being  is  almost  certainly  the  disruptive 
stage  which  terminates  this  pseudopreg- 
nancy." 

The  phases  of  the  fertile  reproductive 
cycle  of  all  placental  mammals  are  consid- 
ered the  same  by  all  authorities.  All  accept 
the  division  of  the  reproductive  cycle  into 
fertile  and  infertile.  The  infertile  cycle  has 
been  separated  into  the  estrus  cycle  of  the 


lower  mammals  and  the  menstrual  cycle  of 
the  primates.  The  estrus  and  the  menstrual 
cycles  have  been  divided  into  various  phases 
by  various  authors  and  often  the  phases  of 
one  cycle  do  not  agree  with  those  of  the 
other.  It  is  my  purpose  to  show  that  the 
fertile,  the  estrus,  and  the  menstrual  cycles 
all  may  be  divided  into  like  phases — like 
natural  phases- — and  that  these  phases  in 
the  different  cycles  are  controlled  by  the 
same  hormones,  although  the  results  may  be 
a little  different  in  the  different  species.  Let 
us  now  consider  the  phases  of  pregnancy, 
menstrual  and  estrus  cycle  separately. 

THE  FERTILE  REPRODUCTIVE  CYCLE 
The  Pregnancy  Cycle 

All  will  agree  that  the  following  phases  occur: 

1.  Follicular  maturation Follicular  phase 

2.  Ovulation  ....  Ovulation  phase 

3.  Pregnancy  Luteal  phase 

4.  Labor  ....  Degenerative  phase 

5.  Lactation  Quiescent  phase 

The  terms  “follicular  phase,”  “ovulation  phase,” 

“luteal  phase,”  “degenerative  phase,”  and  “quies- 
cent phase”  are  in  common  use  in  referring  to 
the  pregnancy,  estrus,  and  menstrual  cycles,  but 
no  one,  to  my  knowledge,  has  definitely  arranged 
each  of  these  three  cycles  into  five  natural  phases. 

THE  MENSTRUAL  CYCLE 

Following  the  same  terminology  for  the  men- 
strual cycle  we  have : 

1.  Follicular  phase ...Preovulation  phase 

Post-menstrual  phase 

2.  Ovulation  phase 

Mid-period;  “interval”  endometrium  period. 
, Bleeding  at  times. 

3. ^  Luteal  phase  ...  Abbreviated  pseudo-pregnancy 

Premenstrual  phase 

4.  Degenerative  phase  

Menstruation  and  renegeration 

5.  Quiescent  phase  ---  ----  ? 

THE  ESTRUS  CYCLE 

The  estrus  cycle  phases  then  are: 

1.  Follicular  phase  Proestrus  and  estrus  periods 

Preovulation  phase 

2.  Ovulation  phase  

Basic  “interval”  endometrium 
Basic  endomerial  degeneration,  in  some  spe- 
cies 

Bleeding  in  a few  species 
Metestrus  phase 

3.  Luteal  phase  - — - 

Uterine  changes,  slight  to  pseudo-pregnancy 
Diestrus  phase 

4.  Degenerative  phase 

Endometrial  desquamation;  slight  bleeding 
sometimes 

5.  Quiescent  phase  

Doubtful  in  polyestrus  animals.  In  mone- 
strus  species  becomes  anestrus  phase 

To  make  it  easy  to  remember  these  four 
active  phases,  we  take  the  initial  letter  of 
each  phase  in  respective  order — f-o-l-d — 
fold;  and  what  we  have  actually  done  is  to 
take  the  four  active  phases  of  the  three  cy- 
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cles  into  one  fold.  If  we  wish  to  include 
the  fifth  phase  which  is  usually  active  in 
the  pregnancy  cycle  and  use  the  term  "milk 
phase"  instead  of  lactation,  we  have 
"F.  O.  L.  D.  ’M.”  or  "fold'm"  all  in  one. 
The  proestrus  period  is  the  first  part  of  the 
follicular  phase,  the  estrus  period  the  second. 
The  former  is  the  period  before  the  follic- 
ular hormone  has  become  sufficient  to  pro- 
duce estrus.  Ovulation  is  a distinct  phase 
having  its  own  hormones.  It  bears  the  same 
relation  to  the  follicular  phase  that  endo- 
metrial degeneration,  i.  e.,  labor  or  men- 
struation, does  to  the  luteal  or  pregnancy 
phase.  With  ovulation  the  follicular  phase 
ends.  With  labor  or  menstruation  the  luteal 
phase  ends.  “Ovulation  ...  is  a sharply 
demarked  event,  like  birth  or  death."  (Hart- 
man: Sex  and  Internal  Secretions). 

Ovulation  usually  coincides  with  the  ter- 
mination of  estrus,  but  an  excess  of  follicular 
hormone  may  carry  the  estrus  phase  beyond 
the  ovulation  phase.  Ovulation  only  occurs 
at  the  end  of  the  follicular  endometrial  pro- 
liferation phase.  (Evans  and  Swezy,  A.  J.  P., 
March,  1931).  Formerly  ovulation  was 
considered  to  occur  before,  during,  or  after 
estrus,  depending  upon  the  species,  but  now 
most  authorities  say  it  occurs  at  the  end 
of  the  estrus  phase.  Metestrus  is  the  mid- 
period of  regressive  changes,  (Graves — Fe- 
male Sex  Hormonology,  1931),  i.  e.,  the 
midperiod  of  degenerative  and  regenerative 
changes  which  follow  ovulation  and  should 
be  considered  as  the  latter  part  of  the  ovula- 
tion phase.  Diestrus  is  the  so-called  rest 
period  which  follows  the  metestrus  in  cer- 
tain species  (rat,  mouse,  guinea  pig)  which 
do  not  have  an  active  luteal  phase.  It  is  a 
short  interval  of  quiescence  which  follows 
the  metestrus  in  some  species  (rat,  rabbit), 
in  contradistinction  to  anestrus,  the  long  pe- 
riod of  quiescence. 

Other  authors  are  approaching  my  clas- 
sification and  are  unconsciously,  although 
incompletely,  adopting  it,  as  the  following 
quotations  show:  Edgar  Allan  (Sex  and  In- 
ternal Secretions,  1932):  “The  growth  in- 
duced during  the  follicular  phase  raises  the 
genital  organs  to  a high  plane  of  function. 
Following  ovulation,  an  additional  hormone. 


progestin,  begins  its  action  . . . and  building 
upon  the  hyperplastic  condition  . . . resulting 
from  theelin  induces  the  pseudo-pregnant  or 
premenstrual  transformation  of  the  endo- 
metrium. Menstrual  hemorrhage  should 
logically  be  placed  last  in  the  sequence  of 
events  which  constitutes  the  menstrual  cy- 
cle." Hisaw  (Sex  and  Internal  Secretions, 
1932):  "The  menstrual  cycle  can  be  con- 
veniently divided  into  two  parts:  1.  The 
follicular  phase  begins  with  the  cessation 
of  menses  and  terminates  with  ovulation.  2. 
The  corpus  luteum  phase  begins  with  de- 
velopment of  the  corpus  luteum  and  extends 
to  the  following  menses." 

The  fact  that  the  phases  as  outlined  are  so 
simple  and  so  in  evidence  in  all  hormonal, 
histologic,  and  cyclic  discussions,  makes  me 
wonder  why  I need  to  call  attention  to  them. 
However,  when  I read  articles  such  as  Pap- 
anicolaou's (A.  J.  of  A.,  May,  1933),  and 
Corner’s  (Medicine,  February,  1933),  I de- 
cide there  is  great  need  of  a simplified  term- 
inology for  the  basic  phases  to  which  vari- 
ous sub-phases  or  modifications  may  be 
added  according  to  the  species  under  con- 
sideration or  the  author’s  whim. 

Proofs  that  the  estrus  and  menstrual  cy- 
cles are  but  Abortive  Variations  of  the  Fer- 
tile Reproductive  Cycle. 

1.  The  natural  phases  of  the  fertile  re- 
productive cycle  of  all  placental  mammals 
are  the  same,  viz.,  follicular,  ovulation,  lu- 
teal, degenerative  (labor),  and  quiescent  (or 
lactation). 

2.  The  natural  phases  of  the  estrus  and 
menstrual  cycles  up  to  and  including  ovula- 
tion are  the  same  as  those  of  the  fertile  cycle 
and  their  luteal  and  degenerative  phases 
can  be  seen  to  be  the  same  as  those  of  the 
fertile  cycle,  but  abortive. 

3.  The  hormones  of  the  natural  phases 
of  the  fertile  reproductive  cycle  of  all  mam- 
mals are  the  same  as  far  as  known. 

4.  The  hormones  of  the  natural  phases 
of  the  estrus  and  menstrual  cycles  are  the 
same,  as  far  as  known. 

5.  Each  new  discovery  tends  to  show 
that  the  hormones  of  the  infertile  reproduc- 
tive cycles — estrus  or  menstrual — are  the 
same  as  those  of  the  fertile  cycle. 
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TRANSFUSION  OF  BLOOD  IN  TUBERCULOSIS* 

A REPORT  OF  50  CASES 

CHAS.  A.  DUNDSEN,  M.D. 

DENVER 


The  report  of  this  small  group  of  blood 
transfusions  in  tuberculosis  is  presented  in 
the  hope  that  it  will  stimulate  both  discus- 
sion and  use  of  an  agency  in  the  treatment 
of  tuberculosis  which  we  believe  has  a 
greater  value  than  it  has  been  credited  with. 
The  suggestion  came  from  our  laryngeal  de- 
partment that  the  pallor  of  the  pharynx  and 
larynx,  with  or  without  mucous  membrane  le- 
sions, which  is  so  common  in  the  tubercu- 
lous throat,  might  suggest  the  use  of  trans- 
fusion. The  cases  selected  presented  symp- 
toms such  as  hemoptysis,  marked  secondary 
anemias,  the  throat  picture  above  described, 
and  other  evidences  of  progressive  activity 
not  improved  after  long  observation  and  va- 
ried treatment.  As  will  be  subsequently 
noted,  they  were  nearly  all  in  the  third 
stage. 

A review  of  the  literature  since  1667, 
when  John  Baptist  Dennys  reported  the  first 
authentic  blood  transfusion  on  man,  reveals 
few  and  feeble  efforts  with  this  procedure, 
as  far  as  tuberculosis  is  concerned.  In  1921, 
Frelich  reported  indifferent  results  on  six 
tuberculous  patients  transfused  with  100 
to  375  c.c.  of  blood  at  weekly  intervals  with 
from  two  to  five  treatments  for  each.  In 
the  American  Review  of  Tuberculosis,  Jan- 
uary, 1929,  Gamble  reports  a few  cases  of 
tuberculosis  so  treated  with  gradual  im- 
provement in  appetite,  hemoglobin,  and  gen- 
eral condition. 

In  our  series  comprising  fifty  cases,  the 
donors  were  selected  by  the  ordinary  Moss 
classification.  Cross  matching  was  used  in 
only  a few  of  the  recent  cases.  All  had 
negative  Wassermann  reactions  and  care 
was  taken  as  to  their  history  and  general 
clinical  findings.  The  Lewisohn  indirect 
method  with  citrated  blood  was  used,  and 
500  c.c.  given  in  most  instances,  and  while 
it  is  true  that  some  of  the  series  coincidently 
received  other  treatments  such  as  tuberculin, 


♦Read  at  a meeting  of  the  Denver  Sanatorium 
Association  March  28,  1933,  at  The  Swedish  Na- 
tional Sanatorium,  Denver,  Colorado. 


heliotherapy,  and  pneumothorax,  we  believe 
that  the  blood  transfusion  as  an  adjunct  to 
their  treatment  had  such  definite  value  as  to 
merit  careful  consideration.  In  a large  per- 
centage of  this  series  the  favorable  improve- 
ment following  the  transfusion,  in  compari- 
son with  the  unsatisfactory  course  they  had 
experienced  through  long  observation  be- 
fore transfusion,  was  certainly  more  than 
ordinary  and  in  a few  cases  even  spectac- 
ular. 

With  the  assistance  of  Dr.  Leroy  Elrick 
we  have  tabulated  and  classified  both  the 
immediate  and  subsequent  individual  symp- 
toms and  results  in  this  entire  series  of  cases 
over  a period  of  seven  years,  but  realizing 
both  the  confusing  and  misleading  effect 
upon  the  listeners’  mind  of  detailed  symp- 
toms, numerically  expressed,  I shall  attempt 
to  give  you  only  the  outstanding  features  of 
final  results,  both  favorable  and  unfavor- 
able, which  seem  to  me  to  have  been  influ- 
enced by  the  transfusion.  To  put  it  in  a 
condensed  form  it  is  clear  to  me  that  thirty- 
one  of  this  series  of  fifty  cases  were  materi- 
ally improved  by  the  transfusion,  eleven 
were  apparently  unchanged,  while  five  pro- 
gressed unfavorably,  and  three  had  an  ana- 
phylactic reaction  and  were  probably  injured 
by  the  procedure. 

A striking  feature  of  the  improved  class 
was  the  progressive  improvement  in  the 
blood  picture.  In  almost  every  case  the  red 
cell  count  and  the  hemoglobin  gradually  in- 
creased for  over  a month.  The  polymor- 
phonuclear cells  were  temporarily  increased 
at  the  expense  of  the  lymphocytes.  The  im- 
provement in  the  laboratory  findings  was 
made  more  significant  by  the  clinical  observ- 
ations of  improvement  in  the  temperature, 
pulse,  cough,  sputum,  weight,  and  color  of 
the  skin,  nails  and  mucous  membranes.  The 
sense  of  well-being  with  its  associated 
cheerful  mental  attitude  also  deserves  men- 
tion. These  features  of  improvement  ex- 
tended over  much  more  time  than  one  might 
ordinarily  expect  from  a transfusion  and 
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seem  to  logically  support  the  hematopoie- 
tic action  of  the  new  blood. 

In  consideration  of  the  cases  with  unfa- 
vorable results,  it  should  first  be  noted  that 
they  were  all  in  the  third  stage,  presenting 
extremely  active  and  progressive  symptoms, 
but  the  anaphylactic  reactions  we  regret  to 
record  might  possibly  have  been  avoided  by 
more  carefull  cross  agglutination.  One  of 
these  died  in  seven  hours  after  the  transfu- 
sion, another  in  one  month,  and  the  third  in 
seven  months. 

Small  transfusions  of  15  to  20  c.c.  have 
seemed  of  real  value  in  hemoptysis.  We 
had  four  who  stopped  bleeding  immediately, 
one  shortly  after  and  one  in  two  weeks. 
Three  of  these  have  had  no  hemorrhage 
since,  one  had  hemoptysis  one  year  after- 
ward, and  two  were  recent  cases. 

We  observed  chills  and  fever  of  varying 
degree,  after  the  transfusion,  in  thirty-seven 
cases,  which  seemed  to  have  no  deterrent  ef- 
fect on  their  subsequent  progress. 

Many  interesting  laboratory  findings  in- 
cident to  blood  transfusions  appear  in  med- 
ical literature  from  time  to  time.  Salant  and 
Wise  in  1917  reported  sodium  citrate  as 
having  been  entirely  thrown  out  of  the  blood 
stream  within  ten  minutes  after  its  intro- 
duction. Competent  observers  have  vari- 
ously determined  the  span  of  life  of  the  in- 
troduced blood  cells  in  their  new  location 
as  being  from  ten  to  113  days.  The  rela- 
tive value  of  the  actual  increase  of  oxygen 
carriers  and  the  hematopoietic  stimulus  to 
blood  building  functions  presents  many  po- 
tential phases,  which  with  refinement  in 
methods  may  mean  much  wider  application 
of  this  procedure  in  the  future. 

Our  experiences  have  indicated  some  sug- 
gestions and  conclusions.  The  contraindi- 
cations to  the  use  of  transfusion  of  blood 
in  tuberculosis  include  pulmonary  edema, 
advanced  nephritis,  and  myocarditis,  but  in 
the  complicating  factor  of  nephritis,  which 
is  not  of  long  standing,  small  transfusions 
may  be  of  decided  value.  The  possibility 
of  there  being  a distinctive  value  in  the 
blood  of  a cured  tuberculous  patient  has 
been  considered,  and  a record  of  a Von  Pir- 
quet  reaction  of  donors  would  be  of  interest 


in  this  connection.  I wonder  whether  it  is 
the  part  of  wisdom  to  confine  this  valuable 
procedure  to  third  stage  cases  alone?  If  it 
had  not  been  for  the  prohibitive  cost  to  our 
patients  we  would  have  repeated  the  trans- 
fusions, for  we  believe  this  to  be  indicated. 
The  patient  having  had  one  satisfactory 
boost,  why  should  we  not  repeat  it  at  care- 
fully selected  intervals?  However,  since 
anaphylactic  reactions  are  reported  in  such 
repetitions,  it  is  probable  that  the  donor 
should  be  changed  for  each  transfusion. 

In  the  battle  with  the  Koch  bacillus  there 
are  times  when  the  forces  of  resistance  in 
the  unfortunate  victim  seem  only  able  to 
prevent  advancement  of  the  enemy.  At  just 
such  critical  periods,  we  have  frequently  ob- 
served that  the  arrival  of  the  reinforcements 
of  transfusion  has  resulted  in  victory  instead 
of  defeat. 

In  conclusion,  may  I repeat:  Transfusion 
in  pulmonary  tuberculosis  is  neither  a pana- 
cea nor  a specific.  But  it  is  not  a nostrum. 
We  have  no  delusions  that  it  will  cure  bald- 
ness or  balance  the  national  budget.  But 
it  is  a procedure  deserving  greater  and  more 
intelligent  use. 


Medical  Inspection  of  Household  Workers 

A doctor's  certificate  stating  that  the  bear- 
er is  free  from  tuberculosis  and  other  con- 
tagious or  communicable  diseases  must  be 
filed  with  the  city  Public  Health  Depart- 
ment before  any  person  may  be  employed 
as  a household  servant  in  Newark,  N.  J., 
according  to  a 1930  city  ordinance.  Exam- 
inations may  be  conducted  by  a section  of 
the  city  Health  Department  without  charge, 
or  be  made  by  private  physicians.  The  at- 
tention of  the  examiner  is  directed  to  pos- 
sible indications  of  venereal  disease,  tuber- 
culosis, and  other  conditions  of  an  infective 
nature.  When  there  is  no  scar,  smallpox 
vaccination  is  required.  During  the  first 
eight  months  of  1932,  over  10,000  examina- 
tions of  household  employees  were  recorded. 
— Women  s Bureau  Bulletin. 


Take  this  Journal  home  to  your  wife. 


October,  1933 
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POTASSIUM  OLEATE  AS  A SCLEROSING  AGENT  FOR 

VARICOSE  VEINS 

EARL  J.  PERKINS,  M.D. 

DENVER 


During  the  past  five  years  the  additions 
to  the  armamentarium  of  chemicals  for  the 
injection  of  varicose  veins  have  increased 
enormously,  but  none  yet  developed  has 
proved  ideal,  although  potassium  oleate  very 
closely  approaches  it. 

The  properties  of  an  ideal  solution  would 
be: 

1.  A selective  action  on  the  intima  of 

the  vein  with  no  effect  on  the  surrounding 

* 

tissue. 

2.  The  injection  should  be  painless. 

3.  It  should  be  devoid  of  general  sys- 
temic toxic  effect. 

Varicose  veins  are  more  susceptible  to 
chemical  irritation  than  the  normal  vein;  if 
this  were  not  so,  a number  of  the  solutions 
now  used  would  be  without  effect. 

The  chemicals  in  use  may  be  grouped 
under  four  heads,  with  reference  to  the  mode 
of  action: 

1.  Concentrated  solutions  which  dehy- 
drate the  tissue.  Among  these  are  sodium 
chloride,  glucose,  and  glucose-salt. 

2.  Acid  solutions,  whose  action  is  not 
entirely  understood,  such  as  ferric  chloride 
and  quinine  solutions. 

3.  Alkaline  solutions  which  act  by  dis- 
solving the  intima.  Among  these  are  so- 
dium carbonate,  sodium  hydroxid,  sodium 
salicylate,  etc. 

4.  Solutions  which  coagulate  or  combine 
with  the  intima.  These  are  represented  by 
phenolic  bodies,  mercury  compounds,  etc. 

The  present  wave  of  injection  treatment 
was  initiated  by  the  work  of  Sicard,  using 
sodium  carbonate.  This  movement  was  in- 
tensified by  the  introduction  of  quinine  hy- 
drochlorid  with  urethane,  by  Genevrier. 

In  making  another  attempt  toward  the 
ideal  solution  the  alkaline  field  was  chosen 


as  presenting  the  most  definite  action.  Oleic 
acid  was  chosen  because  it  is  a normal  con- 
stituent of  fatty  tissues,  where  it  is  found 
as  glyceryl  tri-oleate.  Potassium  was  pre- 
ferred to  sodium,  as  its  salt  is  more  easily 
soluble.  It  was  found  that  the  sclerotic  ac- 
tion is  in  direct  proportion  to  the  alkalinity, 
and  a series  of  tests  were  made  to  determine 
the  optimum  pH. 

In  actual  practice  5 per  cent  solution  of 
potassium  oleate  is  a slightly  viscous,  yel- 
lowish liquid.  It  has  been  supplied  in  vac- 
cine-capped ampoules,  which  are  very  con- 
venient to  use.  The  usual  dose  is  from  ] /2  to 
3 c.c.,  depending  upon  the  size  of  the  vein; 
it  causes  a slight  burning  sensation  of  about 
3 to  5 minutes  duration.  It  does  not  cause 
the  cramp  which  is  frequently  produced  by 
the  glucose-salt  preparations,  and  which  in- 
variably follows  the  salicylate  injection.  It 
can  be  used  in  the  presence  of  any  compli- 
cating condition  which  is  not  a definite  con- 
traindication to  obliteration  of  the  vein.  The 
surrounding  tissue  will  tolerate  as  much  as 
0.5  c.c.  without  a slough.  This  amount  will 
produce  nothing  more  than  a large,  red,  in- 
durated area,  which  subsides  in  about  a 
week.  This  is  especially  noticeable  when 
compared  to  salicylates  and  quinines,  where 
even  small  amounts  will  cause  sloughs. 

The  sugar  and  salt  solutions  are  perhaps 
better  tolerated  by  the  surrounding  tissues, 
but  do  not  have  an  equally  strong  action  on 
the  vein  wall,  so  that  some  injections,  even 
though  properly  executed,  do  not  produce 
the  desired  result. 

Potassium  oleate  5 per  cent  solution  has 
been  used  by  me  in  the  Varicose  Vein  Clin- 
ic of  the  Colorado  General  Hospital  and  in 
private  practice  in  approximately  two  thou- 
sand injections.  In  this  series  of  injections 
extending  over  a period  of  six  months  there 
has  not  been  a single  slough  and  the  num- 
ber of  veins  that  have  required  re-injection 
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to  produce  the  requisite  hardening  has  been 
noticeably  fewer  than  with  any  other  re- 
agent I have  used,  including  sodium  chlor- 
ide, dextrose,  invert  sugar,  glucose  salt,  qui- 
nine and  urethane,  sodium  morrhuate  and 
sodium  salicylate. 

Technic 

This  does  not  differ  from  that  of  other 
solutions.  The  instruments  required  are  one 
5 c.c.  syringe,  a needle  25  or  26  gauge, 
medium  bevel,  one-half  or  three-quarters 
inch  in  length,  cotton,  bandage,  and  alcohol. 
The  patient  should  be  sitting  or  standing. 
The  required  amount  of  solution — J A to  3 
c.c.,  depending  on  the  size  of  the  vein — is 
drawn  into  the  syringe,  the  skin  is  cleansed 
with  alcohol,  and  the  needle  is  carefully 
pushed  through  the  skin  and  into  the  lumen 
of  the  bulging  vein.  It  makes  no  difference 
what  angle  the  needle  makes  with  the  skin 
or  the  vein.  When  the  operator  is  certain 
that  the  needle  is  in  the  vein,  as  evidenced 
by  aspiration  of  blood  into  the  syringe,  the 
solution  is  slowly  injected.  The  skin  is  care- 
fully watched  for  any  bulging,  showing  peri- 
venous injection;  should  this  occur,  the  site 
of  injection  is  covered,  as  below,  without 
attempting  to  finish  the  injection  at  this  site. 
Upon  withdrawing  the  needle  the  alcohol- 
soaked  pledget  of  cotton  is  bandaged  tightly 
over  the  site  of  injection  and  the  patient  is 
allowed  to  return  to  his  normal  occupation. 
The  bandage  is  kept  in  place  for  three  to 
six  hours.  I have  not  found  it  necessary  to 
use  a tourniquet  or  occluder. 

The  injections  are  started  at  the  distal 
end  of  the  varices  and  progress  proximally 
until  all  veins,  which  can  be  seen  or  felt, 
have  been  obliterated.  These  successive  in- 
jections are  made  at  intervals  of  two  or  three 
days. 

This  treatment  is  primarily  an  ambulatory 
treatment,  and  I feel  that  the  repeated  in- 
jection of  a small  dose  is  preferable  to  the 
attempt  to  obliterate  all  veins  at  one  sitting. 

Summary 

The  properties  and  value  of  solution  po- 
tassium oleate  5 per  cent  have  been  de- 
scribed with  reference  to  its  use  in  oblitera- 
tion of  varicose  veins. 


CASE  REPORTS 

RETROPERITONEAL  LIPOMA* 

GEORGE  H.  LEE,  M.D. 

DENVER 

Retroperitoneal  lipoma  is  an  extremely 
rare  condition.  Of  the  retroperitoneal 
growths  the  lipomata  are  probably  the  most 
frequent.  Owing  to  their  slow  growth  and 
lack  of  characteristic  symptoms  they  attain 
great  size  before  discovery.  Hirsch  and 
Well  have  reported  the  largest  growth  to 
date.  It  weighed  sixty-nine  pounds  and  at 
operation  was  found  to  be  inoperable.  It 
occupied  the  whole  of  the  retroperitoneal 
space,  surrounding  one  kidney  and  ureter 
and  lying  in  front  of  the  other;  it  also  pro- 
jected between  the  layers  of  the  mesentery. 

The  earliest  case  of  retroperitoneal  lipoma 
in  which  operation  was  performed  was  re- 
ported in  1824  by  Lizars.  The  woman  had 
had  an  enlargement  of  the  abdomen  for 
nine  years.  At  first  her  physicians  con- 
sidered her  to  be  pregnant;  later  Lizars  made 
a diagnosis  of  ovarian  disease  and  was 
urged  by  his  patient  to  operate.  Encour- 
aged by  the  knowledge  that  ovariotomy  had 
been  performed  by  McDowell  in  America, 
he  attempted  to  relieve  the  woman  by  an 
operation.  However,  he  did  not  find  the 
condition  anticipated.  The  uterus  and 
ovaries  were  perfectly  sound,  but  there  was 
a flattened  tumor  at  the  left  sacro-iliac 
synchondrosis  lying  beneath  the  division  of 
the  common  iliac  artery,  which  he  refers  to 
as  “obesity  of  the  intestines." 

Lipomata  may  originate  at  any  point  in 
the  retroperitoneal  space.  The  most  com- 
mon sites  are  the  perirenal  fat,  the  fat  at  the 
root  of  the  mesentery  or  of  the  colon,  and 
in  the  pelvis.  One  case  has  been  reported 
as  originating  in  the  mesentery  of  the  ap- 
pendix. Von  Wahlendorf  in  132  cases 
found  that  79  per  cent  were  abdominal  and 
21  per  cent  pelvic.  Of  the  abdominal  tu- 
mors 72  per  cent  were  of  lateral  origin  and 
28  per  cent  median. 

*The  author  has  references  upon  this  subject. 
They  will  be  supplied  upon  request. 
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These  tumors  may  be  pure  lipomata  or 
mixed.  In  an  analysis  of  153  cases  of  ret- 
roperitoneal lipomata,  von  Wahlendorf 
found  46  per  cent  to  be  pure  lipomata  and 
54  per  cent  mixed  tumors — 40  per  cent  fi- 
bro-lipomata,  myolipomata,  and  fibromyx- 
olipomata,  and  14  per  cent  were  undergoing 
sarcomatous  degeneration.  They  may  also 
develop  large  abscesses  within  them,  caus- 
ing acute  inflammatory  symptoms. 

The  etiology  is  obscure.  In  a series  re- 
ported by  Masson  and  Horgan,  two  gave  a 
history  of  injury,  while  in  two  others  the 
lipomata  originated  in  the  perirenal  fat  fol- 
lowing the  removal  of  the  kidney  for  stone. 
The  most  common  age  at  which  these  tu- 
mors develop  is  between  40  and  50  years, 
although  no  age  is  exempt.  The  earliest 
age  on  record  is  that  of  an  infant  of  one 
year,  reported  by  Bork  and  May.  Masson 
and  Horgan  reported  one  found  in  a man 
72  years  of  age.  They  occur  more  fre- 
quently in  females  than  in  males. 

Obviously  the  symptoms  of  perirenal 
lipomata  depend  entirely  upon  the  size  and 
location  of  the  growth  and  result  from  pres- 
sure and  interference  of  the  functions  of  the 
various  abdominal  viscera  and  blood  ves- 
sels. A tumor  may  or  may  not  be  observed 
by  the  patient.  Often  the  first  symptoms 
noted  are  an  increase  in  the  size  of  the  ab- 
domen with  a sensation  of  fullness  and 
weight,  while  the  actual  weight  of  the  pa- 
tient may  decrease.  There  may  be  pain 
in  the  back  and  abdomen. 

The  diagnosis  of  perirenal  lipomata  is 
rarely  made  except  at  operation  or  autopsy. 
The  infrequency  of  their  occurrence  and  the 
lack  of  early  and  significant  symptoms  prob- 
ably account  for  this  fact.  The  most  com- 
mon preoperative  diagnoses  in  the  reported 
cases  were  abdominal  tumor,  ovarian  tu- 
mor, and  tumor  of  the  kidney.  However,  an 
accurate  diagnosis  is  not  essential  as  the 
presence  of  a tumor  with  or  without  symp- 
toms should  be  sufficient  to  entitle  the  pa- 
tient to  operative  relief.  The  growth  is 
fixed  and  does  not  descend  on  inspiration; 
it  may  be  monolobular  or  multilobular;  it 
has  a semi-fluctuant  feel  suggesting  a cystic 
growth,  or  it  may  be  tense.  Unfortunately 


even  in  tumors  of  large  size,  the  growth  can 
not  be  definitely  palpated,  owing  to  the  in- 
tra-abdominal tension. 

Prognosis:  Reynolds  and  Wadsworth  in 
1906  found  in  the  literature  49  reported 
cases  of  which  31  had  been  operated  with 
a mortality  of  48.4  per  cent.  Since  that 
date  there  has  been  a very  great  increase 
in  the  number  of  reported  cases  with  a very 
marked  lowering  of  the  mortality.  It  would 
probably  be  fair  to  say  that  at  present  it  is 
between  15  and  20  per  cent.  An  earlier 
recognition  of  the  condition  will  undoubted- 
ly be  accompanied  by  a further  reduction  in 
the  death  rate. 

CASE  REPORT 

Mrs.  E.  H.,  aged  55,  was  first  seen  by  me  on 
March  10,  1933.  She  complained  of  a steadily 
increasing  mass  in  the  abdomen  for  a period  of 
one  year,  distress  due  to  mass,  headache,  and 
epistaxis  for  the  past  two  weeks.  There  was 
some  edema  of  the  lower  extremities.  I advised 
her  to  go  to  the  hospital  for  routine  laboratory 
and  x-ray  examinations. 

Past  History:  Pan-hysterectomy  (except  left 
ovary)  eleven  years  ago,  otherwise  irrelevant. 

Physical  Examination  revealed  a rather  obese, 
white  female  of  stated  age.  The  head,  mouth, 
teeth,  tongue,  and  eyes  were  negative.  The  heart 
was  somewhat  enlarged  laterally,  the  pulse  reg- 
ular, the  blood  pressure  210/110.  The  lungs  were 
difficult  to  hear  due  to  the  obese  condition. 

The  abdomen  was  symmetrically  enlarged,  very 
tense  and  firm,  especially  the  left  side.  The 
intestines  and  stomach  were  plainly  discernible 
on  the  right.  The  left  side  was  entirely  filled 
by  a very  firm,  hard  mass.  Increased  intra-ab- 
dominal tension  was  quite  marked.  Pelvic  ex- 
amination revealed  a freely  movable  tumor  puck- 
ered in  vaginal  vault. 

Laboratory  findings : The  blood  count  showed 
white  cells,  10,400 — lymphocytes,  23  per  cent ; 
polymorphonuclears,  77  per  cent — and  hemoglobin, 
70  per  cent  (Dare).  The  urinalysis  showed  a 
specific  gravity  of  1.013;  no  sugar  or  acetone;  a 
trace  of  albumin;  few  small  casts  and  occasional 
pus  and  epithelial  cells. 

The  x-ray  showed  an  increased  density  of  the 
abdomen,  and  none  of  the  abdominal  organs  could 
be  made  out. 

The  diagnosis  of  enlargement  of  the  spleen  was 
considered  but  ruled  out  on  account  of  the  inabil- 
ity to  outline  the  lower  border,  as  the  mass  ex- 
tended entirely  down  to  Poupart’s  ligament.  Cyst 
of  the  left  ovary  was  also  considered,  but  the 
vaginal  examination  proved  negative.  An  ab- 
dominal tumor  was  as  near  a correct  diagnosis 
as  could  be  made  before  the  abdomen  was  opened. 

The  operation  was  performed  under  ether  an- 
esthesia. A linear  incision  through  the  left  rectus 
muscle  was  made  and  enlarged  at  top  and  bot- 
tom. A large  tumor  was  shelled  out  by  dissection 
with  the  hand  from  the  peritoneal  sac.  A smaller 
tumor  was  found  under  the  first  one  posteriorly 
and  above,  crowding  closely  the  heart  and  left 
lung.  The  tumors  had  two  separate  and  distinct 
pedicles.  Closure  was  made,  with  drainage.  The 
peritoneal  sac  was  puckered  around  a one-half 
inch  rubber  tube  with  cliromical  catgut  No.  1. 
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Plain  No.  1 was  used  for  the  peritoneum  and 
chromic  No.  1 for  the  fascia.  Silkworm  anchor 
stitches  and  plain  No.  1 button-hole  sutures  were 
used  for  the  skin. 

The  patient  left  the  operating  room  in  fairly 
good  condition.  Pulse,  120.  Twelve  inch  shock 
blocks  were  placed  at  the  foot  of  bed  for  ten 
hours.  There  was  drainage  of  sero-sanguinous 
fluid  for  three  days.  The  drain  tube  was  removed 
the  fourth  day,  after  which  a bloody  fluid  drained 
through  the  opening  where  the  tube  had  been 
and  at  the  lower  extremity  of  the  incision,  but 
healing  was  complete  at  the  end  of  the  fifth 
week. 

On  the  second  day,  epistaxis  and  edema  of  the 
ankles  had  disappeared.  On  the  fifth  day  the 
blood  pressure  was  taken  and  found  to  be  170/135 
— as  compared  to  210/110  previous  to  operation. 
There  was  some  pain  in  the  left  chest  anteriorly, 
extending  to  the  diaphragm  laterally,  which  soon 
disappeared  under  heat  treatment. 

Pathological  report : Gross  appearance : The 
specimen  consisted  of  two  lobular  masses,  one 
weighing  twenty  pounds,  the  other  eight  pounds; 
the  surfaces  were  smooth.  Transection  through 
the  larger  mass  showed  a yellowish  translucent 
appearance  which  was  homogenous  throughout. 
Transection  through  the  smaller  mass  showed 
areas  of  calcification.  Microscopic  examination 
revealed  an  areolar  structure  in  which  were  fat 
cells. 

Conclusion 

Recurrences  are  frequent,  especially  in 
long  standing  cases  and  in  those  where 
there  has  been  an  incomplete  removal.  Of 
113  cases  reported  in  von  Wahlendorf’s  se- 
ries, 15  recurrences  were  noted. 

Some  operators  recommend  the  transverse 
incision,  but  personally  I see  no  objection 
to  the  longitudinal  incision,  separating  the 
fibers  of  the  rectus  muscle.  This  gives  am- 
ple exposure  when  lateral  retraction  is  made 
by  an  assistant. 
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PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 

The  Vacation  of  the  School  Child 

(A  White  House  Conference  Report) 

The  report  of  the  Subcommittee  on  Sum- 
mer Vacation  Activities  of  the  School  Child 
is  the  most  recently  issued  of  the  White 
House  Conference  Reports.  This  report 
opens  with  a statement  of  the  problem  from 
which  the  following  lines  are  taken: 

‘‘The  summer  vacation  of  the  school  child 
is  a heritage  of  the  past.  It  is  one  of  those 
accepted  practices  which  has  neither  been 
subjected  to  analysis  nor  adapted  to  the 
current  social  situation  . . . 


"In  any  effort  to  promote  the  child's  well- 
being it  becomes  important  to  analyze  the 
provisions  made  by  the  community  for  the 
child’s  vacation  in  order  that  educational, 
social,  and  civic  organizations,  as  well  as 
the  home,  may  focus  maximum  understand- 
ing, interest,  and  effort  on  this  now  slighted 
quarter  of  the  child’s  life  . . . 

"We  applaud  the  well  run  camp  as  one 
of  the  most  educative  of  available  institu- 
tions. But  not  all  children  can  go  to  camp. 
It  is  too  expensive.  More  such  facilities 
must  be  provided,  and  they  must  be  made 
cheaper  and  public  as  well  as  private.  With 
all  our  wealth  and  boasted  equality  of  op- 
portunities, opportunities  are  in  fact  very, 
very  far  from  being  equal.” 


Diphtheria  Immunization 

In  a recent  paper  on  "Diphtheria  Immuni- 
zation in  Private  Practice,  Dr.  Gaylord  W. 
Anderson  and  Dr.  George  H.  Bigelow  of 
the  Massachusetts  Department  of  Public 
Health  say: 

“Diphtheria  prevention  through  mass  im- 
munization in  public  clinics  has  become  so 
generally  accepted  as  a sound  public  health 
procedure  that  too  little  attention  has  been 
given  to  the  part  played  by  the  physician  in 
his  family  practice.  It  has  been  "said  that 
these  clinics  deprived  the  practicing  physi- 
cians of  the  opportunity  to  carry  out  such 
immunization  in  their  practice,  inasmuch  as 
the  public  would  not  pay  the  usual  office 
clinic.  On  the  other  hand,  certain  physi- 
fee  for  service  obtainable  free  in  a public 
cians  have  testified  that  the  conduct  of  an 
active  diphtheria  prevent  campaign  within 
a given  city  stimulated  a demand  for  this 
service  among  their  clientele.  These  con- 
flicting views  have  almost  invariably  been 
based  on  personal  opinions,  adherents  of 
both  doctrines  being  found  in  all  commu- 
nities, neither  having  anything  but  the  most 
limited  factual  data  to  support  the  conclu- 
sions. 

"In  Massachusetts  toxin-antitoxin  is  fur- 
nished by  the  State  to  all  boards  of  health 
and  physicians  free  of  charge.  This  is  sup- 
plied in  vials  of  20  c.  c.  for  clinic  purposes, 
and  in  packages  of  three  1 c.  c.  ampoules 
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for  office  use  by  physicians.  It  has  been 
assumed  in  this  study  that  the  use  of  the  1 
c.  c.  ampoules  has  been  limited  to  private 
practice.  This  assumption  has  been  checked 
in  certain  of  the  communities  using  the 
greatest  amounts  and  found  to  be  essential- 
ly correct.  It  is  entirely  reasonable  that  it 
should  be,  owing  to  the  time  that  would  be 
consumed  were  the  individual  ampoules  used 
in  a clinic.  Thus  we  feel  that  within  rea- 
sonable limits  the  use  of  such  ampoules  con- 
stitutes a rough  index  of  the  extent  of  im- 
munization in  private  practice. 

This  investigatiPn  has  lead  to  the  follow- 
ing conclusions: 

1.  The  active  conduct  of  diphtheria  im- 
munization clinics  under  official  auspices 
creates  a demand  for  immunization  in  the 
office  of  the  private  physician. 

2.  The  extent  of  this  demand  for  private 
immunization  varies  directly  with  the  inten- 
sity of  the  clinic  program. 

3.  Without  an  actively  conducted  pro- 
gram for  diphtheria  immunization,  the  pub- 
lic demand  for  this  service  is  negligible. 

4.  Within  reasonable  limits  the  inci- 
dence of  diphtheria  in  a community  varies 
inversely  with  the  intensity  of  its  diphtheria 
immunization  program. 


Washington’s  New  State  Health  Officer 

Governor  Martin  of  the  State  of  Wash- 
ington joins  former  Governor  Roosevelt  of 
New  York  State  and  Governor  Pollard  of 
Virginia  in  setting  aside  political  influence 
in  his  selection  of  a State  Health  Officer.  At 
the  Governor’s  request,  the  Surgeon  Gen- 
eral,U.S.P.H.S.,  has  assigned  Passed  As- 
sistant Surgeon  E.  R.  Coffey  to  the  state  of 
Washington  and  he  has  been  duly  appointed 
State  Health  Officer  as  of  June  1,  1933. 
Coffey  was  born  in  Kansas  City,  Mo.,  in 
1896,  graduated  from  the  Kansas  University 
Medical  School  in  1923.  During  his  several 
years  with  the  Service,  he  was  assigned  to 
the  Office  of  Domestic  Quarantine,  in  con- 
nection with  administration  of  rural  cooper- 
ative health  work. 
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Governor  Herbert  H.  Lehman,  New  York 
State,  Says: 

“It  is  not  my  intention  to  make  any  cut 
in  the  state  health  work  in  the  coming  bud- 
get to  be  submitted  at  the  next  session  of 
the  Legislature  unless  things  become  ma- 
terially worse.’  He  recalls  that  although 
the  1933-34  state  budget  was  cut  sixty  mil- 
lion dollars,  there  has  been  no  serious  cut 
in  the  services  rendered  by  the  State  De- 
partment of  Health.  He  further  states: 
“Somber  as  has  been  the  life  of  huge  num- 
bers undergoing  poverty  and  hardship,  it 
would  have  been  substantially  greater  had  it 
not  been  for  the  work  which  the  public  au- 
thorities and  voluntary  agencies  working  to- 
gether have  accomplished." 


Are  You  Spreading  Yourself  too  Thin? 

Dr.  Homer  Folks,  Secretary  of  the  State 
Charities  Aid  Association  of  New  York, 
expresses  the  fear  that  many  public  health 
authorities  are  spreading  their  meager  bud- 
gets and  small  staffs  over  so  many  problems 
as  to  be  ineffectual  in  most  of  them  and  are 
becoming  accustomed  to  a larger  volume  of 
talk  than  of  achievement.  “The  basic  pur- 
pose of  public  health  administration  should 
be  kept  constantly  in  mind,"  he  said,  "name- 
ly, the  prevention  of  unnecessary  disease. 
The  purposes  should  be  few  and  plain.  They 
should  be  things  which  can  be  done  and 
which  will  lead  to  the  satisfaction  of  suc- 
cess and  the  prestige  and  public  confidence 
which  flow  from  definite  accomplishments.” 

Personnel  Is  Important 

The  progress  of  public  health  work  will 
depend  in  a large  measure  upon  the  type  of 
personnel  selected  for  such  service  and  this 
will  also  be  an  important  factor  in  stabilizing 
public  health  organizations.  There  has  been 
remarkable  development  within  the  past 
decade  or  so  in  providing  facilities  for  pub- 
lic health  work,  but  the  facilities  for  train- 
ing health  personnel  have  not  been  made 
available  in  different  sections  of  the  country 
so  that  those  who  may  wish  to  enter  upon 
public  health  as  a career  can  gain  the  in- 
struction and  practical  experience  which  is 
needed.  This  is  a need  that  should  be  sup- 
plied. 
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LIBRARY  NOTES 

“A  Library  Is  a Summons  to  Scholarship' 
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On  September  5,  Miss  Helen  Bonfils  do- 
nated a set  of  pharmacy  pots,  mortar,  and 
pestle  to  the  Society  in  memory  of  the  late 
Mr.  F.  G.  Bonfils.  This  set  consists  of  six 
blue  and  white  Delft  ware  drug  pots,  a solid 
bronze  mortar  and  a double  headed  pestle. 
The  set  was  procured  from  a Hollander  who 
had  to  dispose  of  it  because  of  financial  re- 
verses. An  affidavit  accompanying  the  set 
attested  to  its  being  in  this  man’s  family 
four  generations.  It  was  in  actual  use  by 
his  grandfather  and  great-grandfather,  who 
were  pharmacists.  The  bronze  mortar  is 
beautifully  decorated  and  finished.  It  has 
a band  running  around  the  top  bearing  the 
inscription  “Lof  Godt  val  Al”  or  ‘Praise 
God  Above  All,”  and  “Anno  1639."  The 
pots  have  handles  and  spouts  and  blue  name 
plates,  each  labeled  differently,  and  the 
translation  of  these  labels  reveals  a list  of 
concoctions  which  formed  a part  at  least 
of  the  stock  in  trade  of  the  pharmacist  and 
physician  of  the  17th  Century. 


In  speaking  of  the  pharmacy  pots,  an  au- 
thority on  pottery  had  this  to  say,  “These 
are,  undoubtedly,  Delft  ware  of  Dutch  ori- 
gin. I think  they  were  made  in  the  16th  or 
possibly  the  15th  century  as  they  are  prob- 
ably older  than  the  mortar  which  is  dated 
1639.  As  examples  of  pottery  they  are  a 
beautiful  collection — the  glaze  is  wonderful 
and  the  blue  decorations  are  perfect.” 


Numerous  letters  were  received  from  va- 
rious Eastern  and  Mid- Western  medical 
centers  concerning  this  set.  Several  re- 
quested photographs  and  further  details  to 
compare  our  set  with  similar  ones  in  the 
East.  We  know  there  are  other  drug  pots 
over  the  country,  and  have  heard  that 
Squibb  has  some  on  exhibition  at  the 
World’s  Fair,  but  we  do  not  know  of  an- 
other set  exactly  like  this  one  in  this  coun- 
try, although  there  is  one  in  London. 

Translation  of  the  labels  on  the  phar- 
macy pots  follows: 


S 

1.  CYDONIORUM 
SYRUP  OF  QUINCES. 

S 

2.  DE-SUCCO-ACETOSAE 

OXYMEL  OF  JUICE  OF  RUMEX  ACETOSE. 

3.  OXI M I L SIMPLE 
SIMPLE  OXYMEL 

S 

4.  DE  PRASSIO 

SYRUP  OF  WHITE  HOREHOUND. 

S 

5.  DE  IUIUBUS 
SYRUP  OF  JUJUBE. 

These  translations  were  supplied  through 
correspondence  with  Dr.  La  Wall  of  Phila- 
delphia. I wish  to  enclose  a copy  of  one  of 
his  letters  because  of  its  interesting  infor- 
mation, and  because  it  shows  the  interest 
and  kindness  of  those  to  whom  we  wrote 
for  help  in  gaining  information  concerning 
these  articles.  We  deeply  appreciate  Dr. 
LaWall's  help. 

Dear  Dr.  Philpott: 

Since  writing  to  you  yesterday,  I have  found 
the  answer  to  the  label  which  I can  now  trans- 
late. The  reason  for  not  being  able  to  translate 
before  was  a case  of  misspelling,  which  often 
occurs  in  connection  with  these  old  labels : 

The  following  unabbreviated  title  of  the  label  is : 

OXY  SACCHARUM  VOMITARIUM 

which  was  a medicated  preparation  made  by  dis- 
solving vitriolated  antimony  in  white  wine  vine- 
gar, adding  sugar,  and  boiling  down  to  a syrup. 

That  clears  up  the  old  situation,  as  far  as  your 
jars  are  concerned,  and  you  can  use  this  infor- 
mation as  an  example  of  the  unreliability  of  the 
ancient  labels,  for  I have  several  times  previously 
encountered  similar  situations. 

Very  sincerely  yours, 

CHARLES  H.  LA  WALL, 
Dean  of  Pharmacy,  Philadelphia  College  of  Phar- 
macy and  Science. 

It  is  hoped  that  this  gift  and  the  program 
of  its  presentation  may  stimulate  others  to 
present  fitting  gifts  for  our  medical  museum 
and  library.  It  is  time  our  institutions  in 
the  West  began  to  build  and  encourage  mu- 
seums. The  East  is  full  of  traditional  and 
historical  reminders  of  its  past.  The  West 
should  also  conserve  such  objects  and  not 
allow  them  all  to  be  shipped  to  Eastern  cen- 
ters. We  can  do  this  without  sacrificing 
any  of  our  attention  or  efforts  toward  ex- 
isting in  an  active  and  virile  present.  We 
maintain  a very  modern,  efficient,  up  to  the 
minute  library,  we  also  have  now  a nucleus 
about  which  to  build  a museum  that  will  be 
a credit  to  our  Society  and  without  which 
Denver,  in  the  broad  sense,  cannot  become 
a complete  medical  center. 

O.  S.  PHILPOTT.  Secretary. 
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BOOK  REVIEWS 

Principles  and  Practice  of  Obstetrics.  By  Joseph 
B.  DeLee,  A.M.,  M.D.,  Professor  of  Obstetrics 
and  Gynecology  at  the  University  of  Chicago; 
Chief  of  Obstetrics,  Chicago  Lying-In  Hospital 
and  Dispensary;  Consulting  Obstetrician  to 
Provident  Hospital,  to  the  Chicago  Maternity 
Center,  etc.  Sixth  Edition,  Thoroughly  Re- 
vised. 1165  pages  with  1221  illustrations  on 
923  figures,  265  of  them  in  colors.  Philadelphia 
and  London:  W.  B.  Saunders  Company,  1933. 
Cloth,  $12.00  net. 

As  formerly,  that  Master  in  the  Art  of  Obstetrics 
has  again  given  to  the  medical  student,  general 
practitioner  and  specialist  in  his  Sixth  Edition  of 
the  Principles  and  Practice  of  Obstetrics,  a book 
second  to  none  in  its  completeness,  clearness,  and 
dependability.  In  the  preface,  Dr.  DeLee  has  men- 
tioned, in  this  latest  edition,  the  newer  and  more 
salient  points  which  include  detailed  information 
of  advances  in  the  science  of  obstetrics;  the  art, 
regarding  the  practical  application  of  obstetric 
principles,  remains  much  the  same  as  in  previous 
editions.  Mentioning  briefly  a few  of  the  addi- 
tions includes  a full  description  of  the  Aschlieim- 
Zondek  pregnancy  test,  a new  set  of  illustrations 
for  the  repair  of  perineal  tears  and  episiotomy, 
local  anesthesia,  and  the  newer  narcotics  of  the 
barbituric  acid  group.  The  chapter  on  Contracted 
Pelvis  deal  especially  with  Nature's  method  of 
overcoming  mechanical  difficulties,  and  only  the 
treatment  has  been  changed  to  harmonize  with 
the  latest  scientific  practice.  Borderlands  of  ges- 
tation and  internal  medicine  are  given  prominence 
and  the  subjects  of  tuberculosis,  diabetes,  heart 
disease,  and  syphilis  have  been  rewritten  and 
brought  up  to  date.  The  chapter  on  Embryology 
and  Physiology  of  the  Fetus  has  been  revised. 
An  appendix  has  been  added  giving  a brief  chron- 
ology of  obstetrics.  In  a few  minutes  one  can 
thereby  obtain  a broad  retrospect  and  clear  un- 
derstanding into  the  history  of  the  art.  The 
Treatment  of  “Eclampism”  has  been  rewritten — 
this  newer  term  suggested  to  define  that  unknown 
state  of  the  constitution  in  late  pregnancy,  pro- 
duced by  physicochemical  changes  in  the  blood 
(or  causing  them),  in  which  state  the  woman  is 
liable  to  convulsions  or  coma. 

The  general  subject  matter  is  divided  into  four 
parts:  (a)  The  Physiology  of  Pregnancy,  Labor 
and  Puerperium,  a clear  concise  and  every  in- 
structive treatise  on  that  branch  of  obstetrics  so 
easily  brushed  aside  as  unnecessary  to  a busy 
obstetrician ; (b)  The  Conduct  of  Pregnancy,  La- 
bor and  the  Puerperium  is  a masterful  handling 
of  the  subject  (c)  The  Pathology  of  Pregnancy, 
Labor  and  the  Puerperium,  is  possibly  the  most 
important  and  value  part  of  the  book  to  the  prac- 
titioner; and  (d)  Operative  Obstetrics,  which 
deals  carefully  and  fully  and  in  the  author’s  in- 
imitable manner  with  that  spectacular  phase  of 
obstetric  practice,  the  various  operative  sections, 
showing  in  detail  the  low  cervical  method. 

To  sum  up  briefly  and  to  give  to  one  of  Amer- 
ica’s outstanding  obstetricians  the  credit  and  un- 
stinted due  which  is  Dr.  DeLee’s  reward  for  a 
lifetime  spent  in  struggling  with  the  subject  of 
maternity,  this  Sixth  Edition  is  indeed  all  that 
could  be  desired  within  the  1200  odd  pages  which 
comprise  its  contents,  and  the  profession  should 
feel  grateful  to  the  author  for  his  painstaking  ef 


forts  in  giving  to  student,  general  practitioner 
and  specialist  such  a dependable  and  excellent 
compendium  of  his  prolific  experience  and  knowl- 
edge of  the  art.  Not  to  possess  and  read  DeLee’s 
is  not  to  be  obstetrically  conscious. 

RANULPH  HUDSTON. 


Medicine  Among  the  American  Indians.  By  Eric 
Stone,  M.D.,  Providence,  R.  I.  No.  VII  of  Clio 
Medica,  a series  of  primers  on  the  history  of 
medicine,  edited  by  E.  R.  Krumbhear,  M.D. 
New  York:  Paul  B.  Hoeber,  Inc.  1932.  139 

pages.  Price,  $1.50. 

This  delightful  little  volume,  pocket  size,  af- 
fords a few  hours  of  fascinating  reading.  It  is 
the  seventh  of  a series  of  similar  volumes  of 
which  nearly  a score  more  are  in  preparation, 
each  by  a recognized  authority  in  his  field. 

Medical  practice  among  American  aborigines 
was  rife  with  supernatural  therapeutics,  but  also 
many  of  the  procedures  were  based  on  sound  facts. 
One  is  occasionally  struck  by  the  wisdom  of  some 
of  the  practices.  For  example,  immunity  was  ob- 
tained against  snake  bite  by  wilfully  permitting 
periodic  biting  by  the  reptiles,  first  by  the  very 
young,  then  by  those  progressively  older  until 
the  sting  of  the  mature  adult  was  borne  with  im- 
purity. The  care  and  results  in  fractures  and  dis- 
locations were  phenomenal.  Wet  rawhide  proper- 
ly molded,  dried  into  casts  comparable  with  our 
best  plaster.  Obstetrical  management  was  crude 
but  fundamentally  rational.  Crede’s  maneuver 
was  used  at  least  one  hundred  years  before  so 
named.  The  merits  of  cleanliness  were  somehow 
appreciated.  Strange  enough,  maternal  and  in- 
fant mortality  was  almost  nil — though  none  will 
attempt  comparison  of  the  squaw  and  modern 
womanhood.  Certain  surgical  procedures  with 
crude  instruments  were  attempted  and  not  rarely 
successful.  Some  tribes  were  masters  of  trau- 
matic surgery.  Medical  methods  of  the  tribal 
medicine  men  were  infinitely  superior  for  the  In- 
dians than  those  later  instituted  by  the  whites. 

As  one  reviews  the  apparently  successful 
“magic”  of  the  clever  medicine  men,  their  hokus 
pokus,  incantations  and  dances,  their  great  appeal 
to  the  confidence  of  the  subjects,  one  does  not 
marvel  quite  so  much  at  results  seemingly  ob- 
tained at  times  by  the  modern  charlatan — human 
nature  remaining  fundamentally  unchanged. 


Functional  Disorders  of  the  Large  Intestine  and 
their  Treatment.  By  Jacob  Buckstein,  M.D.,  In- 
structor in  Gastrointestinal  Roentgenology,  Cor- 
nell University  Medical  College;  Alimentary 
Tract  Division,  Roentgen  Department,  Bellevue 
Hospital ; Consultant  in  Gastroenterology,  U.  S. 
Veterans’  Bureau,  Central  Islip  and  Rockaway 
Beach  Hospitals ; Associate  Attending  Gastro- 
enterologist, Sydenham  Hospital,  New  York 
City.  Pp.  265,  with  100  illustrations.  Fabri- 
lcoid.  Price,  $3.00.  Harper’s  Medical  Mono- 
graphs. Harper  & Bros.,  New  York  City. 

A careful  study  of  common  functional  disturb- 
ances of  the  colon,  their  causes  and  treatment, 
particularly  suited  to  the  needs  of  the  general 
practitioner,  whose  practice  contains  many  pa- 
tients suffering  from  these  diseases,  who  can  be 
helped  only  by  expert  and  efficient  treatment. 
Dr.  Buckstein’s  unusually  wide  and  varied  ex- 
perience in  gastroenterology  includes  more  than 
30,000  instances  of  these  conditions  at  Bellevue 
Hospital  alone.  This  volume,  a result  of  these 
experiences,  is  enriched  with  many  illustrations 
of  roentgenologic  studies. 
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SILAS  WEIR  MITCHELL 

(Continued  from  September  Issue) 

The  literary  contributions  of  S.  Weir 
Mitchell  were  by  no  means  restricted  to 
prose  fiction.  He  also  ranks  as  one  of  the 
foremost  poets  of  the  nineteenth  century, 
and  holds  the  distinction  of  being  one  of 
the  few  prose  writers  who  was  also  a mas- 
ter poet. 

As  a child  he  grew  up  in  an  atmosphere 
of  books,  which  included  many  of  the  poets 
of  the  eighteenth  century.  Love  of  poetry 
and  sympathy  with  the  poets  were  distinc- 
tive traits  of  the  Mitchell  family.  The  fact 
that  he  cared  little  for  the  poetry  of  Pope 
or  Akenside  turned  him  away  from  that  type 
of  verse.  This  did  not,  however,  cause  him 
to  lose  interest  in  this  form  of  literature.  The 
Mitchell  family  enjoyed  the  presence  of 
2,000  volumes  about  the  dining  room;  these 
provided  an  academic  atmosphere  for  the 
children  during  meal  time.  They  knew  a 
limitless  amount  of  poetry  and  were  able  to 
quote  verse  on  almost  any  occasion.  Often 
they  would  attack  their  father’s  antique 
taste  by  quoting  from  recent  writers;  for 
example,  on  one  occasion  Weir  Mitchell 
quoted  Tennyson’s  “New  Year.’’ 

With  such  a background  it  is  not  surpris- 
ing that  he  developed  into  an  imaginative 
and  accomplished  poet,  whose  verses  show 
a rare  distinction  of  style.  When  Weir 
Mitchell  was  27  years  of  age,  he  sent  a 
manuscript  of  verse  to  Tichnor  and  Fields, 
which  they  referred  to  Oliver  Wendell 
Holmes.  The  latter  advised  him  to  establish 
himself  in  medicine  before  attempting  to 
devote  much  time  to  literature.  Dr.  Mitchell 
evidently  took  this  advice  quite  seriously, 


because  the  great  bulk  of  his  literary  work 
was  not  published  until  he  had  well  estab- 
lished his  reputation  as  a physician.  Among 
his  early  verses  were  three  anonymous 
poems:  “The  Strassburgh  Clock,’’  “Kear- 
sage’  and  "How  the  Cumberland  Went 
Down.  He  has  written  poems  of  lasting 
quality  filled  with  beauty  and  vivid  descrip- 
tions. Owen  Wister  said,  “Yet  in  poetry 
his  best  is  to  be  found:  it  holds  company 
with  the  best  of  our  American  muse.’ 
Mitchell's  “Ode  on  a Lycian  Tomb’’  has 
been  spoken  of  as  one  of  the  few  great  ele- 
giac poems  in  English.  He  was  inspired  to 
write  it  by  seeing  a monument  “Les  Pleu- 
reuses"  in  a museum  at  Constantinople.  It 
represents  the  figure  of  a woman  in  differ- 
ent attitudes  of  grief.  She  is  shown  in  eigh- 
teen compartments  which  occupy  four  sides 
of  the  monument: 

ODE  ON  A LYCIAN  TOMB 

What  gracious  nunnery  of  grief  is  here! 

One  woman  garbed  in  sorrow’s  every  mood; 
Each  sad  presentment  celled  apart,  in  fear 
Lest  that  herself  upon  herself  intrude 
And  break  some  tender  dream  of  sorrow’s  day, 
Here  cloistered  lonely,  set  in  marble  gray. 

Oh,  pale  procession  of  immortal  love 
Forever  married  to  immortal  grief! 

All  life’s  high-passioned  sorrow  far  above, 

Past  help  of  time’s  compassionate  relief: 

These  changeless  stones  are  treasuries  of  regret 
And  mock  the  term  by  time  for  sorrow  set. 

Ah,  me!  What  tired  hearts  have  hither  come 
To  weep  with  thee,  and  give  thy  grief  a voice; 
And  such  as  have  not  added  to  life’s  sum 
The  count  of  loss,  they  who  do  still  rejoice 
In  love  which  time  yet  leaveth  unassailed, 

Here  tremble,  by  prophetic  sadness  paled. 

Thou  who  hast  wept  for  many,  weep  for  me, 

For  surely  I,  who  deepest  grief  have  known, 
Share  thy  stilled  sadness,  which  must  ever  be 
Too  changeless,  and  unending  like  my  own, 
Since  thine  is  woe  that  knows  not  time's  release, 
And  sorrow  that  can  never  compass  peace. 

(To  Be  Continued) 
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K Secretarial  Notes  and  Comment  ss 

Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


Statutory  Regulation  of 
Infant  Adoption 

udge  Stanley  Johnson  of  the  Juvenile 
Court,  has  addressed  a letter  to  the  med- 
ical profession  relative  to  the  placement  of 
children  for  adoption.  There  has  been  some 
confusion  through  placements,  by  agencies, 
hospitals  and  physicians,  of  infants  with 
prospective  adoptive  parents.  In  order  that 
physicans  may  conform  to  the  State  Statute, 
we  quote  the  following  from  Judge  Johnson’s 
communication  (quotation  marks  enclose 
selections  from  the  Statute): 

“Any  place  into  which  women  are  received  to 
be  cared  for,  before,  during  or  while  recovering 
from  parturition,  shall  be  considered  a maternity 
hospital.  A ‘Maternity  hospital  . . . shall  be 
construed  to  include  (a)  maternity  hospitals;  (b) 
a department,  ward  or  section  for  maternity  cases  ; 
(c)  a private  home  or  other  place  making  a busi- 
ness of  receiving  maternity  cases.’  The  definition 
also  includes  ‘any  place  where  more  than  three 
maternity  cases  are  cared  for  during  one  calen- 
dar year.’ 

“Maternity  hospitals,  before  accepting  such 
prospective  mothers  for  confinement,  shall  inform 
them  that  they  will  be  required  to  nurse  the  child 
during  the  period  of  confinement  in  said  maternity 
hemes,  if  physically  able  to  do  so.  Exception  to 
this  rule  will  be  made  only  on  the  certification 
of  the  attending  physician  that  the  mother  is 
physically  unable  to  nurse  her  baby. 

“No  person  . . . shall  advertise,  undertake  or 
premise  that  he  will  adopt  any  child  or  children 
received  or  born  in  any  such  hospital,  nor  shall 
he  hold  cut  any  promise,  reward  or  inducement 
to  any  parent  to  part  with  any  such  child  or 
children.  Nor  shall  any  such  child  be  given  away 
by  any  parent  or  parents  OR  IN  ANY  MANNER 
GIVEN  OUT  FOR  ADOPTION  except  through  the 
agency  and  with  the  consent  of  the  P>oard  of 
Control  of  the  State  Home  for  Dependent  and 
Neglected  Children.’’ 

The  act  also  provides  that  the  name  of  any 
pregnant  woman  received,  or  of  an  unmarried 
woman  received  within  ten  days  after  delivery 
of  a child,  shall  be  immediately  reported  to  the 
Colorado  State  Board  of  Health. 

A penalty  of  from  $100.00  to  $300.00  is  imposed, 
including  the  revocation  of  license,  for  violation 
of  any  of  the  provisions  of  this  act. 

In  every  case  where  an  illegitimate  child  is 
born  in  a maternity  hospital,  the  placing  out  of 
such  child  with  any  family  desiring  to  adopt  it 
is  expressly  prohibited.  Nevertheless,  there 
have  been  a number  of  cases  of  such  placements 
without  the  required  commitment  to  the  State 
Home. 

There  are  cases,  of  course,  where  hospitals, 
physicians  or  other  persons  may  desire  to  place 


such  infants,  either  legitimate  or  illegitimate,  in 
the  care  of  a particular  social  agency  in  order 
that  an  effort  may  be  made  to  persuade  the  mother 
or  father  or  relatives  to  assume  their  duties  to- 
ward the  child.  On  the  other  hand,  if  the  child 
is  kept  by  such  agencies  for  an  indefinite  period 
of  time  and  failure  results  from  the  attempt  to 
reconstruct  the  family  relationship,  the  child 
may  pass  the  age  when  it  is  desirable  for  adop- 
tion by  selected  families. 

Where  illegitimate  children  are  abandoned  in 
the  hospital  by  their  mothers,  the  law  requires 
that,  before  any  act  leading  to  the  adoption  of 
the  child,  or  the  placing  out  of  such  child  for 
adoption,  shall  take  place,  that  the  child  shall 
be  turned  over  to  the  Juvenile  Court  of  Denver 
for  commitment  to  the  State  Home  which  alone 
has  the  power  to  consent  to  its  adoption. 

At  a recent  meeting  of  several  agencies  inter- 
ested in  the  care  of  children,  it  was  agreed  that 
no  illegitimate  child,  thus  abandoned,  should  be 
cared  for  without  commitment  to  the  State  Home 
for  a period  exceeding  two  months  after  aban- 
donment by  its  mother.  This  period  was  consid- 
ered sufficient  for  investigation  to  discover  rela- 
tives who  might  desire  to  care  for  the  child. 
It  was  agreed  that  a male  child,  which  has  passed 
the  age  of  three  years,  and  a female  child,  which 
has  passed  the  age  of  four  years,  is  less  desirable 
for  adoption  by  families  who  have  applied  at  the 
State  Home,  and  therefore,  the  care  of  any  child 
beyond  the  age  of  three  years  is  seriously  preju- 
dicing its  welfare. 

In  the  case  of  legitimate  children,  a period 
longer  than  two  months  is  desirable  in  which 
to  attempt  the  reconstruction  of  family  relation- 
ships, but  it  was  agreed  upon  that  in  ordinary 
cases  the  child  should  not  be  cared  for  longer 
than  one  year  unless,  during  that  time,  the  par- 
ents have  shown  strong  inclination  and  the  ability 
to  care  for  the  child. 

The  purpose  of  this  notice  is  to  inform  hospitals 
and  physicians  of  the  law  upon  this  subject  in 
Colorado,  and  to  urge  them  in  every  case  where 
a child  is  born  out  of  wedlock  and  the  mother 
desires  to  relinquish  it  for  adoption,  to  notify 
Miss  Golin,  probation  officer  of  the  Juvenile  Court 
in  charge  of  such  cases,  that  such  child  is  held 
at  the  hospital.  Please  note  that  any  placement 
of  such  a child  for  adoption,  whether  abandoned 
or  not,  is  in  direct  violation  of  the  statute.  Fami- 
lies, desiring  to  adopt  such  children,  should  be 
referred  to  the  State  Home  for  Dependent  Chil- 
dren on  Iliff  Avenue,  Denver,  where  they  may 
file  their  application. 

In  cases  where  it  is  felt  by  hospital  authorities 
or  physicians  that  such  children  should  be  placed 
with  the  Children’s  Aid  Society  or  with  the  Cath- 
olic Charities,  Jewish  Aid  Association  or  other 
organization  maintained  for  the  care  of  children, 
nevertheless  notice  should  be  at  once  given  to 
Miss  Golin  at  the  Juvenile  Court  that  such  place- 
ment has  been  made  with  the  agency. 

In  the  case  of  children  born  to  married  parents, 
similar  notice  should  be  given  to  the  Court  for 
the  reason  that  petitions  for  the  adoption  of  such 
children  must  be  made  to  the  Juvenile  Court  or 
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one  of  the  County  Courts  of  Colorado  and  will 
result  in  an  investigation  by  the  court  into  the 
qualifications  of  prospective  parents.  Some  con- 
fusion has  resulted  and  several  unfortunate  cases 
have  arisen  through  the  indiscriminate  placement 
of  children,  both  legitimate  and  illegitimate,  with- 
out notice  to  some  central  authority  competent 
to  pass  on  the  question  of  adoption. 

Commitment  to  the  State  Home  can  be  had 
in  Denver  only  through  a petition  in  dependency 
in  the  Juvenile  Court,  and  in  the  other  counties, 
in  the  respective  county  courts. 

— 

MEDICAL  SOCIETIES 

-= 

DENVER  COUNTY 

There  were  eighty-three  members  present  at 
the  first  September  meeting  of  the  Medical  So- 
ciety of  the  City  and  County  of  Denver,  held  in 
the  Auditorium  of  the  Capitol  Life  Building,  Sep- 
tember 5. 

The  presentation  of  the  Bonfils  gift,  discussed 
elsewhere  in  this  issue,  was  the  feature  of  the 
evening. 

Dr.  E.  L.  Eliason,  Professor  of  Clinical  Surgery 
at  the  University  of  Pennsylvania,  gave  an  excel- 
lent paper  on  “Fracture  Wrecks  and  How  We 
May  Prevent  Them.’’  His  paper  was  accompanied 
by  a series  of  slides  demonstrating  various  causes. 

Light  refreshments  were  served  after  the  meet- 
ing by  the  Republic  Drug  Company. 

The  second  regular  September  meeting  was 
held  at  the  Denver  General  Hospital  September 
19.  The  program  for  this  meeting  was  presented 
by  the  staff  of  the  Hospital. 

Drs.  Eastlake,  Swerdfeger,  and  Nielson  pre- 
sented a paper  on  “Lung  Abscess.” 

Drs.  Sams  and  Daywitt  presented  a case  of 
“Ruptured  Peptic  Ulcer,”  which  was  discussed  by 
Drs.  R.  K.  Dixon,  Connor,  Mumey,  Love,  Faust, 
and  Dwyer. 

“Syphilis  of  the  Lung”  was  presented  by  Drs. 
Verploeg  and  McMillen,  and  discussed  by  Drs. 
Sams,  Lincoln,  and  Hickey. 

Drs.  Daniels  and  Hellewell  presented  a paper 
on  “Muscular  Dystrophy-Scapulahumeral  Type.” 

Eighty-three  members  were  also  present  at  this 
meeting. 

O.  S.  PHILPOTT, 
Secretary. 

- — >*«• 

WOMAN’S  AUXILIARY 

•«*< — -=  - ■ 

The  Auxiliary  held  a very  successful  meeting, 
considering  the  road  conditions  and  the  economic 
situation,  in  Colorado  Springs,  Sept.  15.  There 
were  nearly  one  hundred  women  present  at  the 
annual  luncheon. 

Mrs.  Geo.  P.  Lingenfelter  of  Denver,  who  has 
been  President-elect  of  the  Woman’s  Auxiliary 
to  the  Colorado  State  Medical  Society,  assumed 
the  presidency  of  that  organization.  She  suc- 
ceeds Mrs.  B.  F.  Blotz  of  Rocky  Ford. 

Members  of  the  society  chose  Mrs.  J.  W. 
Amesse,  Denver,  as  president-elect  to  succeed  Mrs. 
Lingenfelter  a year  hence.  Other  officers  elected 
were:  Mrs.  G.  B.  Webb,  Colorado  Springs,  First 
Vice  President;  Mrs.  B.  Woodcock,  Greeley,  Sec- 
ond Vice  President ; Mrs.  W.  K.  Reed,  Boulder, 


Third  Vice  President ; Mrs.  C.  W.  Streamer,  Pueb- 
lo, Fourth  Vice  President;  Mrs.  J.  Frederic  Prin- 
zing,  Denver,  Recording  Secretary;  Mrs.  J.  E. 
Hutchinson,  Denver,  Corresponding  Secretary; 
Mrs.  Philip  Work,  Denver,  Treasurer;  Mrs.  F. 
Dewey  Bishop,  Denver,  Auditor ; Mrs.  W.  A.  Kick- 
land,  Fort  Collins  Parliamentarian. 

Standing  Committees 

Mrs.  G.  H.  Gillen,  Chairman,  Organization;  Mrs. 
W.  A.  Ohmart,  Chairman,  Publicity;  Mrs.  Robert 
Maul,  Chairman,  Education  and  Public  Relations ; 
Mrs.  Ralph  Danielson,  Chairman,  Hygeia ; Mrs. 
D.  W.  Macomber,  Chairman,  Year  Book;  Mrs.  F. 
P.  Gengenbach,  Chairman,  Legislative;  Mrs.  T.  M. 
Burns,  Chairman,  Philanthropic  and  Benevolent 
Fund;  Mrs.  J.  B.  Crouch,  Colorado  Springs, 
Chairman,  Social. 

At  the  meeting  of  the  Auxiliary  it  was  voted  to 
start  a Benevolent  Fund  for  the  indigent  widows 
and  dependents  of  physicians.  Such  a plan  is  now 
in  very  successful  operation  in  Pennsylvania  and 
other  states. 

The  Auxiliary  also  voted  to  sponsor  the  Colo- 
rado Tuberculosis  Association’s  radio  contest  to 
be  held  later  in  the  year. 

One  of  the  outstanding  slogans  brought  home 
by  our  members  who  attended  the  National  meet- 
ing in  Milwaukee  in  June,  is  that  all  the  Auxil- 
iaries are  to  keep  their  membership  intact  and 
not  drop  any  members  on  account  of  inability 
to  pay  dues.  (All  County  Officers  kindly  take 
notice).  A resolution  was  adopted  at  the  State 
Auxiliary  meeting  to  the  above  effect. 


SEPTEMBER  MEETING  OF  THE  DENVER 
MEDICAL  AUXILIARY 

Mrs.  John  A.  McCaw  and  Board  of  the  Women’s 
Auxiliary  to  the  Denver  County  Medical  Society 
gave  a charming  tea  at  the  home  of  Mrs.  John 
A.  McCaw,  in  Cherry  Hills,  on  September  18. 
Over  one  hundred  guests  called. 


Bills  that  are  not  itemized  often  create  re- 
sentment in  the  minds  of  patients  and  fre- 
quently raise  the  question  as  to  the  validity 
of  the  charges  made  for  services.  These 
two  factors  mitigate  against  prompt  pay- 
ment of  the  account  in  question  and  are  re- 
sponsible in  no  small  measure  for  disagree- 
ments between  patient  and  doctor. — Bulle- 
tin of  Wayne  County  (Detroit,  Mich.) 
Med.  Soc. 


Perhaps  the  machine  can  make  us  all  sons 
of  rest  but  it  hasn’t  done  it  yet,  by  a con- 
siderable sight!  The  present  “strange  in- 
terlude’’ was  not  caused  by  substitution  of 
machines  for  men,  but  by  a world-wide  epi- 
demic of  dementia  praecox  characterized  by 
delusions  of  grandeur  in  which  a distorted 
concept  of  values  was  used  for  money.  It 
takes  time  to  convalesce.  Let  the  Techno- 
crats give  the  Democrats  a chance.  Wait 
your  turn.  Get  in  line. — Clients’  Service 
Bulletin. 
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Colorado  State  Medical  Society 
Officers,  1933-1934 

President:  Gerald  B.  Webb,  Colorado  Springs. 

President-elect:  N.  A.  Madler,  Greeley. 

Vice  Presidents:  First,  Frank  E.  Rogers,  Denver;  Sec- 
ond, A.  G.  Taylor,  Grand  Junction;  Third,  C.  E. 
Sidwell,  Longmont;  Fourth,  Ward  C.  Fenton,  Rocky 
Ford. 

Constitutional  Secretary:  John  S.  Bouslog,  Denver. 

Treasurer:  Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  537  Republic 
Building,  Denver.  Telephone,  KEystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
John  W.  Amesse,  Denver;  Alternate,  A.  J.  Markley, 
Denver;  Junior,  Crum  Epler,  Pueblo;  Alternate,  John 
B.  Crouch,  Colorado  Springs. 

Councillors:  Term  Expires 

District  No.  1 F.  W.  Lockwood,  Fort  Morgan 1936 

District  No.  2 Ella  A.  Mead,  Greeley 1936 

District  No.  3 George  P.  Lingenfelter,  Denver  1936 

District  No.  4 C.  T.  Knuckey,  Lamar 1935 

District  No.  5 George  D.  Andrews,  Walsenburg  1935 

District  No.  6 C.  Rex  Fuller,  Salida 1935 

District  No.  7 A.  L.  Burnett,  Durango.. 1934 

District  No.  8 Lee  Bast,  Delta  — .1934 

District  No.  9 W.  W.  Crook,  Glenwood  Springs, 

Chairman  1934 


Standing  Committees,  1933-1934 

Credentials:  John  S.  Bouslog,  Denver,  Chairman;  Har- 
old T.  Low,  Pueblo;  John  A.  Sevier,  Colorado 
Springs. 

Scientific  Work:  Kenneth  D.  A.  Allen,  Denver,  Chair- 
man; Burgett  Woodcock,  Greeley;  G.  Burton  Gilbert, 
Colorado  Springs. 

Arrangements:  John  B.  Hartwell,  Colorado  Springs, 
Chairman;  William  A.  Campbell,  Jr.,  Colorado 
Springs;  Carl  S.  Gydesen,  Colorado  Springs. 

Public  Policy:  Charles  O.  Giese,  Colorado  Springs, 
Chairman;  Walter  W.  King,  Denver,  Vice  Chairman; 
H.  R.  McKeen,  Denver;  Gerrit  Heusinkveld,  Denver; 
Harvey  W.  Snyder,  Denver;  James  J.  Waring,  Den- 
ver; Lanning  E.  Likes,  Lamar;  W.  W.  Harmer, 
Greeley;  Charles  H.  Platz,  Fort  Collins;  Gerald  B. 
Webb,  Colorado  Springs,  ex-officio;  John  S.  Bouslog, 
Denver,  ex-officio;  Mr.  H.  T.  Sethman,  Denver, 
ex-officio. 

Publication:  C.  S.  Bluemel,  Denver  (1934)  ; William  H. 
Crisp,  Denver  (1935);  C.  F.  Kemper,  Denver  (1936). 

Medical  Defense:  Casper  F.  Hegner,  Denver  (1934)  ; 
T.  D.  Cunningham,  Denver  (1935) ; Frank  B.  Ste- 
phenson, Denver  (1936). 

Medical  Education  and  Hospitals:  J.  A.  Sevier,  Colo- 
rado Springs,  Chairman;  Royal  H.  Finney,  Pueblo; 
Thad  P.  Sears,  Denver. 

Library  and  Medical  Literature:  George  A.  Boyd,  Colo- 
rado Springs,  Chairman;  E.  D.  Downing,  Denver; 
F.  W.  Kenney,  Denver. 

Cooperation  with  Allied  Professions:  M.  O.  Shivers, 
Colorado  Springs,  Chairman;  H.  S.  Finney,  Denver; 
John  R.  Evans,  Denver. 

Medical  Economics:  Claude  E.  Cooper,  Denver,  Chair- 
man; Philip  Hillkowitz,  Denver;  F.  Julian  Maier, 
Denver. 

Necrology:  George  M.  Blickensderfer,  Denver,  Chair- 
man; John  F.  McConnell,  Colorado  Springs;  C.  W. 
Streamer,  Pueblo. 

Special  Committees,  1933-1934 

Postgraduate  Clinics:  C.  E.  Harris,  Woodmen,  Chair- 
man; Maurice  H.  Rees,  Denver;  Nolie  Mumey,  Den- 
ver; O.  M.  Gilbert,  Boulder;  Fred  M.  Heller,  Pueblo. 

Military  Affairs:  George  P.  Lingenfelter,  Denver, 


Chairman;  John  W.  Amesse,  Denver;  Robert  M. 
Fulwider,  F'ort  Lyon;  Louis  V.  Sams,  Denver;  W.  P. 
McCrossin,  Colorado  Springs. 

Advisory  to  the  School  of  Medicine:  Frank  B.  Stephen- 
son, Denver,  Chairman;  John  S.  Bouslog,  Denver; 
T.  D.  Cunningham,  Denver;  C.  E.  Sidwell,  Longmont; 
Charles  O.  Giese,  Colorado  Springs. 

Cancer  Education:  Lyman  W.  Mason,  Denver  (1936), 
Chairman ; Charles  T.  Ryder,  Colorado  Springs 
(1936);  John  B.  Hartwell,  Colorado  Springs  (1936); 
C.  W.  Maynard,  Pueblo  (1935);  W.  W.  Wasson, 
Denver  (1935);  H.  S.  Finney,  Denver  (1935);  Wil- 
liam H.  Halley,  Denver  (1934) ; K.  D.  A.  Allen,  Den- 
ver (1934);  W.  W.  Haggart,  Denver  (1934). 

Nursing  Education:  Frank  E.  Rogers,  Denver,  Chair- 
man; H.  A.  Black,  Pueblo;  C.  T.  Knuckey,  Lamar. 
Cooperation  with  Board  of  Health:  E.  N.  Chapman, 
Colorado  Springs,  Chairman;  John  W.  Amesse,  Den- 
ver; Margaret  Long,  Denver. 

Workmen’s  Compensation  Affairs:  Peter  O.  Hanford, 
Cc4orado  Springs,  Chairman;  A.  S.  Cecchini,  Denver; 
J B.  Farley,  Pueblo. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  Cojmty — Last  Monday  of  each  month; 
secretary,  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  County — First  Tuesday  of  each  month;  sec- 
retary, C.  Rex  Fuller,  Salida. 

Crowley  County — Second  Wednesday  of  each  month; 
secretary,  J.  A.  Hipp,  Olney  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month;  secretary,  0.  S.  Philpott,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month; 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month; 
secretary,  W.  W.  Evans,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month; 
secretary,  G.  M.  Noonan,  Walsenburg,  Colo. 

Kit  Carson  County — Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  W. 
L.  McBride,  Seibert. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month; 
secretary,  Duane  Hartshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary,  C.  O.  McClure,  Trinidad. 

Mesa  County — Third  Tuesday  of  each  month;  secre- 
tary, H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month; 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward,  Fort  Morgan. 

Northeast  Colorado — Second  Thursday  in  each 

month;  secretary,  E.  P.  Hummel,  Sterling. 

Northwestern  Colorado — Second  Thursday  of  each 
month;  secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County — Second  Thursday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesday  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  secretary,  J.  L.  Rosenbloom,  Pueblo. 

•San  Juan — Second  Saturday,  January  and  altematr 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month;  secretary 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  seer 
tary,  Tracy  D.  Peppers,  Greeley,  Colo. 
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Delegate  to  A.  M.  A.:  G.  P.  Johnston,  Cheyenne;  Alternates:  E.  L.  Jewell,  Shoshoni;  G.  L.  Strader,  Cheyenne 
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EDITORIAL  NOTES  AND  COMMENT 


The  Southwestern  Wyoming 
Medical  Society 

Tn  the  News  Item  column  will  be  found  a 

report  of  the  organization  of  the  South- 
western Wyoming  Medical  Society,  as  re- 
ported by  The  Wyoming  Journal  of  Rock 
Springs  in  its  August  29  issue. 

We  believe  this  to  be  a move  in  the  right 
direction.  In  the  American  Medical  Asso- 
ciation exhibits  in  A Century  of  Progress, 
at  Chicago,  is  a map  of  the  United  States 
showing  how  completely  each  state  has  or- 
ganized County  Medical  Societies.  Of  the 
Middle  and  Western  states,  Iowa  stands  out 
the  most  perfect  example  of  successful  or- 
ganization. Others  look  like  an  epidemic  of 
smallpox  had  struck  them — here  and  there 
an  organized  spot,  the  rest  not  organized. 

That  this  map  is  not  correct  is  true.  The 
reason  is  that  all  state  secretaries  have  not 
kept  the  officers  of  the  American  Medical 
Association  informed  as  to  the  organization 
in  their  states  of  the  County  Medical  Soci- 
eties. 

The  grouping  together  of  five  Southwest- 
ern counties  is  a fine  move.  It  means  an 
organization  more  alive  and  affords  a medi- 
cal home  for  several  doctors  who,  by  reason 
of  their  small  number  and  location  in  each  of 
these  sparsely  settled  counties,  could  not 
maintain  a live  County  Medical  Society. 

Again  we  say,  it’s  a fine  move  and  an  ap- 
plication should  be  made  for  a charter  to 
make  this  organization  a real  part  of  the 
Wyoming  State  Medical  Society.  We  be- 
lieve this  move  should  continue  until  Wyo- 
ming is  divided  up  into  five,  six,  or  seven 
district  societies  and  the  county  society 
abandoned. 


This  is  not  radical  or  against  the  organi- 
zation of  the  American  Medical  Association, 
but  just  as  the  depression  has  made  the 
N.  R.  A.  necessary,  we  believe  it  has  re- 
quired a closer  working  force  of  all  the  doc- 
tors in  each  state  to  become  active  members 
in  the  state  and  national  organization  of  the 
American  Medical  Association.  This  plan 
has  worked  out  in  a successful  way  in  the 
Northwestern  Wyoming  Medical  Society, 
and  it  will  work  just  as  well  in  all  parts  of 
Wyoming. 

More  doctors  will  join  and  our  organiza- 
tion will  become  stronger.  Meetings  can  be 
held  in  the  different  counties,  which  ought 
to  mean  better  papers,  plans  and  discus- 
sions. The  columns  of  our  part  of  Colorado 
Medicine  will  welcome  papers  and  reports 
for  publication,  and  all  encouragement  pos- 
sible will  be  given  in  the  organization  of 
those  district  societies  in  Wyoming. 

* <4  <4 

Hang  Them  Up 

Tl  TTany  men  hang  up  their  pants  on  the 
1 floor.  We  are  told  that  some  women 
do,  but  we  know  some  of  them  do  not. 
When  it  comes  to  the  uses  and  abuses  of 
glasses,  there  is  just  the  same  difference  in 
the  treatment  they  receive.  That  glasses  are 
greatly  abused  by  the  average  owner  all 
oculists  know,  but  any  correcting  treatment 
would  be  an  advantage  to  the  glasses,  them- 
selves, and  their  owners. 

Constructed  of  the  best  materials  and  with 
the  finest  polish,  a large  percentage  of 
glasses  are  ruined  in  the  first  month  of  their 
use  by  misuse.  If  the  oculists  of  America 
could  teach  the  wearers  how  to  take  proper 
care  of  these  beautiful  polished  lenses  and 
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finely  made  frames,  results  would  be  far  bet- 
ter and  we  would  have  happier  patients.  Let 
us  assume  ophthalmologists  have  scientifical- 
ly examined  the  eyes  and  prescribed  the 
proper  glasses,  that  the  manufacturing  op- 
ticians have  given  their  greatest  skill  and 
have  used  the  finest  materials.  The  fit  is 
perfect,  the  product  is  the  finest — what  hap- 
pens then?  Most  patients  are  given  the 
glasses  with  little  or  no  instructions  how  to 
take  care  of  them. 

The  result  is  a pair  of  beautiful  lenses 
scratched  and  all  out  of  alignment  in  just 
a few  days.  These  errors  can  and  should 
be  avoided.  The  patient  should  be  in- 
structed before  the  damage  occurs.  Can 
this  be  done?  Certainly.  To  begin  with, 
teach  the  new  owner  what  a beautiful  job 
has  been  done  by  the  ophthalmologist  and 
the  manufacturing  optician.  A perfect, 
beautiful,  highly  polished,  delicately  made 
instrument  has  been  delivered  to  the  owner. 
However,  all  its  beauty  and  fine  construc- 
tion can  be  ruined  in  a few  moments  or  days 
by  carelessness. 

First,  teach  that  greatest  care  is  neces- 
sary to  preserve  the  beautiful  polished  sur- 
face. Avoid  all  scratching  in  cleaning  the 
lenses.  No  forceful  rubbing  with  rough  or 
dusty  cleaners  or  cloths.  No  strong  soaps. 
We  have  repeatedly  seen  the  finest  lenses 
ruined  by  rough  cleansing  and  by  strong 
soaps.  Avoid  the  use  of  silk  handkerchiefs, 
as  they  are  very  dangerous.  Cleanse  either 
with  some  standard  cleaning  solution  or 
warm  water  and  dry  with  a clean,  partly 
worn  out  linen  or  cotton  handkerchief, 
avoiding  all  pressure  on  the  lens  surfaces. 

Remember  glasses  require  the  greatest 
care  in  washing  and  drying.  Don’t  rob 
them  up  and  down — that  bends  the  tiny 
guards  at  the  edge  of  the  lenses  where  the 
screws  are  put  through,  and  the  lenses  be- 
come loose  at  the  nose  piece  and  at  the 
temples. 

The  result  is  a pair  of  glasses  all  out  of 
true  alignment.  A large  percentage  of 
lenses  are  especially  ground  with  a greater 
or  lesser  additional  curve  in  some  one  di- 
rection. These  added  curves  are  to  correct 
certain  irregularities  in  the  structure  of  the 
eyes.  If  the  glasses  become  loose  and  drop 


down,  the  angle,  or  line  of  this  curve,  does 
not  stay  where  it  should  and  the  good  ef- 
fects are  lost,  and  indeed  damage  is  done  to 
the  eyes  by  their  use.  So  cleanse  and  keep 
your  glasses  tight  if  you  want  the  best  re- 
sults from  them.  Never  place  glasses  so 
the  surface  will  touch  anything  except  the 
cleanest  of  soft  material.  Never  lay  them 
on  a table,  shelf,  dresser,  or  any  other  place 
where  they  can  easily  be  scratched  or 
broken.  It  only  takes  a book  misplaced  on 
top  of  a beautiful  example  of  the  crafts- 
man s art  to  wreck  them.  Hang  them  up 
when  you  take  them  off!  A picture  frame 
or  the  edge  of  the  mirror  makes  a safe  place. 
Over  the  head  of  the  bed  is  often  handy, 
but  don't  shut  them  up  and  put  them  in  a 
glass  pocket  case.  "Bad  medicine,’  as  the 
Indians  say.  It  scratches  the  lenses  and 
works  the  screws  loose  in  the  frames.  Hang 
them  up  from  the  start,  and  the  habit  thus 
easily  formed  will  repay  you  in  added  com- 
fortable service.  It  pays  to  hang  them  up — 
at  least  treat  them  as  well  as  you  treat  your 
pants. 

— — >*» 

WYOMING  NEWS  NOTES 

•**<-- ---=  

The  following  is  reprinted,  by  permission, 
from  the  August  29,  1933,  issue  of  the  Wyo- 
ming Journal,  daily  newspaper  of  Rock 
Springs,  Wyo.: 

Representatives  of  the  medical  profession  of 
southwestern  Wyoming  met  in  Rock  Springs  Sat- 
urday night  to  organize  the  Southwestern  Wyo- 
ming Medical  Association.  The  meeting  was  held 
in  Howard's  dining  room,  where  representatives 
from  Sweetwater,  Lincoln,  Uinta,  Sublette  and 
Teton  counties  met  for  a banquet  at  7 p.  m. 

Dr.  E.  F.  Scheidegger  of  Green  River,  President 
of  the  Sweetwater  County  Medical  Society,  pre- 
sided at  the  meeting  until  the  new  association 
named  a president. 

Dr.  Joseph  Holland  of  Evanston  was  elected 
President  of  the  new  association ; Dr.  J.  G.  Wan- 
ner of  Rock  Springs,  Secretary  and  Treasurer.  A 
vice  president  for  each  of  the  five  counties  com- 
posing the  district  were  named  as  follows: 

Uinta,  Dr.  J.  Jacoby  of  Evanston;  Lincoln,  Dr. 
A.  A.  Boston  of  Kemmerer ; Teton,  Dr.  C.  W.  Huff 
of  Jackson;  Sublette,  Dr.  Montrose  of  Daniel.  A 
vice  president  for  Sweetwater  county  is  yet  to 
be  named. 

The  newly-formed  association  will  be  a unit 
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of  the  Wyoming  Medical  Society.  Its  object  is  to 
give  medical  men  of  each  county  an  opportunity 
to  work  in  an  organization  that  is  affiliated  with 
the  state  society.  Some  southwestern  Wyoming 
counties  are  without  medical  associations  be- 
cause of  the  scarcity  of  medical  men  within  the 
county.  Counties  now  having  their  own  soci- 
eties may  continue  them  if  members  wish  to  do 
so,  it  is  understood. 

The  association  will  meet  at  various  times  at 
points  within  the  five  counties.  The  Uinta  dele- 
gation extended  the  first  invitation  where  doctors 
of  the  five  counties  will  meet  in  Evanston  Sep- 
tember 30. 

The  following  were  present  at  the  meeting  here 
Saturday  night : 

Dr.  Davis  of  Superior;  Dr.  J.  F.  Whalen  and 
Dr.  E.  E.  Scheidegger  of  Green  River ; Dr.  R.  C. 
Stratton  of  Lyman ; Dr.  Jacoby  and  Dr.  Holland 
of  Evanston;  Dr.  A.  A.  Boston  of  Kemmerer;  Dr. 
Oliver  Chambers,  Dr.  J.  H.  Goodnough,  Dr.  R.  H. 
Sanders,  Dr.  E.  S.  Lauzer,  Dr.  Doyle  Joslin,  and 
Dr.  J.  G.  Wanner  of  Rock  Springs. 


INTERNATIONAL  ASSEMBLY  OF  THE  INTER- 
STATE POSTGRADUATE  MEDICAL  ASSO- 
CIATION OF  NORTH  AMERICA 

Cleveland,  Ohio,  October  16,  17,  18,  19  and  20,  1933 


The  Inter-State  Postgraduate  Medical  Associa- 
tion of  North  America  extends  a very  cordial  invi- 
tation to  all  physicians  in  good  standing  to  attend 
the  International  Assembly  of  the  Association,  to 
be  held  in  the  city  of  Cleveland,  Ohio,  October 
16  to  20,  inclusive,  1933. 

An  unusually  interesting  clinical  and  didactic 
program  including  all  branches  of  Medicine  and 
Surgery  and  the  Specialties,  has  been  arranged 
by  the  Program  Committee. 

In  co-operation  with  the  Cleveland  Academy  of 
Medicine,  the  Cuyahoga  County  Medical  Society, 
and  the  Ohio  State  Medical  Society,  and  with  the 
active  support  of  the  Cleveland  Convention  Bu- 
reau and  Cleveland  Chamber  of  Commerce,  a most 
excellent  opportunity  for  an  intensive  week  of 
postgraduate  medical  instruction  is  offered  by  a 
very  large  group  of  acknowledged  leaders  in  the 
profession. 

WILLIAM  J.  MAYO,  M.D., 

President. 

GEORGE  W.  CRILE,  M.D., 

Chairman,  Program  Committee. 

WILLIAM  R.  PECK,  M.D., 
Managing-Director. 

TOM  B.  THROCKMORTON,  M.D., 
Secretary. 

ARTHUR  G.  SULLIVAN, 

Director  of  Exhibits. 


What  It  Costs  to  See  the  Fair 

For  $16.65  an  adult  can  see  everything 
that  is  to  be  seen  at  A Century  of  Progress. 
This  includes  going  into  every  pay  conces- 


sion and  Midway  amusement.  Add  to  this 
a $3  observation  ride  in  a dirigible  balloon, 
a $3  airplane  ride  and  a $.50  boat  tour  of 
the  lagoons  and  the  total  is  $23.15.  A child 
under  twelve  years  old  can  do  the  entire 
Fair,  including  all  pay  attractions,  for  $12.05. 

The  gate  admission  of  $.50  for  adults  and 
$.25  for  children  includes  eighty-five  exhibi- 
tion buildings  and  features  and  eighty-two 
miles  of  exhibits. 

This  should  put  a final  quietus  on  wild 
guesses  as  to  what  it  costs  to  see  the  World  s 
Fair. — Chicago  Medical  Society  Bulletin. 


Chart  on  Epidemiology  of  Psittacosis 
Available 

The  chart  illustrating  the  epidemiology  of 
psittacosis  used  by  Professor  Karl  F.  Meyer 
in  his  excellent  paper  on  the  heterogeneous 
infection  chains  at  the  Pasadena  meeting  is 
now  available  in  reduced  size  for  the  sev- 
eral health  officers  who  requested  it  and  any 
others  who  may  be  interested.  They  can 
be  obtained  from  the  Hooper  Foundation 
for  Medical  Research,  University  of  Cali- 
fornia Medical  School,  San  Francisco,  at  25 
cents  each. 


Preliminary  1933  Edition  of  Accident 
Facts 

Preliminary  reports  to  the  National  Safety 
Council  indicate  that  about  88,000  persons 
were  killed  in  accidents  during  1932,  com- 
pared with  a total  of  97,415  in  1931.  Of 
these  88,000  persons,  29,500  were  killed  in 
automobile  accidents,  18,000  in  other  pub- 
lic accidents,  28,000  in  home,  and  15,000  in 
industrial  accidents. 

The  estimated  death  rate  from  accidents 
for  last  year  was  70.5  per  100,000  popula- 
tion, compared  with  78.5  in  1931.  The  1932 
rate  was  the  lowest  in  the  history  of  the 
United  States  except  for  the  years  1921- 
1922,  when  the  rates  were  68.4  and  69.6  re- 
spectively. The  total  number  of  deaths  was 
smaller  than  in  any  year  since  1924,  when 
85,684  deaths  occurred.  It  is  the  second 
time  that  total  accidental  deaths  have 
dropped  since  1921. — From  American  Jour- 
nal of  Public  Health,  June,  1933. 
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MASTER  TIRE  AND  BATTERY  SERVICE 


TAbor  2200 


777 

BROADWAY 


TAbor  2209 


Cities  Service  Gas  & Oil  Kelly  Springfield  Tires 
Pennzoil  Motor  Oil  National  Batteries 

Specialized  Lubrication  Certified  Brake  Service 
Accessories,  Car  Heaters,  Anti-Freeze,  Chains 


PHONE  TAbor  2209  FOR  IMMEDIATE  SERVICE 

We  Call  for  an<l  Deliver  Your  Car 
Open  Intil  Midnight 


The  Best  Beer  to  Drink  and  to  Prescribe — 

i iioi'n.  of  Course!" 


jDREWED,  as  it  is,  from 
selected  barley  and 
hops,  under  strict  sanitary 
conditions,  by  a scientific- 
ally trained  brewmeister, 
there  is  no  finer  or  better 
beer  in  America,  or  abroad, 
than  COORS  GOLDEN. 
Its  extremely  light  extract 
or  sugar  content  makes  it 
easy  to  assimilate  and  its 
full  legal  alcoholic  content 
makes  it  a delightful  and 
delicious  stimulant. 


Physicians  are  invited  to  visit  and  inspect 
Coors  Model  Brewery  at  Golden,  Colo- 
rado, at  any  time. 


GOLDEN  BEER 


A Product  of  Adolph  Coors  Co.,  Golden,  Colo. 
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Colorado  Hospital  Association 

OFFICERS 

FRANK  J.  WALTER  GUY  M.  HANNER  JOHN  ANDREW,  M.D.  SISTER  SEBASTIAN  WALTER  G.  CHRISTIE  WILLIAM  S.  McNARY 

President  President-Elect  First  Vice  President  Second  Vice  President  Treasurer  Exec.  Sec.  Unit,  of  Colo. 

Saint  Luke's  Hospital  Beth-El  Hospital  Longmont  Hospital  Mercy  Hospital  Presbyterian  Hospital  School  of  Med.  and  Hosps. 
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Coming  Meetings: 

American  College  of  Surgeons — Chicago,  Octo- 
ber 9-12. 

American  Dietetic  Association — Chicago,  Octo- 
ber 9-12. 

Colorado  Hospital  Association-^Cosmopolitan 
Hotel,  Denver,  November  15-16. 

* * * 

A.  H.  A.  Elects 
New  Officers 

At  the  Annual  Meeting  of  the  American 
Hospital  Association  held  in  Milwaukee,  the 
following  officers  were  elected  for  the  en- 
suing year:  Dr.  Nathaniel  W.  Faxon, 
Strong  Memorial  Hospital.  Rochester,  N. 
Y.,  President;  Mr.  Robert  Jolly,  Memorial 
Hospital,  Houston,  Texas,  President-elect; 
Dr.  Herman  Smith,  Michael  Reese  Hospital, 
Chicago,  111.,  First  Vice  President;  Dr.  Don- 
ald Smelzer,  Graduate  Hospital.  Philadel- 
phia, Pa.,  Second  Vice  President;  Miss 
Bertha  W.  Allen,  Newton  Hospital,  New- 
ton Lower  Falls,  Mass.,  Third  Vice  Presi- 
dent. 

Dr.  G.  Harvey  Agnes,  Secretary,  Depart- 
ment of  Hospital  Service,  Canadian  Medical 
Association,  Toronto,  Canada,  and  Rev. 
Maurice  F.  Griffin,  St.  Philomena's  Church, 
Cleveland,  Ohio,  are  Trustees  for  the  new 
term. 

The  American  Hospital  Association  at 
this  meeting  did  not  formulate  a code.  The 
next  meeting  will  be  held  in  Philadelphia. 


SOME  ESSENTIALS  OF  THE  COURSE 
IN  PEDIATRIC  NURSING  FOR 
THE  STUDENT  NURSE* 

RUTH  COLESTOUK,  R.  N. 

Dean  Annie  Goodrich  has  said,  “There  is 
probably  no  aspect  of  nursing  education  that 
so  imperatively  demands  study  and  analysis 
as  that  of  the  required  content  of  clinical 
experience  to  be  included  in  the  undergrad- 

*Read before  the  Colorado  Hospital  Association, 
June  27,  1933. 


uate  course  of  study.  It  is  generally  con- 
ceded that  it  should  include  clinical  experi- 
ence in  the  four  major  branches,  namely: 
medical,  surgical,  obstetrical,  and  pediatric 
nursing.  Briefly,  I wish  to  present  for  your 
consideration  some  of  the  requirements 
which  at  the  present  time  seem  to  be  es- 
sential for  the  undergraduate  course  in 
pediatric  nursing.  The  material  from  which 
I shall  quote  has  been  gleaned  from  various 
articles  that  have  appeared  in  the  American 
Journal  of  Nursing,  the  Modern  Hospital, 
and  especially  from  the  books  and  articles 
by  Miss  Gladys  Sellew,  who  is  an  outstand- 
ing, leader  in  the  development  and  study  of 
pediatric  nursing  education. 

In  the  curriculum  prepared  by  the  Com- 
mittee on  Education  of  the  National  League 
of  Nursing  Education  is  an  outline  of  the 
duties  and  responsibilities  which  the  rank 
and  file  of  nurses  are  now  carrying  and  for 
which  the  school  of  nursing  must  prepare 
them.  The  content  of  nursing  education 
must  be  based  on  these  duties  and  responsi- 
bilities which  are  intended  to  be  basic  and 
not  peculiar  to  any  field  or  any  section  of 
the  country.  The  curriculum  states  the  ob- 
jectives of  the  course  in  pediatric  nursing 
to  be: 

1.  To  help  nurses  to  understand  some- 
thing of  the  physical  and  mental  develop- 
ment of  normal  children,  and  acquire  a 
knowledge  of  child  psychology  and  the  es- 
sential principles  of  child  hygiene  and  man- 
agement, so  that  they  can  intelligently  care 
for  normal  children  and  teach  others  to  care 
for  them  properly. 

2.  To  teach  them  the  principles  involved 
in  the  care  of  sick  or  well  children,  the  nurs- 
ing procedures  peculiar  to  the  care  of  chil- 
dren, the  usual  manifestations  of  disease  and 
the  means  of  prevention  of  disease. 

3.  To  make  the  nurse  realize  the  import- 
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The  Rustless  Instrument  Disinfectant 

Dries  rapidly  and  leaves  no  deposit. 
Kills  ordinary  pathogenic  bacteria  in  less 
than  thirty  seconds  contact.  More  resis- 
tant bacteria,  such  as  anthrax  and  te- 
tanus, in  less  than  thirty  minutes. 

Will  not  rust  or  attack  any  fine  point 
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utes materially  to  the  maintenance  of 
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surgeons  and  dentists.  Write  for  des- 
criptive literature. 
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ance  of  maternal  feeding,  to  make  her  skill- 
ful and  exact  in  milk  modifications  and  diet 
regulation  of  both  sick  and  well  children, 
and  to  emphasize  the  importance  of  proper 
feeding  as  a therapeutic  measure  in  the  dis- 
ease of  infancy. 

4.  To  give  a sound  basis  for  later  work 
in  connection  with  public  health  and  child 
welfare. 

5.  To  give  nurses  some  appreciation  of 
the  causes  and  social  aspects  of  infant  mor- 
tality and  thus  secure  their  interest  and  co- 
operation in  the  conservation  of  child  life. 

In  its  narrow  sense,  pediatrics  is  the  med- 
ical treatment  of  children,  and  pediatric 
nursing  the  care  of  the  sick  child.  However, 
since  modern  science  makes  us  consider  the 
prevention  of  disease  and  positive  health 
building  to  be  of  equal,  if  not  greater  im- 
portance than  the  treatment  of  the  acutely 
ill,  it  is  necessary  to  include  all  factors  in- 
fluencing the  physical  and  mental  health  of 
the  child.  Pediatric  nursing  can  be  ade- 
quately taught  only  in  a hospital  devoted  to 
the  care  of  children  or  in  a segregated  chil- 
dren’s department  in  a general  hospital 
where  the  set-up  can  closely  approximate 
that  of  a properly  equipped  children’s  hos- 
pital. Many  of  the  structural  provisions  of  a 
children's  department  are  based  upon  the 
fact  that  medical  asepsis  must  be  practiced 
at  all  times  to  prevent  cross-infection,  as  it 
is  well  known  that  children  under  twelve 
years  of  age  are  particularly  susceptible  to 
communicable  diseases. 

The  wards  should  be  small,  accommodat- 
ing not  more  than  ten  or  twelve  beds.  The 
cubicle  system  is  generally  advocated  with 
a floor  space  of  at  least  six  square  feet  al- 
lowed for  each  cubicle.  The  top  half  of  the 
partitions  between  cubicles  should  be  of 
glass  so  the  children  can  see  each  other,  and 
also  to  facilitate  the  nurses  observation  of 
the  ward.  Some  suggest  that  movable 
cubicle  partitions  are  more  convenient.  It  is 
also  an  advantage  to  have  glass  windows 
in  the  walls  between  the  rooms  and  the  cor- 
ridors. There  must  be  a sufficient  number 
of  small  wards  to  allow  for  the  physical 
segregation  of  the  various  types  of  children, 
such  as  a nursery  for  babies  up  to  one  year 
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PAINTING  and  PAPERHANGING 
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In  Erysipelas  Use  Antitoxin 

Erysipelas  Streptococcus  Antitoxin  marks  a 
distinct  advance  in  the  specific  treatment  of  ery- 
sipelas. Prior  to  its  development,  the  course  of 
the  disease  was  uninfluenced  by  the  application 
of  local  remedies.  With  its  advent,  there  was  fre- 
quently noticed  a prompt  improvement  in  the 
toxic  depression  and  critical  drop  in  temperature 
and  pulse  rate  within  18  hours,  rapid  cessation  in 
the  spread  of  the  local  lesion  with  hastened  re- 
gression of  swelling,  and  conspicuous  shortening 
of  the  hospitalization.  Continued  clinical  trial  has 
confirmed  its  efficacy — notably  the  huge  series  of 
3311  cases  at  Bellevue  Hospital,  which  demon- 
strates a 30%  mortality  reduction  and  a 60%  re- 
duction in  the  duration  of  the  disease.  These  fig- 
ures afford  ample  reason  for  giving  Erysipelas 
Streptococcus  Antitoxin  Lederle  to  every  erysipe- 
las patient. 

Erysipelas  Streptococcus  Antitoxin-Lederle 
(refined  and  concentrated)  is  supplied  in  pack- 
ages of  one  therapeutic  dose  of  approximately  ten 
cubic  centimeters. 
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of  age,  separate  wards  for  the  older  boys 
and  girls,  a room  where  children  for  tonsil 
and  circumcision  operations  only  are  ad- 
mitted, a room  for  the  care  of  prematures, 
and  rooms  for  the  isolation  of  communicable 
disease  patients.  An  observation  ward 
where  newly  admitted  patients  can  be  seg- 
regated for  two  weeks  is  essential  unless 
very  strict  medical  asepsis  is  practiced.  Bed 
baths  can  be  given  to  the  children  so  that 
a common  bathroom  is  not  essential.  A 
treatment  room  must  be  provided  where 
diagnostic  and  therapeutic  procedures  may 
be  carried  out  away  from  the  observation 
of  the  other  little  patients.  Th£  increasing 
use  of  heliotherapy  and  outdoor  life  in  the 
treatment  of  children  requires  open-air 
porches  and  roofs  where  the  patients  may 
be  taken  out  in  their  beds. 

A well  equipped  milk  laboratory  is  an- 
other essential  part  of  a pediatric  depart- 
ment. Since  the  proper  preparation  of  milk 
formulas  is  the  foundation  of  the  baby’s 
health,  the  nurse  must  have  sufficient  prac- 
tical experience  in  the  making  of  these  to 
enable  her  to  teach  mothers  how  to  carry 
out  the  doctor’s  orders  as  to  formulas.  The 
essential  equipment  for  a milk  laboratory 
includes  the  following:  1.  A sterilizer  pro- 
viding hot  and  cold  sterile  water.  2.  A 
sterlizer  for  the  bottles.  3.  A refrigerator 
large  enough  to  hold  a 24-hour  supply  of 
the  formula  and  water  bottles.  4.  A gas 
or  electric  plate.  5.  A cupboard  for  sup- 
plies. 6.  A sink  for  washing  utensils.  7. 
A scrub  sink  for  the  nurses’  hands.  8.  A 
work  table.  9.  A waste  pail.  Smaller 
equipment  includes:  1.  Egg  beater.  2. 
Minim  glass  and  medicine  droppers.  3. 
Enamel  graduate.  4.  Food  scale.  5. 
Mixing  bowl.  6.  Double  boiler.  7.  As- 
sorted sauce  pans.  8.  Chapin  dipper.  9. 
Tea  and  tablespoons.  10.  Knife  and  fork. 
11.  Can  opener.  12.  Bottle  brushes.  13. 
Wire  rack  baskets  for  holding  and  carrying 
the  bottles.  14.  Pyrex  nursing  bottles,  8 
oz.,  for  formulas  and  water.  15.  Corks 
for  these  bottles.  16.  Anticolic  nipples. 
17.  Enamel  nipple  sterilizer.  18.  Con- 
tainers for  sterile  and  soiled  nipples  with 
forceps  for  handling  these.  19.  China 
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DOCTOR!  You  Are  Invited  to  Attend  . . . 

The  Oklahoma  City  Clinical  Society’s 

FOURTH  ANNUAL  FALL  CLINICAL  CONFERENCE 

October  30th  to  November  2nd,  1933 
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DR.  ALAN  BROWN.  Pediatrics Toronto 

Prof.  Pediatrics,  Univ.  of  Toronto  School  of  Med. 

DR.  ISIDORE  COHN,  Surgery New  Orleans 

Prof.  Clin.  Surgery,  Tulane 
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Prof.  Dermatology,  Western  Reserve  School  of  Med. 

DR.  FREDERICK  A.  COLLER.  Surg.  ..Ann  Arbor 
Prof.  Surg.  Univ.  of  Mich.  Med.  School 

DR.  HERBERT  M.  EVANS,  Endocronology . Berkeley 
Prof.  Anatomy,  Univ.  of  Calif.  School  of  Med. 

DR.  MORRIS  FISHBEIN,  Internal  Med. ..  Chicago 
Editor  Journal  American  Medical  Association 


DR.  GEORGE  GELLHORN,  Gynecology .. St.  Louis 
Prof.  Obst.  and  Gyn.,  St.  Louis  U.  School  of  Med. 


DR.  ELLIOTT  P.  JOSLIN,  Diabetes Boston 

Clinical  Prof.  Med.,  Harvard  Medical  School 

DR.  B.  R.  KIRKLIN,  Radiology Rochester 

Mayo  Clinic 

DR.  DEAN  LEWIS,  Surgery Baltimore 

President  American  Medical  Association 

DR.  HAROLD  I. LILLIE,  Otolaryngology.  .Rochester 
Mayo  Clinic 

DR.  HARRY  E.  MOCK.  Orthopedics Chicago 

Assoc.  Prof.  Surg.,  Northwest  U.  School  of  Med. 
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POST-GRADUATE  COURSES  COMMERCIAL  AND  SCIENTIFIC  EXHIBITS 

Registration  Fee  of  $10.00  includes  all  above  features. 


For  further  information  address  Secretary,  1010  Medical  Arts  Bldg.,  Oklahoma  City 
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marking  pencil  for  labelling  bottles.  20. 
Hygeia  bottles  for  vegetable  and  thick 
cereal  mixtures. 

As  you  see,  the  cost  of  equipping  the  milk 
laboratory  is  by  no  means  small.  The  stu- 
dent nurse  also  needs  to  learn  what  is  a rea- 
sonable diet  for  a child  or  any  given  age, 
as  diet  is  a basic  factor  in  the  child’s  health. 
Some  of  her  time  in  the  diet  laboratory  must 
be  spent  in  making  the  menus  and  preparing 
the  diets  for  children. 

The  prevention  of  cross-infection  in  chil- 
dren requires  detailed  and  carefully  formu- 
lated procedures  of  aseptic  technic,  which 
includes  all  precautions  that  concern  them- 
selves with  the  bacteriologic  isolation  of 
each  patient.  However,  the  practice  of  med- 
ical asepsis  cannot  be  enforced  unless  the 
proper  provisions  have  been  made.  Each 
room  and  each  group  of  cubicles  must  have 
a scrub  sink  (the  foot  valve  type  is  pre- 
ferred), with  a paper  towel  holder,  a two- 
minute  sand-glass  timer,  and  a soap  dish. 
Hooks  for  gowns  are  needed  in  each  cubicle 
and  room.  The  supply  of  gowns  should  be 
approximately  100  for  a 20-bed  department. 
The  gowns  have  to  be  in  various  sizes  in 
order  to  fit  the  different  nurses  and  physi- 
cians who  wear  them.  The  cost  about  $1.00 
apiece. 

Each  patient  unit  should  have  the  follow- 
ing equipment,  which  costs  about  $25.00: 
Bedside  chair,  bedside  table,  bath  basin,  kid- 
ney basin,  tooth  mug,  toothbrush,  comb, 
rectal  thermometer  and  holder,  soap  con- 
tainer, cotton  container  and  oil  cup,  and 
drinking  mug. 

Since  only  one  odd  size  of  bed  linen  will 
be  required,  it  is  better  to  have  just  one  size 
crib  and  a few  adult  size  beds.  The  best 
cribs  are  the  five  foot  Hall  or  Daugherty 
ones,  with  bars  welded  and  set  close  to- 
gether and  a side  gate,  which  drops  even 
with  the  springs  to  facilitate  the  making  of 
the  bed.  One  of  these  beds  with  mattress, 
pillow,  and  rubber  sheet  costs  about  $50.00. 
The  linen  allowed  per  crib  will  need  to  be 
3 crib  sheets,  4 draw  sheets,  5 quilted  pads, 
1 wool  blanket,  3 cotton  blankets,  1 spread 
(as  these  are  used  only  on  empty  beds),  4 
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DOCTOR: 

A few  flowers  in  your  office  help  give  cheer  and 
courage  to  those  who  come  to  you  for  aid.  Let  us 
supply  you.  Call  PEarl  0622. 
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LOOK  FOR  IT  ON  THESE  PAGES! 


CHAS.  A.  LINDWALL 

The  Doctor's  Plumber 


1902  E.  16th  Ave.  FRanklin  1605 
Denver 


INSTALLATIONS 

REPAIRS 

ALTERATIONS 


The  requirements  of  the  Medical  Pro- 
fession receive  special  attention. 


Reduce  Your  Overhead  By  Using 

M.  D.  STANDARD  STATIONERY 


250  Letterheads,  8%"xll"  ] 

250  Envelopes,  6y2"x3ys"  $^.00 

250  Statements,  5yx6y  D 


The  separate  items  are 
furnished  in  various 
quantities  at  corre- 
spondingly low  prices 


All  neatly  printed  in  black  ink  on  20-lb.  Hammermill  Bond.  Samples  on  request. 


THE  MILES  & DRYER  PRINTING  COMPANY 

1936-38  Lawrence  St.  DENVER  Telephone  KEystone  6348 


CAN-CDCK 

For  Sanitation.  Destroys  All  Odors 

A combination  of  the  best  antiseptic  and  deodorizing  chemicals.  Its  solution  is  harmless, 
yet  so  powerful  that  it  will  destroy  such  odors  as  garlic,  onions,  etc.,  instantly.  Acts  with 
the  same  certainty  in  deodorizing  toilet,  bath,  garbage  can,  cooking  utensils,  refriger- 
ator, etc.  It  destroys  odors  without  leaving  a trace  of  any  odor  whatever. 

Ban-Odor  is  especially  recommended  for  home  use,  and  is  particularly  desirable  for 
hotels,  theatres,  office  buildings,  schools  and  hospitals. 

Manuiactuied  by 

2644  BAN-ODOR  LABORATORY  Colorado 
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Seven  years’  use 

has  demonstrated  the 
value  of 

The  Surgical  Solution 

MERCUROCHROME,  H.  W.  & D. 

in 

PREOPERATIVE  SKIN  DISINFECTION 

This  preparation  contains  2%  Mer- 
curochrome  in  aqueous-alcohol-ace- 
tone solution  and  has  the  advantages 
that : 

Application  is  not  painful. 

It  dries  quickly. 

The  color  is  due  to  Mercurochrome 
and  shows  how  thoroughly  this  anti- 
septic agent  has  been  applied. 

Stock  solutions  do  not  deteriorate. 

Now  available  in  4,  8 and  16  oz.  bottles 
and  in  special  bulk  package  for  hospitals. 
Literature  on  request 

HYNSON,  WESTCOTT  & DUNNING,  INC. 

BALTIMORE,  MARYLAND 


Manufacturers  and 
Distributors  of 

Power  Amplifiers 
Microphones 
Doctors’  Gall  Systems 
Centralized  Radio  Systems 

Photo-Electric  Control 
Devices 


A Complete  and  Competent 
Service  Staff 


228  Fifteenth  Street 


pillow  cases,  3 face  towels,  3 bath  towels,  3 
wash  cloths,  and  2 dozen  diapers  per  patient. 
The  linen  costs  about  $12.00  per  bed.  The 
total  cost  for  one  unit  is  approximately 
$95.00. 

If  a bedpan  sterilizer  is  provided,  individ- 
ual bedpans  will  not  be  needed.  Small 
laundry  hampers  for  contaminated  linen 
from  the  isolated  beds  are  essential  for  the 
practice  of  good  aseptic  technic.  As  toys 
should  not  be  exchanged  between  the  chil- 
dren, a cupboard  fitted  with  shelf-compart- 
ments that  can  be  labelled  with  each  child’s 
name  is  a convenience.  Naturally,  the  toys 
of  communicable  disease  patients  must  not 
be  placed  in  this  cupboard. 

Since  all  the  children  except  the  most 
acutely  ill  should  be  dressed  during  the  day- 
time, the  cost  of  this  clothing  is  quite  an 
expense.  At  least  three  sizes  (large,  med- 
ium, and  small)  should  be  provided.  Romp- 
ers, dresses,  bloomers,  khaki  shirts  and 
trousers,  undershirts,  stockings,  sweaters, 
and  caps  are  all  needed.  The  child's  own 
shoes  are  kept  at  his  bedside  and  his  other 
clothing  sent  home  or  put  in  the  hospital 
clothes-room.  Sleepers  and  pajamas  for 
toddlers  and  older  children,  nighties  for  the 
babies,  are  the  sleeping  garments  needed. 
Small  size  hospital  gowns  are  used  for  the 
very  ill  patients. 

Since  we  have  considered  in  some  detail 
the  equipment  of  a pediatric  department,  let 
us  now  pass  on  to  the  next  important  matter: 
the  clinical  material  which  ought  to  be  avail- 
able for  this  course  in  pediatric  nursing. 
"Just  what  type  of  cases  should  a student 
care  for  during  her  pediatric  experience? 
How  many  types  of  cases  can  a student 
learn  to  care  for  in  a three  or  four  month 
service?  Seeing  the  need  of  medication, 
treatment,  basic  care,  giving  the  service  re- 
quired, and  watching  the  desired  effect,  an- 
ticipating the  patient’s  wants,  observing 
every  change  in  condition,  weighing  it  in  the 
light  of  past  experience,  knowing  what  to 
expect  and  being  prepared  to  meet  the  need 
— that  is  nursing  a patient.”  Such  care  can 
only  be  given  to  three  or  four  patients  at  a 
time  by  one  nurse,  so  in  a three  or  four 
month  period,  a student  nurse  cannot  care 
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Mfg.  by  arrangement  with  The  Rockefeller  Institute 
for  Medical  Research  — Patentee  and  Registrant 


MERCK  & CO.  Inc. 

Rahway,  N.  J. 


HOSPITAL  AND  INSTITUTIONAL 
WHOLESALE  DEPARTMENT 


DRUGS,  MEDICINES,  CHEMICALS, 
PHARMACEUTICALS 

AT  PRICES  YOU  WILL  APPRECIATE 


For  Quality  and  Potency 
Quick  Delivery  Anywhere 


WALGREEN  COMPANY 

The  Doctors’  Druggists 

METROPOLITAN  BLDG.,  DENVER  KEystone  2301 
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I 

INVEST 

Building  and  Loan  Shares 

7%  Full  Paid  Shares 
7%  Installment  Shares 
6%  Optional  Payment  Shares 

We  invite  you  to  investigate 
this  desirable  form  of  invest- 
ment. Let  our  representative 
help  you  select  the  plan  you 
want. 


We 

EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A Permanent  Guarantee  Capital  Ass’n 
Under  State  Supervision 


Solving  an  old,  old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 


WINDSOR-MEADOW  GOLD 

MAin  5131 


for  many  patients.  If  she  is  assigned  to  each 
case  an  average  of  ten  days,  only  ten  types 
of  cases  in  a month,  or  thirty  in  a three- 
month  period,  could  be  cared  for  by  her.  A 
list  of  the  children’s  diseases  the  student 
should  nurse  and  of  those  she  should  ob- 
serve is  helpful  in  analyzing  the  cases  avail- 
able in  a given  locality. 

From  Miss  Sellew’s  book  on  Ward  Ad- 
ministration I quote  such  a list:  Premature 
and  sick  newborns;  normal  infants,  from  six 
weeks  to  eighteen  months.  Nutritional  dis- 
turbances, (malnutrition,  eczema,  diabetes, 
rickets  and  scurvy.)  Diseases  of  digestive 
tract  (pyloric  stenosis,  pyloric  spasm,  acute 
and  chronic  indigestion,  constipation,  and 
diarrhea.)  Diseases  of,  respiratory  tract 
(bronchitis  and  pneumonia).  Diseases  of 
circulatory  system  (endocarditis,  myocardi- 
tis, and  anemia).  Diseases  of  nervous  sys- 
ten  (neurotic  child,  pernicious  habits, 
chorea,  meningitis,  and  epilepsy).  Diseases 
of  genito-urinary  system  (nephritis,  pyelitis, 
and  vaginitis).  Surgical  and  orthopedic 
conditions  (burns,  cleft  palate,  harelip,  club- 
foot, spina  bifida,  hernia,  appendicitis,  en- 
larged tonsils  and  adenoids,  congenital  dis- 
location of  hip,  fractures,  infantile  paralysis, 
osteomyelitis,  and  tuberculosis  of  hip,  knee, 
and  spine).  Skin  diseases  (impetigo  con- 
tagiosum,  intertrigo,  and  scabies).  Venereal 
diseases  (gonorrheal  ophthalmia,  gonor- 
rheal vaginitis,  and  lues).  Acute  com- 
municable (diphtheria,  scarlet  fever, 
measles,  chickenpox,  whooping  cough, 
mumps,  and  erysipelas). 

This  list  gives  fifty  types  of  diseases.  As 
one  student  cannot  be  assigned  all  these 
types  of  cases  in  her  time  on  pediatrics,  she 
may  learn  some  other  essentials  by  reading 
the  charts  of  patients  not  assigned  to  her, 
observing  these  patients  and  caring  for  oth- 
er nurses'  patients  during  their  hours  off 
duty.  A pediatric  department  should  prob- 
ably need  to  have  a daily  average  of  fifteen 
to  twenty  patients  in  order  to  furnish  an 
adequate  variety  of  clinical  material.  The 
value  of  any  service  from  the  standpoint  of 
its  use  in  teaching  student  nurses  is  directly 
proportional  to  the  number  of  acute  cases 
being  cared  for.  The  degree  of  activity  of 
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Nathan  Wallace,  d.s.c. 

CHIROPODIST 

207  Republic  Building  Denver,  Colorado 

Phone  TAbor  4438 


PCCTEC 

Sanitarium  & Hospitals 


2525  South  Downing  Street 


Denver,  Colo. 


Members  of  the  Colorado  and  Wyoming' 
State  Medical  Societies  welcomed 
to  our  staff. 


This  latest  addition  to  Denver’s  splendid  group  of  health  institutions  presents  a distinct 
type  of  service  as  typified  in  its  sisterhood  of  one  hundred  health  units  the  country  over. 
Our  world-wide  organization  is  backed  by  50  years’  experience  in  sanitarium  management. 


We  Wish  to  Thank  the 

MEDICAL  PROFESSION 

for  the  whole-hearted  support  and  the  interest 
shown  in  our  display  of  ORTHOPEDIC  shoes  at 
your  63rd  annual  session  in  Colorado  Springs. 

It  was  a great  privilege  to  be  with  you  and  have 
the  opportunity  of  becoming  better  acquainted, 
so  that  we  may  be  of  greater  assistance  to  the 
Profession  in  correcting  foot  troubles  in  the  fu- 
ture, than  in  the  past. 

Doctors  are  invited  to  send  or  bring  their  patients  to  this  store. 

Your  Instructions  Followed  Carefully 

WE  DO  OUR  PART 

Shoes  for  Women  and  Men  Special  CLUB  FOOT  Shoes 

REPUBLIC  ORTHOPEDIC  SHOE  CO. 

327  Sixteenth  St.  Street  Floor  Republic  Building 

MAin  6024  Denver 
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THE  CHILDREN’S  HOSPITAL  ASSOCIATION 

of  DENVER 

NON-SECTARIAN NON-PROFIT 

Providing  medicinal  and  surgical  aid  to  sick  and  crippled  children  of  the  Rocky 
Mountain  Region  from  Birth  to  Maturity 

Every  modern  scientific  aid  available  to  the  physicians  and  surgeons  of  Colo- 
rado and  Wyoming 

Rated  Class  A Full  Three- Year 

By  A.  C.  S.  and  A.  M.  A.  Nurses’  Training  Course 


AIR  VIEW  of  the  COLORADO  SPRINGS  PSYCHOPATHIC  HOSPITAL 
A Private  Hospital  for  Nervous  and  Mental  Diseases 
Situated  in  a beautiful  valley  two  miles  south  of  Colorado  Springs,  which  is  nationally  known 
as  a health  center.  New  building  for  mild  cases  of  Functional  Neurosis,  affording  complete 
classification  of  patients.  Home-like  surroundings,  scientific  medical  treatment  and  nursing 
care.  Booklet  and  rates  on  application.  E.  J.  Brady,  M.  D.,  Superintendent.  Colorado  Springs, 
Colorado. 
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CRAGMOR 

SANATORIUM 

The  Cragmor  Sanatorium  is  an  institution  designed  especially  for  the 
treatment  of  tuberculosis;  but,  building  upon  the  soundest  principles  of 
medical  science  always,  it  also  recognizes  a need  for  mental  buoyancy. 

There  is  ever  an  air  of  human  happiness  about  the  place — caught  perhaps 
from  the  sunshine,  the  freshest  of  mountain  air,  the  delight  of  days  that 
will  not  allow  one  to  remain  ill! 

Well  up  on  the  rise  of  Austin  Bluffs,  five  miles  from  the  heart  of  Colorado 
Springs,  Cragmor  commands  an  excellent  panorama  of  Pikes  Peak  and  the 
Rampart  Range.  Restful  but  not  oppressive  quiet  pervades  everywhere. 

Cragmor  Village,  in  connection  with  Cragmor  Sanatorium,  occupies  the 
wide  swing  of  Austin  Bluffs  to  the  east  of  the  sanatorium  proper  and  con- 
sists of  eighteen  commodious  homes  where  the  patients  may  continue  con- 
valescence under  the  supervision  of  the  Cragmor  Staff. 

For  Further  Information  Write  to  the  COLORADO  SPRINGS 

Physician-in-Chief  COLORADO 


WOODGROFT  HOSP  IT  AD-PUEBLO,  COLORADO 

Woodcroft  Hospital  was  established  in  1896  by  Dr.  Hubert  Work,  since  which  time  over  six 
thousand  cases  have  been  treated.  The  ideal  climate  of  Pueblo,  which  enjoys  almost  daily  sun- 
shine, is  an  advantageous  factor  in  the  location  of  this  hospital.  The  hospital  is  arranged  to 
care  for  all  forms  of  nervous  and  mental  diseases,  allowing  segregation  of  the  different  types 
and  thus  avoiding  unpleasant  contacts.  In  addition  to  the  strictly  neuropsychiatric  cases  we  also 
specialize  in  the  treatment  of  drug  addiction  and  alcoholism.  Hydrotherapy,  physiotherapy,  physi- 
cal exercise  and  other  therapeutic  measures  are  employed  when  indicated.  Special  emphasis  is 
placed  upon  occupational  therapy,  individual  care  and  attention,  and  an  endeavor  to  make  the 
surroundings  as  homelike  as  possible.  Tennis,  croquet,  pool,  miniature  golf  course  and  radio 
offer  means  of  recreation.  The  accommodations  range  from  single  room  with  or  without  bath 
to  rooms  en  suite.  Illustrated  booklet  will  be  sent  on  request. 

For  detailed  information  and  reservations  address 

CRUM  EPLER,  M.D.,  Superintendent 

P.  A.  DRAPER,  M.D.,  Resident  Physician  F.  M.  HELLER.  M.D.,  Neurologist  and  Internist 
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MULTIGRAPHING 

MIMEOGRAPHING 

ADDRESSING 

MAILING 

Promptness  and  Fair  Prices 

CHRISTY  LETTER  SHOP 

1824  California  St.  MAin  7965 

Ground  Floor  Denham  Bldg. 
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Small  Animal 

Hospital 

lISFf. 

Expert  animal  surgery 
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24-HOUR  SERVICE 

AMBULANCE  and 

PULMOTOR  SERVICE 

DAY  AND  NIGHT  PHONE 

Main  830 

John  E.  Wylie,  Mgr. 

112  Exchange  Place,  Colo.  Springs,  Colo. 
Packard  Invalid  Sedan 
Regular  Equipped  Ambulance 


a service  may  be  measured  by  the  number 
of  admissions  per  bed  per  year.  Sixteen  to 
twenty  admissions  per  bed  per  year  is  con- 
sidered necessary  for  an  acute  service.  That 
would  mean  240  admissions  per  year  in  a 
fifteen-bed  department.  An  analysis  of  the 
clinical  experience  available  may  be  made 
from  case  records  that  the  students  keep  of 
patients  assigned  to  them.  An  additional 
sheet  for  recording  cases  observed  would 
be  helpful. 

The  curriculum  allots  three  months  for 
the  pediatric  course  and  the  majority  of 
schools  give  either  a three  or  a four  month 
course.  I,  personally,  believe  a four  month 
period  to  be  preferable,  particularly  if  chil- 
dren with  communicable  diseases  can  be 
admitted  to  the  department,  as  it  has  been 
demonstrated  that  contagious  cases  can  be 
cared  for  on  a pediatric  floor  without  the 
spread  of  infection.  Of  course,  measles 
and  chickenpox  are  the  most  difficult  to 
control. 

As  pediatric  nursing  includes  the  care  and 
general  hygiene  of  the  healthy  normal  in- 
fant and  child,  we  find  this  phase  most  apt 
to  be  neglected  in  the  course  in  nursing,  for 
the  average  hospital  houses  sick  children 
only.  Yet  in  our  hospital  wards  are  many 
children  with  surgical,  orthopedic,  or  skin 
conditions  who  are  essentially  normal.  These 
cases,  which  might  furnish  us  with  the  teach- 
ing material  in  the  care  of  the  normal  child, 
are  made  valueless  because  we  do  not  treat 
them  in  a normal  way,  for  we  still  subject 
them  to  a routine  adapted  to  sick  children. 
Where  it  is  possible  to  separate  the  chil- 
dren, permitting  those  who  have  been  in 
the  hospital  two  or  three  weeks  to  mingle 
freely,  while  rigid  isolation  is  maintained 
among  the  new  arrivals,  the  problem  is  not 
so  difficult  and  the  children  profit  by  the 
more  normal  life. 

But  a better  way  to  give  our  students 
an  insight  into  the  care  of  the  normal  child 
is  to  send  them  to  nursery  schools,  the 
public  school  kindergartens,  day  nurseries, 
and  children’s  asylums  for  a week  or  more. 
This  experience  will  be  of  little  value  to 
them,  however,  unless  they  work  under  the 
supervision  of  a director  who  can  give  them 
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Yellow 

Cab 


'J'HE 

doctor  can  safely  recom- 
mend this  service  to  his  pa- 
tients for  trips  between  their 
homes  and  his  office,  or  to  the 
hospital. 


The  service  stands  on  a founda- 
tion of  long  experience  and  a 
never  ceasing  effort  to  maintain 
a standard  that  merits  the  ap- 
proval of  its  patrons. 


The  rates  are  within  reach  of 
every  pocketbook. 


Phone 

TAbor 

5151 


Owned  and  operated  by 


ROCKY  MOUNTAIN 
MOTOR  COMPANY 


Roe  Emery,  Pres. 


So  much  depends  on  his  mother’s 
diet  during  pregnancy  and  lactation 


At  no  time  is  the  need  for  a protective  diet  so 
great  as  during  pregnancy  and  lactation.  All 
elements  required  for  the  child  s developing  body  must 
come  from  the  mother’s  food — or  from  her  own  body. 

Cocomalt  has  well  proved  its  value  during  these 
two  periods  of  special  stress.  For  not  only  does  it 
substantially  increase  the  caloric  intake;  it  provides 
extra  proteins,  carbohydrates,  mineral  nutrients 
(calcium  and  phosphorus)  and  vitamins.  Prepared 
according  to  label  directions,  Cocomalt  adds  70% 
more  food-energy  nourishment  to  milk. 

Rich  in  Vitamin  D 

Highly  important  to  both  mother  and  child  is  the 
rich  Vitamin  D content  of  this  delicious  chocolate 
flavor  food  drink.  Cocomalt  contains  not  less  than 
30  Steenbock  (300  ADM  A)  units  of  Vitamin  D per 
ounce  ( under  license  by  Wisconsin  University 
Alumni  Research  Foundation). 

Cocomalt  comes  in  powder  form,  at 
grocery  and  drug  stores  in  J^-lb.  and 
1-lb.  vacuum-sealed  cans.  Also  in  5- 
lb.  cans  for  hospital  use,  at  a special 
price. 

Free  to  Physicians 
We  will  be  glad  to  send 
you  a full-sized  can  of 
Cocomalt.  Just  mail  cou- 
pon. R.  B.  Davis  Co., 

Hoboken,  N.  J. 


Cocomalt  is  ac- 
cepted by  the 
Committee  on 
Foods  of  the 
A merican  Med- 
ical Association 


Cocomalt  is  a scientific  food  concentrate  of  sucrose, 
skim  milk,  selected  cocoa,  barley  malt  extract,  flavor- 
ing* and  added  Vitamin  I). 

A DOS  70%  MO  Hi:  FOOD-ENERGY  TO  MILK 

(Prepared  according  to  label  directions) 


R.  B.  DAVIS  CO.,  Dept. RD10 Hoboken,  N.  J. 
Please  send  me  a full-sized  can  of  Cocomalt,  free. 

Name 

Address 

City State 
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instruction  in  the  nature  and  needs  of  chil- 
dren. 

The  relation  of  the  hours  of  theory  to 
the  hours  of  practice  should  receive  serious 
consideration.  The  theoretical  course  in 
pediatrics  consists  of  twelve  or  fifteen  lec- 
tures on  diseases  of  children  by  a pediatri- 
cian, twenty  classes  on  pediatric  nursing 
care  by  the  nurse  supervisor,  ten  classes  in 
child  psychology  and  child  hygiene.  In  a 
four-month  period  of  forty-eight-hour  weeks, 
this  v/ould  be  a ratio  of  one  hour  of  theory 
to  every  eighteen  hours  of  practice.  But  the 
teaching  on  the  ward  is  by  far  the  most 
important  part  of  the  course.  This  teaching 
on  the  ward  consists  first  of  demonstrations 
by  the  teaching  supervisor  with  return  dem- 
onstrations by  the  student  and  a discussion 
of  how  to  adapt  the  procedure  to  the  indi- 
vidual patient.  Second,  informal  confer- 
ences where  theory  is  applied  to  practice 
and  the  student  is  given  the  advantage  of 
the  teacher’s  experience.  In  order  for  this 
ward  teaching  to  be  done  properly  several 
factors  are  paramount.  The  supervisor  must 
be  a nurse  who  has  had  a good  post-gradu- 
ate course  in  pediatrics,  and  who  has  ability 
to  teach  good  nursing.  There  must  be  an 
adequate  number  of  graduate  nurses  and 
ward  helpers  to  furnish  the  nursing  care 
of  the  patients  that  the  students  do  not  need 
for  training,  and  to  give  the  required  nursing 
service  while  the  students  are  at  class.  The 
supervisor  needs  an  administrative  assist- 
ant, and  there  ought  to  be  a greater  amount 
of  ward  supervision  and  instruction  given 
during  the  afternoon  and  evening  shifts 
than  we  often  find.  The  case  assignment 
method,  which  is  the  assigning  of  the  entire 
care  of  a few  patients  to  a student  during  her 
hours  on  duty,  should  be  used.  Two  nursing 
case  studies  and  a book  review  should  be 
required  of  each  student. 

“A  course  in  pediatric  nursing  broad 
enough  to  qualify  the  nurse  to  take  her 
legitimate  place  in  the  modern  movement 
for  child  welfare  can  scarcely  be  carried 
out  during  the  period  of  undergraduate 
study,  but  we  must  plan  to  give  a foundation 
upon  which  the  nurse  may  build  after  grad- 
uation.’’ 
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“I’m  planning  to  travel  on  one  of  those  stabil- 
ized steamships.” 

“It  will  cost  you  more.” 

“Maybe,  but  expenses  aren't  what  I have  to 
keep  down  on  my  sea  trips.” 

* * * 

It  wouldn’t  hurt  any  if  the  colleges  would  work 
their  way  through  some  of  the  students. 

* * * 

“What  is  the  most  outstanding  contribution  that 
chemistry  has  given  to  the  world?” 

“Blondes.” 

* * * 

“Dad,  what  is  politeness?” 

“Politeness  is  not  letting  people  know  what 
you  think  about  them.” 

* * * 

“There’s  an  old  clothes  man  at  the  door.” 

“Tell  him  I’ve  got  all  I need.” 

* * * 

“Too  bad  about  the  disappearance  of  Prof. 
Smith.  He  was  a profound  thinker. 

“Yes,  he  was  always  thinking,  no  matter  where 
he  was.  The  last  time  I saw  him  he  was  in  swim- 
ming and  he  suddenly  called  out:  ‘I’m  thinking! 
I'm  thinking.’  ” 

“You  dunce,  you.  Professor  Smith  spoke  with 
a lisp.” 

* * * 

She — “I’ve  just  read  that  a man  out  west  ex- 
changed his  wife  for  a horse.  You  wouldn’t  ex- 
change me  for  a horse,  would  you,  dear?” 

He — “Of  course  not;  but  I’d  hate  to  have  any- 
one tempt  me  with  a darned  good  car.” 

* * * 

“Mother,  I advertised  in  the  paper  for  a young 
gentleman  who  was  handsome  and  loved  ro- 
mance.” 

“Marjorie,  how  awful!  Did  you  get  any  an- 
swers?” 

“Just  one.  From  father.” 

* * * 

Judge:  “Well,  here  you  are  again,  Rastus.” 

Rastus : “Yassuh,  boss,  I'se  back  afore  you 
again,  but  dis  time  Ah  got  a cause.” 

Judge:  “Well,  what  is  it,  Rastus?” 

Rastus:  “Judge,  what  would  you  do  if  some- 
one steal  your  gal?” 

Judge : “I'd  cut  her  company,  Rastus.” 

Rastus:  “Dat's  jes’  what  Ah  did  and  Ah  cut 
him  deep.” 
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EDITORIAL  NOTES  AND  COMMENT 


The  Press  Muddies 
the  Waters 

jOECENTLY  John  H.  Link  of  Eads,  Colorado, 
was  injured  fatally  just  outside  of  Den- 
ver county.  He  was  traveling  on  a tax- 
built  highway.  Theoretically  at  least,  the 
taxpayers  had  provided  this  as  a safe  way 
of  travel.  The  city  press  gave  slight  atten- 
tion to  the  acts  of  the  fiend,  a “hit  and  run’ 
driver,  who  converted  a tax-built  highway 
into  an  alley  of  death — so  slight,  indeed,  as 
to  amount  to  honorable  mention.  Conversely 
the  Denver  General  Hospital  came  in  for 
the  sharpest  type  of  criticism  because,  being 
a tax-supported  institution,  it  advised  that 
the  injured  man,  not  a resident  of  Denver, 
be  taken  to  the  Colorado  General  Hospital. 
Unfortunately  the  man  died  before  he 
reached  the  latter  institution.  In  all  proba- 
bility he  would  have  died  had  first  aid  been 
provided  earlier,  but  the  event  is  still  de- 
plorable and  is  explained  only  by  the  fact 
that  the  Denver  General  Hospital  is  an  or- 
ganization of  human  beings,  and  therefore 
subject  to  making  human  mistakes.  Is  it 
too  much  to  hope  that  the  press  of  Denver 
match  this  by  forgiveness? 

One  editor  shakes  the  accusing  finger  not 
only  at  the  Denver  General  Hospital,  but  at 
the  physicians  of  Denver.  Such  implications 
as  “assaying  the  patient’  and  the  “go  get  a 
private  physician  racket’’  are  as  unfair  and 
misleading  as  the  English  language  is  cap- 
able of  expressing.  So  far  as  we  are  able 
to  determine,  this  “racket”  could  more  ap- 
propriately be  called  a “whisper.”  On  the 
other  hand  the  social  influence  which  leads 


people,  otherwise  competent,  to  seek  medical 
aid  at  the  hands  of  tax-supported  institu- 
tions is  too  common  and  too  pernicious  to 
be  passed  over  by  gangland  s easy  term — a 
racket.  To  the  average  individual,  tax-fur- 
nished medical  care  carries  no  stigma  and 
is  sought  long  before  the  community  is  asked 
to  provide  food  and  clothing.  For  this  very 
reason  tax-supported  institutions  are  morally 
bound  to  limit  admissions  to  those  entitled 
to  such  care.  Colorado  General  Hospital  is 
a state  institution  created  to  offer  medical 
service  to  the  citizens  of  the  state  unable  to 
provide  ordinary  care.  Denver  General 
Hospital  is  likewise  provided  for  the  poor 
of  Denver.  Until  the  city  and  state  are  able 
and  willing  to  furnish  medical  care  to  all 
citizens,  the  taxpayers  must  insist  that  ad- 
missions be  limited  to  those  entitled  to  such 
services.  Great  as  has  been  this  unjust  bur- 
den upon  taxpayers  in  the  past,  there  is  now 
some  evidence  to  lead  us  to  believe  that  the 
recent  leadership  in  misemphasis  and  confu- 
sion is  making  a bad  matter  worse.  We  de- 
plore mistakes  that  sometimes  occur.  We 
expect  first  aid  in  all  cases  of  serious  injury 
regardless  of  eligibility.  But,  contrary  to 
the  daily  press,  we  seek  a spokesman  for  the 
taxpayer. 

We  also  resent  the  implication  that,  by 
some  sleight  of  hand,  many  Denver  physi- 
cians “fatten”  on  the  salaries  or  referred 
work  from  public  institutions.  Need  enlight- 
ened leadership  be  retold  that  practically  all 
of  the  medical  service  in  these  institutions 
is  donated?  Need  it  be  told  that  the  cadu- 
ceus  on  the  lintel  is  no  protection  against 
the  assessor  or  community  chest  solicitor? 
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As  citizens  and  taxpayers  we  will  continue 
to  “do  our  part.  As  members  of  a profes- 
sion with  a glorious  heritage,  we  will  con- 
tinue to  serve  the  poor  of  the  city  and  state 
freely,  faithfully,  and  gratuitously.  To  tht 
taxpayer  and  the  public  we  can  confidently 
look  for  approval.  C.  F.  K. 

4 4 4 

Annual  Secretaries  and 
Editors’  Conference 

Secretaries  of  constituent  state  medical 
associations  and  editors  of  the  state  jour- 
nals attended  their  annual  conference  in 
Chicago  in  September.  This  and  the  last 
previous  meeting  were  in  the  Palmer  House, 
the  old  assembly  hall  in  the  American  Med- 
ical Association  headquarters  having  been 
necessarily  absorbed  by  offices,  as  our  chief 
organization  has  outgrown  its  old  home. 
This  year’s  program  was  placed  ahead  of 
the  customary  November  date  that  guests 
might  be  in  Chicago  before  closing  of  the 
World’s  Fair.  Forty  of  the  forty-eight 
states  were  represented;  five  of  the  eight 
absentees  were  far  western  men  who  were 
unable  to  spare  the  required  time. 

The  meeting  was  called  to  order  by  J.  H. 
J.  Upham,  Chairman  of  the  Board  of  Trus- 
tees of  the  American  Medical  Association. 
President  Dean  Lewis  delivered  the  first 
paper,  The  Quality  of  Medical  Care.  F.  C. 
Warnshuis  discussed  the  findings  of  a com- 
mittee, representing  the  Michigan  State 
Medical  Society,  which  has  made  a study 
of  the  type  and  distribution  of  medical  serv- 
ice in  that  state.  His  constructive  conclu- 
sions are  based  upon  actual,  not  conjectural, 
facts  and  will  be  at  least  partially  applicable 
in  all  states.  The  importance  of  scientific 
exhibits  at  state  association  meetings  was 
brought  out  by  E.  A.  Meyerding  of  St.  Paul. 
President-elect  Walter  L.  Bierring  talked 
upon  the  dangers  of  the  oversupply  of  phy- 
sicians. The  Illinois  State  Medical  Society’s 
Educational  Committee  has  been  active  in 
contacting  the  public  and  lay  organizations 
through  health  talks.  The  importance  of 
these  efforts  in  inculcating  a more  wide- 
spread health-consciousness  is  inestimable. 
This  work  was  discussed  by  H.  M.  Camp. 
Postgraduate  work  in  New  York  has  been 


made  increasingly  popular  through  the  ef- 
forts of  the  State  Medical  Society’s  Com- 
mittee on  Public  Health  and  Medical  Edu- 
cation. Thomas  P.  Farmer,  Syracuse,  pre- 
sented an  important  paper  discussing  the 
mechanism  of  these  activities.  Problems  of 
medical  defense,  ethics  and  deportment — 
particularly  apropos  of  the  prevailing  eco- 
nomic straits — were  covered  in  the  papers 
of  }.  E.  Tuckerman,  Cleveland,  and  C.  W. 
Comfort,  New  Haven.  Legislative  prob- 
lems, federal  and  state,  were  delineated  by 
W.  C.  Woodward,  Director  of  the  Bureau 
of  Legal  Medicine  and  Legislation  of  the 
American  Medical  Association. 

Needless  to  mention,  the  above  supplies 
food  for  these  editorial  columns  for  months 
ahead.  Their  value  will  be  enhanced  by 
assimilating  the  topics  singly.  However, 
this  number  would  be  incomplete  without 
unloading  a few  impressions  of  the  World's 
Fair — indeed  not  the  least  attractive  feature 
of  this  year’s  visit  to  Chicago. 

Guests  were  particularly  fortunate  in  be- 
ing treated  to  a banquet,  in  the  Trustees 
Lounge  on  the  Fair  Grounds,  by  the  Chi- 
cago Medical  Society.  For  the  majority,  the 
initial  introduction  to  the  Fair  was  obtained 
on  this  occasion.  The  Lounge,  architecture 
ultra-modern,  permits  a critical  view  in  ev- 
ery direction  through  its  nearly  all-glass 
sides.  Visitors  agree  that  evening  permits 
a thrilling  general  impression  of  the  Fair. 
Electricity  is  playing  a spectacular  role 
from  the  aurora  borealis  at  the  south  end 
of  the  grounds  to  the  effortless  elevators  of 
the  sky-ride  towers  at  the  north.  Lighting 
and  power  are  demonstrated  at  their  acme. 
Hosts  planned  the  program  in  anticipation 
of  our  impatience;  it  was  in  a light  vein 
and  brief. 

When  one  attempts  to  tell  of  the  Fair, 
pen  slows,  stops,  and  words  fail.  The  occa- 
sional person  to  whom  it  is  “just  another 
Fair"  must  lead  a somber  life;  we  wonder 
what  manner  of  display  would  please  him. 
Some  of  these  individuals  undoubtedly  have 
seen  too  little  of  the  Fair  and  have  mis- 
judged it  by  some  small  portion.  We  be- 
grudge no  one  the  fascinations  of  the  Mid- 
way. However,  some  may  have  overin- 
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dulged  in  personal  study  as  to  why  Sally, 
the  fan  dancer,  has  been  fined  an  evening’s 
pay  check  plus  sixty  days  in  jail;  also,  what 
type  of  palsy  could  cause  her  fan  to  slip 
so  agreeably.  Or  further,  why  did  the 
judge  and  jury  postpone  the  sentence  a 
number  of  weeks — mathematical  calculation 
indicates  it  begins  safely  past  the  closing 
day.  Representatives  from  this  territory  can- 
not answer  your  questions.  Immense  crowds 
always  got  there  first.  Time  was  all  too 
short.  However,  any  queries  about  the 
Streets  of  Paris  will  be  promptly  cared  for. 
Wyoming  colleagues,  kindly  address  your 
questionnaires  to  Dr.  Earl  Whedon,  Sheri- 
dan! 

By  day,  a liberal  education  is  available 
for  those  whose  feet  and  legs  will  carry 
them  through  miles  of  exhibits.  Next  best  in 
facility,  kind  to  the  feet  but  relentless  to 
pocketbook,  is  transportation  via  jinrikisha. 
Whatever  it  costs  in  comfort  or  money,  the 
investment  is  sound.  Therein  is  pabulum 
for  years  to  come;  we  wonder  when  there 
could  be  the  like  of  it  again. 

Medical  men  detect  a prominent  fact 
about  the  medical  exhibits  in  the  Hall  of 
Science.  They  are  well  attended  and  pro- 
voke serious  comment.  The  people  hunger 
for  knowledge  of  the  human  body.  Unfor- 
tunately they  have  practically  been  denied 
it  in  the  common  education.  We  have  only 
to  substitute  reliable  medical  information  for 
the  present  commercial  misinformation  to 
create  a boundless  market  for  our  wares. 
The  public  is  already  health  conscious,  but 
must  swallow  the  quackery  thrust  down  its 
throat.  When  human  physiology  is  a re- 
quired part  of  higher  education,  and  the 
facts  of  health  and  disease  are  before  the 
public  eye,  most  of  our  professional  ills  will 
evanesce.  There  will  then  be  no  market  for 
quackery  and  nostrums.  Medical  exhibits 
similar  to  these  at  the  Fair  should  be  a per- 
manent department  in  every  educational  in- 
stitution beyond  the  grades. 

This  was  the  year  of  years  to  be  in  Chi- 
cago. Absentees  will  never  know  what  they 
missed.  The  Conference  is  always  indis- 
pensable to  complete  service  of  secretaries 
and  editors  to  their  respective  organizations. 


This  year's  additional  incentive  must  have 
created  an  impulse  of  lasting  benefit  in  the 
field  of  medicine. 

•4  <4 

Essential 

Hypertension 

¥>ecent  years  have  evolved  a more  ade- 
quate classification  of  the  types  and 
stages  of  hypertension.  The  greatest  prog- 
ress in  therapy  apparently  is  of  a negative 
sort.  It  consists  in  avoiding  much  of  the 
trying  and  useless  therapy  which  in  the 
past  has  made  the  patients  lives  miserable 
without  benefitting  the  morbid  condition. 

Keith,  Wagener,  and  Kernohan  described 
the  syndrome  of  “malignant  hypertension” 
in  the  Archives  of  Internal  Medicine  in  1928. 
This  disease  runs  a rapid  course,  about  90 
per  cent  of  cases  terminating  within  two 
years.  The  patients  develop  inflammation 
and  necrosis  of  the  arterioles,  seen  best  in 
the  retina.  Death  results  from  renal  or 
cardiac  failure  or  from  cerebral  vascular 
events.  Cases  are  reported  in  children  and 
not  rarely  in  young  adults.  In  contradis- 
tinction to  this  striking  pathology  are  the 
cases  unaccompanied  by  arteriosclerosis  or 
renal  failure.  Such  have  for  years  been 
identified  as  cases  of  “essential  hyperten- 
sion.” 

The  familial  tendency  in  this  condition 
has  long  been  recognized.  A recent  issue 
of  the  New  England  Journal  of  Medicine 
has  presented  such  a study  of  arteriolar 
(essential)  hypertension  in  three  gener- 
ations of  a family.  This  Russian-Jewish 
family,  described  by  Dr.  David  Ayman,  con- 
sists of  thirty-two  members  of  blood  rela- 
tionship. One  hundred  per  cent  of  the  first, 
80  per  cent  of  the  second,  and  25  per  cent 
of  the  third  generation  presented  elevated 
blood  pressures  on  repeated  examinations. 
It  was  noted  that  most  of  the  individuals 
were  high-strung,  quick  tempered,  and  sen- 
sitive. The  level  of  hypertension  increased 
with  age  and  was  known  to  appear  as  a 
rule  at  least  by  the  second  decade  of  life. 
Edgar  A.  Hines,  Jr.,  M.D.,  a Fellow  of  the 
Mayo  Foundation,  in  a recent  study  of  this 
syndrome,  finds  that  50  to  75  per  cent  of 
subjects  give  an  undoubted  family  history 
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of  cardiovascular  renal  disease.  Records 
at  Mayo's  reveal  the  condition  in  960  pa- 
tients under  the  age  of  forty  recognized  in 
that  institution  between  1922  and  1927. 

Without  reviewing  the  many  alleged 
etiologic  factors  in  essential  hypertension, 
suffice  it  to  mention  that  practically  every 
physical,  chemical,  and  glandular  aberra- 
tion has  at  one  time  or  another  been  incrimi- 
nated. At  the  present  time  the  majority  of 
clinicians  adhere  to  the  neurogenic  theory. 
We  grant  that  the  so-called  normal  blood 
pressure  varies  and  reacts  to  various 
stimuli.  The  hypertensive  individual  may 
possess  a hypersensitive  vasomotor  center. 
There  is  plenty  as  yet  unknown  as  to  the 
functions  of  the  pressor  zones  in  the  cartid 
artery  and  aorta  and  of  pressor  hormones. 

No  drug  is  known  which  will  cause  any 
permanent  lowering  of  blood  pressure.  Ni- 
trites, bismuth  subnitrate,  potassium  sulpho- 
cyanate,  and  sedatives  have  been  tried  thor- 
oughly. Therefore  general  measures,  par- 
ticularly before  organic  changes  become  es- 
tablished, are  indiciated.  Dr.  Hines,  above 
mentioned,  cautions  us  particularly  against 
prescribing  long  rest  periods.  They  only 
inculcate  a sense  of  invalidism;  likewise  fre- 
quent blood-pressure  readings  instill  a 
blood-pressure  consciousness.  He  denies 
the  value  of  rigid  diets.  The  patient  should 
understand  the  nature  of  his  trouble  and 
the  fact  that  he  himself  can  control  the  pres- 
sure better  than  any  physician.  His  life 
must  be  accommodated  to  his  hyperirritable 
vasomotor  system  and  his  watchword  be 
moderation  in  all  things. 

* =4  <4 

More  About 
Samples 

The  unscrupulous  manufacturer  has  been 
generous  with  his  samples  for  the  sole 
purpose  of  using  the  doctor  as  a dispensing 
medium,  gaining  thereby  his  implicit  en- 
dorsement. The  ethical  pharmaceutical 
house  gives  samples  for  a legitimate  pur- 
pose— to  acquaint  the  physician  with  the 
product.  Finding  it  conveniently  packaged 
and  suitable  for  a given  case,  the  doctor 
hands  it  out  in  its  original  container.  He 
feels  that  it  is  a favor  to  the  patient  to  give 


him  something  he  would  otherwise  have  to 
buy. 

The  recipient  of  this  favor  later  finds  no 
difficulty  in  affording  the  market  price  of 
the  product  under  its  trade  name.  It  is  used 
for  himself  and  others,  possibly  to  the  dis- 
credit of  the  physician.  The  doctor  s "se- 
cret is  his,  and  on  the  drug  store  counter 
is  later  placed  the  fee.  He  has  paid  for  the 
medicine  but  not  for  proper  advice. 

4 4 4 

Our  Advertisers  Earn 
Your  Preference 

Tt  pays  to  advertise  in  Colorado  Medicine. 

Otherwise  its  columns  would  not  have  in- 
creased and  our  loyal  advertisers  would  not 
have  stood  by  us  through  months  of  hard- 
ship. 

However,  the  loyal  gentleman  who  has 
for  years  procured  our  advertising  observes 
a loss  incidental  to  wanton  and  disloyal  re- 
marks of  a few  of  our  members.  He  has 
requested  the  business  of  a number  of  mer- 
chants, particularly  those  in  the  neighbor- 
hood of  Denver’s  medical  buildings.  They 
have  promised  to  subscribe  for  advertising 
space.  Upon  further  interview,  they  have 
withdrawn  their  promise  because  of  the  at- 
titude of  certain  physicians  whose  opinion 
they  have  requested.  Those  doctors  have 
remarked  that  they  “never  looked  at  the 
Journal’’  and  didn’t  see  where  it  would  pay. 

Deprecation  of  the  value  of  this  journal 
is  difficult  to  understand,  particularly  at  the 
hands  of  our  own  Society  members.  To 
those  few  who  are  guilty  of  such  thought- 
lessness, may  we  beg  your  further  indul- 
gence. The  journal  needs  the  advertising, 
and  the  merchants  need  your  support.  The 
fact  that  their  advertisement  has  conformed 
to  the  high  standards  of  this  publication 
warrants  their  worthiness. 

Inspect  our  advertising  columns.  When 
you  need  merchandise,  consult  your  journal 
and  pick  one  of  our  patrons.  WTen  solicited 
for  business,  mention  that  you  patronize 
those  who  advertise  in  Colorado  Medicine 
— other  things  being  equal. 

4 4 4 

Take  this  Journal  home  to  your  wife. 
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THE  FOOD  FACTOR  IN  ALLERGY* 

GEORGE  PINESS,  M.D.,  and  HYMAN  MILLER,  M.D. 
LOS  ANGELES 


It  is  a matter  of  common  knowledge  that 
foods  may  cause  symptoms  in  allergic  pa- 
tients. This  of  course  is  due  to  the  fact 
that  foods  are  a source  of  foreign  protein. 
Because  of  this,  and  because  foreign  pro- 
teins derived  from  foods  often  produce  char- 
acteristic symptoms,  there  has  arisen  a 
school  which  discusses  "Food  Allergy”  as  a 
separate  clinical  syndrome.  As  a matter  of 
fact  Food  Allergy’  should  no  more  be  con- 
sidered a separate  clinical  syndrome  than 
"Pollen  Allergy"  or  "Hair  Allergy”  or 
Face  Powder  Allergy.”  These  terms  mere- 
ly designate  a group  or  class  of  substance 
containing  protein  which  may  produce 
symptoms  on  contact  with  certain  individ- 
uals of  peculiar  constitution.  Whether  the 
protein  be  derived  from  food,  pollen,  or 
hair  does  not  alter  the  essential  origin  of 
these  symptoms.  The  special  problems  of 
sensitivity  to  food  proteins  are  problems 
which  arise  from  the  fact  that  food  proteins 
are  derived  from  foods  and  not  that  food 
proteins  necessarily  act  differently  than  pro- 
teins derived  from  other  sources. 

Before  taking  up  the  problems  in  allergy 
which  arise  from  food  sensitivity,  it  might 
be  well  to  classify  the  common  symptoms 
which  may  be  allergic  in  origin.  Later  we 
shall  see  how  their  diagnosis  and  treatment 
is  influenced  by  food  sensitivity. 

CLASSIFICATION  OF  ALLERGY 

1.  Allergic  conjunctivitis — Vernal 
catarrh 

2.  Hay  fever — 

Respiratory  Acute  (seasonal-perennial) 

Tract  Chronic  Headaches  (often  ac- 

companied by  nasal  polypi) 

3.  Bronchial  asthma 

4.  Allergic  bronchitis  and  pneu- 
I monia 

f 1.  Stomatitis  (canker  sores) 
j 2.  Cyclic  vomiting  (possibly  some 
types  of  pyloric  stenosis) 
Digestive  J 3.  Allergic  enteritis  (colic,  vomit- 
Tract  | ing,  diarrhea,  constipation,  mu- 
cous colitis,  ulcerative  colitis, 
dysentery) 

I 4.  Pruritus  ani 


*Read  before  the  Sixty-third  Annual  Session  of 
the  Colorado  State  Medical  Society  at  Colorado 
Springs,  September  15,  1933. 


f 1.  Pruritus 

2.  Urticaria  (vesicular,  purpuric, 
mucosa  of  respiratory  tract,  mu- 

Skin  J cosa  of  digestive  tract) 

3.  Allergic  erythema 

4.  Allergic  dermatitis  (allergic 
eczema) 

This  classification  quite  evidently  does 
not  take  into  account  the  source  of  protein 
producing  each  symptom  complex.  We 
know  .that  proteins  derived  from  certain 
sources  are  apt  to  affect  particular  systems; 
that  is,  inhaled  substances  seem  most  apt  to 
produce  respiratory  symptoms  and  ingested 
substances  gastro-intestinal  symptoms;  yet 
the  fact  must  not  be  lost  sight  of  that  the 
contrary  is  often  true.  For  instance,  by  far 
the  most  common  symptoms  of  allergy  occur 
in  the  respiratory  tract  and  less  commonly 
in  the  gastro-intestinal  tract.  Yet  since 
ninety-nine  out  of  every  hundred  allergic 
patients  are  sensitive  to  foods  it  is  quite 
likely  that  foods  are  more  apt  to  produce  a 
wheeze  or  a sneeze  than  a bellyache. 

It  is  more  important  to  make  the  diagnosis 
that  allergy  exists  in  the  patirnt  than  to  try 
to  incriminate  certain  substances  such  as 
foods  as  the  cause  of  particular  symptoms. 
In  food  sensitivity  as  in  any  other  sensi- 
tivity we  have  laid  down  the  principle  that 
the  diagnosis  of  the  allergic  constitution 
should  be  made  the  primary  consideration. 
The  diagnosis  of  specific  causes  can  logical- 
ly follow  on  this. 

The  diagnosis  of  the  allergic  constitution 
is  made  from  the  history  and  physical  find- 
ings. The  details  of  this  need  not  be  here 
discussed  except  to  point  out  that  a positive 
family  history  of  allergy,  and  any  of  the 
symptom  complexes  listed  in  the  classifica- 
tion given,  are  presumptive  evidence  in  fa- 
vor of  allergy.  There  are  certain  pitfalls 
which  here  should  be  considered.  Not  all 
gastro-intestinal  disturbances  in  patients 
suffering  from  asthma  are  allergic  in  origin. 
On  the  other  hand,  vague  gastro-intestinal 
symptoms  associated  with  asthma  should  not 
be  overlooked  as  possibly  of  allergic  origin. 

Having  satisfied  one's  self  of  the  allergic 
nature  of  the  patient’s  symptoms,  the  role 
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that  food  plays  in  the  production  of  these 
symptoms,  whether  involving  the  respira- 
tory tract,  the  gastro-intestinal  tract  or  the 
skin,  may  to  a large  extent  also  be  deter- 
mined from  the  history.  Here  again  a care- 
ful judgment  must  be  exercised  in  weighing 
the  evidence  Most  stories  of  idiosyncrasies 
to  foods  as  given  by  the  patients  should  be 
ignored.  Too  often  they  are  influenced  by 
the  lurid  and  entrancing  pseudo-logic  of  the 
newspaper  food  faddist.  After  having  heard 
of  “acid-forming  foods,  “mucus-forming 
foods,”  “unfired  foods, ” etc.,  ad  nauseam, 
we  now  feel  that  the  only  reliable  indication 
of  a relationship  between  the  ingestion  of 
certain  foods  and  the  production  of  symp- 
toms is  that  which  sometimes  occurs  in  in- 
fants where  there  is  violent  swelling  of  the 
lips  and  tongue  and  vomiting,  and  in  the 
observation  that  children  frequently  but  not 
invariably  dislike  foods  to  which  they  are 
sensitive. 

On  the  other  hand,  the  observation  that 
food  sensitivity  has  a predeliction  for  par- 
ticular organs  such  as  the  skin  and  gastro- 
intestinal tract  makes  it  possible  to  draw 
valuable  conclusions  from  the  personal  his- 
tory. Most  infantile  eczema  is  due  to  foods; 
therefore  a history  of  this  disturbance  is 
good  evidence  of  food  sensitivity.  Unfor- 
tunately this  relationship  has  been  overem- 
phasized and  our  experience  leads  us  to  be- 
lieve that  many  failures  in  the  treatment  of 
infantile  eczema  are  due  to  the  fact,  often 
lost  sight  of,  that  contact  dermatitis  in  in- 
fancy is  not  at  all  uncommon.  The  same 
holds  true  for  the  relationship  of  foods  to 
gastro-intestinal  allergy.  Most  allergic  gas- 
tro-intestinal symptoms  are  due  to  food  sen- 
sitivity, but  gastro-intestinal  allergy  cannot 
be  considered  wholly  synonymous  with 
what  has  been  labeled  an  entity  called 
“Food  Allergy.”  In  an  allergic  person,  gas- 
tro-intestinal disturbances,  as  has  been  said, 
may  result  from  any  source  of  protein  which 
enters  the  body. 

A story  of  seasonal  incidence  of  symp- 
toms does  not  rule  out  food  as  a factor  in 
the  production  of  symptoms.  Certain  foods 
are  seasonal  and  produce  symptoms  only  at 
the  time  of  year  when  eaten.  On  the  other 
hand,  sensitivity  to  non-seasonal  foods  may 


not  produce  symptoms  so  long  as  the  total 
dose  of  protein  lies  below  the  patient's 
threshold  of  tolerance.  However,  during 
the  pollen  season  when  the  total  dose  of 
protein  rises  beyond  the  patient's  threshold, 
regardless  of  whether  that  total  dose  be  de- 
rived from  foods,  pollens,  or  animal  hairs, 
the  patient  may  have  symptoms.  Such 
symptoms  of  course  will  be  most  apt  to 
occur  when  the  pollinating  season  is  on  and 
the  total  dose  of  protein  is  high.  Keeping 
in  mind  these  quirks  which  sensitivity  to 
foods  may  give  the  story  of  allergy,  a clini- 
cal history  may  be  obtained  which  not  only 
gives  valuable  clues  in  diagnosis,  but  also 
valuable  help  in  treatment. 

With  the  history  completed  we  may  now 
logically  seek  what  aid  to  diagnosis  may  be 
offered  by  skin  testing.  The  belief  in  the 
efficacy  of  skin  tests  to  proteins  as  an  indi- 
cation of  clinical  sensitivity  is  based  on  the 
observation  frequently  confirmed  that  posi- 
tive reactions  usually  mean  clinical  suscep- 
tibility1. In  other  words,  the  skin  is  sensi- 
tive when  the  inner  organs  are  sensitive  and 
to  the  same  substances.  There  are  of  course 
some  exceptions  to  this  which  will  be  dis- 
cussed later.  At  present  it  is  sufficient  to 
say  that  these  exceptions  are  responsible  for 
much  of  the  incredulity  with  which  the  al- 
lergist has  been  faced  and  for  many  of  the 
ephemeral  theories  of  which  allergists  have 
been  guilty.  For  the  present  the  principle 
is  laid  down  that  the  skin  test  is  the  best 
indicator  we  have  for  determining  what 
proteins  produce  symptoms  in  allergic  indi- 
viduals'. 

Unlike  many  other  tests  in  medicine,  pro- 
tein skin  tests  cannot  be  delegated  to  the 
mercies  of  a technician.  This  will  be  quite 
obvious  when  we  have  completed  our  dis- 
cussion of  the  principles  that  must  be  ad- 
hered to  in  properly  doing  skin  tests.  The 
first  of  these  principles  is  based  on  the  com- 
mon sense  idea  that  unless  a patient  is  tested 
to  every  possible  source  of  protein  he  has 
not  been  completely  tested;  conclusions 
drawn  from  such  incomplete  tests  will  fre- 
quently be  erroneous.  It  is  for  this  reason 
that  we  consider  food  tests  as  only  one  part 
of  the  total  group  of  substances  which  must 
be  tested,  and  also  for  this  reason  we  do  not 
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consider  food  tests  as  the  most  important 
part.  Foods  are  not  more  important  than 
pollens  and  pollens  are  not  more  important 
than  animal  hairs  in  the  causation  of  symp- 
toms in  allergic  individuals.  All  or  any  of 
these  may  produce  symptoms  and  only  a 
complete  skin  test  will  give  a proper  basis 
for  drawing  proper  conclusions.  Not  only 
does  the  statement  as  regards  the  relative 
importance  of  the'  various  sources  of  pro- 
tein hold  good  in  the  general  field  of  allergy, 
but  also  in  the  particular  field  of  abdominal 
allergy  which  has  been  misnamed  ‘Food 
Allergy.”"  Again  we  must  reiterate  that 
symptoms  of  abdominal  allergy  may  come 
from  any  source  of  protein  whether  it  be 
ingested,  inhaled,  or  injected,  although  usu- 
ally due  to  food. 

It  is  of  course  obvious  that  the  technic  of 
testing  must  be  that  which  is  most  success- 
ful in  the  hands  of  the  particular  operator. 
In  our  own  work  we  rely  almost  entirely  on 
the  scratch  and  the  intradermal  methods. 
The  scratch  is  always  used  first  in  order 
to  avoid  the  possibility  of  producing  consti- 
tutional reactions  in  the  very  sensitive  indi- 
viduals. If  satisfactory  reactions  are  ob- 
tained by  the  scratch  method  we  find  it 
unnecessary  to  use  the  intradermal  method. 
If,  however,  scratch  testing  does  not  give 
satisfactory  reactions  we  then  turn  to  the 
intradermal  method  which  in  our  hands  has 
proved  safe  and  reliable. 

Granted  that  the  method  used  is  the  best 
for  the  particular  operator,  there  are  certain 
requirements  in  technic  which  all  operators 
must  meet.  The  first  of  these  is  that  there 
must  be  absolutely  no  doubt  as  to  the  ac- 
tivity of  the  testing  proteins  used.  It  is  best 
to  prepare  one’s  own  materials  and  this  is 
our  practice,  since  having  found  from  expe- 
rience that  materials  from  other  sources  are 
not  reliable.  Another  requirement  is  expe- 
rience in  reading  reactions.  This  is  ex- 
tremely important  for  their  correct  interpre- 
tation. It  must  be  remembered  that  text- 
book descriptions  of  what  a reaction  should 
look  like  frequently  do  not  fit  the  picture 
found  in  actual  practice.  In  one  individual 
a certain  degree  of  erythema  indicates  a 
positive  reaction;  in  another,  erythema  is 


not  sufficient  and  a wheal  must  accompany 
the  erythema.  In  still  another  neither  the 
wheal  nor  the  erythema  means  a positive 
reaction  without  the  presence  of  pseudopods 
on  the  wheal.  It  is  almost  impossible  to  put 
down  in  writing  or  to  explain  the  many  dif- 
ferences which  may  occur  between  positive 
and  negative  reactions  for  each  individual. 
Many  experiences  in  reading  reactions  will 
provide  the  only  good  method  for  determin- 
ing these  differences. 

So  far  in  the  matter  of  skin  tests  we  have 
considered  the  technic,  the  materials  used, 
and  the  factor  of  interpretation  by  the  clini- 
cian. We  must  also  take  into  consideration 
another  factor  and  that  is  the  variability  in 
reactivity  of  the  skin  of  the  patient  under 
observation.  Not  infrequently  the  patient 
with  allergy  of  definitely  known  etiology 
gives  negative  skin  reactions.  This  is  not 
necessarily  a permanent  state  of  affairs,  and 
is  merely  due  to  the  presence  of  a refractory 
condition,  of  which  more  will  be  said  later. 
However,  it  must  be  pointed  out  that  in  view 
of  the  existence  of  such  refractory  periods 
it  is  necessary  in  the  case  of  negative  reac- 
tors to  repeat  the  tests  at  such  time  as  reac- 
tions are  more  likely  to  occur4. 

The  tests  having  been  completed,  inter- 
pretation of  results  must  be  based  on  not 
only  what  was  actually  found  in  the  tests 
but  on  those  points  in  the  history  with  which 
they  must  be  correlated.  In  other  words, 
as  has  been  before  indicated,  positive  reac- 
tions do  not  necessarily  indicate  substances 
which  invariably  produce  symptoms,  and, 
conversely,  negative  reactions  do  not  abso- 
lutely eliminate  these  substances  as  produc- 
ing symptoms.  The  reasons  for  this  state 
of  affairs  are  not  yet  quite  clear.  Perhaps 
the  most  rational  explanation  for  the  lack 
of  correlation  between  positive  skin  tests 
and  clinical  observation  lies  in  the  theory 
that  the  patient  may  react  clinically  not 
only  to  the  specific  substances  alone,  but  to 
a total  dosage  made  up  of  a number  of 
specific  proteins5.  In  other  words,  a patient 
may  give  skin  reactions  to  several  foods  and 
the  removal  of  any  of  these  may  not  relieve 
the  symptoms,  but  the  removal  of  all  does. 
This  again  has  to  do  with  the  total  protein 
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dose.  Another  factor  which  complicates 
interpretation  of  the  skin  reactions  in  terms 
of  clinical  improvement  or  trial  is  due  to 
the  presence  of  the  refractory  periods  men- 
tioned. These  refractory  periods  may  be 
of  two  types;  in  one  it  is  due  to  a disappear- 
ance of  an  existing  sensitivity  to  foreign 
proteins.  Such  loss  of  sensitivity  frequently 
occurs  immediately  after  a severe  attack  of 
some  allergic  manifestation,  the  threshold 
apparently  having  been  raised  as  a result 
of  an  overwhelming  dose.  The  second  re- 
fractory type  is  more  or  less  permanent  and 
is  due  to  the  fact  that  in  certain  unusual 
allergic  individuals  the  skin  does  not  par- 
take of  the  ability  to  become  sensitive  to 
foreign  proteins  as  does  the  respiratory 
tract  or  possibly  the  gastro-intestinal  tract. 

At  this  point  it  might  be  well  to  bring 
up  the  question  of  treatment  and  diagnosis 
by  the  so-called  elimination  diets.  Because, 
as  has  been  pointed  out,  there  is  occasional- 
ly a lack  of  co-relation  between  the  results 
of  skin  tests  and  clinical  observation,  a 
method  of  clinical  trial  by  means  of  diet 
has  been  developed  which  is  based  on  the 
principle  of  giving  a basic  diet  consisting  of 
foods  which  experience  has  shown  seldom 
give  positive  skin  reactions.  This  basic  or 
elimination  diet  is  given  until  symptoms  dis- 
appear. Single  foods  are  then  added  to  the 
diet  at  given  intervals.  Then,  as  symptoms 
do  or  do  not  follow  one  may  say  that  this 
or  the  other  food  is  one  to  which  the  pa- 
tient is  or  is  not  sensitive.  This  practice 
is  of  use  in  the  exceptions  already  spoken 
of,  but  unfortunately  because  its  limitations 
are  not  known  it  is  now  being  used3  not 
only  to  find  what  foods  make  a patient  sick, 
but  also  to  find  out  whether  or  not  he  is 
allergic,  which  rightly  should  and  can  be 
done  by  ordinary  clinical  means.  This  is 
brought  out  because  there  are  so  many  dis- 
eases aside  from  allergy  which  may  be  af- 
fected by  changes  in  diet. 

Let  us  examine  some  of  the  limitations 
of  the  use  of  elimination  diets  and  some  of 
the  fallacies  which  allow  these  limitations 
to  go  unrecognized: 

1 .  Elimination  diets  have  to  do  with 


foods  alone,  and  yet  we  know  that  only  one 
child  (or  adult)  out  of  100  is  sensitive  to 
foods  alone2.  It  is  not  true  that  foods  are 
the  only  cause  of  asthma  in  childhood,  for 
even  though  we  remove  offending  foods 
from  the  diet,  symptoms  do  not  clear  up 
unless  we  also  take  care  of  the  pollens  and 
other  inhaled  substances.  Nor  is  it  true 
that  eczema,  which  is  almost  always  thought 
to  be  due  to  food  sensitivity  alone,  will  al- 
ways clear  up  without  the  same  care  being 
taken  with  inhaled  and  contacted  sub- 
stances. The  elimination  diet,  of  course, 
does  not  include  these.  In  other  words, 
foods  are  not  the  only  cause  of  symptoms 
even  in  the  very  young  nor  in  those  pa- 
tients suffering  with  symptoms  which  are 
usually  considered  as  due  to  foods  alone. 

2.  Elimination  diets  are  based  on  the  use 
of  a group  of  foods  which  do  not  ordinarily 
give  positive  skin  reactions.  In  other 
words,  they  are  based  on  the  results  of  skin 
tests  in  a large  group  of  patients.  It  is  quite 
plain  from  this  that  many  patients  will  be 
sensitive  to  foods  in  the  elimination  diet, 
and  for  this  reason  more  than  one  diet  is 
usually  given  in  case  the  first  does  not  re- 
lieve the  symptoms.  Each  diet  is  given  a 
trial  of  from  five  to  fourteen  days.  If  suc- 
cessful in  relieving  symptoms,  foods  are 
added  one  at  a time  until  a diet  of  sufficient 
variety,  calories,  vitamines  and  salts  is 
reached.  Each  relapse,  of  course,  means  a 
longer  period  before  this  stage  is  reached. 
In  any  event,  many  weeks  and  possibly 
months  are  needed  to  develop  this  diet.  It 
would  seem  logical,  therefore,  since  the 
elimination  diet  is  based  on  the  results  of 
skin  tests,  that  the  skin  tests  be  done  first. 
Then,  if  no  reactions  are  obtained,  or  if 
positive  and  negative  reactions  do  not  jibe 
with  the  clinical  results,  an  elimination  diet 
based  on  the  skin  tests  is  begun. 

3.  Elimination  diets  require  a great  deal 
of  intelligent  cooperation  on  the  part  of  the 
patient.  This  is  not  always  forthcoming. 
On  the  other  hand,  the  physician  who  de- 
pends on  elimination  diets  alone  will  be  at 
a loss  where  to  turn  if  they  fail  him.  It  is 
well  then  to  have  pointed  out  their  limita- 
tions and  their  uses,  just  as  we  have  in  the 
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skin  tests,  in  order  that  he  may  know  just 
how  useful  each  tool  is. 

The  role  of  foods  in  the  treatment  of 
allergy  is  of  course  one  that  affects  the 
dietary.  Our  experience  has  been  such  that 
we  make  no  attempt  to  desentitize  allergic 
patients  to  foods  by  means  of  injection  or 
graduated  doses  by  mouth.  Dietary  treat- 
ment is  based  on  certain  principles  which 
have  been  developed  mainly  through  clinical 
observation,  but  whose  scientific  explana- 
tion has  not  yet  satisfactorily  been  made. 
Before  considering  dietary  treatment  we 
must  again  emphasize  the  fact  that  foods  are 
only  one  source  of  trouble  and  that  a proper 
measure  of  their  role  in  the  causation  of 
symptoms  can  only  be  made  if  one  elimi- 
nates proteins  from  other  sources  either  by 
removal  from  the  environment  or  desensi- 
tization by  injection. 

Granted,  then,  that  the  proteins  from 
sources  other  than  food  have  been  so  taken 
care  of,  we  can  now  properly  turn  to  the 
diet  in  the  treatment  of  allergy.  The  re- 
moval from  the  diet  of  foods  which  give 
positive  reactions  usually  results  in  the  al- 
leviation of  any  symptoms  which  may  be 
due  to  foods.  Despite  exceptions,  this  se- 
quence of  events  is  of  sufficiently  common 
occurrence  to  warrant  using  the  skin  tests 
as  a starting  point  from  which  to  build  up 
the  diet.  The  observation  already  made, 
that  some  foods  which  do  give  positive  skin 
reactions  do  not  bring  out  or  aggravate 
symptoms,  should  not  be  used  as  a basis 
for  including  these  offenders  in  the  diet. 
On  the  principle  that  the  total  protein 
dosage  as  opposed  to  a threshold  of  toler- 
ance to  specific  offenders  may  explain  the 
production  of  symptoms — these  apparent 
non-offenders  may  actually  be  producing 
subthreshold  symptoms.  Because  we  have 
found  that  the  absence  of  a food  from  the  diet 
tends  to  increase  the  tolerance  to  this  food, 
or,  put  in  another  way,  tends  to  desensi- 
tize to  this  food,  we  have  not  found  it  advis- 
able to  give  injections  or  measured  dosages 
of  food  in  the  attempt  to  desensitize.  Not 
only  have  we  and  others  had  severe  constitu- 
tional reactions  from  such  attempts,  but  the 
period  required  for  such  a successful  desen- 


sitization is  fully  as  long  as  is  required  by 
omitting  from  the  diet  the  offending  food. 
Moreover,  most  patients  react  to  so  many 
proteins  that  ordinarily  it  would  be  a prac- 
tical impossibility  to  include  them  all  in 
any  type  of  injection.  Skin  reactions  to  a 
single  food,  or  to  a single  substance  of  any 
type,  are  extremely  rare.  Practically  every 
patient  reacts  to  several  substances  in  each 
group — that  is  to  pollen,  food,  or  epidermal 
substances.  In  almost  5000  tests  we  have 
found  sensitivity  to  foods  alone  in  only  one 
patient  out  of  each  hundred.  This  is  an 
important  consideration  in  evaluating  the 
role  of  food  in  the  production  of  allergic 
symptoms. 

So  far  we  have  treated  the  general  prob- 
lems peculiar  to  the  presence  of  food  sensi- 
tivity in  an  allergic  individual.  We  now 
come  to  the  particular  problems  involved  in 
developing  suitable  diets  for  such  individ- 
uals. We  must  never  lose  sight  of  the  fact 
that  we  are  treating  an  individual  and  not 
a disease  and  that  it  may  often  be  neces- 
sary to  provide  a suitable  diet  even  at  the 
expense  of  permitting  some  symptoms  to 
recur  or  persist.  Thus,  in  an  infant  sensi- 
tive to  all  the  essential  foods  such  as  wheat, 
milk,  and  eggs,  it  may  be  necessary  in  order 
to  keep  up  nutrition  to  permit  the  inclusion 
of  some  of  these  in  the  diet.  Aside  from 
nutrition  we  must  also  care  for  the  mineral 
and  vitamine  requirements  of  our  patients, 
and  it  will  often  take  skillful  dietetic  work 
and  close  cooperation  between  dietitian  and 
patient  to  evolve  a diet  to  satisfy  all  require- 
ments. 

Some  attempt  has  been  made  in  the  past 
to  get  around  difficulties  such  as  sensitivity 
to  milk  in  infants.  One  of  the  methods  is 
to  give  just  that  particular  portion  of  the 
protein  of  milk  to  which  the  patient  is  not 
sensitive,  therefore  we  have  “casein  milk" 
and  “casein-free  milk.  Other  attempts 
have  been  directed  at  changing  the  protein 
of  the  milk  so  that  its  activity  is  diminished 
or  destroyed  as  in  so-called  “non-allergic 
milk,”  which  is  heat-treated.  Such  attempts 
are  rarely  successful  in  very  sensitive  indi- 
viduals, but  are  helpful  in  less  sensitive 
ones.  A very  sensitive  individual  usually 
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reacts  to  all  the  proteins  of  milk  and  to  such 
a degree  that  even  though  the  proteins  have 
been  heat-treated  he  still  develops  symp- 
toms from  their  ingestion.  Several  substi- 
tutes for  milk  have  been  developed,  such 
as  “soy  bean  milk”  and  Cemac,  which  con- 
tain all  the  essentials  such  as  caloric  value, 
proper  portions  of  proteins,  fats  and  carbo- 
hydrates, vitamines  and  minerals  obtained 
from  various  sources  such  as  vegetables, 
meats,  etc.  Here  again,  however,  the  sen- 
sitive individual  being  seldom  sensitive  to 
milk  alone  is  sensitive  to  one  or  more  of 
the  constituents  of  the  mixtures  so  that  in 
our  practice  we  have  found  very  little  prac- 
tical use  for  them.  The  problem  of  furnish- 
ing a milk  substitute  must  be  considered  en- 
tirely from  the  point  of  view  of  the  individ- 
ual concerned  and  again  the  fact  must 
not  be  lost  sight  of  that  the  general  welfare 
of  the  individual  comes  first  even  at  the  ex- 
pense of  producing  symptoms. 

As  is  obvious  from  the  discussion  of  treat- 
ment thus  far,  we  rely  so  far  as  possible 
mainly  on  the  avoidance  of  all  foods  which 
give  positive  reactions.  By  this  we  accom- 
plish several  desirable  results.  In  the  first 
place  we  have  a logical  point  of  departure 
for  setting  up  a dietetic  regime,  differing 
from  the  routine  use  of  text-book  elimina- 
tion diets  in  being  based  on  data  derived 
from  a study  of  the  specific  patient  under 
treatment.  In  the  second  place  we  avoid 
upsetting  the  state  of  allergic  balance  in 
which  the  patient  may  be  found  by  keeping 
the  total  possible  protein  dose  at  a minimum. 
In  the  third  place  we  can  make  use  of  the 
tendency  on  the  part  of  allergic  patients 
to  develop  an  increase  in  tolerance  to  pro- 
teins which  are  not  present  in  the  diet,  thus 
accomplishing  the  same  desensitization 
which  successful  injection  treatment  might 
accomplish. 

This  last,  being  the  foundation  of  our 
therapy  in  food  sensitization,  merits  fur- 
ther discussion.  By  means  of  the  skin  tests 
we  have,  except  for  occasional  exceptions, 
complete  control  of  those  factors  in  the  diet 
which  may  produce  symptoms.  Ordinarily 
a diet  based  on  skin  tests  results  in  almost 
immediate  clearing  up  of  symptoms.  This 


period  lasts  for  a varying  length  of  time. 
Symptoms  may  then  begin  to  reappear. 
This  means  that  the  patient  is  becoming 
sensitive  to  the  foods  in  the  new  diet,  for 
obviously  the  constitutional  tendency  to  be- 
come sensitive  has  not  been  changed.  Now 
by  testing  the  patient  again  we  can  identify 
the  new  offenders  and  remove  them  from 
the  diet  and  by  this  time,  because  of  the 
tendency  to  become  non-sensitive  to  foods 
not  in  the  diet,  former  offenders  can  re- 
place the  new  offenders.  In  this  way,  chil- 
dren particularly  can  be  carried  practically 
symptom-free  through  the  period  of  growth 
and  social  adaptation.  The  importance  of 
this  accomplishment  cannot  be  overempha- 
sized, for  a state  of  invalidism  or  semi-in- 
validism in  the  formative  period  of  a child’s 
life  often  determines  much  not  only  of  his 
physical  but  also  of  his  social  future. 

Moreover,  and  this  applies  particularly  to 
adults,  we  have  found  that  the  success  of 
desensitization  to  pollens  and  other  inhal- 
ants is  greatly  dependent  on  the  simultane- 
ous removal  of  offending  foods.  In  the 
early  days  of  pollen  therapy  of  seasonal 
hay  fever  we  found  that,  despite  apparently 
adequate  and  proper  treatment  with  pollen 
extracts,  a certain  proportion  failed  to  ob- 
tain relief  of  symptoms.  This  proportion 
was  considerably  decreased  when  it  was 
found  that  many  of  these  patients  gave  posi- 
tive skin  reactions  to  foods,  and  these  foods 
were  removed  from  the  diet  during  the 
season  of  hay  fever.  This  we  felt  was  logi- 
cal in  view  of  the  concept  of  total  protein 
dosage.  Further  consideration  has  led  us 
to  advise  the  omission  of  these  positively 
reacting  foods  throughout  the  year  despite 
the  seasonal  incidence  of  symptoms.  This 
advice  was  based  on  the  observation  that 
many  seasonal  hay  fever  patients  on  exam- 
ination during  symptom-free  periods  showed 
allergic  changes  in  the  nasal  mucous  mem- 
brane. These  changes  were  insufficient  to 
produce  symptoms  of  sufficient  severity  to 
cause  annoyance  but  on  the  other  hand 
were  certainly  conducive  to  the  formation 
of  chronic  changes  such  as  the  formation 
of  nasal  polypi  and  the  development  of  in- 
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fectious  sinusitis  through  interference  with 
drainage. 

So  again  we  come  back  to  our  original 
premise,  that  not  sensitization  to  foods  nor 
to  pollens  or  epidermals  alone  should  occu- 
py our  attention,  but  that  each  of  these 
types  of  sensitization  may  and  usually  does 
enter  into  the  causation  of  symptoms  in  al- 
lergic patients.  Each  has  characteristic 
modes  and  places  of  action  which  must  be 
known  and  whose  importance  must  be 
weighed — not,  however,  to  the  exclusion  of 
any  of  the  others. 

REFERENCES 

'Duke,  W.  W. : J.A.M.A.  81:886,  Sept.  15,  1933. 

"Piness,  G.,  and  Miller,  H.:  Jr.  Allergy,  4:18, 
1932. 

’Rowe,  A.  H. : Food  Allergy,  Phila.,  Lea  & 
Febiger,  1931. 

'Alexander,  H.  L. : Med.  Clin.  N.  Am.,  11:399, 
Sept.,  1927. 

"Vaughan,  W.  T. : So.  Med.  Jr„  17:749,  1924; 
and  Jr.  Lab.  & Clin.  Med.,  13  :955,  1928. 

ABSTRACT  OF  DISCUSSION 

Melville  Black,  M.D.,  Denver:  I venture  that 
if  I were  to  ask  the  majority  of  people  in  this 
room  to  give  me  a definition  of  the  term  allergy 
they  would  be  unable  to  do  so.  By  virtue  of  that 
fact,  I ask  the  essayist  to  give  us  a simple  work- 
ing term  or  definition  of  allergy. 

T.  D.  Cunningham,  M.D.,  Denver:  Allergy  is 
not  as  simple  as  a lot  of  us  believe.  Ninety  per- 
cent of  patients  who  are  sensitive  to  anything 
have  a family  history  of  sensitivity — either  ec- 
zema, asthma,  or  hay  fever.  That  in  itself  is 
enough  in  any  history  to  make  you  suspicious  that 
allergy  may  be  a cause  in  the  patient's  present 
symptoms. 

Dr.  I’iness  has  spoken  about  food,  pollens,  etc., 
and  their  various  reactions.  There  is  a general 
nutritional  reaction  when  an  individual  has  been 
partaking  of  these  foods  to  which  he  is  sensitive. 
A small  child  who  is  having  asthma  and  hay 
fever,  with  a very  bad  color,  taken  off  the  food 
(if  it  happens  to  be  food  that  is  causing  it)  will 
show  an  immediate  change  in  the  whole  condi- 
tion. Not  only  will  his  spirit  be  better,  his  nu- 
trition better,  but  the  child  feels  better.  He  has 
been  literally  poisoned  by  these  foods  to  which 
he  is  sensitive. 

A good  family  history  should  first  be  taken. 
Second,  if  you  do  not  get  an  adequate  test  there 
are  various  things  that  influence  it.  For  example, 
some  patients  will  react  to  skin  scratches  alone 
— to  every  scratch.  The  individual  who  will  re- 
act that  way  may  be  changed  by  a dose  of  cal- 
omel and  salts  over  night,  so  the  next  day  he 
may  react  normally  to  skin  scratches  and  give 
you  positive  tests  which  are  reliable.  If  an  in- 
dividual has  had  adrenalin  or  ephedrin  within 
three  or  four  hours  of  the  time  of  skin  testing, 
negative  and  erroneous  skin  tests  will  be  a 
source  of  error  in  the  treatment. 

The  question  of  reading  your  test  is  most  im- 


portant, because  food  tests  do  not  give  the  large 
reactions  that  pollens  do.  Hair  and  pollen  give 
the  largest  reactions.  Foods  give  varying  reac- 
tions. 

For  years  I labored  under  the  delusion  that 
most  people  are  not  sensitive  to  beef  because  the 
particular  beef  protein  which  I had  obtained  from 
one  house  did  not  react  on  anyone.  When  I got 
beef  protein  from  another  place  I found  that  they 
reacted  to  beef  about  as  often  as  to  any  other 
protein.  When  you  commence  to  put  an  individ- 
ual on  an  elimination  diet,  it  is  very  important 
to  know  that  the.  proteins  are  reliable.  You  will 
find  also  that  the  reverse  is  true — that  all  in- 
dividuals react  to  certain  proteins,  so  that  pro- 
tein has  to  be  eliminated,  or  obtain  one  which  is 
more  reliable. 

W.  C.  Howell,  M.D.,  Colorado  Springs:  It  is  a 

mistake  to  keep  emphasizing  protein  sensitive- 
ness. You  will  find  true  cases  of  allergy  that 
are  sensitive  to  substances  that  contain  no  pro- 
tein whatsoever.  One  that  comes  to  my  mind  is 
sensitiveness  to  novocain,  which  was  one  of  the 
most  marked  cases  of  sensitiveness  that  1 ever 
dealt  with,  and  the  results  were  satisfactory  on 
complete  elimination  of  novocain.  You  will  find 
cases  of  sensitiveness  to  honey,  which  is  not  a 
protein  substance  at  all.  and  you  will  find  cases 
of  sensitiveness  that  look  allergic — cases  sensi- 
tive to  butter  and  to  turpentine,  principally  com- 
posed of  fats. 

In  regard  to  the  elimination  diet,  if  you  are 
able  to  take  this  basic  diet  that  has  been  pro- 
posed and  feed  the  patient  on  these  very  few 
substances  and  hold  him  long,  you  are  a better 
diplomat  than  I am.  I am  probably  not  enough 
of  a dietitian,  but  I can't  keep  my  patients  from 
becoming  anemic.  I can’t  keep  them  from  losing 
weight.  I have  yet  to  succeed  in  maintaining 
weight  and  hemoglobin  content  on  one  of  these 
rigid  basic  diets.  I am  not  talking  about  the 
elimination  of  certain  substances  to  which  a pa- 
tient is  definitely  sensitive,  as  proved  by  intra- 
cutaneous  or  scratch  or  patch  test ; I am  talking 
about  taking  a very  few  articles  and  putting  your 
patient  rigidly  on  that  and  expecting  him  to  stay 
there. 

W.  W.  Wasson,  M.D.,  Denver:  This  subject  is 
one  in  which  we  deal  not  with  the  beginning  of 
disease  but  with  the  end  result.  It  is  like  our 
procedure  for  goiter ; we  remove  the  gland  sur- 
gically or  we  treat  it  with  x-ray  or  other  means. 

Where  is  the  beginning  of  allergy?  Is  it  in  the 
hereditary  syndrome?  It  is  certain  that  we  may 
inherit  miscroscopic  - anatomic  characteristics 
which  may  cause  our  allergic  responses.  But 
then,  what  are  these  allergic  responses?  Are 
they  chemical,  or  nervous,  or  to  what  class  do 
they  belong?  Asthmatic  and  hay  fever  patients 
can  not  be  considered  in  terms  of  a few  months 
or  even  a few  years.  The  fundamental  causes 
of  hay  fever  or  asthma  are  net.  laid  down  in  a 
few  weeks  or  a few  months.  They  begin  very 
early  in  life  and  develop  into  recognizable  dis- 
eases much  later. 

The  individual’s  combat  with  infection  starts 
with  the  beginning  of  life,  and  the  respiratory 
tract  is  one  of  the  most  susceptible  points  of  at- 
tack. Hay  fever  and  asthma  are  common  mani- 
festations of  the  continuous  siege  upon  this  tract. 
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However,  the  combat  with  pollens,  dust,  and  pro- 
teins does  not  begin  at  ten  or  twenty  years  of 
age,  but,  as  I have  said  before,  in  the  first  few 
days  of  life.  The  irritating  agents  produce  a 
symptom  complex  which  in  turn  complicates  the 
whole  subject  of  allergy.  The  latter  is  based  up- 
on very  complex  pathology  which  is  not  well 
understood.  But  one  point  is  certain,  that  the 
mucous  membrane  is  affected  by  a fundamental 
pathological  condition  which  must  be  considered 
in  any  discussion  of  allergy. 

Dr.  Piness  (closing):  The  definition  of  allergy 
as  defined  by  Richet  was  that  it  was  a reaction 
to  some  foreign  substance.  He  did  not  limit  to 
protein:  he  said  “some  foreign  substance"  which 
gave  a broad  usage  of  the  term  allergy. 

We  who  have  been  doing  work  along  this  line 
do  not  limit  it  so  strictly.  We  say  a hypersensi- 
tiveness or  altered  reactivity  to  some  foreign  sub- 
stance, namely  protein.  As  we  grow  older  in  the 
work  we  modify  and  add  to  it  and  we  say  “pro- 
tein or  perhaps  some  other  thing  which  we  know 
nothing  about."  Recently  the  question  of  poly- 
saccharids  has  come  up,  and  again  we  may  have 
to  change  our  opinion. 

Dr.  Cunningham  brought  out  that  the  tests  were 
to  be  used  ill  diagnosis.  I don’t  agree  with  him. 
My  contention  during  my  entire  discussion  this 
morning  was  that  tests  primarily  were  only  to  be 
used  to  determine  the  etiology;  that  is,  if  you 
can’t  make  a diagnosis  of  allergy  without  going 
to  your  tests  first,  then  I don't  think  you  have 
a right  to  be  doing  tests  because  you  get  too 
many  negative  results  and  you  put  patients  on 
elimination,  diets  and  they  get  well  and  you  say, 
“He  has  an  allergy,"  which  is  exactly  what  has 
happened  with  Rowe. 

I personally  contend  that  we  have  progressed 
in  this  work  and  not  retrogressed,  and  if  Rowe 
was  as  progressive  as  we  think  he  should  be, 
then  he  should  have  just  as  many  reactions  if 
not  more  at  this  time  than  he  had  in  191*6,  so 
that  I think  that  elimination  diet  becomes  then 
a matter  of  seeking  publicity  or  a fad,  or  it  is  a 
question  of  a man  being  overenthusiastic.  I feel 
that  when  we  get  to  tests  they  are  specific  if 
properly  done  and  properly  interpreted. 

As  far  as  size  of  food  reaction  is  concerned, 
I think  those  here  who  have  seen  the  work  in 
my  clinic?  and  office  will  agree  with  me  that  our 
reactions  to  food  are  no  different  than  they  are 
to  pollen.  We  get  just  as  largei  reactions  to  one 
as  to  another.  That  goes  for  any  type  of  protein 
we  work  with.  My  contention  is  that  if  given  an 
active  protein  and  a sensitive  patient,  you  are 
going  to  get  reactions. 

Dr.  Howell’s  discussion  on  non-protein  sub- 
stances that  give  reactions  was  interesting.  Re- 
cently in  the  J.A.M.A.,  Dr.  Dyssant  reported  the 
case  of  an  aspirin  death.  I have  had  two  such 
deaths  from  aspirin.  We  know  that  aspirin  gives 
certain  reactions  in  certain  asthmatics  and  it  be- 
hooves every  man  who  treats  an  asthmatic  or 
any  allergic  individual  to  ask  him,  “Are  there 
certain  drugs  that  you  cannot  take?”  It  is  the 
tendency  of  most  of  us  tot  discount  what  our  pa- 
tients tell  us  as  to  their  idiosyncrasies.  It  has 
been  my  sad  experience  to  see  several  deaths  be- 
cause I,  too,  felt  as  most  men  do,  “Oh,  he  can 
take  it,  anyway!” 

Dr.  Howell,  I want  to  correct  you  on  the  ques- 
tion of  honey.  Honey  contains  plenty  of  protein, 
in  I he  form  of  pollen  and  if  you  didn't  get  pollen 
you  wouldn't  get  honey.  As  far  as  butter  is 


concerned,  there  is  only  one  type  of  but- 
ter that  gives  reaction  and  that  is  the  un- 
washed butter  which  still  contains  whey  protein. 
I am  quite  in  accord  with  Dr.  Howell  and  I ap- 
preciate very  much  his  discussion  on  results  from 
elimination  diets  based  on  the  type  that  Rowe 
advocates.  I think  they  are  an  obsession,  they 
have  no  real  value,  they  give  no  results,  and  I 
feel  that  any  diet  given  to  any  allergic  individ- 
ual will  give  some  relief  because  of  the  psychol- 
ogy of  being  a good  salesman  and  selling  that 
patient  a diet,  because  most  patients  come  to  you 
asking  for  a diet. 

Dr.  Wasson  brings  up  that  interesting  subject 
of  the  why  of  allergy?  We  don't  know.  I wish 
we  did.  It  would  make  it  so  simple.  But  there 
is  this  fact  that  we  cannot  avoid,  and  that  is 
heredity.  Most  men  report  from  37  to  50  odd 
per  cent  of  histories  of  heredity.  I believe  that 
if  we  knew  more  about  our  genealogy  we’d  get 
a larger  percentage  of  positive  histories.  Then 
again,  one  must  take  into  consideration  the  type 
of  individual  that  you  deal  with  in  a clinic.  When 
you  have  a clinic  such  as  mine  where  I see  150 
children  or  100  adults  on  a clinic  day,  where  you 
have  40  different  races  to  handle,  it  is 
pretty  difficult  to  get  the  proper  history.  Then 
even  with  our  intelligent  group,  if  you  ask  cer- 
tain individuals  from  certain  parts  of  this  country, 
“Did  any  in  your  family  have  asthma?”  they  say 
no,  but  if  you  say  to  them,  “Did  any  one  have 
phthisic  or  heaves?”  they  say  yes.  To  them  it 
isn't  asthma,  while  to  me  it  probably  is. 

As  far  as  our  objective  in  the  treatment  of  the 
allergic  individual  is  concerned,  we  have  only 
one.  If  you  will  note,  I never  mention  the  word 
“cure.”  I never  said  that  I obtained  a permanent 
and  total  desensitization.  I never  even  discussed 
that.  Our  objective  is  primarily  to  build  up  for 
that  individual  a sufficient  tolerance  or  threshold 
so  that  he  may  tolerate  the  things  that  he  is 
sensitive  to,  either  by  contact  or  ingestion  or 
whatnot.  I have  cases  now  that  I hope  soon  to 
report  that  have  been  free  over  a period  of  fifteen 
years  or  more. 

Rackemann  has  reported  a series  of  cases  that 
has  been  free  over  a period  of  ten  years  or 
more,  and  I believe  that  when  we  have  done  this 
work  as  long  as  men  who  work  with  tuberculosis 
have  and  report  our  results  as  they  are  report- 
ing theirs  now,  we  will  come  to  a definite  under- 
standing as  to  what  can  and  cannot  be  done,  but 
on  the  other  hand  I think  that  the  present  meth- 
od of  treating  allergic  individuals  offers  the  best 
that  can  be  offered  at  this  time  with  the  great- 
est amount  of  relief  for  the  sufferer  from  this 
condition. 


The  inter-dependent  relationship  existing 
between  the  individual  physician  and  his 
county,  state  and  national  medical  organiza- 
tion is  a reality  which  every  physician 
should  recognize.  Neither  can  get  far  or 
accomplish  much  without  the  aid  and  sup- 
port of  the  other. — Ohio  State  Medical 
Journal. 


Take  this  Journal  home  to  your  wife. 
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BLOOD  PICTURES  IN  AVERAGE  HEALTHY  INFANTS  DURING 

THE  FIRST  SIX  MONTHS* 

ALFRED  H.  WASHBURN,  M.D. 

DENVER 


The  importance  of  understanding  the 
blood  picture  during  infancy  does  not  lie 
simply  in  the  added  ability  it  gives  for  diag- 
nosing diseases  of  the  blood.  As  a matter 
of  fact,  primary  diseases  of  the  hemato- 
poietic system  are  rather  rare  during  the 
first  year  of  life.  However,  if  one  thinks  of 
the  peripheral  blood  stream  as  a mirror  in 
which  one  may  see  reflected  the  evidence 
of  disturbances  of  many  sorts  in  widely 
separated  parts  of  the  body,  then  the  routine 
examination  of  this  reflected  picture  in  the 
blood  becomes  of  great  significance.  One 
must  remember  that  the  blood  stream  con- 
tacts almost  every  part  of  the  organism  ev- 
ery minute  of  life.  The  briefest  listing  of 
some  of  its  functions  would  include  the 
carrying  of  the  oxygen  supply  for  all  body 
tissues,  the  removal  of  carbon  dioxide,  the 
maintenance  of  the  delicate  balance  between 
acid  and  base,  the  preservation  of  life 
through  the  coagulation  mechanism,  and  the 
intricate  workings  of  the  factors  concerned 
with  resistance  and  immunity  in  which  the 
white  blood  cells  play  a significant  role. 
Such  a minimum  list  suggests  at  once  the 
possibility  of  an  intimate  correlation  be- 
tween disturbances  in  these  functions  and 
abnormalities  in  the  blood  picture.  It  sug- 
gests also  the  need  for  knowing  what  pos- 
sible variations  in  the  blood  picture  are  con- 
sistent with  health  and  which  ones  point 
to  the  presence  of  some  disease  process. 
Since  the  average  situation  and  the  varia- 
tions from  that  average  are  quite  different 
in  early  life  from  those  with  which  we  are 
familiar  in  later  life,  it  seems  worth  while 
to  stress  certain  of  the  characteristics  of  the 
blood  picture  in  healthy  young  infants. 


♦Read  before  the  Sixty-third  Annual  Session  of 
the  Colorado  State  Medical  Society  at  Colorado 
Springs,  September  16,  1933.  From  the  Child  Re- 
search Council  and  the  Pediatric  Department, 
University  of  Colorado  School  of  Medicine,  Den- 
ver, Colorado. 

Presentation  of  this  paper  was  accompanied 
by  a number  of  charts  graphically  depicting  the 
data  from  the  original  research  work  herein  dis- 
cussed. 


Before  describing  the  actual  findings  in 
individual  babies,  let  us  consider  for  a mo- 
ment some  of  the  factors  which  play  a part 
in  producing  the  characteristic  infantile 
blood  pictures.  In  the  adult,  red  cells  and 
leucocytes  of  bone  marrow  origin  are  man- 
ufactured only  at  the  ends  of  the  shafts  of 
certain  long  bones  of  the  body.  Contrast 
this  with  the  situation  at  birth  when  these 
cells  are  being  produced  in  the  red  marrow 
of  most  of  the  long  and  flat  bones  of  the 
body.  If  we  go  back  into  the  last  weeks  of 
fetal  life  we  find  the  liver  and  spleen  also 
taking  part  in  this  active  hematopoiesis,  as 
well  as  islands  of  lymph  tissue  throughout 
the  body.  Furthermore,  the  lymphoid  tissue 
itself  which  is  relatively  undeveloped  at 
birth  grows  quite  rapidly  throughout  the 
first  year  of  life.  Thus  we  are  not  surprised 
at  the  ease  with  which  the  numbers  of  all 
cells  may  increase  nor  by  the  appearance  of 
immature  cells  in  the  circulation  in  consider- 
able numbers.  The  available  oxygen  for  the 
fetus  “in  utero"  is  another  factor  of  some 
possible  significance.  Since  the  oxygen  sup- 
ply for  the  fetus  is  definitely  less  than  that 
after  birth  there  will  be  the  need  for  greater 
oxygen-carrying  capacity  of  the  blood  if  the 
same  amount  is  to  be  delivered  to  the  tissues. 
Finally,  the  small  infant  is  a very  unstable 
organism  from  many  aspects.  The  mechan- 
isms controlling  heat  regulation,  vasomotor 
responses,  and  neuro-muscular  reactions 
show  frequent  instability  in  the  small  infant. 
Therefore,  we  shall  be  prepared  for  much 
less  stability  in  the  blood  pictures  of  infancy 
than  in  those  of  the  older  child  or  adult. 

Even  a brief  review  of  the  literature  on 
the  blood  in  infancy  would  constitute  a pa- 
per in  itself.  From  our  present  point  of 
view  there  are  two  considerations  which 
make  it  unnecessary  to  dwell  at  any  length 
on  this  great  volume  of  material.  The  first 
is  the  tendency  to  build  up  average  figures 
for  red  blood  counts,  white  blood  counts, 
et  cetera,  from  a varying  number  of  counts, 
each  on  a different  individual  baby.  This 
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procedure  prevents  the  reader  from  gaining 
a proper  appreciation  of  individual  varia 
tions  and  fails  to  depict  the  possible  fluctua- 
tions in  any  one  individual  baby  over  a 
given  period  of  time.  The  second  tendency 
is  to  report  the  effect  of  certain  diets,  drugs, 
diseases,  or  physical  agents  on  the  blood 
counts  of  babies  without  any  adequate  con- 
trolling of  what  the  blood  picture  might 
have  been  in  the  absence  of  such  disturbing 
factors.  It  must  be  apparent  that  we  need 
to  know  what  fluctuations  are  consistent 
with  health  in  any  one  baby  and  how  much 
variation  exists  in  different  babies  before 
we  can  interpret  safely  the  variations  found 
in  the  presence  of  disease  or  other  disturb- 
ing factors.  The  white  blood  counts  re- 
ported for  this  age  period  range  all  the  way 
from  a lower  limit  of  3,800  to  an  upper  limit 
of  23,700  per  cubic  millimeter.  This  paper 
represents  a preliminary  report  of  a study 
whose  purpose  is  to  define  more  clearly  the 
possible  variations  to  be  found  in  the  blood 
pictures  of  healthy  young  infants. 

Material 

The  babies  whose  blood  counts  are  re- 
corded in  this  paper  were  studied  at  the 
Florence  Crittenton  Home  in  Denver.  Since 
the  start  of  the  study  in  1931,  fifteen  babies 
have  been  followed  for  periods  varying  from 
a few  weeks  to  six  months.  Most  of  them 
have  been  seen  first  between  the  time  of 
their  birth  and  the  fourteenth  day  and  the 
majority  have  been  followed  for  at  least 
three  months.  Blood  counts  have  been  done 
at  all  hours  of  the  day  and  night.  All  in- 
fants are  kept  in  the  regular  nursery  under 
routine  care  such  as  any  physician  might 
prescribe  for  a healthy  baby  during  the  first 
six  months  of  life.  They  have  been  under 
the  constant  care  and  observation  of  a 
graduate  nurse  and  have  been  observed  by 
the  author  about  once  every  two  weeks. 
Only  healthy  babies  on  a regular  regime 
have  been  included  in  the  study. 

Methods 

No  methods  have  been  used  which  are 
not  applicable  in  the  routine  of  private  prac- 
tice. The  blood  was  always  obtained  by  a 
prick  from  the  infant's  heel.  Red  blood 
the  usual  way,  counting  one-half  a square 
counts  and  white  blood  counts  were  done  in 


millimeter  for  the  former  and  eight  square 
millimeters  for  the  latter.  The  hemoglobin 
was  determined  by  the  Sahli  method  using 
a solid  standard  with  which  17.0  grams  per 
100  c.c.  equalled  100  per  cent.  Differential 
white  counts  were  carried  out  on  cover-slip 
smears  stained  with  Wright’s  stain.  A small 
number  of  checks  have  been  made  on  fresh 
drop  preparations  vitally  stained  with  neu- 
tral red  and  Janus  green  B,  while  a good 
many  counts  have  been  checked  on  smears 
stained  with  a combined  peroxidase  and 
Wright’s  stain1.  In  general  all  methods 
were  the  same  as  those  previously  described 
by  the  author  in  reporting  the  leucocyte 
fluctuations  in  early  infancy2. 

All  possible  errors  in  the  obtaining  of  the 
blood  as  well  as  in  the  counting  of  the  cells 
were  checked  many  times  before  the  start 
of  these  counts  and  during  the  studies.  It 
is  felt  that  they  were  reduced  to  a minimum 
and  it  seems  certain  that  they  were,  at  least, 
no  greater  than  would  be  found  in  the  aver- 
age clinical  laboratory. 

Results 

1.  Red  blood  counts:  It  has  been  pointed 
out  by  Lippman3,  Lucas1,  and  others  that 
the  number  of  red  cells  at  birth  varies  from 
4,000,000  to  7,000,000  per  cubic  millimeter 
with  a definite  tendency  to  range  above 
rather  than  below  the  accepted  adult  normal 
of  5,000,000.  It  may  be  noted  that  the  ma- 
jority of  the  counts  descend  quite  rapidly 
from  this  high  level  of  the  newborn,  reach- 
ing a low  point  of  3.3  to  5.0  million  at  6 to 
12  weeks.  After  this  there  is  apparently 
a tendency  for  a slow  rise  so  that  by  the 
end  of  the  six  months  period  the  counts 
range  from  4.5  to  5.5  million.  Both  the  total 
number  of  babies  and  the  number  of  counts 
are  too  small  to  justify  any  general  deduc- 
tions. Both  the  similarity  of  the  ranges  re- 
ported by  other  authors  during  the  newborn 
period  and  the  great  variation  in  the  report- 
ed counts  from  one  to  six  months  are  quite 
apparent.  The  average  text  book  figures, 
taken  from  Appleton  s Clinical  Pediatrics , 
are  probably  a little  low,  representing  aver- 
ages taken  mostly  from  hospital  and  clinic 
cases.  The  figures  of  Mayer  are  similarly 
too  high  and  must  be  considered  either  as  a 
selected  group  or  the  result  of  some  unusual 
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factor.  The  zones  noted  by  Merritt  and  Da- 
vidson7 are  the  closest  to  those  of  the  present 
study  and  probably  represent  the  nearest  ap- 
proach to  the  correct  figures  for  the  average 
healthy  baby  in  this  country.  The  tendency 
toward  high  values  in  the  first  two  weeks 
and  low  values  during  the  period  from  six  to 
twelve  weeks  is  a constant  one  in  these 
healthy  babies.  The  upward  swing  from  ten 
to  twenty  weeks  without  any  medication  or 
dietary  changes  is  almost  as  constant  a 
phenomenon,  particularly  in  those  babies 
whose  count  reaches  a very  low  point  in 
the  previous  period.  In  view  of  the  present 
fad  for  all  sorts  of  iron  and  copper  medica- 
tion, it  is  just  as  well  to  be  familiar  with 
this  curve  of  the  red  blood  counts  in  aver- 
age healthy  infants. 

2.  Hemoglobin:  The  findings  in  regard 
to  the  amount  of  hemoglobin  are  quite  simi- 
lar to  those  just  described  for  the  number 
of  red  blood  cells.  The  range  of  the  eighty- 
five  determinations  in  my  series  have  been 
compared  with  those  of  other  workers.  The 
lowest  zone,  that  of  Mackay8,  is  from  a 
study  of  clinic  babies  in  the  poorer  sections 
of  London.  The  studies  of  Williamson"  and 
Appleton1"  represent  the  usually  accepted 
figures  for  the  hemoglobin  during  this  age 
period.  Since  the  preparation  of  my  chart, 
figures  have  been  published  by  Elvehjem, 
Peterson,  and  Mendenhall11  for  the  hemo- 
globin during  the  first  year.  Their  data,  de- 
rived from  2000  determinations  on  750  in- 
fants, show  a smaller  range  during  the  first 
month.  From  the  first  to  the  sixth  month 
their  figures,  graphically  speaking,  yield  a 
broader  zone  at  a slightly  lower  level.  The 
hemoglobin  curve  parallels  that  of  the  red 
blood  counts  quite  closely.  It  may  be  noted 
that  the  hemoglobin  level  tends  to  be  defi- 
nitely high  in  relation  to  the  red  blood  count 
during  the  first  two  to  three  months,  but 
slightly  lower  during  the  last  two  to  three 
months  of  this  first  half  year  of  life. 

3.  White  blood  counts:  Whereas  the 
red  blood  count  and  hemoglobin  content 
tend  to  remain  quite  constant  during  the 
hours  of  the  day  or  night  and  change  rather 
slowly  from  week  to  week,  at  least  after  the 
first  few  weeks  of  life,  the  same  constancy 
is  quite  lacking  in  the  leucocyte  picture. 


Counts  performed  each  hour  during  the  day 
show  very  considerable  fluctuations  and 
counts  repeated  on  the  same  baby  on  dif- 
ferent days  show  no  uniform  tendency  of 
level  at  any  one  time  of  day.  There  are  no 
demonstrable  tendencies  according  to  the 
hours  of  the  day  or  the  day  of  age  during 
the  first  few  months.  We  might  summarize 
our  leucocyte  count  findings  as  follows: 
The  total  white  blood  count  may  vary  from 
4,000  to  23,000  without  indicating  any  de- 
monstrable disease  process:  the  counts  in 
any  individual  baby  tend  to  fluctuate  widely 
within  this  zone,  but  the  individual  zone  is 
not  necessarily  exactly  the  same  for  every 
baby;  there  is  no  evidence  of  any  orderly 
rhythms  in  the  fluctuations  of  the  leucocyte 
count  during  the  hours  of  the  day  or  night. 
It  may  be  of  further  interest  to  note  that 
it  was  not  possible  to  find  any  correlation 
between  the  white  blood  count  fluctuations 
and  such  factors  as  digestion,  rest,  activity, 
or  other  routine  events  of  the  day. 

4.  Differentiation  of  white  blood  cells: 
The  variations  in  the  different  types  of  leu- 
cocytes are  somewhat  more  consistent  than 
are  the  fluctuations  in  the  total  number  of 
white  blood  cells.  There  is,  at  least,  a fair- 
ly constant  tendency  for  the  curve  of  the 
lymphocytes  to  parallel  that  of  the  total 
counts.  Occasionally  the  curve  of  the  poly- 
morphonoclear  neutrophils  or  other  cells  of 
bone  marrow  origin  parallels  that  of  the 
total  white  blood  counts  for  one  to  three 
hours,  but  more  often  there  seems  to  be 
very  little  correlation  between  the  fluctua- 
tions of  the  total  count  and  those  of  any 
individual  cell  type  except  the  lymphocytes. 
Minimum  and  maximum  counts  obtained  for 
each  type  of  cell  indicate  two  prominent 
points:  First,  the  lymphocytes  usually  pre- 
dominate the  picture;  and  second,  the  possi- 
ble degree  of  variation  of  almost  every  cell 
type  is  quite  extreme  even  in  healthy  young 
babies. 

5.  The  detailed  examination  of  the 
smear:  No  examination  of  the  blood  is  quite 
complete  without  a more  careful  scrutiny  of 
the  stained  smear  than  is  possible  in  doing 
a routine  differential  count.  The  failure  of 
many  writers  to  make  sufficient  note  of  the 
immature  cells  of  both  red  and  white  cell 
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origin  in  the  blood  of  young  infants  is  prob- 
ably dependent  upon  inadequate  study  of  the 
stained  smear.  Nearly  every  newborn  baby 
will  show  an  occasional  nucleated  red  blood 
cell.  Premature  babies  and,  rarely,  full- 
term  babies  may  show  nucleated  cells  in 
considerable  numbers.  Reticulocytes  usual- 
ly run  well  above  the  average  figure  found 
later  in  childhood  and  adult  life.  In  the 
newborn  period  they  may  vary  from  0 to 
5.5  per  cent  as  shown  by  the  studies  of 
Katou,  Scyforth  and  Jurgens13,  and  Merritt 
and  Davidson'.  There  is  a sharp  decline 
coincident  with  the  decreasing  red  blood 
count  followed  by  a gradual  increase  after 
the  second  month1.  During  the  first  few 
weeks  there  is  also  a tendency  to  red  blood 
cells  with  a large  diameter11  as  well  as  to 
greater  variability  in  size,  shape,  and  stain- 
ing than  later  in  infancy  or  childhood.  All 
these  variations  in  the  erythrocytes  become 
less  striking  after  the  first  eight  to  ten  weeks 
but  even  as  late  as  the  sixth  month  occa- 
sional immature  or  abnormal  forms  are 
seen. 

An  estimate  of  the  hemoglobin  content 
from  the  appearance  of  the  stained  smear 
is  never  very  significant,  but  it  may  be  worth 
noting  that  during  the  first  few  weeks  of 
life  the  red  cells  are  apt  to  be  highly  col- 
ored, while  during  the  latter  part  of  the 
first  six  months  of  life  they  tend  toward  a 
definite  achromia.  This  is,  of  course,  con- 
sistent with  the  changing  values  in  the  num- 
bers of  red  blood  cells  and  the  amount  of 
hemoglobin  already  noted. 

The  platelets  are  present  in  relatively 
large  numbers  in  the  blood  of  newborn  ba- 
bies. Counts  have  been  reported  as  high 
as  500,000  per  cubic  millimeter.  There  are 
no  adequate  figures  reported  for  the  first 
six  months  of  life  except  for  those  of  Mer- 
ritt and  Davidson  who  gave  the  average  as 
348,000.  On  the  stained  smear,  platelets  or- 
dinarily appear  to  be  somewhat  more  plenti- 
ful during  these  early  months  than  later  on 
during  childhood.  There  also  seems  to  be 
a tendency  for  greater  variability  in  size 
and  in  the  amount  of  granulation. 

A careful  study  of  the  leucocytes  is  al- 
ways interesting  and  sometimes  instructive. 
In  the  first  few  weeks  immature  cells  of  both 


lymphocytic  and  myelocytic  series  may  run 
as  high  as  10  to  12  per  cent.  Later  they 
may  be  expected  to  vary  from  0 to  5 per 
cent  of  the  total  count.  Immature  cells  of 
the  bone  marrow  series  are  most  noticeable 
in  the  first  few  days  of  life  when  myelocytes 
and  immature  polys  are  quite  common.  Later 
on  myelocytes  are  seen  only  occasionally, 
but  neutrophils  with  poorly  lobulated  nuclei 
persist  in  the  blood  stream  in  varying  num- 
bers throughout  the  first  six  months.  Eosino- 
phils usually  vary  from  1 to  8 per  cent  with 
a tendency  to  be  higher  in  this  age  period 
than  during  the  later  years  of  childhood. 
Basophils  show  no  unusual  tendencies,  vary- 
ing from  0 to  1 per  cent. 

In  these  early  months  the  small  lympho- 
cyte, typical  of  the  blood  of  older  children 
or  adults,  rarely  plays  a dominant  role  in 
the  leucocyte  picture.  Usually  the  majority 
of  the  lymphocytes  are  either  large  lympho- 
cytes or  intermediate  in  size  between  the 
large  and  the  small.  These  cells  show  great 
variation  in  the  amount  of  cytoplasm,  the 
depth  of  its  staining,  and  the  numbers  of  so- 
called  azurphilic  granules.  Nuclei  which  are 
indented  or  oval  rather  than  round  are  also 
common. 

Perhaps  the  greatest  variation  of  all  is 
seen  in  the  large  mononuclear  or  ‘ monocyte’ 
group.  At  one  extreme  they  may  resemble 
quite  closely  certain  of  the  large  lympho- 
cytes while  at  the  opposite  extreme  they  may 
have  much  the  appearance  of  an  immature 
neutrophil  or  a myelocyte.  This  is  due  to  the 
great  variability  in  the  amount  of  granula- 
tion in  the  cytoplasm  and  also  in  the  shape 
of  the  nucleus.  In  the  author's  experience 
they  are  most  easily  differentiated  in  smears 
stained  with  a combined  peroxidase  and 
Wrights  stain1.  Vital  staining  of  fresh 
drop  preparations  also  helps  materially  in 
checking  the  differential  count  as  far  as 
monocytes  are  concerned. 

"Unclassified  and  undifferentiated  cells 
appear  most  frequently  in  the  newborn  peri- 
od but  occur  in  small  numbers  throughout 
the  first  six  months,  forming  0 to  2 per 
cent  of  the  total  count.  Most  of  the  cells 
which  cannot  be  classified  are  large  mononu- 
clear forms,  apparently  atypical  or  imma- 
ture cells,  probably  belonging  in  either  the 
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myelocytic  or  monocytic  group.  The  undif- 
ferentiated cells,  which  I have  designated  as 
“blasts,"  might  be  either  lymphoblasts  or 
myeloblasts.  They  are  usually  large — oc- 
casionally very  large — cells  with  deep  blue, 
"fuzzy  cytoplasm  without  granules  and 
with  a round,  frequently  eccentrically 
placed,  nucleus  which  takes  a purplish  lav- 
ender stain.  These  cells  rarely  form  more 
than  0.5  per  cent  of  the  white  blood  cells, 
but  continue  to  appear  occasionally  in  some 
babies  throughout  the  first  six  months. 

Summary 

An  attempt  is  made  to  depict  the  varia- 
tions found  in  the  blood  cell  picture  during 
the  first  six  months  in  healthy  babies. 

The  red  blood  count  is  high  at  birth  and 
for  the  first  few  days,  then  decreases  from 
well  above  5 million  to  a low  point  of 
3.3  to  5.0  million  by  the  end  of  the  second 
month.  There  follows  a tendency  to  in- 
crease up  to  4.5  to  5.5  million  by  the  end 
of  the  fifth  month. 

The  hemoglobin  parallels  the  red  blood 
count  quite  closely,  but  shows  a tendency 
to  be  relatively  higher  in  the  first  two 
months  and  lower  in  the  last  two  months  of 
this  period. 

The  leucocytes  show  great  fluctuations  in 
total  numbers  and  in  types  of  cells  during 
the  hours  of  the  day  and  night  without  any 
evidence  of  consistent  rhythms.  The  zones 
within  which  such  variations  occur  are  not 
the  same  for  every  baby.  The  lower  level 
of  the  zones  reported  was  approximately 
4,000  and  the  upper  limit  23,000. 

A description  is  given  of  the  various  types 
of  leucocytes  seen  in  the  stained  smears. 
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DISCUSSION 

Gerald  B.  Webb,  M.D.,  Colorado  Springs:  That 
is  a terrific  amount  of  work  you  have  done,  Dr. 
Washburn.  I was  thinking  of  Peterson  and  At- 
kinson. They  didn’t  seem  to  be  lower  than  your 
figures,  and  I was  wondering  whether  at  this 
altitude  there  was  any  difference  in  the  lympho- 
cyte picture  in  your  infants. 

Frank  B.  Stephenson,  M.D.,  Denver:  I'd  like 
to  ask  Dr.  Washburn  whether  this  information 
about  what  we  look  upon  as  a rather  high  leuco- 
cyte count  will  make  it  difficult  in  determining 
about  infections  in  children  of  those  ages.  How 
much  can  you  depend  upon  the  total  leucocyte 
count  as  a guide  in  acute  infectious  diseases? 

E.  N.  Chapman,  M.D.,  Colorado  Springs:  I’d 
like  to  ask  Dr.  Washburn  if  he  has  done  hourly 
counts  on  diseased  children.  In  1927,  Dr.  Medlar 
of  Mount  McGregor  did  hourly  counts  on  a num- 
ber of  healthy  adults  and  found  this  variation  in 
total  leucocyte  count  and  also  in  the  percentage 
of  polys,  et  cetera,  although  the  polys  tended  to 
run  with  the  total  count  more  than  the  lympho- 
cytes. He  was  also  doing  a great  number  of 
counts  on  cases  of  tuberculosis  and  in  the  series 
of  tuberculous  cases  he  found  very  little  variation 
in  the  hourly  count. 

He  attributed  that  partly  to  the  fact  that  the 
cases  of  tuberculosis  were  on  a very  limited  re- 
gime. Their  exercise  was  the  same  through  the 
day,  whereas  the  healthy  individuals  varied  their 
degree  of  activity  a good  deal. 

Dr.  Washburn  (closing):  I rather  expected 
somebody  to  mention  the  relation  of  altitude  to 
the  leucocyte  count.  I don’t  feel  I have  enough 
material  to  make  definite  statements  about  that, 
but  so  far  my  impression  is  that  comparing  studies 
I have  been  making  here  with  some  I did  in 
San  Francisco,  they  are  practically  identical. 

My  impression  is  that  the  differential  counts, 
the  proportion  of  polymorphonuclears  is  of  great- 
er importance  in  infants  than  the  total  of  white 
blood  cells. 

This  is  definitely  a preliminary  report.  These 
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are  all  healthy  babies,  and  I have  to  look  back 
on  previous  experience  with  sick  babies  to  answer 
Dr.  Stephenson's  question — not  to  this  study. 

I can  only  answer  Dr.  Chapman's  question  in 
a most  meager  way.  In  following  these  babies 
over  this  period  of  time  I have  had  some  intes- 
tinal upsets  or  other  disturbances. 

I have  dropped  those  counts  out  of  my  series 
and  haven't  counted  them.  They  have  all  been 
brief  episodes,  but  in  each  case  so  encountered 


there  has  been  so  much  less  fluctuation  during 
the  day  as  to  be  very  striking.  One  of  them 
varied  a matter  of  only  two  thousand,  which  is 
only  twice  my  limit  of  error  during  the  day. 

Again  looking  back  to  clinical  experience,  I 
should  say  most  distinctly  that  on  the  ward  where 
you  think  an  intern  has  made  a mistake  and  or- 
der a second  count  within  the  hour,  it  is  apt  to 
be  pretty  close  and  not  away  off,  as  in  my  counts 
on  healthy  babies. 


HUMIDITY 

ROHERT  S.  IRWIN,  M.D. 
DENVER 


Imagine,  if  you  will,  the  hot  blistering 
sands  of  the  Sahara  Desert.  The  over- 
head tropical  sun  pours  its  heat  into  the 
white  sand.  The  sand  throws  it  back.  The 
atmosphere  shimmers  from  effects  of  the 
dessicating  heat.  With  haggard  eyes  and 
open  mouth  a man  staggers  and  stumbles 
along  gasping  for  breath.  He  no  longer 
sweats.  The  dry  desert  air  has  evaporated 
all  the  moisture  his  body  can  spare.  His 
dry  parched  lips  and  inflamed  throat  suffer 
agony  with  each  breath  of  hot  dry  air.  Of 
oxygen  and  nitrogen  he  has  plenty.  All  he 
is  lacking  is  moisture.  The  desert  humidity 
is  but  20  per  cent. 

A survey  made  last  winter  in  Denver  of 
twelve  apartments  and  eighteen  private 
homes  gave  an  average  relative  humidity  of 
12  to  18  per  cent.  Even  the  death  dealing 
desert  has  20  per  cent.  Quoting  Harry  A. 
Mount  in  Popular  Science  Monthly:  “So 
it  is  today  we  are  confronted  with  an  array 
of  authority  to  prove  that  probably  in  the 
whole  of  the  United  States  there  are  less 
than  a hundred  homes  and  but  very  few  of- 
fices where  the  air  is  humidified  to  the  de- 
gree vitally  necessary  for  our  health. 

Dr.  Herman  N.  Bundesen,  Commissioner 
of  Health,  Chicago,  says:  “Dry  hot  air 
dries  out  the  protective  secretions  of  the 
delicate  linings  of  the  air  passages  and  per- 
mits the  germs  to  do  their  dirty  work.  Colds, 
coughs,  bronchitis,  “flu  and  pneumonia  are 
winter  diseases.  Living  indoors  in  still,  hot, 
and  dry  air  decreases  our  resistance  to  these 
diseases.” 

What  is  this  thing  called  humidity  that 
seems  to  be  so  important?  Where  does  it 
come  from  and  where  does  it  go?  In  our 
atmosphere  all  gasses,  with  one  exception. 


are  staple  and  constant — always  in  the  same 
place  and  in  the  same  proportion.  Oxygen 
is  always  21  per  cent  and  nitrogen  78  per 
cent.  The  one  exception  is  water  vapor  or 
humidity.  In  Death  Valley  the  atmosphere 
may  be  dry  enough  to  crack  our  skin — in 
London  moist  enough  to  soak  our  clothes. 
Yet  the  constituents  of  the  air  are  the  same 
in  both  places,  excepting  the  humidity.  To 
quote  David  Brunt,  Superintendent  of  the 
Army  Meteorological  Service:  “It  is  scarce- 
ly possible  to  over-estimate  the  importance 
of  water  vapor  in  the  atmosphere.  Its  ever- 
changing  amount  causes  the  medium  in 
which  the  weather  develops,  to  be  ever 
changing  its  composition  and  physical  prop- 
erties.” 

From  the  beginning  of  time  water  vapor 
has  evaporated  from  the  ocean,  lakes, 
rivers,  and  the  earth.  Lighter  than  air.  the 
water  vapor  rises  until  it  reaches  the  dew 
point  or  air  cold  enough  to  condense  it.  It 
is  then  precipitated  as  rain,  snow,  sleet,  hail, 
or  dew.  It  forms  clouds,  mists,  and  fogs. 

Every  second  the  rivers  of  North  and 
South  America  alone  pour  into  the  ocean 
60,000,000  gallons  of  water.  Every  second 
throughout  the  world  16,000,000  tons  of 
water  are  precipitated  upon  the  earth. 
Every  drop  has  gone  through  the  same 
process — evaporation,  condensation,  and 
precipitation.  Since  the  beginning  of  time 
not  an  extra  drop  has  been  created  nor  one 
particle  lost.  When  it’s  a liquid — we  know 
its  value.  As  a solid — we  utilize  it.  As  a 
gas — we  ignore  it. 

In  one  form  or  another  we  eat,  drink, 
breath,  or  absorb  it.  It  is  the  largest  con- 
stituent of  our  bodies  and  of  its  importance 
there  is  no  doubt.  One  may  go  weeks  with- 
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out  food  but  only  a matter  of  days  without 
water.  Yet  what  definite  fact  do  we  know 
of  water  vapor  as  it  affects  the  human 
body?  That  our  organs  should  function 
properly  as  far  as  the  atmosphere  is  con- 
cerned, three  things  are  considered — tem- 
perature, air  movement  and  humidity.  Tem- 
perature we  understand.  We  increase  or 
diminish  of  it  at  will.  We  have  instruments 
to  measure  it.  We  know  how  many  de- 
grees it  takes  to  make  us  comfortable.  We 
have  certain  stated  points  such  as  absolute 
zero,  zero,  freezing,  normal,  and  boiling. 
Likewise  with  the  air  movement.  We  create 
artificial  drafts.  We  open  the  windows  or 
doors  and  create  a circulation.  Just  as  we 
have  certain  well  known  points  in  tem- 
perature, so  certain  movements  of  the  air 
have  designated  names.  Less  than  one  mile 
an  hour  is  a calm.  Four  to  seven  miles  is  a 
slight  breeze.  Twenty-five  to  thirty-one  is 
a strong  breeze.  Seventy-five  is  a hurri- 
cane. 

These  things,  temperature  and  air  move- 
ment, are  understood.  But  what  about  hu- 
midity, the  third  necessary  factor  for  our 
well-being?  There  are  three  classifications: 
namely,  saturated  air,  relative  humidity,  and 
absolute  humidity.  The  first,  saturated  air, 
is,  as  the  name  infers,  air  that  can  contain 
no  more  moisture.  Relative  humidity  is  the 
percentage  of  water  vapor  as  compared  with 
the  amount  that  the  air  can  hold.  Absolute 
humidity  is  the  quantity  of  actual  water  in 
the  air  as  expressed  in  grains.  Thus  a cubic 
foot  of  air  saturated  at  70  degrees  F.  would 
contain  7.98  grains  of  actual  water.  If  it 
were  half  saturated  it  would  be  50  per  cent 
relative  humidity  and  would  contain  3.99 
grains  of  actual  water,  or  the  absolute  hu- 
midity. These  terms  as  applied  therapeu- 
tically mean  practically  nothing.  Yet  it  has 
been  stated  that  humidity  is  of  the  utmost 
importance. 

Upon  entering  a patient’s  room,  the  tem- 
perature immediately  is  noted.  A thermom- 
eter is  inspected  and  directions  given  to 
keep  the  room  at  a designated  degree.  The 
stagnant,  stale,  or  fresh  air  is  recognized 
and  directions  given  to  open  a window  or 
close  a door,  or  perhaps  to  start  the  electric 
fan.  But  what  about  the  third  element  in 


this  trinity — the  ever-present,  ever-chang- 
ing humidity?  What  about  the  dry,  crack- 
ing membranes  in  the  bronchial  tubes  of  an 
acute  bronchitis?  As  far  as  one  knows  the 
patient  may  be  breathing  air  drier  than  the 
desert.  How  much  moisture  do  we  need  for 
healthful  conditions?  A review  may  recall 
what  we  know.  Sixty-five  to  70  per  cent 
of  our  body  is  water.  According  to  Gamble 
of  Harvard  it  enters  from  the  small  intes- 
tine and  is  stored  in  three  compartments 
from  which  they  take  the  names — vascular 
fluid,  interstitial  fluid,  and  the  intercellular 
fluid — the  last  being  the  store-house. 

Making  allowances  for  varying  condi- 
tions, we  lose  in  24  hours  about  45  ounces 
of  water  from  the  kidneys,  16  ounces  from 
exhalation,  and  16  to  80  ounces  by  transpira- 
tion and  perspiration,  the  last  depending  up- 
on whether  we  are  at  rest  or  active.  In  all, 
it  amounts  to  about  90  ounces.  To  replen- 
ish this  loss  we  take  in  about  24  ounces  of 
water  daily  with  our  solid  food  and  4 to  6 
ounces  with  inspiration,  altogether  about  30 
ounces.  The  balance  of  60  ounces  neces- 
sary to  function  properly  must  be  supplied 
by  drinking.  But  what  of  the  loss  by  respira- 
tion and  sweating?  This  is  controlled  to  a 
great  extent  by  the  humidity  in  the  air,  gov- 
erned by  the  temperature.  The  drier  it  is 
the  more  we  lose  by  sweat.  In  saturated  air 
we  evaporate  practically  nothing.  The  same 
applies  to  respiration.  The  balanced  budget 
of  fluid  in  the  body  is  disturbed  and  must 
be  adjusted. 

Fifteen  thousand  feet  up  in  the  Andes 
Mountains  the  Cholo  Indians  have  a chest 
10  per  cent  broader  than  ours  and  a dia- 
phram  almost  flat.  Thus  nature  has  ar- 
ranged a store  house  for  the  diminished 
oxygen.  We  of  the  Caucasian  race  absorb 
about  57  per  cent  of  the  possible  sun's  en- 
ergy. In  the  tropics  nature  has  so  pig- 
mented the  negro  that  he  absorbs  84  per 
cent.  This  heat  so  stimulates  the  sweat 
glands  that  he  is  able  by  evaporation  to 
work  in  the  intense  heat.  Nature  has  ac- 
commodated physical  conditions  to  the  at- 
mosphere. Just  so  man  too  creates  an  at- 
mosphere most  favorable  to  him.  If  it's  too 
cold,  he  heats  the  air;  if  too  hot,  he  cools 
it;  if  it’s  stale  and  stagnant  he  starts  a fan 
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or  raises  a window.  But  the  ever-present, 
ever-changing  humidity  he  ignores. 

Let  us  compare  the  temperature  and  hu- 
midity of  various  cities,  taking  in  as  diversi- 
fied territory  as  necessary. 


ANNUAL  AVE. 

AVE.  REL. 

TEMP. 

HUMIDITY 

Degrees 

Per  cent 

Denver 

....  50.1 

53 

El  Paso 

63.5 

40 

Jacksonville 

69.3 

79 

Boston 

49.4 

72 

Chicago 

51 

70 

In  warm  and  dry  climates  there  is  little 
bronchitis.  Yet  authorities  send  patients 
for  this  condition  to  such  diversified  cli- 
mates as  the  Adirondacks,  Virginia  Hot 
Springs,  Ashville,  Atlantic  City,  Florida, 
Colorado,  Wyoming,  Arizona,  and  the 
White  Mountains.  With  attention  to  heat 
and  our  increasing  knowledge  of  humidity, 
proper  indoor  conditions  can  be  made  at 
home.  Heating  and  ventilating  engineers  (it 
should  have  been  physicians)  have  stated 
that  the  most  satisfactory  condition  results 
from  a temperature  of  68  to  70  degrees,  and 
a relative  humidity  from  50  per  cent  to  60 
per  cent.  As  stated  previously,  last  winter’s 
survey  of  eighteen  homes  and  twelve  apart- 
ment houses  gave  a humidity  of  from  12  per 
cent  to  18  per  cent.  Breathing  this  dry  air 
in  homes  and  offices,  the  nose,  throat  and 
bronchial  tubes  are  dried,  cracked,  and  irri- 
tated by  lack  of  moisture.  One  then  goes 
out  into  a humidity  of  60  or  80  per  cent  and 


wonders  why  he  is  susceptible  to  colds. 

Having  humidity  in  a house  does  not  mean 
a few  dishes  of  water  here  and  there.  The 
air  takes  more  moisture  from  our  bodies 
than  it  gets  from  these  pans  of  water.  It 
means  gallons  and  not  ounces.  It  means 
that  a room  ten  feet  square  needs  almost  a 
gallon  and  a half  of  water  each  twenty-four 
hours.  An  average  six-room  house  in  the 
winter  will  take  eight  gallons  of  water  each 
twenty-four  hours  to  humidify  it  properly. 
With  the  aid  of  the  hygrometer,  the  hu- 
midity may  be  determined  in  a few  minutes. 
Humidity  tables  and  comfort  charts  may  be 
found  in  most  books  on  meteorology.  That 
this  subject  may  be  given  due  importance, 
may  I quote  Dr.  Ellsworth  Huntington,  well- 
know  climatologist  of  Yale  University: 

“Air  moisture  is  just  about  as  important 
to  our  health  as  air  temperature.  The  ideal 
weather  condition  is  an  average  temperature 
of  64  degrees  F.  and  a mean  relative  hu- 
midity of  80  per  cent.’’  Continuing,  he 
draws  this  conclusion:  “In  our  hospitals  and 
sick  rooms  we  are  killing  thousands  of  peo- 
ple each  winter  because  we  keep  the  air  as 
dry  as  that  of  the  desert  and  at  the  same 
time  we  are  filling  our  hospitals  by  keeping 
our  homes  too  dry.’’ 

We  cannot,  as  nature  has  done  in  high 
altitudes  and  the  tropics,  suit  the  individual 
to  the  climate.  But  we  can,  with  our  in- 
creasing knowledge,  suit  the  climate  to  the 
individual  by  humidifying  our  homes. 


FIFTEEN  YEARS  OF  COUNTRY  PRACTICE* 

W.  B.  HARDESTY,  M.D. 

BERTHOUD 


Early  in  the  year  of  1920,  Dr.  George 
Blumer  of  New  Haven,  Conn.,  published  an 
article  in  American  Medicine  entitled  “The 
General  Practitioner's  View  of  the  Defects 
of  Medical  Education,”  wherein  he  classi- 
fied and  analyzed  the  criticisms  of  a num- 
ber of  general  practitioners.  Appended  to 
his  paper  was  an  analysis  of  1900  diagnoses 
furnished  by  these  practitioners  from  vari- 
ous parts  of  the  country.  Each  practitioner 
furnished  the  diagnoses  in  approximately 

'Read  before  the  Sixty-third  Annual  Session  of 
the  < 'clc?ado  State  Medical  Society  at  Colorado 
Springs.  September  14,  1933. 


200  consecutive  cases.  The  writer  of  this 
paper  happened  to  be  one  of  these  general 
practitioners  who  supplied  the  cases,  and 
since  then  he  has  had  in  mind  this  paper. 

It  is  my  desire  to  present  data  gathered 
from  a period  of  fifteen  consecutive  years 
of  the  practice  of  medicine  in  the  country, 
where  medicine  is  more  of  an  art  than 
a science  because  of  the  lack  of  ready  ac- 
cess to  the  specialist,  the  hospital,  and  well- 
equipped  laboratories.  It  covers  the  work 
done  in  the  years  between  1917  and  1933 
in  a community  with  a population  of  ap- 


November,  1933 


421 


proximately  2,000 — 800  of  it  is  in  town  and 
the  remainder  in  the  rural  district. 

Table  I represents  analysis  of  all  the  work 
done,  and  Table  II  represents  work  done 
on  children.  Where  possible  I have  tried 
to  separate  the  work  done  on  children  to 
determine  what  per  cent  of  all  work  it  was 
and  am  giving  a separate  analysis  of  this 
work.  They  are  listed  in  the  order  of  their 
frequency,  and  many  of  them  are  not  scien- 
tific terms.  Perhaps  a word  of  explanation 
would  help  clarify  some  of  these  general 
diagnoses.  “Acute  respiratory  infections’ 
constitute  approximately  10  per  cent  of  all 
cases.  “Throat  infections  include  all  in- 
fections limited  to  the  tonsil  fossa,  pharynx, 
and  larynx,  and  no  attempt  was  made  to 
emphasize  the  occurrence  of  diphtheria  or 
any  other  specific  infections  in  the  throat. 
“Mouth  infections’  include  infected  teeth 
and  mucous  membranes  of  the  mouth.  Un- 
der “sinus  infection’  are  listed  those  that 
required  definite  sinus  treatment.  “Gastro- 
intestinal diseases  form  nearly  10  per  cent 
of  all  cases  and  include  all  conditions  of 
that  nature  not  listed  below.  Under  “mis- 
cellaneous ill-defined  conditions”  are  in- 
cluded cases  of  neurasthenia.  Under  the 
heading  “various  minor  accidents'  are  in- 
cluded abrasions,  sprains,  bruises,  cuts,  et 
cetera,  not  included  under  special  headings. 
“Dislocations’  refers  to  those  which  are 
not  complicated  by  a fracture.  Under 
“back  strain’  are  listed  those  of  acute  or 
chronic  nature. 

“X-ray”  was  included  in  this  list  to  de- 
termine how  much  help  it  has  been  to  me. 
By  request,  “general  anesthetics’  were  in- 
cluded as  well  as  “life  insurance.”  In  the 
“obstetrical”  work  we  had  one  maternal 
death  due  to  broken  compensation  of  the 
heart,  three  months  duration.  Fetal  deaths 
were  nineteen,  of  which  two  were  sup- 
posedly pituitary,  three  from  forceps,  two 
from  breech,  three  premature,  and  in 
seven  no  cause  was  given.  Forceps  were 
applied  in  five  cases  only,  three  of  these 
with  the  advice  of  a consultant  and  with 
death  of  the  child.  Two  face  presentations 
were  spontaneous  and  resulted  in  death  of 
the  child.  There  were  two  deaths  with  con- 
genital defects.  Six  sets  of  twins  were 


noted.  Under  "female  pelvis  are  listed 
those  findings  which  are  peculiar  to  the  sex 
only.  “Dysmenorrhea”  is  a term  loosely 
used  and  it  aims  to  cover  all  the  diagnoses 
not  included  in  the  other  classifications. 
Under  “cystitis  is  included  all  cases  with 
urinary  symptoms  except  those  of  nephritis, 
renal  calculus,  and  gonorrhea.  A small  per 
cent  of  diagnoses  of  “influenza  is  probably 
due  to  the  writer’s  susceptibility  to  the  in- 
fection. “Vaccination  (small  pox)”  was  in- 
cluded for  curiosity.  “Minor  external  infec- 
tions” include  those  of  wound  infections  and 
all  others  not  listed  under  other  headings. 
“Operations”  were  listed  separately  in  or- 
der to  bring  out  the  per  cent  of  tonsillecto- 
mies. Under  “boils,  abscesses,  and  car- 
buncles are  included  those  abscesses  which 
were  treated  under  local  anesthesia.  The 
“consultations”  listed  were  at  my  request. 
“Burns”  were  those  which  required  special 
treatment  for  burns.  “Typhoid  fever”  and 
“small  pox”  were  listed  separately  from  the 
other  exanthemata  for  emphasis.  Under 
“heart  diseases”  are  all  forms  of  carditis. 
Under  “no  diagnosis  are  listed  those  cases 
where  no  satisfactory  diagnosis  could  be 
made,  after  consultation  or  after  the  usual 
method  of  examination.  Under  “arterio- 
sclerosis” were  listed  those  with  symptoms 
referable  to  the  sclerosis.  All  the  “typhoid' 
cases  were  found  in  the  first  six  years;  most 
of  them  were  along  a stream  that  carried 
the  untreated  sewage  of  the  town. 

Under  “acute  respiratory  infections”  in 
adults,  coryza  predominated,  while  in  chil- 
dren it  was  slightly  less,  because  acute  re- 
spiratory infections  in  children  are  often 
neglected  until  they  become  bronchitis. 
“Pneumonia”  was  listed  separately  from  the 
acute  infections  for  comparison. 

TABLE  I 

DIAGNOSES  IN  ADULTS  AND  CHILDREN 
COMBINED 

Acute  respiratory  infections  ....  1610 

Coryza  1094 

Cough  516 

Gastro-intestinal  diseases,  including  disorders 

in  infant  feeding  ....  1192 

Accidents  (minor)  1054 

Life  insurance  880 

Miscellaneous  ill-defined  conditions  of  weak- 
ness, cachexia,  body  tone,  exhaustion,  as- 
thenia, et  cetera  794 

Ali  throat  infections,  including  tonsillitis ....  644 
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Skin  diseases  572 

Moles  and  warts  ...  110 

Eczemas  ...  ...  67 

Impetigo  67 

Scabies  62 

Weed  poison  53 

Hives  40 

Shingles  40 

Acne  35 

Indefinite  epidermophytosis  22 

Obstetrics  503 

Female  pelvis  ...  ....  465 

Dysmenorrhea  259 

Leucorrhea  ...  ...  97 

Cervical  erosion  .... 67 

Pelvic  infection  (indefinite) 52 

Cystitis  396 

Eyes  (foreign  body  and  infection)  395 

Influenza  395 

Diseases  of  the  ear... 353 

Vaccination  (small  pox)  ....  337 

Minor  external  infections  323 

Operations  247 

Major  85 

Minor  - 55 

Tonsillectomy  72 

Mouth  infections  other  than  throat  ....  244 

Boils,  abscesses,  and  carbuncles  ...  228 

Liver,  gall  bladder,  and  jaundice  ....  214 

Fractures  208 

Rib  ....  ....  52 

Forearm  ...  45 

Finger  17 

Clavicle  13 

Nose  12 

Leg  _ 12 

Arm  10 

Elbow  10 

Dislocations  6 

Hip  4 

Hand  _. ...  3 

Head  3 

Thigh  ....  3 

Foot  2 

Spine  1 

Consultations  ...  386 

Back  strain  (lumbar  and  sacro-iliac)  191 

Burns  176 

Exanthemata,  excepting  typhoid  and  small  pox  157 

Neuralgia  .. 127 

X-ray  124 

Sinus  infections  99 

Rheumatism  ....  97 

Chorea  ....  7 

Heart  diseases  93 

Appendicitis  85 

Deaths  .. 85 

Hemorrhoids  79 

No  diagnosis  78 

Anesthesia  (general)  69 

Arteriosclerosis  ....  ....  67 

Pneumonia  (all  forms)  ....  64 

Goitre  (toxic)  52 

Male  4 

Female  48 

Nephritis  45 

Abortion  45 

Tuberculosis  40 

Urethritis  (gonorrheal)  37 

Ulcers  of  leg  31 

Endocrine  29 

Corns  25 

Renal  colic,  including  calculus  19 

Neuritis  16 

Menopause  ....  16 

Malignant  growths  ....  ...  15 

Asthma  ....  14 


Inguinal  hernia  12 

Peptic  ulcer  1 1 

Typhoid  fever  11 

Syphilis  .._ 8 

Cerebral  hemorrhage  ....  8 

Small  pox  __ ... 7 

Hysteria  7 

Diabetes  5 

Anemia  (primary)  ....  3 

TABLE  II 


DIAGNOSES  IN  CHILDREN 
Gastro-intestina!  diseases,  including  disorders 

in  infant  feeding  598 

Acute  respiratory  infections  ....  561 

Coryza  279 

Cough  282 

Miscellaneous  ill-defined  conditions  of  weak- 
ness, poor  appetite,  exhaustion,  cachexia, 

et  cetera  224 

All  throat  infections,  including  tonsillitis  214 


Ears  (ache)  

Ears  (paracentesis)  ... 

Enuresis  

Mouth  infections  including  teeth 

Accidents  (minor)  

Eyes  (foreign  body  and  infection) 

Influenza  

Minor  external  infections 

Exanthemata  

Fractures  

Operations  _.. ... 

Major  

Minor  

Tonsillectomy  

Heart  diseases  


207 

72 

88 

87 

84 

74 

70 

55 

44 

33 

35 


7 

2 

26 


- 24 

E czema  24 

Pneumonia  21 

Appendicitis  15 

Burns  .....  15 

Boils  14 

Jaundice  12 

Endocrine  10 

Rheumatism  9 

Chorea  7 

I mpetigo  8 

No  diagnosis  6 

Nephritis  4 

Typhoid  3 

Poliomyelitis  ....  2 

The  data  constitutes  an  analysis  of  over 
13,000  diagnoses  and  other  phases  of  prac- 
tice, such  as  x-ray,  anesthetics,  deaths,  et 
cetera.  An  attempt  was  made  to  limit  each 
consultation  to  one  diagnosis.  On  account 
of  lack  of  facilities  for  making  diagnoses, 
many  of  these  were  withheld  until  after 
treatment. 


A critical  analysis  of  the  above  tables 
will  be  that  of  a typical  cross-section  of  the 
general  practice  of  medicine  as  it  is  seen 
in  the  country.  One  notes  instances  of  the 
majority  of  morbid  conditions  to  which  hu- 
man flesh  is  heir.  To  have  administered 
thereto  for  many  years,  and  under  the  limi- 
tations of  rural  handicaps,  constitutes  a 
story  of  trials  and  satisfactions  which  my 
city  colleagues  must  have  been  denied. 
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PELLAGRA  IN  COLORADO* 

WILFRED  S.  DENNIS,  M.D. 
DENVER 


Seven  cases  of  pellagra  seen  in  Denver 
are  reported  briefly.  Three  occurred  in 
private  practice,  and  the  remainder  were 
observed  in  the  wards  of  the  Denver  Gen- 
eral Hospital.  Following  a report  of  six  of 
these  cases  at  a meeting  of  the  Denver 
County  Society  last  winter,  the  author  was 
advised  of  the  occurrence  of  several  other 
cases  in  this  locality.  Undoubtedly,  there 
are  a few  cases  to  be  observed  at  almost 
any  time  in  a territory  the  size  of  this  state. 
The  fact  that  six  of  the  seven  cases  were 
seen  during  1932-1933  suggests  the  advisa- 
bility of  reviewing  the  subject  and  calling 
the  attention  of  the  profession  to  an  inter- 
esting problem. 

Pellagra  is  described  as  an  endemic  dis- 
ease characterized  by  a dermatitis  beginning 
as  a bilateral,  symmetrical  erythema  on  the 
exposed  surfaces  of  the  body,  particularly 
the  hands.  There  is  desquamation,  thicken- 
ing, and  atrophy,  and  the  accumulation  of 
pigment.  The  mucous  membranes  of  the 
mouth  and  vagina,  the  surface  of  the 
tongue,  and  the  digestive  tract  all  take  part 
in  the  irritation,  and  diarrhea  is  a common 
accompaniment,  particularly  early.  There 
occur  also  certain  nervous  and  psychic  phe- 
nomena, ranging  from  slight  confusion  and 
depression  to  complete  dementia.  Appar- 
ently this  disease  has  been  seen  at  some 
time  in  most  parts  of  the  world,  and  doubt- 
less, prior  to  its  better  understanding,  it  fre- 
quently had  been  diagnosed  as  some  unus- 
ual form  of  syphilis,  malaria,  tuberculosis, 
hook-worm,  or  as  a mental  disease. 

As  early  as  1600,  attention  was  called 
to  a peculiar  malady  with  which  the  Ameri- 
can Indians  were  afflicted  which,  in  an  in- 
complete way,  resembled  pellagra.  It  was 
thought  to  be  associated  with  the  use  of 
corn,  an  important  article  of  their  diet. 
Some  hundred  years  later,  coincidental  with 
the  introduction  into  Spain  of  corn  as  an 
article  of  diet,  cases  resembling  pellagra 
are  reported.  At  the  time  the  Declaration  of 

*Dr.  Dennis  has  an  extensive  reference  list 
upon  Pellagra.  It  will  gladly  be  supplied  upon 
request. 


Independence  was  signed,  the  Venetian  au- 
thorities were  prohibiting  the  sale  of  spoiled 
or  tainted  corn  in  hopes  of  checking  the 
ravages  of  this  malady  which  they  felt  to  be 
directly  associated  with  corn  as  an  article 
of  diet.  Early  in  the  nineteenth  century, 
pellagra  appeared  in  France  and  was  a 
matter  of  considerable  concern  for  some 
sixty  years,  after  which  it  seems  to  have 
receded  rapidly.  In  England  it  has  never 
been  a serious  problem.  In  Yucatan,  some 
fifty  years  ago,  a crop  failure  made  it  im- 
perative to  import  food.  One  of  the  prin- 
cipal articles  brought  in  was  corn  shipped 
as  ballast  from  American  ports.  Because 
of  the  exposure  of  the  corn  to  heat  and 
moisture  it  was  really  unfit  for  food,  but  so 
severe  was  the  famine,  that  it  was  dis- 
pensed to  the  poorer  classes  with  resulting 
illness  and  great  numbers  of  pellagrins.  The 
pellagra  subsided  with  the  gradual  improve- 
ment in  foods  and  then  reappeared  ten  years 
later  when  it  became  necessary  to  repeat 
the  same  procedure.  By  the  close  of  1907, 
10  per  cent  of  the  inhabitants  were  the  vic- 
tims of  pellagra.  In  the  United  States  dur- 
ing the  Civil  War,  and  particularly  in  An- 
dersonville  and  Libby  Prisons,  many  of  the 
deaths  have  been  attributable  to  pellagra. 
Corn  again  figured  as  the  main  article  of 
diet.  By  1909  pellagra  had  become  a seri- 
ous problem  in  the  South,  where  as  a matter 
of  fact,  it  still  constitutes  a major  health 
problem.  Since  then  we  have  heard  re- 
peatedly of  the  diet  of  corn  bread,  sugar 
cane,  and  pork. 

The  specific  cause  of  pellagra  is  not 
known  and  has  furnished  the  material  for 
much  speculation.  For  years  it  was  taught 
to  be  intimately  associated  with  corn  or 
maize,  particularly  stale  or  spoiled  corn 
bearing  some  specific  infection,  and  Niles, 
from  whom  the  brief  historical  data  were 
drawn,  states  that  to  weave  a history  of 
pellagra  without  encountering  the  visage  of 
maize  seems  almost  impossible.  Following 
the  appearance  of  pellagra  in  endemic  form 
through  the  South,  concensus  of  opinion  led 
to  the  assumption  that  any  exclusive  carbo- 
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hydrate  diet,  and  particularly  cane  sugar, 
would  tend  to  the  development  of  this  syn- 
drome. This  idea  was  given  considerable 
impetus  when  Goldberger  produced  six 
cases  of  pellagra  from  a total  of  eleven 
convicts  in  the  Mississippi  State  Peniten- 
tiary by  feeding  a dominantly  carbohydrate 
diet,  free  from  animal  protein,  and  made  up 
principally  of  white  flour,  corn  meal,  corn- 
starch, white  rice,  cane  sugar,  cane  svrup, 
sweet  potatoes,  et  cetera.  He  concluded 
that  pellagra  was  caused  by  amino-acid  de- 
ficiency. faulty  mineral  supply  or  constitu- 
tion, and  an  as  yet  unknown  (vitamin)  fac- 
tor. Several  years  later,  while  working 
with  others,  Goldberger  came  to  the  more 
definite  conclusion  that  the  primary  dietary 
defect  related  to  pellagra  was  a deficiency 
in  a factor  designated  as  P.  P.,  or  the  pel- 
lagra preventive,  found  where  vitamin  B 
is  normally  present — i.  e.,  in  beef  muscle, 
wheat  germ,  tomatoes,  cowpeas,  and  yeast. 
Jobling,  however,  did  not  feel  that  the  ex- 
periments of  Goldberger  necessarily  dis- 
prove the  possibility  that  pellagra  may  be 
due  to  an  infectious  agent,  largely  because 
of  the  known  effect  of  a high  carbohydrate 
diet  on  the  intestinal  flora.  Nor  does  he 


Typical  gauntlet  skin  lesions  with  deep  pigmenta- 
tion and  considerable  desquamation.  From 
Case  1. 


subscribe  to  the  theory  that  pellagra  is  es- 
sentially a deficiency  disease  in  the  same 
sense  as  beriberi  or  scurvy.  He  was  able 
to  isolate  a fluorescent  fungus  from  the  in- 
testinal tracts  of  individuals  with  pellagra, 
not  found  in  non-pellagrous  controls,  and 
felt,  as  a result,  that  the  production  and  ab- 
sorption of  photo-sensitive  substances 
formed  by  flora  on  a favorable  medium  is 
an  essential  part  of  the  etiology  of  pellagra. 
Prior  to  this  report  of  Jobling’s,  the  Thomp- 
son Pellagra  Commission  had  studied  the 
epidemiology  of  a large  group  of  cases  of 
pellagra  in  South  Carolina,  and  found  that 
from  the  time  of  their  observations  practical- 
ly all  the  new  cases  of  pellagra  in  that  com- 
munity developed  while  the  person  was  re- 
siding in  the  same  house  with,  or  next  door 
to,  a pellagrin  in  the  active  stage  of  the 
disease,  or  within  six  months  after  such  an 
exposure.  It  was  further  noted  that  after 
the  installation  of  a proper  sewage  system, 
the  spread  of  the  disease  was  almost  entirely 
arrested.  Harris  believes  that  the  soil,  re- 
ferring to  the  medium  in  the  intestines,  is 
prepared  for  infection  by  high  carbohydrate 
diets,  particularly  cane  sugar  products,  and 
that  this  unknown  infection  is  the  essential 
etiological  factor  in  pellagra.  He  infers  that 
the  lack  of  such  an  infectious  agent  explains 
the  absence  of  pellagra  in  the  war-torn  coun- 
tries of  Europe  where,  during  the  World 
War,  a large  percentage  of  the  population 
had  been  existing  on  a high  carbohydrate 
diet. 

In  spite  of  the  apparent  contradictions  in 
the  opinions  of  various  investigators  in  this 
field,  one  can  see  at  a glance  that,  after  all, 
these  various  factors  may  be  closely  related. 
Unbalanced  diets,  whether  due  to  willful 
and  self-imposed  restrictions,  or  because  of 
obstructive  or  other  lesions  of  the  digestive 
tract  interfering  with  normal  food  intake, 
also  unfavorable  economic  conditions  affect- 
ing food  consumption,  can  lay  the  founda- 
tion for  changes  in  the  intestinal  medium 
making  it  possible  for  flora  to  change  as 
Jobling  suggests,  or  for  some  definite  infec- 
tion of  a contagious  nature  to  secure  a foot- 
hold. However,  it  is  difficult  to  explain  on 
any  grounds  the  occurrence  of  isolated  pel- 
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lagra  on  seemingly  normal  diets,  and  such 
cases  apparently  do  occur. 

CASE  1 

An  undersized,  undernourished,  white  female 
of  22  years  was  seen  first  in  1925  because  of 
weight  loss,  anorexia,  nausea  and  vomiting,  weak- 
ness and  insomnia.  She  had  developed  very  defi- 
nite notions  about  what  she  could  eat  and  had 
been  in  the  hospital  on  three  subsequent  occa- 
sions for  the  same  complaints.  On  the  last  visit 
to  the  hospital,  September,  1929,  she  was  having 
diarrhea  and  mild  though  definite  mental  dis- 
turbances. She  returned  home  after  forced  feed- 
ings and,  having  failed  to  improve,  was  finally 
admitted  to  the  Colorado  General  Hospital  in 
December,  1929,  after  having  been  found  in  a tree 
garbed  only  in  her  night  dress.  At  this  time  she 
had  widespread  skin  lesions  including  elbows, 
shoulder  blades,  and  buttocks,  as  well  as  the  usual 
symmetrical  dermatitis  of  the  hands  and  collar- 
like lesions  of  the  neck.  Apparently  she  had  been 
suffering  from  the  early  manifestations  of  pel- 
lagra in  September,  but  they  were  not  recog- 
nized. Appropriate  treatment  resulted  in  com- 
plete relief  and  a year  ago  I had  a card  from 
her  saying  that  she  was  well  and  working  after 
a period  of  invalidism  extending  over  five  years. 

CASE  2 

A white  male  67  years  of  age  was  seen  at  the 
Denver  General  Hospital  in  March,  1932.  Com- 
plaint, digestive  disturbances  and  increasing 
jaundice  for  six  weeks.  Six  months  earlier,  hands 
had  begun  to  burn  and  itch  followed  shortly  by 
a similar  condition  of  the  face  and  neck.  At 
about  this  time  he  had  some  irregular  diarrhea. 
When  first  seen  there  was  gauntlet  pigmentation 
on  backs  of  hands  and  wrists  with  areas  of 
atrophy.  Neck  and  face,  also  deeply  pigmented. 
He  had  been  eating  doughnuts  and  hot  cakes 
with  syrup  for  a year  or  more  as  his  principal 
diet.  He  was  treated  symptomatically  as  a 
malignancy,  dying  two  months  after  admission. 
There  was  little  change  in  the  manifestations  of 
pellagra.  Autopsy  showed  chronic  cholelithiasis, 
obstruction  of  common  duct  with  a calculus,  and 
a purulent  cholangitis. 

CASE  3 

A colored  female  48  years  of  age  was  admitted 
to  the  Denver  General  Hospital  April,  1932,  in 
coma.  There  were  acute  lesions  of  butterfly 
shape  over  nose  and  cheeks,  glove-like  acute 
lesions  of  backs  of  hands  and  wrists,  and  inflam- 
mation of  lips,  tongue,  and  gums.  Diarrhea.  The 
head  was  retracted  and  the  skeletal  muscles 
spastic.  Pulse,  rapid.  Temp.,  104.5.  Spinal  fluid, 
under  pressure,  increased  cells,  no  organisms. 
Leucocyte  count,  normal.  Died  forty-eight  hours 
later.  History  of  alcoholism.  Autopsy  showed 
only  the  presence  of  many  petechial  hemor- 
rhages throughout  the  white  matter  of  the  brain. 

CASE  4 

White  female  of  72  years  referred  by  Dr.  Ken- 
nedy, Limon,  May,  1932,  gave  a history  of  acute 
gall-bladder  colic  four  years  ago  and  gaseous 
indigestion  for  years.  For  two  months,  steady 
weight  loss  incident  upon  vomiting  of  meals. 
Ten  days  before  coming  to  Denver  the  tongue 
became  very  sore  and  a discoloration  occurred 
on  the  backs  of  the  hands  with  burning  and  itch- 
ing. Slight  diarrhea.  On  examination,  the  backs 
of  the  hands  were  purplish  and  swollen,  tender 
to  touch  with  beginning  fine  desquamation.  The 
discoloration  was  sharply  demarkated  between 
the  fingers — resembling  a severe  sunburn.  The 
mucous  membranes  of  the  mouth  and  vagina  were 


red  and  inflamed  and  those  of  the  rectum  con- 
gested. X-ray  demonstrated  obstruction  just  be- 
yond the  duodenal  cap.  After  several  days  prep- 
aration, Dr.  H.  R.  McKeen  opened  the  abdomen 
and  performed  a gastro-enterostomy.  There  were 
heavy  adhesions  between  the  gall-bladder  and 
duodenum.  A small  gland  removed  showed  ma- 
lignancy. Three  days  postoperative,  patient  be- 
came irrational  and  died  exhausted  seven  days 
later. 

CASE  5 

Mexican  male  of  68  years,  admitted  to  Denver 
General  Hospital  July,  1932,  He  had  been  found 
starving  in  a shack  down  along  the  Platte  river. 
Typical  skin  lesions  of  pellagra  showed  on  hands 
and  face.  He  died  two  days  later.  Autopsy  re- 
vealed an  obstructing  carcinoma  of  the  pyloric 
region  of  the  stomach. 

CASE  6 

White  male  of  67  years  admitted  to  Denver 
General  Hospital  in  May,  1933,  presented  sore 
mouth  and  tongue  and  a recent  dermatitis  of  the 
backs  of  both  hands  and  neck.  Except  for  a 
greatly  reduced  food  ration,  which  had  not  been 
dominantly  carbohydrate,  there  was  no  history 
of  a contributing  factor,  the  patient  stating  that 
he  had  been  enjoying  good  health.  After  a few 
weeks  on  appropriate  diet  he  was  allowed  to 
leave  the  hospital  much  improved  in  the  external 
manifestations  of  pellagra. 

CASE  7 

White  male  52  years  of  age  was  referred  from 
New  Mexico,  June,  1933.  Last  November,  after 
a protracted  period  of  alcoholism,  he  was  taken 
with  diarrhea  and  redness  and  soreness  of 
hands  and  lips.  He  had  lost  weight,  was  highly 
nervous  and  easily  fatigued,  and  had  become  so 
irresponsible  that  he  was  losing  his  law  practice 
and  alienating  his  friends  by  his  unusual  conduct. 
At  time  of  examination,  backs  of  hands  were 
rough  and  scaling  with  increased  pigment  and 
areas  of  atrophy.  The  neck  was  scaley  and  pig- 
mented. There  was  much  desquamation  and  sore- 
ness of  lips.  He  had  been  receiving  opiates  in 
order  to  sleep.  Advised  of  his  condition  and  its 
probable  cause,  he  became  a very  cooperative 
patient  and  a recent  note  states  that  he  has 
gained  20  pounds  and  is  very  much  improved. 

It  will  be  noted  that  the  cases  reported 
fall  into  groups  with  a common  contributory 
factor.  For  instance,  cases  1 and  5 were 
subject  to  diet  restrictions,  one  of  the  willful 
type,  the  other  due  to  economic  factors. 
Carley  reported  a case  almost  identical  to 
case  1.  O Leary  collected  44  cases  of  pel- 
lagra in  the  Northwest,  and  divided  them 
into  six  groups,  one  of  which,  comprising 
about  half  of  the  total  cases,  was  made  up 
of  those  who  willfully  attempt  to  exist  on 
unbalanced  rations.  Cases  2,  4,  and  5,  are 
of  a type  that  have  been  reported  many 
times.  Bender  called  attention  to  pellagra 
secondary  to  obstructive  lesions  and  re- 
ported a cure  following  gastro-enterostomy 
for  obstructive  ulcer  of  the  stomach.  He 
mentions  a case  by  Rolph  associated  with 
carcinoma  of  the  stomach  and  another  by 
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Bryan  of  ulcer  in  which  an  existing  pellagra 
was  cured  by  operation.  O Leary  has  re- 
ported five  cases  of  pellagra  developing 
after,  or  concomitant  with,  lesions  of  the 
digestive  tract.  He  suggested  that  they  be 
called  “secondary  pellagra.''  Crutchfield 
analyzed  the  dermatological  lesions  of  116 
cases  of  pellagra,  and  remarks  on  the  fre- 
quency of  a contributory  factor,  and  states 
that  most  patients  give  a history  of  some 
specific  disease  suggesting  that  pellagra  is 
often  a secondary  condition.  Eighty-five 
per  cent  of  his  cases  showed  some  definite 
pathological  condition  which  might  be  con- 
sidered as  contributory,  and  in  more  than 
54  per  cent,  there  was  some  concomitant 
pathological  process  which  equalled  or  over- 
shadowed the  pellagra  syndrome.  Inci- 
dentally, he  found  but  one  instance  where 
more  than  one  case  had  occurred  in  a fam- 
ily, an  observation  for  those  who  advocate 
an  infectious  etiology  to  reconcile. 

Cases  3 and  7 were  in  alcoholics,  a cir- 
cumstance in  which  proper  food  intake  is 
very  seriously  disturbed.  Case  3 introduces 
an  interesting  finding  of  cerebral  petechia. 
Autopsies,  that  have  been  performed  at  the 
Denver  General  Hospital  on  persons  dying 
from  the  effects  of  drinking  various  alco- 
holic concoctions,  have  failed  to  establish 
any  particular  or  outstanding  pathological 
finding.  While  petechiae  have  been  seen, 
their  specific  etiology  has  not  been  estab- 
lished. Singer  and  Pollock  have  studied  the 
brains  of  fourteen  pellagrins  and  concluded 
that  pellagra  gives  rise  only  to  a central 
neuritic  reaction  in  common  with  other  in- 
toxications, and  without  evidence  of  local 
infection,  or  anything  that  could  be  inter- 
preted as  a specific  reaction  to  the  pellagra 
toxin.  Alcoholism  can  explain  the  pellagra, 
but  the  lesions  in  the  central  nervous  sys- 
tem must  be  left  without  particular  comment. 

There  has  been  a tendency  to  call  such 
cases  as  have  been  reported  “pseudo-pel- 
lagra.” It  seems  proper  to  protest  on  the 
grounds  that  as  yet  the  etiology  of  pellagra 
has  not  been  definitely  established,  and  until 
it  is,  nothing  is  gained  by  attempts  to  divide 
pellagra  from  pseudo-pellagra. 

The  correction  of  faulty  or  unbalanced 
diets  is  the  essence  of  the  treatment  of  pel- 


lagra. Where  organic  lesions  exist  surgery 
is  indicated  and  the  prognosis  is  good  pro- 
viding the  patient  is  not  of  advanced  years, 
is  not  an  alcoholic,  and  does  not  exhibit  ad- 
vanced mental  symptoms.  A diet  which 
contains  an  abundance  of  protein  is  univer- 
sally recommended — at  least  one  helping 
of  meat,  two  to  four  eggs  daily,  and  one  to 
two  quarts  of  milk.  Liver  should  always 
be  included,  and  the  pernicious  anemia  diet 
is  recommended,  also  large  quantities  of 
fruits  and  vegetables,  a moderate  amount 
of  carbohydrate,  and  the  vitamin  B rich 
yeast.  In  relation  to  diets,  it  is  interesting 
to  note  that  on  one  occasion  Greer,  and  on 
another,  Guthrie,  reported  the  appearance 
of  pellagra  following  the  institution  of  a 
ketogenic  diet  for  epilepsy.  Both  were 
promptly  relieved  by  a change  in  diet. 

While  arsenic,  particularly  in  the  form  of 
sodium  cacodylate,  has  had  wide  use  in  the 
South,  careful  observers  doubt  its  value. 
Dilute  hydrochloric  acid  may  aid  digestion 
and  improve  diarrhea.  For  the  more  violent 
diarrheas,  bismuth  and  opium  are  recom- 
mended. Sedatives  may  aid  in  the  control 
of  nervous  symptoms.  Quite  recently  Sabry 
of  Cairo,  Egypt,  has  highly  stressed  the 
value  of  sodium  thiosulphate  used  intraven- 
ously in  10  per  cent  solution.  He  believes 
that  it  neutralizes  the  toxin  of  pellagra,  and 
since  he  has  observed  the  fading  of  the  skin 
pigmentation,  deduces  that  the  pellagra 
toxin  cannot  differ  materially  from  the  moth- 
er substance  of  skin  pigment.  Smith  has 
pointed  out  that  a lack  of  cystine,  a sul- 
phur containing  amino-acid,  may  have  a 
specific  relation  to  the  etiology  of  pellagra. 
He  draws  attention  to  the  fact  that  cystine 
is  contained  in  the  foods  recommended  by 
Goldberger  as  preventives  of  pellagra,  and 
that  they  contain  cystine,  or  sulphur,  in  pro- 
portion to  their  value  as  preventives.  Since 
thiosulphate  liberates  sulphur  dioxide  in  the 
body,  Sabry’s  results  may  be  due  to  the 
effects  of  sulphur,  and  if  so,  he  is  ably  sup- 
porting the  dietery  therapy. 

Current  thought  as  to  etiology  indicates 
that  unbalanced  diets  are  of  prime  impor- 
tance, but  whether  this  accounts  for  vitamin 
deficiency,  or  a medium  for  infection,  has 
not  been  agreed  upon. 
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PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 
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Encephalitis* 

The  recent  epidemic  began  in  St.  Louis 
County,  the  first  case  being  found  on  July 
16,  with  scattering  cases  on  the  21st,  25th, 
and  27th.  These  were  all  mistaken  for  ty- 
phoid. The  summer  was  the  hottest  and 
driest  St.  Louis  had  ever  known  and  great 
swarms  of  mosquitoes  were  reported  in  every 
district,  originating  in  the  stagnant  pools 
that  were  formerly  water  courses.  Only 
5.38  inches  of  rain  fell  compared  to  the 
normal,  13  inches. 

When  examination  definitely  ruled  out 
typhoid,  several  physicians  from  St.  Louis 
who  were  asked  to  investigate,  among  these 
Dr.  Hempelmann,  prominent  St.  Louis  pedia- 
trician, immediately  diagnosed  the  disease 
as  encephalitis  although  differing  in  many 
particulars,  as  will  be  seen  below,  from  the 
type  that  has  prevailed  in  the  country  since 
1918.  From  July  16  to  October  4 there 
were  reported  in  St.  Louis  County  and  the 
city  of  St.  Louis  1,000  cases,  or  one  to  every 
one  thousand  inhabitants.  In  only  ten  in- 
stances in  the  entire  epidemic  were  there 
more  than  one  case  in  a family. 

The  epidemic  spread  along  the  main 
routes  of  travel  in  an  entirely  unknown  man- 
ner, although  mosquitoes  have  been  incrimi- 
nated from  the  first  as  vectors  of  the  dis- 
ease. This  probability  is  being  investigated 
intensively  by  all  the  health  services  of  the 
city,  state  and  federal.  All  classes  of  soci- 
ety have  been  involved;  persons  confined  to 
institutions,  who  have  never  been  out  of 
their  rooms,  have  been  stricken.  All  ages 
are  involved,  from  young  infants  to  persons 
85  years  old.  Taking  the  groups  by  decades: 

8 deaths  ner  1GO.CCO  u.n  to  40  years 
24  deaths  per  100,000  up  to  40-50  years 

52  deaths  per  100,000  up  to  50-60  years 

66  deaths  per  100,000  up  to  60-70  years 

127  deaths  per  100,000  up  to  70-80  years 

187  deaths  per  100,000  up  to  80-90  years 

♦Notes  on  St.  Douis  epidemic  of  encephalitis 
from  the  address  of  Dr.  David  P.  Barr,  Professor 
of  Medicine,  Washington  University  Medical 
School,  delivered  at  Kansas  City,  October  4,  1933, 
before  the  Eleventh  Annual  Fall  Clinic  Confer- 
ence of  the  Kansas  City  Southwest  Clinical  So- 
ciety. 


Symptoms 

In  many  there  is  a three  day  onset,  the 
temperature  reaching  105-107  degrees. 
There  is  tremor  of  the  lips,  tongue,  face  and 
hands,  exaggerated  reflexes,  a positive 
Babinski,  rigidity  of  the  neck  in  all  cases, 
bradycardia  in  many.  The  spinal  fluid  has 
been  examined  in  every  case,  the  cell  count 
averaging  208  of  which  85  per  cent  are 
lymphs.  The  pressure  and  the  sugar  are 
increased,  the  latter  running  from  40  to  136 
mg.  The  blood  examination  was  of  no  help 
in  diagnosis,  the  white  cell  count  running 
from  3,800  to  27,000,  the  average  being 
about  10,000.  The  Schilling  count  was 
normal.  The  urine  was  normal  in  some 
cases  but  in  many  there  was  a three  plus 
albumen  with  white  and  red  cells  present. 

Death  has  occurred  within  forty-eight 
hours.  In  mild  cases  the  onset  was  marked 
by  sudden  array  of  prostrating  symptoms 
such  as  vomiting,  headache,  high  temper- 
ature, great  dehydration,  a red  throat  and 
at  least  100  cells  in  the  spinal  fluid.  One- 
half  of  the  cases  have  had  a chill,  about  one- 
half  have  had  vomiting,  and  six  cases  of  300 
in  the  isolation  hospital  had  convulsions  in 
the  stage  of  invasion.  Remissions  have  been 
common.  Cerebral  involvement  has  oc- 
curred in  all  but  a very  few  cases.  There 
has  been  photophobia  in  many  and  a rigidity 
of  the  neck  in  87  per  cent;  Kernig’s  sign  in 
68  per  cent;  diplopia  fairly  common  and 
strabismus  in  only  7 per  cent.  The  Oppen- 
heim-Gordon  was  common.  The  tremor  was 
present  in  all  and  the  mental  state  varied 
with  the  case,  coma  coming  on  very  late. 
Delirium  was  as  common  as  in  alcohol 
poisoning;  there  was  slow  response  to  ques- 
tioning. In  some  there  was  a hyperglycemia 
with  a high  sugar  content  in  the  spinal 
fluid.  The  disease  may  terminate  by  crisis 
or  by  lysis  and  the  stupor  lasts  longer  than 
the  fever.  In  uncomplicated  cases  there  was 
recovery  in  from  seven  to  ten  days,  but  the 
spinal  cell  count  remained  high  even  after 
discharge. 

The  mortality  was  20  per  cent.  All  prog- 
nostic signs  failed  but  early  coma  was  a 
serious  manifestation.  Under  forty  years 
the  mortality  was  5 per  cent,  while  over 
sixty  years  it  was  60  per  cent.  Ten  per 
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cent  of  the  cases  died  without  complications. 
The  chief  complications  were  bronchitis, 
broncho-pneumonia,  lobar  pneumonia,  and 
nephritis.  In  35  per  cent  of  these  cases  the 
disease  has  been  complicated  by  pre-exist- 
ing chronic  ailments.  Where  recovery  oc- 
curred there  are  no  residuals,  at  least  90 
per  cent,  but  tremor  or  paralysis  may  per- 
sist and  delirium  may  occur  for  seven  weeks. 

Pathology 

Dr.  Margaret  Smith  found  in  the  kidney 
certain  inclusion  bodies  which,  while  sig- 
nificant, have  not  yet  been  identified.  The 
brain  shows  all  meningeal  veins  greatly  dis- 
tended; there  are  blood  cells  throughout  the 
subarachnoid  space  and  hemorrhage  in  all 
parts  of  the  brain  stem  with  round  cell  col- 
lections about  the  vessels  and  areas  of  focal 
necrosis.  The  cortex  is  not  spared  but  there 
are  no  lesions  in  the  mid-brain.  The  lungs 
frequently  show  pneumonia  of  the  hemor- 
rhagic type  found  in  “flu;”  in  the  kidney 
there  is  congestion  of  the  pelvis  and  in- 
volvement of  the  parenchyma.  Treatment 
has  thus  far  been  symptomatic. 

This  epidemic  has  been  compared  to  a 
similar  one  in  Japan  occurring  in  1924  where 
there  were  7,000  deaths  and  which  has  been 
known  as  encephalitis  B.,  to  distinguish  it 
from  encephalitis  A.,  the  common  type.  The 
Japanese  epidemic  spread  in  August  and 
September  after  a very  hot  summer;  there 
were  very  few  of  those  who  recovered  who 
remained  permanently  injured  and  only  one 
case  of  generalized  or  Parkinsonian  involve- 
ment. 


Control  of  Tuberculosis 

Notwithstanding  the  fact  that  the  dan- 
gers of  continued  massive  infection  are  gen- 
erally known  and  thoroughly  realized,  Chi- 
cago is  as  far  as  we  know  at  present  the 
only  city  or  community  in  the  world  that 
legally  enforces  protection  of  the  children, 
and  compels  isolation  of  the  non-cooperative 
infectious  case.  Smallpox  cases,  scarlet 
fever,  and  diphtheria  cases  are  isolated, 
forcibly  hospitalized  when  necessary.  The 
open  case  of  tuberculosis  alone,  the  individ- 
ual who  broadcasts  his  two  and  one-half 
million  germs  a day,  is  allowed  to  go  his 
way.  unhampered  and  unsupervised,  sowing 


in  the  highways  and  byways  his  seeds  of 
tuberculosis.  The  measures  of  control, 
which  are  administered  efficiently  and  hu- 
manely in  Chicago  are  as  follows: 

CARRIER  CONTROL  REGULATIONS 

1.  It  is  unlawful  for  the  open  case,  or  individ- 
ual with  germs  in  his  sputum,  to  reside  in  the 
same  house  with  children  under  sixteen. 

2.  To  break  the  contact,  either  the  tuberculous 
individual  or  the  child,  or  children,  must  leave 
the  home.  The  tuberculous  individual  may  go  to 
a sanatorium  or  institution,  or  reside  elsewhere 
where  there  are  no  children;  the  child  may  go 
to  a preventorium  or  reside  with  relatives  in  a 
home  where  there  are  no  tuberculosis  cases. 

3.  Forcible  hospitalization.  The  non-coopera- 
tive carrier,  or  infectious  case,  as  a last  resort, 
may  be  forcibly  hospitalized  in  an  institution. 

4.  One  hundred  infectious  cases  of  tubercu- 
losis, or  carriers,  are  housed  and  cared  for  at  the 
Municipal  Home,  a branch  of  the  Municipal  Tu- 
berculosis Sanitarium. 

5.  Control  of  the  carrier  by  mechanical  isola- 
tion, through  the  medium  of  collapse  therapy.  By 
collapse  therapy,  as  will  be  explained  later,  we 
mean  the  artificial  compression  of  the  lung  in 
such  a way  as  to  promote  healing.  Approximate- 
ly 50  per  cent  of  carriers,  or  open  cases,  may  be 
rendered  harmless  by  this  procedure.  Clinics  for 
collapse  therapy  are  held,  both  at  the  Sanitarium 
and  Dispensary  departments,  and  have  a total  reg- 
istration of  1044  patients.— From  City  of  Chicago 
Municipal  Tuberculosis  Sanitarium  Bulletin,  Yol. 
12,  Nos.  7-12, 


Transients  as  Sources  of  Infection  of 
Syphilis 

The  Bureau  for  Men  of  the  Denver  De- 
partment of  Health  and  Charity  says: 
“Fully  one-fourth  of  the  transients  who  ap- 
ply to  the  Bureau  for  assistance  claim  to 
have  either  a latent  or  active  venereal  in- 
fection." 

The  Health  Division,  Department  of  Pub- 
lic Welfare,  St.  Louis,  reports,  “We  have 
had  quite  a number  of  destitute  boys  who 
have  applied  to  our  clinic  for  treatment  for 
venereal  infection.  The  treatment  is 
promptly  given  as  well  as  advice  on  the  con- 
sequences that  will  occur  if  they  are  not 
given  attention  regularly."— From  “Social 
Hygiene  News,”  August  15,  1933. 


Diphtheria 

The  very  excellent  studies  made  by  God- 
frey of  the  influence  of  diphtheria  immuniza- 
tions on  diphtheria  mortality  indicate  that  at 
least  30  per  cent  of  young  children  must  be 
immunized  before  a significant  reduction  in 
the  diphtheria  death  rate  is  effected. — From 
American  Journal  of  Public  Health,  August, 
1933. 
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BOOK  REVIEWS 

An  Outline  of  the  Treatment  of  Fractures.  By) 

the  Committee  on  the  Treatment  of  Fractures. 

Second  Edition.  Revised  and  Amplified.  1933. 

Chicago:  American  College  of  Surgeons. 

This  booklet  of  forty  pages  was  compiled  by 
a Fracture  Committee  of  the  American  College 
of  Surgeons.  Thirty-eight  of  the  leading  surgeons 
and  orthopedists  of  North  and  South  America 
composed  this  committee.  This  in  itself  is  suf- 
ficient to  make  every  medical  man  realize  the 
value  and  importance  of  this  booklet.  It  is  not 
designed  to  take  the  place  of  text  books  on  frac- 
tures but  to  emphasize  the  underlying  general 
principles  involved  in  the  handling  of  fractures 
and  to  impress  these  principles  upon  those  who 
attempt  to  handle  or  treat  them. 

There  are  twenty-four  aphorisms  with  which 
every  medical  man  and  those  who  render  first 
aid  should  commit  to  memory.  The  book  should 
be  presented  to  every  intern  in  our  hospitals. 

H.  R.  McKEEN. 


Fractures.  By  Paul  B.  Magnuson,  M.D.,  Associate 
Professor  of  Surgery,  Northwestern  University 
Medical  School,  Chicago.  317  illustrations. 
Philadelphia,  Montreal,  London : J.  B.  Lippin- 
cott  Company.  466  pages,  price  $5.00. 

This  is  a new  book  on  fractures  in  which  the 
author  presents,  in  a very  clear  and  readable 
style,  his  views  on  the  treatment  of  fractures. 
He  presents  the  methods  of  treatment  which  he 
has  found  to  work  most  satisfactorily  in  his 
practice.  However,  he  does  not  neglect  to  de- 
scribe or  mention  the  procedure  of  others  who 
choose  to  offer  a different  procedure. 

The  first  page  of  his  book  is  captioried  “High 
Lights.”  Ten  absolutely  essential  “do’s  and 
don’t’s”  in  the  management  of  fractures  might 
have  been  increased  to  double  the  number,  but 
they  should  be  known  by  every  medical  man  and 
first  aid  attendant  who  treats  bone  injury. 

Almost  every  possible  fracture  is  discussed 
with  a method  of  handling  it  “which  works,”  as 
the  author  states.  Fractures  of  the  jaw  are  not 
discussed;  the  author  believes  that  this  fracture 
is  best  treated  by  the  oral  surgeon — an  opinion 
with  which  most  surgeons  will  agree.  Much  stress 
is  laid  by  the  author  in  adapting  treatment  to 
physical  laws,  a knowledge  of  direction  of  muscle 
pull  and  type  of  fracture  being  essential  to  the 
proper  application  of  traction  and  reduction. 

The  treatment  of  fractures  of  the  bones  of  the 
hands  and  feet  are  well  presented — their  impor- 
tance emphasized,  especially  to  the  man  who 
must  make  his  living  with  his  hands.  In  the 
treatment  of  intracapsular  fracture  of  the  head 
of  the  femur,  after  presenting  the  so-called  stand- 
ard methods  and  operative  treatment,  the  author 
presents  his  own  operation  which  apparently  is 
an  improvement  on  some  of  the  older  procedures. 
The  chapter  dealing  with  fractures  of  vertebrae 
and  compression  fractures  is  excellent,  and  the 
most  approved  methods  are  carefully  described 
and  well  illustrated.  In  “Fractures  of  the  Skull” 
he  advocates  the  approved  method  of  rest,  de- 
hydration spinal  drainage,  and  limitation  of 
fluid  intake,  a routine  which  undoubtedly  has 
reduced  the  mortality  of  head  injuries. 

The  chapters  on  therapeutic  exercises,  physio- 
therapy, massage,  and  methods  of  reduction  of 
injured  parts  designed  to  restore  the  injured  to 


his  place  in  the  working  world  are  clear,  practical, 
and  not  too  voluminous.  They  are  well  illus- 
trated. 

The  book  is  one  of  the  most  practical  ones 
on  the  subject  of  fractures.  The  surgeon  and 
orthopedist  who  treats  many  fractures  will  un- 
doubtedly get  many  simple  and  practical  new 
ideas.  The  physician  who  treats  only  an  occa- 
sional fracture  will  learn  how  to  handle  it  cor- 
rectly. H.  R.  McKEEN. 


Clinical  Physiology  of  the  Eye.  By  Francis  Heed 
Adler,  M.A.,  M.D.,  F.A.C.S.  Instructor  in  Physi- 
ology and  Ophthalmology  Medical  School,  Uni- 
versity of  Pennsylvania,  Assistant  Surgeon, 
Wills  Hospital.  New  York;  The  MacMillan 
Company.  406  pages,  price  $5.00. 

Until  the  publication  of  this  book,  when  one 
wanted  to  study  the  physiology  of  the  eye  it  was 
necessary  to  refer  to  sadly  incomplete  chapters 
in  books  on  physiology,  psychology,  or  ophthal- 
mology, or  to  the  original  literature.  Now  for  the 
first  time,  as  a result  of  a suggestion  from  Dr. 
Edward  Jackson,  this  material  has  been  brought 
together  in  one  book.  The  text  and  the  not  too 
ponderous  bibliography  at  the  end  of  each  chapter 
make  this  book  a most  valuable  reference  work. 
The  book  is  well  arranged  and  not  too  technical 
for  easy  reading.  R.  W.  DANIELSON. 


Practical  Obstetrics  for  Students  and  Practition- 
ers. By  P.  Brooke  Bland,  M.D.  Professor  of 
Obstetrics,  Jefferson  Medical  College:  Chief 
Obstetrician,  Jefferson  Medical  College  Hos- 
pital, Philadelphia,  Penna.  Assisted  by  Thad- 
deus  L.  Montgomery,  M.D.  Associate  in  Obstet- 
rics, Jefferson  Medical  College,  Philadelphia, 
Penna.  Illustrated  with  516  engravings,  includ- 
ing 21  colored  plates.  Philadelphia : F.  A.  Da- 
vis Company,  Publishers.  1932.  730  pages, 

price  $8.00. 

There  are  several  recently  published  new  edi- 
tions of  standard  text  books  in  obstetrics,  but 
there  exists  a definite  demand  for  a work  in 
practical  obstetrics  when  written  by  such  a 
capable  scholar  and  teacher  as  the  author  of  this 
book.  The  outstanding  features  of  this  work  are 
the  excellent  style  and  the  brief  and  concise  man- 
ner in  which  this  author  expresses  himself.  There 
is  practically  no  repetition  in  the  various  chapters, 
and  the  pictures  and  semidiagrammatic  plates  are 
excellent.  There  is  very  little  extraneous  mate- 
rial in  the  whole  book. 

The  author  has  confined  himself  entirely  to 
obstetrics  or  its  related  obstetrical  gynecology. 
The  chapters  upon  operative  obstetrics  are  fairly 
brief  but  adequate  and  have  the  usual  excellent 
maneuvers.  There  is  a brief  but  thorough  chapter 
upon  obstetrical  jurisprudence  which  will  be  ap- 
preciated by  any  busy  practitioner  or  consultant. 

The  author  is  to  be  commended  for  directing 
the  profession’s  attention  to  the  appalling  high 
rate  of  abortions  occurring  in  our  own  and  for- 
eign countries  each  year,  many  of  which  are  crim- 
inally induced.  He  quotes  Germany  as  having, 
according  to  one  writer,  a total  of  500,000  to  800,- 
000  abortions  a year  including  all  types.  Further- 
more he  quotes  Soviet  Russia  in  1922-1925  as  pub- 
lishing 55,320  authorized  abortions  performed  in 
hospitals  without  any  recorded  maternal  deaths. 
Whereas,  during  this  same  period  of  three  years 
in  Russia  66,675  illegal  operations  were  committed 
with  a mortality  of  3,000  mothers.  The  death 
rate  in  the  United  States  is  appalling  from  crim- 
inal abortions,  hence  it  seems  that  Russia  may 
have  given  us  a new  challenge  in  future  state 
medical  channels  to  work  out  some  solution  to 
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prevent  this  ever  present  evil  of  criminal  abor- 
tions upon  our  young  American  women. 

The  chapter  upon  toxemias  of  pregnancy  is 
quite  comprehensive  in  which  the  author  wisely 
urges  careful  and  strict  prenatal  regime  to  pre- 
vent or  detect  early  toxemic  symptoms.  However, 
if  eclampsia  has  occurred,  he  advises  with  con- 
siderable prudence  that  the  obstetrician  refrain 
from  trusting  to  surgical  interference,  but  urges 
immediate  rest  and  dehydration  with  magnesium 
sulphate  or  glucose  solution  intravenously,  as 
giving  much  more  favorable  chances  for  the 
mother.  It  is  commonly  agreed  among  the  larger 
lying-in  centers  that  severely  eclamptic  patients 
are  poor  surgical  risks.  There  is  a splendid  bib- 
liography, in  the  rear  of  the  book,  which  will  be 
much  appreciated  by  the  student  or  the  specialist. 

M.  C.  ,TOP»E. 


The  Medical  Clinics  of  North  America.  (Issued 
serially,  one  number  every  other  month)  Vol- 
ume 16,  No.  6.  (Mayo  Clinic  Number — May. 
1933)  INDEX  NUMBER.  Octavo  of  239  pages 
with  28  illustrations.  Per  clinic  year,  July, 
1933,  to  May,  1933.  Paper,  $12.00;  cloth,  $16.00 
net.  Philadelphia  and  London:  W.  B.  Saun- 
ders Company,  1933. 

The  May  number  of  the  Medical  Clinics  of 
North  America  is  from  the  Mayo  Clinic  and  is  the 
index  number  for  the  current  year.  It  contains 
interesting  reports  on  Diabetic  Acidosis  and 
Coma,  Hypotension,  Gout,  and  Paranephritic  Ab- 
scess. The  reports  cn  digestive  diseases  are  par- 
ticularly interesting,  there  are  included  two 
clinics  on  colitis  that  are  very  practical  and  of 
interest  to  physicians  in  almost  all  fields  of  prac- 
tice. A review  of  the  Sedimentation  of  Erythro- 
cytes and  a discussion  of  Thallium  Poisoning 
bring  some  of  the  newer  developments  of  inter- 
nal medicine  to  the  attention  of  the  readers. 

L.  W.  KRANK. 


Medical  State  Board  Examinations.  Topical  sum- 
maries and  answers.  An  organized  review  of 
actual  questions  given  in  medical  licensing  ex- 
aminations throughout  the  United  States.  Har- 
old Rypins,  A.I5.,  M.D.  Secretary,  New  York 
State  Board  of  Medical  Examiners;  Member, 
National  Board  of  Medical  Examiners;  Associ- 
ate in  Medicine,  Albany  Medical  College;  For- 
mer President,  Federation  of  State  Boards  of 
Medical  Examiners  of  The  United  States;  For- 
mer Instructor  in  Medicine,  University  of  Min- 
nesota. Philadelphia.  Montreal.  London.  J. 
B.  Lippincott  Company.  448  pages,  price  $4.50. 
In  the  preface,  Dr.  Rypins  very  plainly  sets 
forth  his  opinions  after  ten  years  experience  as 
Secretary  to  the  New  York  State  Board  of  Medi- 
cal Examiners.  He  makes  it  very  clear  that  he 
thinks  the  average  recent  graduate  is  well  quali- 
fied to  practice  his  chosen  profession  and  should 
not  begin  his  examinations  with  fear.  Medical 
examiners  on  the  other  hand,  should  ever  bear 
in  mind  the  fact  that  their  function  is  only  to  see 
if  the  candidate  is  a person  who  is  properly  quali- 
fied to  administer  to  the  citizens  of  his  state. 

Dr.  Rypins  has  covered  the  subject  very  con- 
cisely and  quite  fully  from  a practical  standpoint. 
The  questions  taken  as  they  are,  after  a survey 
of  many  thousands  from  various  sections  of  the 
country,  show  unmistakably  the  trend  of  thought 
of  the  various  examiners. 

To  any  one  interested  in  state  board  examina- 
tions, this  book  should  be  of  great  value. 

E.  B SWERDFEGER. 


Reminiscences.  By  George  Henry  Fox.  New 

York:  Medical  Life  Press,  1926. 

George  Henry  Fox  will  be  recalled  by  many  as 
one  of  America’s  pioneers  in  dermatology.  This 
volume  was  presented  to  the  library  at  the  in- 
stigation of  some  of  our  members  who  have  heard 
the  genial  octogenarian  recount  personally  many 
of  the  tales  included  in  the  book. 

The  reminiscences,  beginning  in  1846,  extend 
over  that  period  in  history  which  witnessed  so 
many  revolutionary  changes  in  medical  ideas  and 
practices.  The  volume  is  not  limited  to  medical 
subjects  primarily,  but  its  experiences  and  phil- 
osophy cover  the  realm  of  births,  marriages, 
deaths,  arts,  war,  peace,  events  here  and  abroad. 
In  fact,  life  itself  flows  through  this  book  with  a 
vein  of  kindly  humor,  the  reading  of  which  will 
prove  a delightful  source  of  entertainment  to  our 
readers. 

Reminiscences  is  a distinct  addition  to  our  non- 
medical book  shelf.  O.  S.  PHILPOTT. 


The  History  of  Dermatology.  By  Wm.  Allen 

Pusey,  A.M.,  M.D.,  LL.D.  Professor  of  Derma- 
tology Emeritus,  University  of  Illinois;  Some- 
times President  of  the  American  Dermatological 
Association  and  of  the  American  Medical  As- 
sociation. Illustrated.  Springfield,  Illinois. 
Baltimore,  Maryland:  Charles  C.  Thomas.  1933. 
223  pages,  price  $3.00. 

In  this  book  of  223  pages  the  author  gives  an 
outline  of  the  history  of  dermatology  beginning 
with  the  references  to  skin  diseases  in  the  earliest 
medical  writings  of  the  Egyptians  and  the  Greeks 
and  following  through  the  various  writings  until 
the  beginning  of  the  nineteenth  century  when 
dermatology  was  becoming  a definite  specialty. 

During  this  period  of  development  until  the 
present  time,  the  author  gives  us  the  important 
advances  and  short,  but  interesting,  biographies 
of  the  physicians  who  have  been  outstanding  in 
history  for  their  contribution  to  the  advancement 
of  dermatology. 

The  last  47  pages  of  the  book  is  an  historical 
index  of  dermatology  in  which  are  listed  alpha- 
betically the  different  diseases  of  the  skin,  the 
date,  and  the  author  first  describing  the  condi- 
tion. 

This  small  book  written  by  one  of  the  outstand- 
ing American  dermatologists  and  dedicated  to  the 
younger  generation  in  whose  hands  lies  the  future 
of  dermatology,  gives  a brief  review  of  the  pres- 
ent knowledge  of  diseases  of  the  skin  and  not 
only  challenges,  but  also  inspires  the  present  and 
future  specialists  in  dermatology  to  carry  on  the 
progress  of  clinical  observation  and  scientific  re- 
search in  this  branch  of  medical  science. 

JACK  G.  HUTTON. 


Chronic  Arthritis  and  Fibrositis.  By  Bernard 
Langdon  Wyatt,  M.D.,  F.A.C.P.,  Director  the 
Wyatt  Clinic;  formerly  President  and  Director 
the  Desert  Sanatorium  and  Institute  of  Re- 
search, Tucson,  Ariz.  Pp.  200,  with  17  illustra- 
tions. Cloth.  Price,  $3.50.  William  Wood  & 
Co.,  division  of  Williams  & Wilkins  Co.,  Balti- 
more. 

Offers  guidance  along  sensible  well-proved  lines, 
covering  diagnosis,  general  principles,  and  prac- 
tical details  of  those  methods  of  treatment  which 
have  been  found  most  helpful.  As  a cause  of 
disability  rheumatism  ranks  second  to  accidents 
in  most  cities,  and  twice  as  high  as  tuberculosis. 
Yet  Dr.  Wyatt  says  our  knowledge  of  etiology, 
pathology,  differential  diagnosis  and  therapy  of 
chronic  joint  diseases  is  adequate  to  banish  most 
of  the  suffering  and  disability. 


November,  1933 


431 


SILAS  WEIR  MITCHELL 

(Continued  from  October  Issue) 

Many  of  Dr.  Mitchell’s  beautiful  lyrics 
describe  the  out-of-doors.  In  these  poems 
a rare  feeling  of  nature  combined  with  a 
vivid  description  make  them  a source  of 
inspiration  to  the  reader. 

GOODNIGHT 

Good-night.  Good-night.  Ah,  good  the  night 
That  wraps  thee  in  its  silver  light. 

Good  night.  No  night  is  good  for  me 
That  does  not  hold  a thought  of  thee. 
Good-night. 

Good-night.  Be  every  night  as  sweet 
As  that  which  made  our  love  complete, 

Till  that  last  night  when  death  shall  be 
One  brief  “Good-night’’  for  thee  and  me. 
Good-night. 

Another  one  of  Mitchell’s  lyrics  which 
was  inspired  by  the  garden  of  the  Armenian 
Convent  at  Venice  expresses  the  rare  gift 
of  a true  poet. 

TO  A MAGNOLIA  FLOWER 

I saw  thy  beauty  in  its  high  estate 

Of  perfect  empire,  where  at  set  of  sun 
In  the  cool  twilight  of  thy  lucent  leaves 
The  dewy  freshness  told  that  day  was  done. 

Hast  thou  no  gift  beyond  thine  ivory  cone's 
Surpassing  loveliness?  Art  thou  not  near — 
More  near  than  we — to  nature’s  silentness; 

Is  it  not  voiceful  to  thy  finer  ear? 

Thy  folded  secrecy  doth  like  a charm 
Compel  to  thought.  What  spring-born  yearning 
lies 

Within  the  quiet  of  thy  stainless  breast 

That  doth  with  languorous  passion  seem  to  rise? 

The  soul  doth  truant  angels  entertain 

Who  with  reluctant  joy  their  thought  confess: 
Low-breathing,  to  these  sister  spirits  give 
The  virgin  mysteries  of  thy  heart  to  guess. 


What  whispers  hast  thou  from  yon  childlike  sea 
That  sobs  all  night  beside  these  garden  walls? 

Canst  thou  interpret  what  lark  hath  sung 

When  from  the  choir  of  heaven  her  music  falls? 

If  for  companionship  of  purity 

The  equal  pallor  of  the  risen  moon 

Disturb  thy  dreams,  dost  know  to  read  aright 
Her  silver  tracery  on  the  dark  lagoon? 

The  mischief-making  fruitfulness  of  May 

Stirs  all  the  garden  folk  with  vague  desires. 

Doth  there  not  reach  thine  apprehensive  ear 
The  faded  longing  of  these  dark-robed  friars? 

When,  in  the  evening  hour  to  memories  given, 
Some  gray-haired  man  amid  the  gathering 
gloom 

For  one  delirious  moment  sees  again 

The  gleam  of  eyes  and  white-walled  Erzeroum? 

Hast  thou  not  loved  him  for  this  human  dream? 
Or  sighed  with  him  who  vesterevening  sat 

Upon  the  low  sea-wall,  and  saw  through  tears 
His  ruined  home  and  snow-clad  Ararat? 

If  thou  art  dowered  with  some  refined  sense 
That  shares  the  counsels  of  the  nesting  bird, 

Canst  hear  the  mighty  laughter  of  the  earth. 
And  all  that  eai  of  man  hath  ever  heard. 

If  the  abysmal  stillness  of  the  night 

Be  eloquent  for  thee,  if  thou  canst  read 

The  glowing  rubric  of  the  morning  song, 

Doth  each  new  day  no  gentle  warning  breed? 

Shall  not  the  gossip  of  the  maudlin  bee, 

The  fragrant  history  of  the  fallen  rose. 

Unto  the  prescience  of  instinctive  love 
Some  humbler  prophecy  of  joy  disclose? 

Cold  vestal  of  the  leafy  convent  cell, 

The  traitor  days  have  thy  calm  trust  betrayed ; 

The  sea-wind  boldly  parts  thy  shining  leaves 
To  let  the  angel  in.  Be  not  afraid! 

The  gold-winged  sun,  divinely  penetrant, 

The  pure  annunciation  of  the  morn 

Breathes  o’er  thy  chastity,  and  to  thy  soul 
The  tender  thrill  of  motherhood  is  borne. 

Set  wide  the  glory  of  thy  radiant  bloom! 

Call  every  wind  to  share  their  scented  breaths! 

No  life  is  brief  that  doth  perfection  win. 

Today  is  thine — tomorrow  thou  art  death’s! 

(To  Be  Continued) 
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Secretarial  Notes  and  Comment 

Edited  by  Harvey  T.  Sethman,  Executive  Secretary 


New  Work  for  the 
Nine  Councillors 

THE  number  of  Councillor  Districts  was  in- 
creased from  five  to  nine  by  a constitutional 
amendment  adopted  by  our  House  of  Delegates 
at  Colorado  Springs.  Hence  the  Society  now  has 
nine  Councillors.  The  peacemaking  and  judicial 
duties  of  Councillors  should  be  less  arduous  than 
heretofore,  the  duty  of  visiting  each  constituent 
society  in  his  district  each  year  less  difficult 
for  each  Councillor  to  carry  out. 

There  is  another  councillor  function  that  in 
recent  years  has  been  largely  forgotten — not 
through  any  lack  of  willingness  on  the  part  of 
these  officers,  more  through  lack  of  understand- 
ing, through  lack  of  appeal  by  members  and  coun- 
ty society  officers.  Under  the  Constitution  and 
By-Laws  the  Councillors  are  the  “Organizers”  of 
their  districts,  responsible  for  stimulating  in- 
creased membership,  for  organizing  new  county 
societies  where  they  are  needed,  for  bringing  dis- 
interested members  “back  into  the  fold.”  The 
President  and  the  Executive  Secretary  are  par- 
ticularly charged  under  the  By-Laws  with  the 
duty  of  assisting  the  Councillors  in  this  part  of 
their  work. 

The  Colorado  State  Medical  Society  needs  the 
membership  of  many  physicians  who  are  not 
now  affiliated  with  organized  medicine.  The 
number  of  eligible  prospects  in  the  state  is  prob- 
ably around  the  300  mark.  These  men  likewise 
need  the  services  that  this  Society  has  to  offer. 
They  do  not  realize  this  fact,  do  not  understand 
the  advantages  cf  membership,  have  not  heard 
of  Society  services,  or  they  would  have  come  for- 
ward themselves,  seeking  membership. 

November  and  December  are  ideal  months  in 
which  to  add  new  members.  The  new  members 
gain  one  or  two  additional  months  of  membership 
at  the  cost  of  only  twelve  months'  dues,  for  one 
thing.  County  societies  are  just  getting  into  their 
best  season  of  programs  and  activities,  for  an- 
other. Several  constituent  societies  now  have 
memberships  close  to  a figure  which,  if  passed, 
would  give  them  an  additional  member  of  the 
State  Society's  House  of  Delegates,  and  the  date 
on  which  delegate  apportionment  is  figured  is 
December  31. 

Officers  of  county  societies,  members  generally, 
should  keep  their  eyes  and  ears  open  for  new 
members,  bearing  in  mind  that  quality  rather  than 
quantity  is  sought,  however.  Call  upon  the  Coun- 


cillors for  their  help.  They  are  ready  and  willing 
to  give  it,  unstintingly.  Invite  your  district  Coun- 
cillor to  speak  at  your  next  meeting  and  get  his 
advice  on  membership. 

4 4 4 

Committee 

Activities 

THIS  year  it  will  be  a policy  of  the  "Secretarial 
Notes”  section  of  Colorado  Medicine  to  pub- 
lish more  details  of  State  Society  committee  work 
than  has  been  done  before,  under  a recommenda- 
tion of  the  House  of  Delegates.  Members  are 
therefore  urged  to  watch  these  pages  each  month 
to  learn  what  their  committees  are  doing  to  ad- 
vance the  interests  of  the  individual  practitioner. 

Within  the  last  twelve  months  it  has  become 
apparent  to  the  officers  that  many  members  real- 
ize but  little  cf  what  goes  on  under  the  direction 
of  the  Society's  many  officers  and  committees. 
The  expense  of  periodic  bulletins  to  members  out- 
lining State  Society  activities  would  be  prohibi- 
tive in  these  times,  yet  some  way  needs  to  be 
found  to  let  all  physicians  know  more  about  the 
tireless  work  put  in  by  committeemen  toward 
bettering  conditions  of  practice,  improving  the 
economic  position  of  doctors,  protecting  members 
from  infringement  cf  their  rights  and  privileges. 
Much  committee  work  is  of  necessity  “behind 
closed  doors”  and  cannot  be  published  in  a jour- 
nal that  must  reach  non-members,  but  much  more 
can  be  published  than  has  been  in  the  past. 

In  the  thirty  days  preceding  this  writing,  meet- 
ings and  conferences  have  been  held  by  the  com- 
mittees on  Scientific  Work,  Public  Policy,  Publi- 
cation (two  meetings),  Medical  Defense  (two 
meetings),  Medical  Economics,  Advisory  to  the 
School  of  Medicine,  and  Cancer  Education  (two 
meetings).  Other  meetings  are  under  call.  Re- 
ports from  the  chairmen  of  two  of  these  commit- 
tees are  presented  this  month.  Both  are  highly 
important.  Read  them,  and  watch  for  more  next 
month. 

4 4 4 

New  Admission  System 
for  Colorado  General 

REFERENCE  to  the  report  made  by  the  So- 
ciety's Advisory  Committee  to  the  School  of 
Medicine  before  the  House  of  Delegates  at  Colo- 
rado Springs  will  show  that  the  majority  of  abuses 
in  admission  of  patients  to  Colorado  General  Hos- 
pital were  traceable  to  the  doctors  and  county 
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commissioners  who  recommended  them.  Recom- 
mendations were  made,  and  ordered  to  be  fol- 
lowed, which  should  greatly  reduce  this  abuse. 
One  of  these  recommendations  was  for  the  intro- 
duction of  a new  application  form  to  be  signed  by 
the  patient. 

Accordingly  the  Committee  met  on  October  20 
and  gave  formal  approval  to  a form  of  question- 
naire which  the  Committee  had  initiated  and 
worked  out  with  Dean  M.  H.  Rees,  and  which  in 
the  future  will  be  used  by  Colorado  General 
Hospital  for  the  admission  of  all  patients,  without 
exception. 

A supply  of  these  blanks  (Form  A)  will  be 
mailed  to  each  physician  in  the  state,  on  or  be- 
fore December  1.  Since  this  application  form  is 
to  be  filled  out  by  the  patient  himself  (or  his 
parent  or  guardian)  the  doctor  will  be  relieved 
of  clerical  work  in  that  regard.  It  will  not  even 
be  necessary  for  him  to  approve  the  application 
under  his  own  signature,  unless  he  wishes  volun- 
tarily to  do  so.  Accompanying  the  supply  of 
Form  A application  blanks  will  be  a short  set  of 
instructions  for  the  physician,  which  he  should 
keep  on  hand  for  reference  at  any  time  a patient 
applies  to  him  for  admission  to  Colorado  General 
Hospital. 

It  is  the  belief  of  the  Committee  that  this  new 
form  will  go  far  to  prevent  imposition  upon  the 
Hospital  and  upon  private  practice.  The  physi- 
cian will  now  be  entirely  relieved  of  any  embar- 
rassment which  he  might  incur  in  refusing  to 
recommend  a patient,  since  the  burden  of  the  deci- 
sion will  not  be  with  the  physician  (although  he 
may  recommend  if  he  so  desires),  but  can  be 
passed  on  entirely  to  the  Hospital.  Ample  pro- 
vision is  made  for  emergency  cases  to  avoid  “red 
tape”  delay. 

Special  instructions  are  to  be  issued  to  county 
commissioners,  for  whom  new  county  blanks  in 
addition  to  the  new  Form  A applications  have  had 
to  be  prepared. 

It  is  requested  that  physicians  refer  to  the  trans- 
actions of  the  House  of  Delegates,  which  will 
appear  in  the  December  issue  of  Colorado  Medi- 
cine, and  note  carefully  the  report  of  the  Ad- 
visory Committee,  so  that  they  may  be  informed 
of  the  various  accomplishments  which  have  al- 
ready been  made  in  cooperation  with  the  Hos- 
pital authorities  toward  elimination  of  abuses  by 
ineligible  applicants.  There  has  been  very  little 
complaint  of  late  with  regard  to  the  admissions 
to  the  cut-patient  department,  and  we  see  no  rea- 
son why  the  Hospital  admissions  may  not  reach 
an  equally  satisfactory  status. 

Remember,  the  new  form  will: 

1 Relieve  the  doctor  of  clerical  work. 

2.  Relieve  the  doctor  of  the  necessity  of  a 
direct  recommendation  of  the  patient. 

2.  Not  deprive  the  doctor  of  the  privilege  of 
a voluntary  recommendation. 


4.  Apply  to  all  patients,  whether  indigent  or 
part-pay,  whether  referred  by  a physician  or  by 
county  commissioners. 

Advisory  Committee  to  the  School  of  Medicine. 

F.  B.  STEPHENSON,  Chairman, 

J.  S.  BOUSLOG, 

T.  D.  CUNNINGHAM, 

C.  O.  GIESE, 

C.  E,  SIDWELL. 


COMMITTEE  ON  CANCER  EDUCATION 


The  Committee  on  Cancer  Education,  appointed 
at  the  last  annual  meeting  of  the  State  Society, 
has  perfected  its  organization  and  will  shortly  be 
prepared  to  present  to  constituent  societies, 
through  four  symposium  teams,  symposia  on  can- 
cer of  the  breast.  This  will  comprise  both  diag- 
nosis and  treatment,  with  special  emphasis  on 
early  diagnosis. 

The  program  consists  of  a five  year  plan,  each 
year  being  devoted  to  tumors,  particularly  cancer, 
of  various  organs  and  systems.  This  year  will 
be  devoted  entirely  to  cancer  of  the  breast. 

The  plan  is  for  each  team,  composed  for  the 
present  symposia  of  a surgeon,  a radiologist  and 
a pathologist,  to  appear  at  some  time  during  the 
year  at  a meeting  of  a constituent  medical  society. 
Where  feasible,  joint  meetings  of  two  or  more 
societies  will  be  held,  as  it  would  be  impossible 
to  cover  the  entire  state  during  the  year  if  this 
were  not  done. 

The  following  have  been  chosen  to  comprise 
the  four  symposium  teams  for  this  year: 

Surgeons:  Drs.  W.  W.  Haggart,  Denver;  H.  S. 
Finney,  Denver:  J.  B.  Hartwell,  Colorado  Springs; 
and  G.  W.  Bancroft,  Colorado  Springs. 

Radiologists : Drs.  K.  D.  A.  Allen,  Denver ; W. 
W.  Wasson,  Denver;  G.  A.  Unfug,  Pueblo,  and 
F.  E.  Diemer,  Denver. 

Pathologists:  Drs.  C.  W.  Maynard,  Pueblo;  W. 
S.  Dennis,  Denver;  Josephine  N.  Dunlop,  Pueblo; 
W.  C.  Black,  Denver,  and  E.  I.  Dobos,  Denver. 

In  view  of  the  obvious  importance  of  this  pro- 
gram, and  the  considerable  amount  of  work  and 
time  which  has  been  and  will  be  spent  by  the  mem- 
bers of  the  symposium  teams,  it  is  earnest- 
ly requested  that  the  secretaries  of  the  constitu- 
ent societies  cooperate  fully  with  the  Executive 
Secretary  in  arranging  meetings,  and  that  each 
individual  member  make  every  effort  to  attend. 

LYMAN  W.  MASON,  Chairman. 

■ >4+ 

MEDICAL  SOCIETIES 

«*<-■ — ^ ■ >*«■ 

BOULDER  COUNTY 

The  regular  monthly  meeting  of  the  Boulder 
County  Medical  Society  was  held  at  the  Elks 
Club,  Longmont,  on  Thursday,  October  12.  Drs. 
H.  H.  Heuston  and  John  Andrew,  delegates  to  the 
State  meeting,  reported  on  the  meeting.  Drs. 
Arnold  Minnig  and  R.  W.  Whitehead  of  Denver 
were  the  guest  speakers.  Dr.  Minnig  discussed 
the  “Practical  Application  of  Endocrines  in  Medi- 
cine” and  Dr.  Whitehead  presented  “Some  Lab- 
oratory Experiments  in  Endocrinology,”  Dr.  John 
Andrew  presented  a case  of  “Malignant  Tumor  of 
Mediastinum.” 

The  meeting  was  preceded  by  dinner. 

M.  L.  JOHNSON, 

Secretary. 
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CROWLEY  COUNTY 

Drs.  G.  M.  Baker,  W.  M.  Desmond,  and  E.  O. 
McCleary  presented  the  program  at  the  regular 
meeting  of  the  Crowley  County  Medical  Society 
held  in  Ordway,  October  11.  Dr.  Baker  delivered 
a paper  on  “Pneumonia  Treatment  and  Mortality 
as  Compared  With  Forty  Years  Ago.’’  Dr.  Des- 
moud  gave  a paper  on  “Tonsilitis,  Its  Cause  and 
Treatment,”  Dr.  McCleary,  “Etiology  and  Treat- 
ment of  Chorea.” 

J.  A .HIPP, 
Secretary. 

* * * 

DENVER  COUNTY 

Two  hundred  and  three  members  were  present 
at  (he  first  October  meeting  of  the  Denver  County 
Medical  Society  held  October  3 at  the  Children's 
Hospital. 

Doctors  George  Lucerne  Pattee,  Edward  Ru- 
dolph Phillips,  John  Frances  Harrington.  George 
S.  Postma,  Samuel  Parks  Newman,  Jr.,  Guy  Wil- 
liam Smith,  Leonard  Freeman,  Jr.,  and  George 
Eugene  Mason,  Jr.,  were  elected  to  membership. 

Dr.  Paul  Connor  reported  on  an  investigation 
made  by  the  State  Board  of  Health  of  the  con- 
tamination and  pollution  of  the  South  riatte  river 
below  Denver.  Dr.  Connor  made  a plea  for  the 
cooperation  and  support  of  the  Society  with  the 
State  Beard  of  Health  in  this  work.  He  made 
a motion  that  the  chair  appoint  a committee 
headed  by  Dr.  Beaghler  to  support  the  State  Board 
of  Health's  program,  which  may  necessitate  a 
sewage  disposal  plant  to  correct  this  condition. 

Dr.  Forbes  made  a further  oral  report  of  the 
Committee  on  immunization  of  newborn  babies, 
infants  and  children  of  school  age. 

Dr.  John  Ruhrah,  Professor*  of  Pediatrics  at  the 
University  of  Maryland  in  Baltimore,  presented  a 
paper  on  “Poliomyelitis.”  Dr.  Ruhrah  began  with 
references  to  the  earliest  pictorial  and  circum- 
stantial evidence  of  that  condition  dating  back 
to  the  time  of  the  Pharos  in  Egypt.  His  talk 
was  accompanied  by  a number  of  excellent  slides. 

Following  the  meeting,  refreshments  were 
served  by  the  Children's  Hospital. 

The  second  October  meeting  of  the  Denver  So- 
ciety was  held  at  St.  Joseph's  Hospital,  October  17. 

Dr.  Louis  Hough  was  elected  to  associate  mem- 
bership. 

The  scientific  program  was  presented  by  mem- 
bers of  St.  Joseph's  Hospital  staff,  Dr.  Edward 
Delehanty  presiding. 

Dr.  I.  W.  Philpctt  presented  a paper  on  “The 
Use  of  Surgical  Electro-Coagulation  in  Otolaryng- 
ology.” The  paper  was  discussed  by  Dr.  C.  H. 
Darrcw  and  Dr.  H.  I.  Laff. 

“Encephalitis,”  was  presented  by  Dr.  R.  J. 
Savage  and  discussed  by  Drs.  T.  D.  Cunningham 
and  L.  E.  Daniels. 

Dr.  G.  E.  Cheley  presented  a paper  on  “Cleft 
Palate.”  Dr.  Leonard  Freeman  discussed  this  pa- 
per. 

Dr.  Duval  Prey  presented  “Fracture  of  the  Fe- 
moral Shaft,"  and  Dr.  Casper  Hegner  discussed 
the  paper. 

There  were  182  members  present  at  this  meet- 
ing. 

Refreshments  were  served  by  St.  Joseph's  Hos- 
pital. 

O.  S.  PHILPOTT, 

Secretary. 

* * * 

EL  PASO  COUNTY 

Mr.  Harvey  T.  Sethman,  Executive  Secretary, 
was  a guest  at  the  regular  October  meeting  of 
the  El  Paso  County  Medical  Society  held  at  the 
Day  Nursery  on  Wednesday,  October  11.  Mr. 


Sethman  discussed  the  new  Federal  regulations 
involved  in  the  Emergency  Federal  Funds. 

Dr.  W.  C.  Howell  was  the  principal  speaker  on 
the  scientific  program.  Dr.  Hcvvell  presented  a 
paper  on  “Hyper-Insulinism.” 

CARL  S.  GYDESEN, 

Secretary. 

* * # 

LARIMER  COUNTY 

Dr.  George  B.  Packard  of  Denver  was  the  guest 
speaker  at  the  regular  meeting  of  the  Larimer 
County  Medical  Society  held  Wednesday,  October 
4,  at  the  College  Cafeteria,  Fort  Collins.  Dr. 
Packard  gave  an  interesting  talk  on  “Surgical 
Abdominal  Emergencies  of  Children." 

DUANE  HARTSHORN, 

Secretary. 

* * # 

MESA  COUNTY 

The  regular  meeting  of  the  Mesa  County  Med- 
ical Society  was  held  September  26  at  Grand 
Junction. 

Dr.  G.  C.  Cary  of  Grand  Junction  gave  a talk 
on  “Malignancy  of  the  Eye,"  and  Dr.  H.  H.  Ziegel 
of  Collbran  talked  on  “Malignancy  of  the  Uterus.” 

H.  M.  TUPPER, 

Secretary. 

* * * 

NORTHEAST  COLORADO 

The  Northeast  Colorado  Medical  Society  held 
its  regular  meeting  at  the  city  hall  in  Sterling. 
The  business  and  scientific  meeting  was  preceded 
by  a dinner  at  the  Marshall  Cafeteria.  Doctors 
Cuthbert  Powell  and  E.  G.  Faber  of  Denver  were 
guests  of  the  Society. 

After  dinner  adjournment  was  taken  to  the 
city  hall  where  the  guests  gave  discussions.  Dr. 
Powell  on  the  “Art  and  Science  of  the  Practice 
of  Medicine,”  and  Dr.  Faber  on  “Anesthesia.” 
Both  subjects  were  actively  discussed. 

Dr.  F.  J.  Heck  of  the  Mayo  Clinic  was  intro- 
duced to  the  Society  and  invited  to  speak.  The 
subject  he  chose  was  “The  Anemias." 

There  were  fourteen  in  attendance  at  the  meet- 
ing besides  the  guest  speakers  of  the  evening. 
This  society  at  present  has  a membership  of 
nineteen. 

E.  P.  HUMMEL, 

Secretary. 

* * * 

OTERO  COUNTY 

The  regular  meeting  of  the  Otero  County  Med- 
ical Society  was  held  at  the  Kit  Carson  Hotel  in 
La  Junta,  October  12.  Miss  Ruth  Phillips,  Field 
Secretary  of  the  Colorado  Tuberculosis  Associa- 
tion, was  a guest  speaker  and  discussed  her  work 
in  Colorado  with  special  reference  to  the  work 
in  Otero  County.  Dr.  J.  H.  Woodbridge  of  Pueblo 
was  a guest  speaker  and  reported  several  cases 
of  tuberculosis  in  children. 

The  regular  meeting  night  of  the  Society  was 
changed  from  the  second  Thursday  of  each  month 
to  the  second  Friday  of  each  month.  The  next 
meeting  will  be  held  November  6 and  the  scien- 
tific program  will  be  confined  entirely  to  “Tuber- 
culosis.” 

C.  E.  MORSE, 

Secretary. 

* * * 

PUEBLO  COUNTY 

The  Pueblo  County  Medical  Society  held  its 
regular  meeting  Tuesday,  October  17,  at  the  Hotel 
Congress  in  Pueblo. 

Dr.  G.  P.  Lingenfelter  of  Denver  gave  an  inter- 
esting illustrated  talk  on  “Dermatology  for  the 
General  Practitioner.” 

Dr.  J.  S.  Bouslog,  Constitutional  Secretary,  and 
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Mr.  Harvey  T.  Sethman,  Executive  Secretary, 
were  guests  at  the  meeting.  Mr.  Sethman  dis- 
cussed the  new  Federal  regulations  for  payment 
of  doctors,  on  a fee  schedule  basis,  for  medical 
services  given  families  receiving  funds  from  the 
Emergency  Federal  Relief  Administration. 

Mr.  Frank  Hoag,  Jr.,  of  the  local  relief  com- 
mittee, talked  on  plans  for  the  medical  care  of 
transient  indigents,  and  after  discussion  a Com- 
mittee was  appointed  consisting  of  Doctors  H.  T. 
Low,  W.  T.  H.  Baker,  and  Royal  H.  Finney  with 
power  to  act  for  the  Society  in  making  plans  to 
bring  about  the  care  that  the  local  committee 
is  requesting. 

J.  L.  ROSENBLOOM, 
Secretary. 

* * * 

SAN  LUIS  VALLEY 

• Drs.  Robert  G.  Packard  and  O.  S.  Philpott  were 
guest  speakers  at  the  regular  meeting  of  the  San 
Luis  Valley  Medical  Society  held  October  7 at 
Alamosa. 

The  scientific  program  was  preceded  by  a din- 
ner at  the  Walsh  Hotel. 

Dr.  Packard  talked  on  “Compression  Fractures 
of  the  Spine"  and  Dr.  Philpott  talked  on  “Syphilis." 

A number  of  the  members  of  the  Society  en- 
joyed a duck  hunting  trip  the  day  following  the 
meeting. 

SIDNEY  ANDERSON, 

Secretary. 

* * * 

WELD  COUNTY 

Dr.  John  Schoonover  of  Denver  was  the  princi- 
pal speaker  at  the  regular  meeting  of  the  Weld 
County  Medical  Society  held  October  2 at  Greeley. 
]>r.  Schoonover  gave  an  interesting  talk  on  “The 
Mentally  Deficient  Child." 

TRACY  D.  PEPPERS, 

Secretary. 


b i t u a r y 
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Dr.  Alpha  M.  Chase  was  born  in  Aurora,  111.,  in 
1873.  He  came  to  Colorado  as  a boy  and  attended 
the  public  schools  here.  He  received  his  M.D. 
degree  in  1894  from  the  Gross  Medical  College. 

Dr.  Chase  joined  the  Colorado  State  Guard,  now 
the  National  Guard,  in  1891.  From  1900  to  1913 
he  was  a contract  surgeon  and  first  lieutenant  in 
the  regular  army  and  in  1913  became  a captain 
in  the  National  Guard.  He  served  through  the 
Boxer  rebellion,  Philippine  insurrection,  and  the 
World  War. 

Dr.  Chase  was  a member  of  the  American  Med- 
ical Association,  the  Colorado  State  Medical  So- 
ciety, the  Henry  W.  Lawton  camp  of  United  Span- 
ish War  Veterans,  the  Francis  Brown  Lowry 
post,  of  the  Veterans  of  Foreign  Wars  and  of  the 
Leyden-Chiles-Wickersham  post  of  the  American 
Legion. 

Dr.  Chase  died  October  6 of  a heart  attack. 
He  is  survived  by  his  wife  and  a son  in  Denver, 
three  children  by  a former  marriage  in  California, 
and  six  brothers. 


tiirnry  .Uulpt  Srrkrr 

Dr.  Henry  J.  Becker  was  born  in  Germany  in 
1891.  He  received  his  medical  degree  from  the 
St.  Louis  College  of  Physicians  and  Surgeons  in 
1920.  Dr.  Becker  practiced  in  Sterling,  Colorado, 
since  1926.  He  has  been  a member  of  the  North- 
east Colorado  Medical  Society  and  the  Colorado 
State  Medical  Society  since  that  time. 

Dr.  Becker  died  September  26,  1933,  and  was 
buried  at  .Jackson,  Minnesota. 


fHartiin  fflarrftt  iSrrb 

Dr.  M.  W.  Reed  was  born  in  Barree,  Pennsyl- 
vania, in  1876.  He  received  his  preliminary  edu- 
cation at  Franklin  Marshall  College  and  his  Med- 
ical degree  from  the  Jefferson  Medical  College  in 
1903.  Dr.  Reed  also  did  postgraduate  work  at 
Harvard  Medical  School. 

Dr.  Reed  served  in  the  World  War  and  was  in 
charge  of  a hospital  train  in  France.  While  in 
France  Dr.  Reed  was  gassed.  In  1929  he  came 
to  Colorado  for  his  health  and  began  his  practice 
in  Denver.  Since  that  time  Dr.  Reed  has  been 
a member  of  the  Medical  Society  of  the  City  and 
County  of  Denver  and  of  the  Colorado  State  Med- 
ical Society. 

Dr.  Reed  is  survived  by  his  wife  and  two  chil- 
dren. 

•*4' -=)%»£»• 

WOMAN’S  AUXILIARY 

— - - ■ ■ 

REPORT  OF  THE  COMMITTEE  ON  PHYSI- 
CIANS' BENEVOLENT  FUND 

The  following  report  and  tentative  plan,  as  ap- 
proved by  the  Board  of  Trustees  of  the  State 
Medical  Society  of  Colorado,  was  read  at  the 
Annual  State  Meeting  at  Colorado  Springs,  Sep- 
tember 15,  1933.  Although  the  idea  of  such  a 
fund  had  been  discussed  at  the  meeting  in  1932 
and  a committee  appointed  to  investigate  and 
formulate  plans,  there  seemed  to  be  considerable 
lack  of  knowledge  regarding  such  funds,  the  han- 
dling of  them,  and  their  ultimate  success.  Owing 
to  the  small  representation  throughout  the  state, 
it  was  suggested  that  a copy  of  the  plan  be  sent 
to  each  County  President  for  consideration  in 
her  County. 

The  following  plan  was  not  adopted  as  a whole, 
partly  because  of  lack  of  funds  in  the  County 
treasuries,  but  a motion  was  carried  to  establish 
a fund  by  setting  aside  $100.00  from  the  State 
Treasury,  plans  for  increasing  the  same  to  be 
decided  upon  at  a late  meeting.  Many  states 
have  already  taken  the  lead  in  this  activity,  real- 
izing the  importance  of  providing  for  our  own. 

The  physician's  life,  knowledge,  money,  and 
family  are  devoted  to  benevolence,  and  many 
times  great  need  is  felt  by  those  remaining  when 
he  lays  down  his  work.  How  great  must  be 
their  relief  when  they  know  there  is  a source 
to  which  they  have  contributed,  to  which  they 
may  apply  without  humiliation  for  temporary  as- 
sistance. Is  it  not  true  that  charity  begins  at 
home,  and  that  no  one  is  providing  for  the  physi- 
cian and  his  family  while  he  is  carrying  other's 
burdens? 

Most  of  the  physicians  heartily  endorse  the 
idea  of  a fund,  and  we  have  already  heard  of 
several  wives  who  are  coming  into  the  Auxiliary 
on  the  strength  of  aiding  such  a cause.  The  be- 
ginning is  small,  but  many  great  enterprises 
have  been  established  on  a small  beginning. 
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The  Committee  will  be  glad  of  any  suggestions, 
and  hopes  to  have  a report  from  all  County  Presi- 
dents before  the  next  annual  meeting. 

F.  MAY  BURNS,  Chairman. 
(Mrs.  T.  Mitchell  Burns) 


REPORT  OF  THE  BENEVOLENT  COMMITTEE 

Bellowing  investigation  and  report  of  a Com- 
mittee on  a Physician’s  Benevolent  Fund  at  the 
annual  meeting  of  the  Woman’s  Auxiliary  at 
Estes  Park  in  September,  1932,  a motion  was 
made  and  carried  to  appoint  a new  committee 
to  draw  up  plans  to  be  submitted  to  the  Board 
of  Trustees  of  the  Colorado  Medical  Society  for 
sanction. 

The  Committee  submits  the  following  plan, 
based  on  that  of  the  Pennsylvania  Society,  which 
has  proved  efficient  for  twenty-seven  years,  and 
has  been  incorporated  in  their  constitution  and 
by-laws.  Changes  have  been  made  to  allow  for 
the  difference  in  the  size  of  the  membership  and 
the  fact  that  the  Fund  is  being  established  by  the 
Auxiliary. 

It  is  proposed  to  set  aside  $100.00  from  the 
fund  in  the  treasury  at  the  present  time  and  to 
request  that  each  County  Auxiliary  of  Colorado 
to  add  to  this  sum  at  least  $15.00.  It  is  further 
proposed  to  add  to  this  Fund  each  year  by  allot- 
ments of  $.35  (35  cents)  from  the  annual  dues 
of  each  member  of  the  Society.  The  Committee, 
realizing  the  inadequacy  of  this  Fund,  recom- 
mends acceptance  of  voluntary  donations  and 
legacies,  to  be  added  to  the  principal.  It  is  sug- 
gested that  a period  of  five  years  be  allowed  to 
lapse  before  any  distribution  is  made  from  this 
F*und  to  allow  for  growth,  and  that  only  loans 
be  made  till  the  Fund  is  of  sufficient  size  to 
justify  donations. 

The  Committee  on  Benevolence  shall  consist 
annually  of  the  Auxiliary  Secretary  and  three 
members  of  the  Auxiliary,  to  be  selected  annually 
by  the  Board  of  Management,  at  least  one  of 
whom  shall  be  a member  of  the  Board,  and  a 
member  of  the  Advisory  Board  of  the  State  Medi- 
cal Society  of  Colorado. 

This  Committee  shall  have  absolute  and  confi- 
dential jurisdiction  over  the  distribution  of  such 
part  of  the  Medical  Benevolence  Fund  as  may  be 
placed  in  its  hands.  No  money  shall  be  paid 
from  its  treasury  except  on  warrant  signed  by 
the  Chairman  and  Secretary  of  the  Committee, 
and  an  annual  audit  of  its  books  shall  be  made 
by  a Committee  of  the  Board  of  Management,  the 
names  of  the  beneficiaries  being  omitted.  All 
beneficiaries  shall  be  designated  by  number  and 
after  each  annual  audit,  all  communications  tend- 
ing to  show  the  personality  of  the  same  shall  be 
destroyed. 

This  Fund  shall  be  kept  separate  from  other 
moneys  and  may  be  invested  by  the  Treasurer 
after  the  direction  of  the  Board  of  Management, 
and  shall  be  used  only  for  the  relief  of  pecuniary 
distress  of  sick  or  aged  members  of  the  Auxiliary, 
wives  or  widows  of  physicians. 

F.  MAY  BURNS,  Chairman. 

(Mrs.  T.  Mitchell  Burns) 
MRS.  LORENZ  FRANK. 

MRS.  FRANK  CARROLL. 


At  the  October  meeting  of  Denver  County  Aux- 
iliary, Dr.  John  W.  Amesse  read  an  interesting 
paper  on  “Newer  Trends  in  an  Ancient  Art.”  It 
gave  a very  clear  exposition  of  the  changing  con- 
ditions under  which  the  medical  man  must  work 
and  the  problems  he  must  meet. 


Much  interest  was  evidenced  in  the  Benevolent 
Fkind.  A suggestion  was  made  that  every  mem- 
ber of  the  Auxiliary  put  aside  a penny  a day  for 
this  fund,  to  be  turned  in  at  the  next  annual 
meeting.  If  this  plan  could  be  carried  out  through 
the  state,  the  fund  would  grow  rapidly  without 
being  a burden  on  the  members.  The  suggestion 
was  that  this  plan  continue  from  year  to  year. 
Already  some  members  in  the  Denver  County 
Auxiliary  have  their  “mite  boxes.” 

A card  party  is  being  planned  in  November, 
the  proceeds  to  go  to  our  scholarship  fund. 



COLORADO  NEWS  NOTES 

LA  JUNTA — Dr.  C.  E.  Morse  was  appointed  City 
Physician  for  La  Junta. 

PUEBLO— Drs.  H.  T.  Low,  W.  T.  H.  Baker,  and 
Royal  H.  Finney  have  been  appointed  as  the 
Committee  on  Medical  Economics  for  the  Pueb- 
lo County  Medical  Society,  and  they  are  under- 
taking a detailed  investigation  of  the  new  plans 
under  way  for  the  medical  care  of  transient 
indigents  being  sponsored  by  the  Federal  Emer- 
gency Relief  Committee. 

DENVER — Dr.  J.  W.  Amesse  of  Denver  was  a 
guest  speaker  at  the  Annual  Conference  of  the 
Kansas  City  Southwest  Clinical  Society  on  Oc- 
tober 3 and  of  the  Sedgwick  County  Medical 
Society,  Wichita,  Kansas,  on  October  6. 

DENVER — Dr.  M.  C.  Jobe  of  Denver  has  returned 
from  a motor  tour  of  the  Central  states  and 
Canada. 

TRINIDAD — B’riends  of  Dr.  J.  R.  Espey  will  regret 
to  read  of  the  death  of  Mrs.  Espey  early  in 
September. 

GRAND  JUNCTION — Dr.  Knude  Hanson  attended 
the  Annual  Meeting  of  the  American  College 
of  Surgeons  held  in  Chicago  on  October  9. 

DENVER — The  profession  of  Colorado  will  be 
pleased  to  know  that  Mrs.  R.  W.  Arndt  is  recov- 
ering from  a serious  spinal  injury  incurred  in 
a motor  accident  while  touring  in  Ohio. 

DENVB1R — Attending  the  Congress  of  Roentgen- 
ology held  at  Chicago  September  25  to  30  were 
the  following  Denver  physicians  : Drs.  K.  D.  A. 
Allen,  L.  G.  Crosby,  W.  W.  Wasson,  and  O.  E. 
Coleman. 

SALIDA — Dr.  G.  H.  Curfman  has  returned  from 
the  Annual  Meeting  of  the  American  College  of 
Surgeons  held  in  Chicago  last  month. 

BOULDER — Dr.  H.  H.  Houston  of  Boulder  at- 
tended the  Annual  Meeting  of  the  American 
College  of  Surgeons. 

DENVER — Dr.  F.  P.  Gengenbach  attended  the 
Fall  Meeting  of  the  American  Academy  of 
Pediatrics  in  Chicago  September  22  and  23. 

FORT  COLLINS— Dr.  N.  L.  Beebe  attended  the 
Annual  Meeting  of  the  American  College  of 
Surgeons  held  in  Chicago. 

DENVER — Drs.  C.  F.  Hegner,  Frank  E.  Rogers, 
Philip  W.  Whiteley,  I>.  W.  Mason,  and  E.  W. 
Perrott  attended  the  Annual  Meeting  of  the 
American  College  of  Surgeons. 

DENVER — Dr.  G.  K.  Olmsted  has  been  promoted 
to  the  rank  of  lieutenant  colonel  in  the  medical 
section  of  the  United  States  Army. 
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Colorado  State  Medical  Society 
Officers,  1933-1934 

President:  Gerald  B.  Webb,  Colorado  Springs. 

President-elect:  N.  A.  Madler,  Greeley. 

Vice  Presidents:  First,  Frank  E.  Rogers,  Denver;  Sec- 
ond, A.  G.  Taylor,  Grand  Junction;  Third,  C.  E. 
Sidwell,  Longmont;  Fourth,  Ward  C.  Fenton,  Rocky 
Ford. 

Constitutional  Secretary:  John  S.  Bouslog,  Denver. 

Treasurer:  Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  537  Republic 
Building,  Denver.  Telephone,  KEystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
John  W.  Amesse,  Denver;  Alternate,  A.  J.  Markley, 
Denver;  Junior,  Crum  Epler,  Pueblo;  Alternate,  John 
B.  Crouch,  Colorado  Springs. 

Councillors:  Term  Expires 


District  No.  1 F.  W.  Lockwood,  Fort  Morgan  1936 

District  No.  2 Ella  A.  Mead,  Greeley 1936 

District  No.  3 George  P.  Lingenfelter,  Denver  1936 

District  No.  4 C.  T.  Knuckey,  Lamar 1935 

District  No.  5 George  D.  Andrews,  Walsenburg  1935 

District  No.  6 C.  Rex  Fuller,  Salida.- 1935 

District  No.  7 A.  L.  Burnett,  Durango.. 1934 

District  No.  8 Lee  Bast,  Delta  1934 

District  No.  9 W.  W.  Crook,  Glenwood  Springs, 

Chairman  1934 


Standing  Committees,  1933-1934 

Credentials : John  S.  Bouslog,  Denver,  Chairman;  Har- 
old T.  Low,  Pueblo;  John  A.  Sevier,  Colorado 
Springs. 

Scientific  Work:  Kenneth  D.  A.  Allen,  Denver,  Chair- 
man; Burgett  Woodcock,  Greeley;  G.  Burton  Gilbert, 
Colorado  Springs. 

Arrangements:  John  B.  Hartwell,  Colorado  Springs, 
Chairman;  William  A.  Campbell,  Jr.,  Colorado 
Springs;  Carl  S.  Gydesen,  Colorado  Springs. 

Public  Policy:  Charles  O.  Giese,  Colorado  Springs, 
Chairman;  Walter  W.  King,  Denver,  Vice  Chairman; 
H.  R.  McKeen,  Denver;  Gerrit  Heusinkveld,  Denver; 
Harvey  W.  Snyder,  Denver;  James  J.  Waring,  Den- 
ver; Lanning  E.  Likes,  Lamar;  W.  W.  Harmer, 
Greeley;  Charles  H.  Platz,  Fort  Collins;  Gerald  B. 
Webb,  Colorado  Springs,  ex-officio;  John  S.  Bouslog, 
Denver,  ex-officio;  Mr.  H.  T.  Sethman,  Denver, 
ex-offido. 

Publication:  C.  S.  Bluemel,  Denver  (1934)  ; William  H. 
Crisp,  Denver  (1935);  C.  F.  Kemper,  Denver  (1936). 

Medical  Defense:  T.  D.  Cunningham,  Denver  (1934), 
Chairman;  Casper  F.  Hegner,  Denver  (1935);  Frank 
B.  Stephenson,  Denver  (1936). 

Medical  Education  and  Hospitals:  J.  A.  Sevier,  Colo- 
rado Springs,  Chairman;  Royal  H.  Finney,  Pueblo; 
Thad  P.  Sears,  Denver. 

Library  and  Medical  Literature:  George  A.  Boyd,  Colo- 
rado Springs,  Chairman;  E.  D.  Downing,  Denver; 
F.  W.  Kenney,  Denver. 

Cooperation  with  Allied  Professions:  M.  O.  Shivers, 
Colorado  Springs,  Chairman;  H.  S.  Finney,  Denver; 
John  R.  Evans,  Denver. 

Medical  Economics:  Philip  Hillkowitz,  Denver,  Chair- 
man; Claude  E.  Cooper,  Denver;  F.  Julian  Maier, 
Denver. 

Necrology:  George  M.  Blickensderfer,  Denver,  Chair- 
man; John  F.  McConnell,  Colorado  Springs;  C.  W. 
Streamer,  Pueblo. 

Special  Committees,  1933-1934 

Postgraduate  Clinics:  C.  E.  Harris,  Woodmen,  Chair- 
man; Maurice  H.  Rees,  Denver;  Nolie  Mumey,  Den- 
ver; O.  M.  Gilbert,  Boulder;  Fred  M.  Heller,  Pueblo. 

Military  Affairs:  George  P.  Lingenfelter,  Denver, 


Chairman;  John  W.  Amesse,  Denver;  Robert  M. 
Fulwider,  Fort  Lyon;  Louis  V.  Sams,  Denver;  W.  P. 
McCrossin,  Colorado  Springs. 

Advisory  to  the  School  of  Medicine:  Frank  B.  Stephen- 
son, Denver,  Chairman;  John  S.  Bouslog,  Denver; 
T.  D.  Cunningham,  Denver;  C.  E.  Sidwell,  Longmont; 
Charles  O.  Giese,  Colorado  Springs. 

Cancer  Education:  Lyman  W.  Mason,  Denver  (1936), 
Chairman ; Charles  T.  Ryder,  Colorado  Springs 
(1936);  John  B.  Hartwell,  Colorado'  Springs  (1936); 
C.  W.  Maynard,  Pueblo  (1935);  W.  W.  Wasson, 
Denver  (1935);  H.  S.  Finney,  Denver  (1935);  Wil- 
liam H.  Halley,  Denver  (1934);  K.  D.  A.  Allen,  Den- 
ver (1934);  W.  W.  Haggart,  Denver  (1934). 

Nursing  Education:  Frank  E.  Rogers,  Denver,  Chair- 
man; H.  A.  Black,  Pueblo;  C.  T.  Knuckey,  Lamar. 
Cooperation  with  Board  of  Health:  E.  N.  Chapman, 
Colorado  Springs,  Chairman;  John  W.  Amesse,  Den- 
ver; Margaret  Long,  Denver. 

Workmen’s  Compensation  Affairs:  Peter  O.  Hanford, 
Colorado  Springs,  Chairman;  A.  S.  Cecchini,  Denver; 
J B.  Farley,  Pueblo. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  County — Last  Monday  of  each  month; 
secretary,  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  County — First  Tuesday  of  each  month;  sec- 
retary, C.  Rex  Fuller,  Salida. 

Crowley  County — Second  Wednesday  of  each  month; 
secretary,  J.  A.  Hipp,  Olney  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month;  secretary,  O.  S.  Philpott,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month: 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month ; 
secretary,  W.  W.  Evans,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month ; 
secretary,  G.  M.  Noonan,  Walsenburg,  Colo. 

Kit  Carson  County — Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  W. 
L.  McBride,  Seibert. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month; 
secretary,  Duane  Hartshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary,  C.  O.  McClure,  Trinidad. 

Mesa  County — Third  Tuesday  of  each  month ; secre- 
tary, H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month; 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward,  Fort  Morgan. 

Northeast  Colorado — Second  Thursday  in  each 

month;  secretary,  E.  P.  Hummel,  Sterling. 

Northwestern  Colorado — Second  Thursday  of  each 
month;  secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County — Second  Friday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesday  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  secretary,  J.  L.  Rosenbloom,  Pueblo. 

San  Juan — Second  Saturday,  January  and  altemat 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month;  secrctar 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  seer*, 
tary.  Tracy  D.  Peppers,  Greeley,  Colo. 
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President,  F.  L,.  Beck,  Cheyenne  Vice  President,  J.  L.  Wicks,  Evanston 

President-elect,  H.  L.  Harvey,  Casper 

Secretary,  Earl  Whedon,  Sheridan  Treasurer,  Evald  Olson,  Meeteetse 

Delegate  to  A.  M.  A.:  G.  P.  Johnston,  Cheyenne;  Alternates:  E.  L.  Jewell,  Shoshoni;  G.  L.  Strader,  Cheyenne 
Councillors:  G.  P.  Johnston,  Cheyenne  J.  H.  Goodnough,  Rock  Springs  F.  C.  Shafer,  Douglas 

Medical  Defense  Committee:  Earl  Whedon,  Sheridan  R.  H.  Sanders,  Rock  Springs  E.  L.  Jewell.  Shoshoni 
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Protect  Wyoming’s 
Children 

rY'*HE  Wyoming  State  Board  of  Health  is 
sponsoring  a statewide  campaign  to  pro- 
tect the  children  of  the  State  against  diph- 
theria and  small  pox.  In  several  counties 
the  following  plan  is  being  used:  The 
County  Medical  Society  is  in  charge,  and 
arrangements  are  being  made  to  give  toxoid 
injections  to  the  children  and  to  vaccinate 
them  against  small  pox.  No  fees  are 
being  asked  by  the  doctors  for  their  services. 
A charge  is  made  of  fifty  cents  for  the  tox- 
oid and  twenty-five  cents  for  the  vaccine. 
These  charges  are  a few  cents  above  the 
actual  cost  of  the  material  used,  but  the  ex- 
tra receipts,  it  is  hoped,  will  pay  for  the 
toxoid  and  vaccine  used  on  those  children 
whose  parents  cannot  pay  for  these  mate- 
rials. 

The  fine  spirit  shown  by  the  medical  pro- 
fession in  doing  this  work  free  is  to  be 
praised,  but  this  service  should  not  be  ex- 
pected to  be  given  in  the  coming  years.  The 
doctors  should  be  paid  a fair  price  for  their 
services,  and  there  is  no  real  reason  why 
parents  should  not  insist  that  the  doctor 
be  paid  for  protection  given.  There  is  no 
reason  why  diphtheria  should  take  the  life 
of  a single  child  in  Wyoming  if  the  parents 
and  the  doctors  will  do  their  full  duty.  Ev- 
ery child  should  be  protected  against  diph- 
theria and  small  pox  when  it  reaches  its  first 
birthday.  If  this  is  done  by  every  family 
in  Wyoming,  there  will  be  no  deaths  among 
native  born  children  thus  protected. 

That  the  use  of  toxoid  and  small  pox  vac- 
cine should  be  100  per  cent  is  a question  of 
education  and  cooperation  on  the  part  of 


the  medical  men  and  the  parents.  It  is  the 
duty  of  the  family  physician  to  educate  fami- 
lies, and  it  is  far  more  important  that  the 
public  school  teachers  tell  children  all  about 
the  dangers  of  diphtheria  and  small  pox  than 
it  is  to  teach  them  to  name  the  capital  cities 
of  all  the  states  or  some  unimportant  ancient 
history.  The  time  to  protect  children 
against  these  diseases  is  in  the  first  few 
years  of  life.  No  child  should  be  permitted 
to  attend  school  until  he  has  been  given  this 
protection.  There  is  no  greater  service 
members  of  the  Wyoming  State  Medical 
Society  can  do  at  this  time  than  protect  the 
Wyoming  children  against  these  two  terri- 
ble diseases.  E.  W. 

« * 4 

The  Infected 
Tear  Sac 

nroo  little  attention  is  given  by  the  average 
physician  to  pus  in  the  tear  sac.  There 
are  at  present  hundreds  of  people  in  Wyo- 
ming with  these  pus  sacs.  Far  more  danger- 
ous than  a stick  of  dynamite  is  an  eye  where 
this  infected  condition  exists.  In  such  a con- 
dition it  often  takes  only  a slight  scratch  on 
the  cornea  to  produce  an  ulcer  that  may 
lead  to  blindness.  Many  operations  on  the 
eyes  result  in  failure  by  reason  of  these  in- 
fections. All  cases  do  not  need  an  opera- 
tion for  their  cure.  It  is  true  that  some 
cannot  be  cleared  up  by  drainage  or  anti- 
septics, but  a great  many  can  be  so  cured. 

For  years  these  chronic  cases  that  were 
not  cured  otherwise  were  operated  on  by 
the  oculists  in  an  attempt  to  remove  the  tear 
sac  completely.  Often  failure  followed  these 
attempts.  Then  Dr.  Harold  Gifford  report- 
ed and  demonstrated  his  method  of  destruc- 
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tion  of  the  tear  sac  by  opening  and  drying 
the  sac,  then  cauterizing  and  destroying  it 
by  applying  trichloracetic  acid.  We  have 
followed  this  method  for  fifteen  years  with 
the  greatest  satisfaction.  Not  once  in  that 
time  has  it  been  necessary  to  remove  a tear 
sac  surgically  after  treating  according  to 
the  method  given  by  the  late  Dr.  Gifford.  If 
the  family  physician  will  refer  such  cases  to 


the  oculists,  the  results  will  be  more  eyes 
saved  in  Wyoming  each  year. 

How  to  put  a value  on  a useful  eye  is 
unknown.  It  cannot  be  measured  in  dollars 
and  cents  either  to  the  owner  or  to  the 
public.  Every  eye  that  has  pus  between  the 
lids  is  more  dangerous  than  a rattlesnake, 
and  it  is  up  to  the  family  physician  and  the 
oculist  to  do  away  with  the  danger.  E.  W. 


PARANASAL  SINUS  PATHOLOGY  AND  FOCAL  INFECTIONS* 

W.  P.  WHERRY,  M.D. 


OMAHA, 

To  me  has  been  assigned  the  subject  of 
‘Sinus  Pathology  and  Its  Relation  to  Dis- 
eases Elsewhere  in  the  Body,"  surely  a con- 
troversial subject,  the  elaboration  of  which 
in  its  entirety  could  be  almost  endless.  It 
appears  to  be  within  my  province,  however, 
to  discuss  the  regional  situation  itself — the 
paranasal  sinuses — and  review  the  research 
more  recently  collected,  the  conclusions,  and 
show  why  statistics  and  opinions  formerly 
offered  do  not  seemingly  have  sufficient 
merit  to  be  considered  experimentally  sound. 
Fairness,  perhaps  would  guise  this  latter 
statement  in  somewhat  more  careful  lan- 
guage and  say  that  clinical  research  of  ne- 
cessity needs  the  same  careful  ground  work 
as  does  laboratory  research,  and  opinions  of- 
fered without  this  check  and  control  can 
hardly  be  credited  as  authentic  conclusions. 

Fully  twenty  years  have  elapsed  since 
Billings  and  Rosenau  first  proposed  the  syn- 
drome labeled  “Focal  Infections,”  yet  a cas- 
ual survey  of  any  medical  audience  usually 
registers  almost  as  many  nays  as  enthusiastic 
yeas.  Such  a divergence  of  opinion  among 
scientific  men,  at  this  late  date,  can  have 
but  one  answer,  expressed,  in  research  lan- 
guage— “A  faulty  experimental  set-up."  A 
sound  hypothetical  experimental  set-up  then 
becomes  the  basis  from  which  can  come  au- 
thentic conclusions.  Pursuant  to  this  dic- 
tum, since  the  subject  under  discussion  starts 
from  a pathogenic  premise,  of  necessity  the 
first  step  in  the  “modus  operandi”  is  a clear- 
cut  concept  of  the  basic  pathology  involved. 

During  the  past  two  or  three  years  there 

*Read  before  the  Wyoming  State  Medical  So- 
ciety at  Rock  Springs,  July  18,  1932. 


NEBR. 

has  developed  in  the  minds  of  pathologists 
the  realization  that  the  paranasal  sinus  mu- 
cosa is  susceptible  to  a distinct  type  of  path- 
ologic change,  unique  and  different  from 
that  usually  observed  elsewhere.  An  appre- 
ciation of  this  physiologic,  as  well  as  patho- 
logic, premise  has  created  a new  school 
which  seemingly  is  divorcing  sinus  pathology 
from  the  accepted  premise  of  general  path- 
ologic principles. 

For  instance,  recently  some  very  interest- 
ing work  has  been  done  upon  the  so-called 
allergic  reactions.  It  has  been  determined 
that  soon  after  the  threshold  of  tolerance 
has  been  passed,  the  sinus  mucosa  will  often 
react  without  reaction  in  the  nasal  mucosa 
or  elsewhere  in  the  host,  creating  a symptom 
syndrome  distinctly  different  from  that  of 
our  present  accepted  nasal  syndrome.  Cer- 
tain investigators  accept  as  probable  a bac- 
terial invasion  associated  with  this  allergic 
state;  others,  notably  the  St.  Louis  school, 
adhere  to  the  premise  that  a bacterial  asso- 
ciation is  unnecessary.  All  admit  that  re- 
peated attacks  definitely  build  toward  true 
pathologic  changes.  Similarly,  vitamin  im- 
balances develop  a reaction  early  in  the 
sinus  mucosa,  different,  however,  from  the 
allergic  reaction  in  the  delayed  speed  of  on- 
set and  of  resolution,  and  also  in  always 
having  a bacterial  invasion  associated  with 
it.  The  allergic  state  has  a late  pathological 
potential,  while  the  metabolic  change  has 
an  early  pathologic  potential.  Coincident 
with  and  as  a part  of  this  pathologic  poten- 
tial comes  the  bacterial  incidence,  having  as 
a corollary  the  factor  of  toxemia. 

Rosenau  and  others,  through  animal  ex- 


440 


November,  1933 


perimentation,  have  produced  allied  lesions. 
In  some  instances  they  have  recovered  the 
organism,  not,  however,  in  sufficient  se- 
quence to  warrant  positive  acceptance.  The 
German  school  and  others,  notably  the 
Mosher  group,  hold  that  bacterial  invasion 
is  only  of  the  surface  epithelium  and  that 
bacteria  are  not  found  within  the  sinus  mu- 
cous membrane  itself.  Kistner,  Dunn  and 
others  have  the  contrary  opinion.  Again, 
certain  investigators  believe  that  a bacterial 
invasion  characterizes  the  first  stage,  the 
allergic  and  metabolic  factors  being  secon- 
dary implantations.  These  divergent  theo- 
ries constitute  a variable  of  vital  importance 
in  the  acceptance  of  sinus  pathology  and  the 
focal  infection  syndrome.  Obviously,  then, 
before  the  first  step  in  our  apparatus  set-up 
is  usuable,  research  must  clearly  define  and 
establish  the  pathologic  equation  between 
the  allergic,  metabolic,  bacteremic,  and  tox- 
emic factors. 

The  typing  of  paranasal  sinus  pathology, 
acceptable  to  the  principles  mentioned,  is 
rapidly  becoming  a reality  and  is  decidedly 
affecting  what  will  later  be  discussed  in  sur- 
gical approach.  In  the  larger  pathologic 
sense,  the  simple  typing  of  pathology  is  hard- 
ly sufficient  to  completeness.  To  eliminate 
variables,  the  entire  area  involved  must  be 
classified  as  to  the  degree  of  change  and 
labeled  as  major  and  minor  sites.  Not  only 
from  the  viewpoint  of  experimental  accuracy 
but  also  from  the  standpoint  of  good  surgical 
discretion,  later  to  be  used,  it  is  desirable 
that  the  pathological  status  be  determined 
from  the  angle  of  advanced  changes.  In  this 
connection  it  has  been  more  or  less  accepted 
that  very  little  general  absorption  is  incident 
to  the  more  simple  hydrops  state,  while 
greater  potential  absorptive  possibilities  are 
likely  to  follow  the  type  associated  with 
fibrous  changes  and  thrombosed  vessels  in 
the  submucous  layers.  Pathological  differ- 
entiation. therefore,  becomes  the  first  gap  to 
be  covered  in  the  experimental  set-up  con- 
templated. Obviously,  to  study  the  sinus 
changes  and  leave  unnoticed  adjacent  path- 
ology, having  reference  to  the  alveolar  re- 
gion, is  to  introduce  a possible  error.  Should 
the  surgical  approach  be  followed  in  the 
same  manner,  the  result  would  likewise  be 


prejudiced  to  the  unfair  evaluation  of  the 
experiment. 

Although  accurate  percentages  are  not 
available,  in  certain  large  clinics  sufficient 
cases  have  been  cited  to  warrant  the  accept- 
ance of  the  fact  that  in  23  per  cent  of  all 
sinus  infections  the  alveolar  process  is  likely 
to  be  affected.  A percentage  as  high  as  this 
places  a definite  liability  upon  a paranasal 
sinus  diagnostic  routine,  and  in  addition  its 
potential  possibility  creates  a definite  place 
for  alveolar  studies  in  the  experimental  set- 
up being  constructed. 

Greater  than  knowledge  of  pathology  and 
its  intimate  relations  comes  diagnostic  vision 
— not  the  abstract  fact  of  seeing,  but  the 
broader  concept  of  being  able  to  look  be- 
hind, through,  and  beyond  the  problems  pre- 
sented. Diagnostic  vision  plus  pathologic 
knowledge  predicates  the  second  step  in  the 
set-up  and  is  the  only  basis  from  which  can 
come  facts  worthy  of  being  collected  and 
appropriately  interpreted.  Diagnostic  vision 
entails  the  collection  of  facts  leading  up  to 
a definite  program.  Perhaps  the  first  essen- 
tial is  a most  careful  clinical  history  and  an 
exact  analysis  of  the  physical  state  in  its 
entirety.  Lastly,  a most  careful  follow-up 
is  required  over  a sufficient  period  of  time, 
including  within  its  role  the  maintenance  of 
an  allergic  and  metabolic  balance.  Between 
the  history  and  the  follow-up  should  come 
an  accurate  elimination  of  the  suspected 
focal  site  or  sites. 

Mosher,  Fenton,  Lynch  and  others  work- 
ing in  this  field  of  research,  have  definitely 
shown  that  a physiologically  healthy  mucosa 
will  only  be  regenerated  if  all  the  pathogenic 
membrane  in  the  area  has  been  removed. 
One  needs  only  a limited  knowledge  of  the 
sinus  labyrinth  to  realize  the  impossibility 
of  approaching,  acceptable  to  this  dictum,  all 
the  cells  through  the  nasal  route.  Sufficient 
clinical  data  has  now  been  assembled  to 
warrant  the  statement  that  an  intranasal  ap- 
proach in  a true  focal  study,  with  frank 
pathology  present,  is  inaccurate  surgery  as 
contrasted  to  the  complete  elimination  pos- 
sible through  the  external  route. 

Opinions,  therefore,  based  upon  statistics 
gathered  from  experience  with  inaccurate 
surgery,  can  hardly  be  accepted  in  this  ex- 
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perimental  study.  This  statement  may  seem 
radical;  it  probably  is,  yet  in  clinical  re- 
search every  variable  discounts  the  authen- 
ticity of  the  result.  From  an  everyday  prac- 
tice standpoint,  diagnostic  discretion,  of 
course,  will  determine  that  procedure  best 
fitted  to  accomplish  the  result  desired.  The 
fact  remains  that  sinus  surgery  has  been 
made  over  into  a truly  scientific  surgical 
procedure  through  the  Caldwell-Luc  method 
upon  the  maxillary  sinus  and  the  Lynch- 
Sewell  method  for  the  upper  sinuses.  In- 
tranasal surgery  certainly  has  a place  in 
our  surgical  routine. 

The  surgical  correction  of  a focal  site  is 
determined  with  the  single  objective  of  in- 
ducing the  regeneration  of  a suitable  func- 
tioning mucosa  in  the  operated  field.  Mosher 
and  his  group  have  been  able  to  show  cili- 
ated epithelium  in  about  twenty-one  out  of 
twenty-seven  reoperated  maxillary  sinuses 
and  has  shown  glandular  developments  in  or 
about  the  eighth  month  postoperative.  The 
speed  of  this  regeneration  and  the  almost 
negative  postoperative  observation  follow- 
ing radical  exenteration  is  in  such  contrast 
to  the  long  drawn  out  period  following  the 
intranasal  approach  that  even  a little  expe- 
rience quickly  impresses  an  observing  oper- 
ator of  the  relative  merits  of  the  two  meth- 
ods. 

Applying,  in  an  explanatory  way.  the 
long  known  principles  of  wound  repair  to 
paranasal  sinus  surgery,  it  has  been  deter- 
mined that  if  all  pathologic  tissue  is  care- 
fully removed  with  the  least  disturbance  of 
normal  circulation,  the  entire  area  is  quickly 
covered  with  a sero-sanguinus  exudate,  rich 
in  histocytes.  Recent  studies  confirm  the 
opinion  that  histocytes  are  mesodermal  cells 
and  therefore  productive  of  scar  tissue.  Al- 
though necessary  to  the  reticulo-endothelial 
defense  mechanism,  they  are,  nevertheless, 
later  inhibited  in  this  fibrous  transformation 
by  the  oncoming  epithelial  growth  from  the 
adjacent  normal  epithelium.  This  obtains 
when  this  epithelial  new-growth  is  unhin- 
dered by  latent  pathogenic  cells  or  by  trau- 
ma. In  other  words,  postoperative  trauma 
slows  up  epithelial  growth  and  invites  meso- 
dermal growth  in  the  nature  of  proud  flesh 
and  scar  tissue.  To  reiterate,  in  a frank 


case  of  paranasal  sinus  pathology  of  poten- 
tial remote  possibilities,  intranasal  surgery 
cannot  properly  allow  a good  surgical  clean 
up  such  as  is  possible  in  the  radical  proce- 
dures. Therefore,  in  the  conduct  of  a true 
clinical  research  evaluation,  it  has  no  place 
in  our  experimental  set-up. 

Heretofore,  most  opinions  upon  sinus 
pathology  and  focal  infections  have  been 
predicated  upon  indiscriminate  cases,  insuf- 
ficiently worked  up  and  inaccurately  han- 
dled. A suitable  case  is  not  one  who  has 
already  had  nervous  disorders,  multiple  foci, 
cardiovascular  degeneration,  or  those  who 
are  constitutionally  inferior.  Incidentally, 
this  latter  group  are  too  often  included  in 
statistical  studies.  Unfortunately  they  will 
probably  always  be  with  us,  will  continue 
to  have  innumerable  operative  procedures 
with  temporary  relief,  and  always  have  phy- 
sical and  mental  problems.  This  group 
should  have  no  place  in  scientific  data;  its 
inclusion  discredits  our  findings. 

In  summarizing,  it  would  seem  that  al- 
though the  focal  infection  concept  has  been 
in  vogue  for  over  twenty  years,  we  are  just 
now  determining  its  applicability  to  para- 
nasal sinus  pathology.  On  the  positive  side 
are  sufficient  clinical  results  to  warrant  the 
possibility  of  acceptance.  On  the  negative 
side  are  gaps  in  the  chain  of  evidence  as  yet 
unanswered.  The  answer  can  only  come 
after  good  clinical  research,  perhaps  as  fol- 
lows: 

1 . Careful  clinical  history  and  clinical 
set-up;  an  accurate  knowledge  of  sinus 
pathology;  a determination  of  the  relative 
quotient  between  the  allergic,  metabolic, 
bacterial,  and  toxemic  factors;  last,  but  not 
least,  “diagnostic  vision.” 

2.  Complete  elimination  of  the  focal  site 
and  a thorough  understanding  of  tissue  re- 
generation. 

3.  A careful  follow-up. 


Phenobarbital,  when  called  Luminal,  costs 
340  per  cent  more. 


Take  this  Journal  home  to  your  wife. 
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WYOMING  NEWS  NOTES 

Dr.  C.  E.  Stevenson  had  a birthday  September 
9 and  Mrs.  Stevenson  invited  the  members  of  the 
Sheridan  County  Medical  Society  to  help  cele- 
brate the  occasion.  All  the  doctors  in  Sheridan 
were  present  and  enjoyed  a bountiful  dinner. 

It  was  a surprise  to  one  of  the  deans  of  the 
medical  profession,  and  the  fine  fellowship  shown 
by  the  men  was  a tribute  to  the  doctor  and  his 
wife  and  daughter. 


Dr.  and  Mrs.  R.  E.  Crane  entertained  the  medi- 
cal profession  on  September-  12  at  their  lovely 
summer  home  at  the  foot  of  the  Big  Horn  Moun- 
tains at  Story.  After  a hot  day's  work  the  mem- 
bers of  the  Sheridan  County  Medical  Society  en- 
joyed the  cool  mountain  breezes,  the  appetizing 
and  splendid  dinner  with  the  Cranes.  No  tele- 
phone calls  interfered  and  a wonderful  evening 
followed. 

The  Society  voted  to  give  their  services  free 
to  protect  the  children  of  Sheridan  against  diph- 
theria and  small  pox. 

It  is  no  wonder  that  the  Doctor  and  his  family 
like  to  speed  away  to  their  mountain  home  after 
a hot  day  in  town.  Here  they  have  a refuge 
where  rest  and  good  health  are  the  rewards.  Re- 
freshed after  a fine  night's  sleep  a doctor  ought 
to  be  better  able  to  meet  the  demands  on  his 
strength.  Dr.  and  Mrs.  Crane  are  to  be  congrat- 
ulated on  their  foresight  in  making  this  haven 
of  rest  at  the  foot  of  the  Big  Horns  and  being 
willing  to  share  it  with  others. 


Physicians  Move  to  Prevent  Congential 
Syphilis 

Since  it  is  known  that  the  transmission  of 
syphilis  to  the  child  can  be  prevented  if  the 
infected  mother  receives  treatment  during 
pregnancy  and  can  be  cured  in  the  child  if 
treated  before  organic  changes  take  place, 
the  committee  appointed  by  the  American 
Medical  Association  urges  that  blood  tests 
be  taken  of  all  pregnant  women  and  treat- 
ment provided  when  necessary. 


All  the  readers  of  this  Journal  recognize 
what  President  Cleveland  once  said — that 
we  are  confronted  by  a condition  and  not  a 
theory — yet  we  believe  that  cutting  appro- 
priations for  health  work  is  the  poorest  sort 
of  economy.  Health  is  wealth,  and  no  na- 
tion has  ever  been  great  and  maintained  its 
greatness  on  a feeble  population.  Doubtless 
some  economies  can  be  made  without  injury 
to  the  protection  afforded  by  the  Public 


Health  Service  and  the  National  Institute  of 
Health,  but  we  must  still  hope  for  expansion, 
rather  than  contraction,  and  entirely  apart 
from  how  it  may  affect  individuals,  all 
anxiously  look  forward  to  the  day  when 
liberal  funds  will  again  be  supplied  and  full 
activities  be  resumed.  All  of  our  members 
and  readers  should  urge  this  point  of  view, 
and  do  all  they  can  to  keep  appropriations 
for  public  health  purposes  at  the  highest 
possible  level. — Editorial,  American  Journal 
of  Public  Health,  Sept.,  1933. 


Many  believe  that  the  future  control  of 
contagious  disease  lies  largely  in  prophy- 
lactic vaccination,  and  all  over  the  world 
efforts  are  being  made  to  discover  vaccines. 
Concerning  these,  when  they  are  discovered, 
as  well  as  for  those  for  which  vaccines  are 
already  known,  there  must  be  given  to  the 
public  information  accompanied  by  advice 
which  may  be  so  urgent  as  to  partake  some- 
what of  the  character  of  compulsion.  How 
should  such  a campaign  be  carried  out?  The 
highest  success  has  been  attained  by  enlist- 
ing the  aid  and  cooperation  of  the  family 
physician — in  other  words,  the  clinician.  It 
is  a matter  of  wisdom  for  the  health  officer 
to  keep  in  close  touch  with  those  who  reach 
the  largest  proportion  of  the  population,  to 
consult  with  them,  and  to  accept  their  ad- 
vice. Any  antagonism  which  may  be  aroused 
seriously  injures  the  cause  which  the  health 
officer  has  at  heart,  and  may  result  in  a large 
degree  of  failure,  not  only  for  the  particular 
scheme,  but  for  others  of  like  character  else- 
where.— Editorial,  American  Journal  of  P. 
H.,  May,  1933. 


In  the  official  report  of  vital  statistics,  the 
greatest  number  of  deaths  of  infants  under 
one  year  of  age  occurred  in  New  York 
(10,446),  Pennsylvania  (10,107),  and  Ohio 
(5,961).  The  highest  infant  mortality  rate 
was  for  New  Mexico  (113.6),  which  was 
the  only  state  with  a rate  higher  than  100.0 
per  1 ,000  live  births.  Other  states  with  high 
infant  mortality  rates  were  Arizona  (94.5), 
Colorado  (73.2),  District  of  Columbia 
(72.9),  South  Carolina  (76.6),  and  West 
Virginia  (75.3). 
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BUILDING  THE  DOCTOR’S  SURPLUS 


Any  well  conceived  plan  for  building  the 
Doctor’s  surplus  will  of  its  own  force  grow 
in  time.  It  is  not  necessary  that  the  Doctor 
accumulate  the  entire  surplus  by  his  own 
purchases.  Compound  income  and  appre- 
ciation of  principal  should  add  more  over  a 
period  of  years  than  the  amounts  actually 
invested.  Let  us  see  what  a well  operated 
plan  should  do  over  the  period  of  the  next 
twenty  years: — 

We  will  assume  that  $100  will  be  invested 
each  month:  half  to  be  invested  in  high 
grade  stocks  and  half  in  bonds  yielding  6 
per  cent.  The  total  amount  paid  in  for 
bond  investments  would  be  $12,000:  but  due 
to  the  magic  of  compound  interest,  the  value 
of  the  bond  account  at  the  end  of  the  twenty 
years  should  be  $23,000. 

What  about  the  stock  investments?  In 
order  to  make  an  estimate  the  capital  ap- 
preciation possibilities,  we  can  be  guided 


only  by  past  records.  A study  has  been 
made  of  a list  of  stocks  from  1900  down  to 
the  present  time.  Space  here  does  not  per- 
mit a detailed  explanation  as  to  how  this 
study  was  made,  but  we  can  say  it  was  most 
conservative.  The  results  shown  were  an 
average  capital  growth  of  nearly  10  per  cent 
per  year,  to  which  would  be  added  a yearly 
dividend  of  at  least  5 per  cent.  Thus,  the 
$12,000  invested  in  stocks  should  have  a 
market  value  of  over  $60,000  at  the  end  of 
twenty  years. 

Thus,  in  a plan  which  compounds  income 
and  obtains  only  a conservative  average 
yearly  market  appreciation,  a surplus  of 
$80,000  may  be  built  from  an  investment  of 
$24,000,  or  $100  a month.  In  other  words, 
$100  invested  by  you  each  month  for  the 
next  twenty  years  should  at  the  end  of  that 
time  pay  you  an  income  of  approximately 
$400  a month. 

WOODFORD  MATLCH’K,  JR. 


6-Point  Safety 

^►The  Investors  Mutual  Fund 

1.  Only  high  grade,  seasoned  securities  purchased. 

2.  An  ownership  in  corporations  with  millions  of  dollars  in  assets. 

3.  Diversification  in  51  securities  which  spread  out  into  hundreds 
of  subsidiary  companies. 

4.  The  Colorado  National  Bank  as  trustee  handles  all  of  the  money 
and  holds  all  securities  in  trust  for  you. 

5.  Supervision  of  the  investments  by  a management  of  national  repu- 
tation which  has  in  the  past  eight  years  proven  its  ability  as  well 
as  the  value  of  active  supervision. 

6.  The  law  of  averages,  a principle  of  proven  worth,  fully  utilized. 

INVESTORS  MUTUAL  FUND  automatically  gives  you  these  six  points  of 
safety.  In  addition  it  is  a CONVENIENT  and  PROFITABLE  investment 

SIDLO,  SIMONS,  DAY  6-  COMPANY 

First  National  Bank  Bldg.  TAbor  6271  Denver,  Colo. 
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Colorado  Hospital  Association 

OFFICERS 

FRANK  J.  WALTER  GUY  M.  HANNER  JOHN  ANDREW.  M.D.  SISTER  SEBASTIAN  WALTER  G.  CHRISTIE  WILLIAM  S.  McNARY 

President  President-Elect  First  Vice  President  Second  Vice  President  Treasurer  Exec.  Sec.  Unix,  of  Colo. 

Saint  Luke’s  Hospital  Beth-El  Hospital  Longmont  Hospital  Mercy  Hospital  Presbyterian  Hospital  School  of  Med.  and  Hosps. 

Denver  Colorado  Springs  Longmont  Denver,  Colorado  Denver  Denver 

TRUSTEES 

J.  E.  SWANGER  GUY  M.  HANNER  G.  WALTER  HOLDEN.  M.D.  MAURICE  H.  REES.  M.D.  ROBERT  B.  WITHAM 

Modern  Woodmen  of  America  Beth-El  Hospital  Denver,  Colorado  Univ.  of  Colo.  School  of  Children's  Hospital 

Sanatorium  Colorado  Springs,  Colo.  Medicine  and  Hospitals  Denver,  Colorado 

Woodmen,  Colorado  Denver,  Colorado. 


Coming  Meetings: 

Colorado  Hospital  Association — Cosmopolitan 
Hotel,  Denver,  November  15-16. 

• * * • 

How  Long  Should  a Hospital 
Keep  Its  Records? 

ffT  T ow  long  should  a hospital  keep  its 
records?  is  a question  which  has 
been  recently  raised.  Should  the  hospital 
keep  these  records  for  an  indefinite  length 
of  time — as  long  as  the  institution  exists;  or 
should  it  keep  them  for  the  normal  lifetime 
of  a patient?  Also,  should  the  hospital  keep 
the  nurses’  notes  with  the  records;  and.  if 
so,  how  long  should  it  keep  them? 

No  attempt  will  be  made  here  to  answer 
these  questions,  as  the  space  allowed  for 
editorial  comments  is  not  sufficient.  The 
purpose  of  presenting  the  matter  at  this  time 
is  that  hospital  executives  may  be  led  to 
express  their  opinions  on  the  subject.  The 
editor  would  welcome  any  comments  along 
this  line,  and  would  like  very  much  to  pub- 
lish them  in  this  column. 

<4  * V 

Proselyting 

F\ue  to  the  great  decrease  in  the  number 
of  their  patients,  some  hospitals  have  in 
recent  months  adopted  the  practice  of  prose- 
lyting among  the  doctors  who  have  been 
for  years  loyal  supporters  of  other  hospitals. 
This  is  a very  unethical  hospital  practice. 
Hospitals  which  are  following  this  practice, 
in  attempting  to  draw  physicians  away  from 
the  hospitals  in  which  they  have  been  es- 
tablished, are  offering  inducements  which 
would  not  only  be  impossible  of  fulfilment, 
but  if  carried  out  would  result  in  the  dis- 
ruption of  their  own  staffs.  Moreover,  if 
such  a practice  is  carried  on,  it  will  entirely 
destroy  the  good  will  and  the  cooperation 
which  the  Colorado  Hospital  Association 


has  built  up  among  its  members.  It  is  a 
dangerous  practice,  and  ought  to  be  discon- 
tinued. 


ANNUAL  MEETING  OF  THE  COLORADO 
HOSPITAL  ASSOCIATION 


The  next  event  on  the  Colorado  Hospital  Asso- 
ciation calendar  is  its  Annual  Meeting  which  will 
be  held  at  the  Cosmopolitan  Hotel,  Denver,  on 
November  15  and  16.  The  Program  Committee 
has,  as  usual,  arranged  a program  which  will 
meet  the  diversified  needs  and  interests  of  all 
types  of  hospitals  operating  in  the  State.  In  ad- 
dition to  the  Hospital  Administrative  Sections, 
there  will  be  Nursing  and  Dietetic  sessions,  which 
will  be  of  special  interest  to  nurses  and  dietitians, 
as  well  as  hospital  administrators. 

On  Wednesday  evening,  November  15,  the  an- 
nual banquet  will  be  held.  Mr.  R.  Hickman  Walker, 
former  Associate  Justice  of  the  Supreme  Court 
of  Colorado,  will  give  the  principal  address  of  the 
evening.  Those  who  have  heard  Mr.  Walker 
speak  on  similar  occasions  realize  his  ability  as 
an  after-dinner  speaker;  and  for  those  who  have 
not  heard  him  we  may  say  that  he  ranks  as  one 
of  the  foremost  speakers  not  only  in  Colorado 
but  in  the  entire  West. 

Every  hospital  should  reserve  a table  for  this 
banquet.  This  can  be  arranged  by  calling  the 
Executive  Secretary,  Mr.  William  S.  McNary,  at 
YOrk  8500,  or  writing  to  him  at  the  Colorado 
General  Hospital.  Do  not  be  satisfied  with  mere- 
ly attending  yourself,  but  invite  your  department 
heads,  the  members  of  your  Staff  and  Board 
of  Trustees  to  attend. 

The  entire  program  has  been  arranged  to  an- 
swer the  special  problems  of  this  economic  period, 
and  it  will  be  well  worth  your  while  to  attend 
every  session.  A tentative  program  of  the  meet- 
ing is  as  follows : 

NINTH  ANNUAL  MEETING  OF  THE  COLO- 
RADO HOSPITAL  ASSOCIATION 

Cosmopolitan  Hotel,  Denver,  Colorado 
November  15  and  16,  1933 
November  15 — 

9 :00— Registration. 

9 :30 — Meeting  called  to  order  by  President 
Frank  J.  Walter,  Superintendent,  St. 
Luke’s  Hospital,  Denver. 

Administrative  Section 

9:40 — “Protection  of  Employees  in  Tubercular 
Hospitals  and  Sanitoria,"  Dr.  I.  D.  Bron- 
fin,  Medical  Director,  National  Jewish 
Hospital,  Denver. 

10:10 — “Hospital  Public  Relations,"  Dr.  Maurice 
H.  Rees,  Dean  and  Superintendent,  Uni- 
versity of  Colorado  School  of  Medicine 
and  Hospitals,  Denver. 


November.  1933 


Eleven 


FALL  AND  WINTER  ARE  THE  DANGEROUS  SEASONS 
FOR  RESPIRATORY  INFECTIONS! 


"The  Main  Danger  of  Rickets  is  that  it  Decreases  the  Resistance” 

“Rickets  is  a disease  which  affects  the  entire  body 
although  the  most  noticeable  signs  of  it  are  seen  in  the 
bones.”  .... 

“While  rickets  is  often  looked  upon  as  a disease  which  in 
itself  does  not  threaten  life,  they  state  that  it  does  threaten 
life  and  may  be  the  direct  cause  of  fleath  when  it  deprives 
the  thorax  of  its  rigidity.  It  increases  the  danger  to  life  in 
respiratory  infections,  for  example,  tuberculosis  and 
pneumonia.”  (McCollum  & Sinionds,  The  Newer  Knowledge 

of  Nutrition,  4th  Ed.,  1929) 

Clinical  experience  shows  that  any  baby  taking  its  daily 
ration  of  DRYCO  is  thereby  protected  against  rickets 


PRESCRIBE 


DRYCO 


Made  from  superior  quality  milk  from  which  part  of  the  butterfat  has 
been  removed,  irradiated  by  the  ultra-violet  ray,  under  license  by  the 
Wisconsin  Alumni  Research  Foundation  (U.  S.  Pat.  No.  1,680,818)  and  then 
dried  by  the  “Just”  Roller  Process. 


PROTECT  INFANTS  AGAINST  RICKETS  NOW ! 

Samples  and  literature  on  request 

THE  DRY  MILK  COMPANY,  Inc.,  Dept.  C,  205  E.  42nd  St.,  New  York,  N.  Y. 

ALL  DRYCO  IN  THE  HANDS  OF  DRUGGISTS  IS  IRRADIATED 
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Colorado  Medicine 


The  Tulane  University  of  Louisiana 
GRADUATE  SCHOOL  OF  MEDICINE 
Approved  by  the  Council  on  Medical 
Education  of  the  A.M.A. 

POSTGRADUATE  instruction  offered  in 
all  branches  of  medicine.  Courses  leading 
to  a higher  degree  have  also  been  insti- 
tuted. 

For  bulletin  furnishing  detailed 
information,  apply  to  the  . . . 

DEAN 

Graduate  School  of  Medicine 
1430  Tulane  Avenue  New  Orleans,  La. 


MULTIGRAPHING 

MIMEOGRAPHING 

ADDRESSING 

MAILING 

Promptness  and  Fair  Prices 

CHRISTY  LETTER  SHOP 

1824  California  St.  MAin  7965 

Ground  Floor  Denham  Bldg. 


Printing 

in  All  Its  Forms 


— for  Physicians,  Dentists, 
Hospitals,  Sanitariums 


Stationery  — engraved  or 
printed,  booklets,  profes- 
sional cards,  programs  or 
whatever  you  may  need. 


We  ask  the  privilege  of 
planning  your  designs 


Reprints  from 
Colorado  Medicine 
our  Specialty 


Western  Newspaper  Union 

P.  O.  Box  13*0 
Denver,  Colorado 


10  :40 — “Hospital  Wage  Standards  and  Vacation 
and  Sick  Leave  Allowances,’’  Mr.  Walter 
G.  Christie,  Superintendent,  Presbyterian 
Hospital,  Denver. 

11 :10 — “Standard  Purchasing  Methods,”  Mr. 
Leslie  F.  Robbins,  Purchasing  Agent, 
University  of  Colorado,  Boulder. 

11:30 — “The  Charity  Patient,”  Miss  Eunice 
Robinson,  Executive  Secretary  of  City 
Charities,  Denver. 

12  :00 — Adjournment. 

12  :15 — Trustees’  Luncheon. 

Dietetic  Section 

Mr.  Robert  B.  Witham,  Children's  Hospital, 
Denver,  Presiding. 

2:00 — “What  Hospital  Diets  Should  Contain,” 
Dr.  Thomas  Donald  Cunningham,  Den- 
ver. 

2:30 — “Basic  Methods  of  Computing  Meal 
Costs,”  Miss  Lydia  Beck,  Dietitian,  Mod- 
ern Woodmen  Sanatorium,  Woodmen, 
Colorado. 

3 :00 — “Cooperation  Between  Nurses  and  Dieti- 
tians.” 

1.  “As  Seen  by  the  Nurse.”  Miss 
Mable  Humphrey,  Superintendent 
of  Nurses,  St.  Luke's  Hospital, 
Denver. 

2.  “As  Seen  by  the  Dietitian,”  Miss 
Dora  Hanfeldt,  St.  Joseph’s  Hos- 
pital, Denver. 

3 :45 — “Duties  of  the  Hospital  Dietitian  as  Seen 
by  the  Hospital  Administrator,”  Mr.  E. 
G.  Fulton,  Porter  Sanitarium,  Denver. 

4:15 — “Why  the  Administrative  Dietitian,” 
Mrs.  Cora  Kelly  Kusner,  Dietitian,  Colo- 
rado State  Hospital,  Pueblo. 

4 : 45 — Adjournment. 

7:00 — Annual  Banquet,  Dr.  John  Andrew, 
Longmont  Hospital  Association,  Long- 
mont, presiding. 

8:15 — Presidential  Address,  Mr.  Frank  J. 
Walter. 

8 :30 — Selected  Subject,  Mr.  R.  Hickman  Walk- 

er, Former  Associate  Justice  of  Colorado 
Supreme  Court. 

9:00 — Sound  Motion  Picture. 

9 :30 — Adjournment. 

November  16 — 

Administrative  Section 

Mr.  John  E.  Swanger,  Superintendent,  Modern 

Woodmen  Sanatorium,  Woodmen,  Colorado, 
Presiding. 

9 :30 — “Hospital  Social  Service,”  Mr.  Robert 
B.  Witham,  Children's  Hospital,  Denver. 

10:00— "Does  Colorado  Need  Local  Hospital 
Councils?”  Mr.  Wm.  S.  McNary,  Busi- 
ness Manager,  University  of  Colorado 
School  of  Medicine  and  Hospitals,  Den- 
ver. 

10  :30 — Selected  Subject. 

11 :00 — Business  Meeting. 

12  :00 — Adjournment. 

Nursing  Section 

Mr.  Frank  J.  Walter,  Superintendent  St.  Luke's 
Hospital,  Denver,  Presiding. 

1:30 — “What  the  Nursing  Service  Can  Do  to 
Aid  the  Hospital  Administrator.” 

2:00 — “Economies  Nurses  Can  Make." 

2:30 — “Does  Increased  Teaching  Bring  About 
Better  Bedside  Care  for  the  Patient?” 
Miss  Eula  Lee  Paullus,  Instructing  Su- 
pervisor of  Medical  Nursing,  Colorado 
General  Hospital,  Denver. 
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PAINTING  and  PAPERHANGING 

Interior  Decorating,  Interior  and  Exterior  Painting,  Varnish- 
ing of  all  kinds,  Paper  Cleaning  and  Wall  Washing — Wall 
Paper  removed  by  the  latest  steam  process.  Electric  system 
of  Floor  Cleaning,  Scrubbing,  Waxing,  Polishing.  Spray 
Painting. 

GEO.  C.  BERGMAN  DECORATING  CO. 

1953  Pennsylvania  Street  TAbor  2'909 


Reduce  Your  Overhead  By  Using 

M.  D.  STANDARD  STATIONERY 


250  Letterheads,  S^^xll"  ] 

250  Envelopes,  6*4"x32'8,/  iJp^.OO 
250  Statements,  5*4x6*4  J D 


The  separate  items  are 
furnished  in  various 
quantities  at  corre- 
spondingly low  prices 


All  neatly  printed  in  black  ink  on  20-lb.  Hammermill  Bond.  Samples  on  request. 


THE  MILES  & DRYER  PRINTING  COMPANY 

1936-38  Lawrence  St.  DENVER  Telephone  KEystone  6348 


■i  EAT  WTH  CML! 

Consult  your  physician  in  regard  to  the  kind 
of  heat  that  is  most  healthful  for  you  and  your 
family. 

Our  oils  are  of  the  finest  quality  and  meet  the 
manufacturer  s recommendations  prescribed 
for  your  burner. 

THE  NAVY  GAS  AND  SUPPLY  CO. 

(SHELL  PRODUCTS) 

4700  YORK  PHONE  KEy.  5141 
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Digitalis  Therapy 

DEMANDS 

Uniformity 

XhE  Lederle  Tablets  of  Digitalis  were  perfected  as  a 
result  of  six  years’  experience  in  the  Cardiac  Clinics  of 
Greater  New  York  with  tablets  of  standardized  digitalis 
leaf  h aving  a potency  of  I cat  unit  in  I H grains  of  pow- 
dered leaf. 

Only  digitalis  leaf  which  has  been  clinically  demon- 
strated to  possess  uniform  activity , is  used  in  the  prep- 
aration of  Lederle  Digitalis  Tablets. 

The  intravenous  method  of  Hatcher  and  Brody  used 
by  the  Lederle  Laboratories  directly  measures  the  car- 
diac effects  of  the  drug. 

Digitalis  Tablets  Lederle  are  supplied  in  packages 
containing  ioo  tablets  (5  tubes  of  20),  in  three  sizes: 
Vi  Cat  Unit  I 'fi  grain*),  1 Cat  Unit  (1 1 2 grains*), 2 Cat 
Units  (3  grains*). 

*The  comparison  of  the  cat  unit  of  digitalis  to  the  grain  of  powdered  digitalis  leaf  re- 
fers to  the  leaf  selected  as  described  above  for  the  Lederle  product  namely,  that  one 
and  one-half  grains  of  the  powdered  leaf  assay  one  cat  unit.  In  the  above  table,  grains 
arc  stated  only  as  an  approximate  guide  to  the  physician  who  has  heretofore  based  his 
dosage  on  weight  or  volume. 

Literature  on  Request 

Distributed  by 

HEALY  & OWENS 

1400  Larimer  Denver,  Colorado 

LEDERLE  LABORATORIES  INC. 

New  York 

illllllilllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll 


WHEEL  CHAIRS  FOR  SALE  OR  RENT 


WM.  JONES 


Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 
Phone  KEystone  2702 
Denver,  Colo. 


3:00 — A discussion  of  the  article:  “The  Cause 
and  Cure  of  Unemployment  in  the  Nurs- 
ing Profession,"  Margaret  Ashman,  as 
published  in  the  American  Journal  of 
Nursing  for  July,  1933,  by: 

1.  Miss  Sadie  L.  Heckert,  President 
of  the  Graduate  Nurses’  Club  and 
the  Central  Registry. 

2.  Miss  Margaret  Meyer,  R.N  , Den- 
ver. 

4 :00— Adjournment. 


ADVANTAGES  OF  GRADUATE 
SERVICE  AS  COMPARED  WITH 
STUDENT  SERVICE 

BEATRICE  BENDER,  R.N.* 

PUEBLO 

Since  the  Grading  Committee  began 
functioning  in  1925,  much  has  been  learned 
and  published  about  the  overproduction  of 
nurses  and  the  inadequate  education  and 
training  that  many  have  had.  The  profes- 
sion is  confronted  today  by  many  problems, 
but  one  of  the  most  serious  is  overproduc- 
tion. In  1930,  according  to  the  United 
States  Census  Bureau,  there  were  294,268 
trained  nurses  in  the  United  States,  or  an 
increase  of  97  per  cent  in  trained  nurses 
between  the  years  1920  and  1930.  The 
population  of  the  country  increased  16  per 
cent  during  the  same  period  of  time.  This 
year  approximately  25,000  nurses  were 
graduated  and  next  year  there  will  be  a 
similar  number  added  to  the  already  over- 
crowded profession. 

If  all  the  nursing  schools  in  the  United 
States  were  giving  as  good  training  as  the 
best  school  in  the  country,  there  would  still 
be  unemployment  and  distress.  It  would 
still  be  difficult  to  find  nurses  with  the  prop- 
er training  for  the  higher  positions.  Women 
of  intelligence  and  culture  will  hesitate  to 
enter  a profession  where  it  is  impossible  to 
earn  a satisfactory  living.  Parents  will  ob- 
ject to  their  daughters  taking  up  nursing. 
With  overproduction  and  unemployment 
the  quality  of  nursing  service  will  deteri- 
orate and  the  public  suffer  as  a result. 

Overproduction  of  nurses  is  not  only  se- 
rious for  the  present  time,  but  will  be  more 
serious  in  the  future.  People  judge  the  pro- 
fession by  the  success  and  happiness  of  its 
members,  and  so  it  is  necessary  to  reduce 
the  number  of  women  entering  the  field  so 

*Director  of  Nursing,  Seaton  School  of  Nurs- 
ing, Pueblo. 
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Let  Us  Run 
Y our  Errands 

We  deliver  packages,  candy,  flowers  and  messages  to  all  parts  of  the  City 
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Here  You’ll  Find  Everything  to  Make 
Your  Bridge  Party  a Success 

Foreign  and  Domestic  Cheese 
Milwaukee  Sausage  and  Luncheon 
Meats 

Halloway’s  London  Dry 
Hava  Martini  Cocktail 
Nuyens  French  Vermouth 
Martini  and  Rossi  Vermouth 
Orange  Bitters,  etc. 


84  South  Broadway,  Near  Bayaud 
At  your  service  till  10  p.  m.  including 
Sundays 


Trademark 

Registered 


STORM 


Trademark 
Krgi't  fieri 
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with  comfort 
and  satisfaction. 
Made  of  Cotton, 
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etc. 


Ask  for  Literature 


Katherine  L.  Storm,  M.D. 

Originator,  Owner  and  Maker 
1701  Diamond  St.  Philadelphia 


that  every  well  qualified  nurse  can  earn  her 
livelihood.  There  are  many  people  who 
believe  that  many  schools  ought  to  be  closed. 
Directors  of  nurses  and  superintendents 
sincerely  believe  their  schools  are  better 
than  others  and  their  graduates  are  needed 
even  though  there  is  unemployment  exist- 
ing among  their  alumnae  today.  Some 
alumnae  associations  are  asking  their 
schools  to  stop  producing  so  many  unnec- 
essary graduates.  This  may  prove  benefi- 
cial to  the  profession  as  well  as  embarrass- 
ing to  executives. 

Hospitals,  the  nursing  and  the  medical 
profession  exist  to  care  for  the  sick.  The 
quality  of  the  nursing  service  is  a primary 
concern  to  administrators  and  nurses  alike. 
In  the  past  there  were  superintendents  of 
nurses  who  preferred  students  to  graduates, 
but  at  the  present  time  directors  are  begin- 
ning to  see  the  advantage  of  graduate  nurs- 
ing service.  Experience  and  maturity  are 
now  considered  valuable  assets  to  nurses. 
There  is  also  a change  in  attitude  of  nurses 
toward  bedside  work  and  high  grade  wom- 
en are  applying  for  general  staff  positions. 
Bedside  work  is  no  longer  considered  “stu- 
dent work.” 

Someone  has  said  that  a graduate  can 
see  more  to  be  done  for  a patient  and  she 
knows  better  what  to  do.  Doctors  like  the 
continuity  of  service  that  graduates  can 
give  because  there  are  no  class  interrup- 
tions. Students  also  have  their  minds  di- 
vided between  class  work  and  the  ward 
work  which  is  more  or  less  unfamiliar  to 
them.  Many  patients  desire  the  care  of 
more  experienced  nurses. 

The  appointment  of  graduates  to  general 
staff  positions  should  improve  the  nursing 
service  and  limit  the  number  of  new  grad- 
uates. If  all  the  care  of  the  patient  is  not 
assumed  by  the  student  there  can  be  a 
more  careful  selection  of  those  entering  the 
schools.  High  school  teachers  and  the  prin- 
cipals should  be  made  acquainted  with  the 
overproduction  of  nurses  and  should  realize 
that  only  those  who  are  the  best  students 
have  a chance  in  a highly  competitive  field. 
Candidates  for  nursing  schools  should  be 
carefully  chosen  from  the  upper  third  of  the 
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or  sugar  content  makes  it 
easy  to  assimilate  and  its 
full  legal  alcoholic  content 
makes  it  a delightful  and 
delicious  stimulant. 


Physicians  are  invited  to  visit  and  inspect 
Coors  Model  Brewery  at  Golden,  Colo- 
rado, at  any  time. 


GOLDEN  BEER 


A Product  of  Adolph  Coors  Co.,  Golden,  Colo. 


MENTION  COLORADO  MEDICINE 


Eighteen 


Colorado  Medicine 


Manufacturers  and 
Distributors  of 

Power  Amplifiers 
Microphones 
Doctors’  Gall  Systems 
Centralized  Radio  Systems 

Photo-Electric  Control 
Devices 


A Complete  and  Competent 
Service  Staff 


228  Fifteenth  Street 


Seven  years’  use 

has  demonstrated  the 
value  of 

The  Surgical  Solution 
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This  preparation  contains  2%  Mer- 
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Application  is  net  painful. 

It  dries  quickly. 

The  color  is  due  to  Mercurochrome 
and  shows  how  thoroughly  this  anti- 
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Stock  solutions  do  not  deteriorate. 
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Literature  on  request 
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classes.  If  this  is  done  the  hospital  and 
school  will  be  saved  much  trouble  as  well 
as  expense. 

In  the  May  number  of  the  Hospital  Man- 
agement for  1932,  there  was  an  article  en- 
titled “More  Students  Despite  Fewer 
Schools  in  Some  States,  which  indicates 
that  closing  schools  alone  does  not  seem  to 
be  all  that  is  necessary  to  reduce  the  number 
of  nurses.  Besides  a more  careful  selection 
of  students  according  to  intelligence,  cul- 
ture, physical  and  emotional  characteristics, 
worthwhile  achievement,  energy  and  good 
moral  character,  there  are  those  who  think 
it  is  not  an  exorbitant  requirement  to  de- 
mand that  students  spend  at  least  one  year 
in  a college  or  university  before  being  ad- 
mitted to  the  nursing  school. 

We  hear  objections  to  higher  education 
for  nurses.  Some  think  that  college  work 
is  not  necessary  and  others  fear  that  the 
college  trained  nurse  will  supplant  the  doc- 
tor. Nursing  education  is  given  to  train 
women  to  do  nursing  work  rather  than 
medical,  and  if  these  women  wished  to  be 
physicians  it  would  be  necessary  for  them 
to  study  the  medical  course  rather  than 
nursing.  All  other  professions  at  the  pres- 
ent time  demand  university  training  previ- 
ous to  the  work  of  the  professional  school 
because  they  feel  a definite  need  of  that 
training  and  experience. 

If  the  entrance  requirements  would  be 
raised  and  fixed  by  state  legislation  there 
no  doubt  would  be  a decrease  in  the  number 
of  nursing  students.  However,  it  is  hard 
to  obtain  legislation  and  many  citizens  have 
difficulty  in  understanding  that  a nurse 
needs  university  training  to  maintain  her 
place  as  a professional  woman.  Today, 
scientific  medicine  makes  it  almost  impera- 
tive that  a nurse  understand  the  language 
of  the  doctor  and  be  able  to  carry  out  his 
orders.  She  must,  therefore,  have  a good 
preparation  in  the  basic  sciences.  A knowl- 
edge of  English,  as  well  as  a certain  degree 
of  culture,  is  also  an  aid  to  a nurse,  so  that 
she  can  adjust  herself  to  different  forms  of 
society  with  which  she  comes  in  contact 
in  her  professional  experience.  The  work 
taken  in  the  university  should  include  the 
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Solving  an  old,  old,  problem 

“But  doctor,  Johnny  won’t 
drink  milk  between  meals.  It  is 
a task  to  get  him  to  drink  it  at 
all.” 

“Madam,  if  you  will  serve 
Meadow  Gold  Chocolate  Milk  you 
will  have  no  difficulty  in  getting 
him  to  drink  the  prescribed 
amount  of  milk.  This  drink  is 
made  of  pure,  rich,  whole  milk 
together  with  a soluble  chocolate 
syrup,  which  contains  practically 
no  theobromine,  and  may  be 
served  either  hot  or  cold.” 

Undernourished  children  will 
drink  the  required  amount  of  milk 
when  they  are  served  delcious 
Meadow  Gold  Chocolate  Milk. 
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sciences  such  as  chemistry,  anatomy,  phys- 
iology, bacteriology,  psychology,  and  nu- 
trition, in  addition  to  the  courses  in  English. 
These  subjects  would  give  the  student  a 
better  preparation  and  would  perhaps  de- 
crease the  number  entering  the  nursing 
school  since  the  student  would  pay  her  own 
expense  while  attending  the  university. 

At  the  Providence  School  of  Nursing  in 
Seattle,  Washington,  Sister  John  Gabriel 
tells  us  this  experiment  is  now  being  tried. 
All  applicants  who  enter  the  nursing  school 
must  have  earned  36  semester  hours  from 
an  accredited  college  or  university.  The 
length  of  the  nursing  course  has  been  de- 
creased to  two  and  one-half  years. 

Schools  of  nursing  must  remember  that 
if  tuition  is  required  of  the  students  and  no 
allowance  paid  them  that  the  educational 
work  must  be  of  the  best  or  exploitation  of 
the  student  will  take  place.  Employing 
graduates  to  assure  sufficient  care  of  the 
patient  will  help  improve  the  education  of 
the  student.  Class  work  can  be  attended 
regularly;  students  can  be  rotated  through 
the  various  services  at  the  proper  time;  su- 
pervisors and  head  nurses  will  have  a better 
chance  to  teach  and  supervise  the  students 
— all  of  which  will  help  improve  the  quality 
of  nursing  service. 

The  financial  question  is  important.  Can 
hospitals  afford  to  employ  graduates?  In 
1628  the  American  Hospital  Association  re- 
ported that  over  5000  hospitals  in  the 
United  States  had  been  conducting  their 
services  without  students  and  were  employ- 
ing graduates  and  non-professional  assist- 
ants to  care  for  the  patients.  In  England, 
nursing  sisters  have  for  a long  time  been 
used  successfully  in  the  nursing  homes. 
Experience  of  some  of  the  small  hospitals 
of  50  to  75  beds  show  that  a good  nursing 
school  costs  more  than  graduates.  In  the 
June  number  of  the  American  Journal  of 
Nursing  there  is  an  article  about  a 75-bed 
institution  in  Beaumont,  Texas.  The  cost 
per  month  with  the  school  for  each  service 
of  a daily  average  of  thirty-one  patients 
was  $2,369.  The  cost  after  the  school  was 
discontinued  and  graduates  employed  was 
$1,970 — a saving  of  $399  per  month.  In 
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\ Under  the  Supervision  of  the  Protestant  Episcopal  Church 

\ MEDICAL,  SURGICAL,  OBSTETRICAL  | 
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AIR  VIEW  of  the  COLORADO  SPRINGS  PSYCHOPATHIC  HOSPITAL 
A Private  Hospital  for  Nervous  and  Mental  Diseases 
Situated  in  a beautiful  valley  two  miles  south  of  Colorado  Spring’s,  which  is  nationally  known 
as  a health  center.  New  building  for  mild  cases  of  Functional  Neurosis,  affording  complete 
classification  of  patients.  Home-like  surroundings,  scientific  medical  treatment  and  nursing 
care.  Booklet  and  rates  on  application.  E.  J.  Brady.  M.  D..  Superintendent,  Colorado  Springs. 
Colorado. 
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CRAGMOR 

SANATORIUM 

The  Cragmor  Sanatorium  is  an  institution  designed  especially  for  the 
treatment  of  tuberculosis;  but,  building  upon  the  soundest  principles  of 
medical  science  always,  it  also  recognizes  a need  for  mental  buoyancy. 

There  is  ever  an  air  of  human  happiness  about  the  place — caught  perhaps 
from  the  sunshine,  the  freshest  of  mountain  air,  the  delight  of  days  that 
will  not  allow  one  to  remain  ill ! 

Well  up  on  the  rise  of  Austin  Bluffs,  five  miles  from  the  heart  of  Colorado 
Springs,  Cragmor  commands  an  excellent  panorama  of  Pikes  Peak  and  the 
Rampart  Range.  Restful  but  not  oppressive  quiet  pervades  everywhere. 

Cragmor  Village,  in  connection  with  Cragmor  Sanatorium,  occupies  the 
wide  swing  of  Austin  Bluffs  to  the  east  of  the  sanatorium  proper  and  con- 
sists of  eighteen  commodious  homes  where  the  patients  may  continue  con- 
valescence under  the  supervision  of  the  Cragmor  Staff. 


For  Further  Information  Write  to  the  COLORADO  SPRINGS 

Physician-in-Chief  COLORADO 


WOODCROFT  HOSPITAL — PUEBLO,  COLORADO 

Woodcroft  Hospital  was  established  in  1896  by  Dr.  Hubert  Work,  since  which  time  over  six 
thousand  cases  have  been  treated.  The  ideal  climate  of  Pueblo,  which  enjoys  almost  daily  sun- 
shine, is  an  advantageous  factor  in  the  location  of  this  hospital.  The  hospital  is  arranged  to 
care  for  all  forms  of  nervous  and  mental  diseases,  allowing  segregation  of  the  different  types 
and  thus  avoiding  unpleasant  contacts.  In  addition  to  the  strictly  neuropsychiatric  cases  we  also 
specialize  in  the  treatment  of  drug  addiction  and  alcoholism.  Hydrotherapy,  physiotherapy,  physi- 
cal exercise  and  other  therapeutic  measures  are  employed  when  indicated.  Special  emphasis  is 
placed  upon  occupational  therapy,  individual  care  and  attention,  and  an  endeavor  to  make  the 
surroundings  as  homelike  as  possible.  Tennis,  croquet,  pool,  miniature  golf  course  and  radio 
offer  means  of  recreation.  The  accommodations  range  from  single  room  with  or  without  bath 
to  rooms  en  suite.  Illustrated  booklet  will  be  sent  on  request. 

For  detailed  information  and  reservations  address 

CRUM  EFLER,  M.D.,  Superintendent 

P.  A.  DRAPER,  M.D.,  Resident  Physician  F.  M.  HELLER.  M.D.,  Neurologist  and  Internist 
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the  June  number  of  the  Modern  Hospital, 
1931,  Claribel  Wheeler  stated  that  cost 
studies  made  by  a few  of  the  larger  hos- 
pitals show  that  a good  school  costs  almost 
as  much  as  graduate  service. 

Hospitals  are  beginning  to  experiment 
with  giving  up  their  schools  and  to  substi- 
tute graduate  staffs.  It  is  up  to  all  the 
nurses  who  are  doing  bedside  nursing  to 
demonstrate  that  graduate  service  is  more 
satisfactory  than  student  service.  On  the 
other  hand,  hospitals  that  employ  graduates 
for  staff  positions,  if  they  expect  to  attract 
high  grade  women,  must  have  good  working 
conditions.  An  eight-hour  day,  six-day 
week,  good  food,  supervisors  and  head 
nurses  with  more  experience  and  training 
than  the  general  staff  nurses  are  among  the 
requirements.  It  has  been  necessary  to  de- 
crease salaries  the  past  few  years,  but  nurses 
can  afford  to  accept  the  lowered  salaries  if 
they  will  only  realize  the  value  of  receiving 
their  maintenance  and  the  value  of  steady 
work.  Nurses  who  are  doing  general  staff 
nursing  should  have  a chance  to  continue 
to  learn  and  advance  by  attending  lectures, 
clinics,  and  staff  discussions. 

Not  only  is  the  education  of  the  student 
considered  important  as  to  the  type  and 
amount  of  classwork  and  the  type  and 
amount  of  clinical  material,  but  also  the  fur- 
ther development  of  the  graduate.  Certain 
hospitals  and  universities  are  giving  courses 
to  improve  graduates  in  bedside  work  as 
well  as  courses  for  executives. 

The  City  and  County  Hospital  of  San 
Francisco  changed  its  school  of  nursing  to 
a post  graduate  school.  The  board  felt  that 
the  school  had  many  opportunities  for  ad- 
vanced and  post  graduate  students  because 
of  the  size  of  the  institution  and  the  clinical 
experience.  They  also  felt  that  there  were 
many  nurses  who  were  poorly  prepared  and 
the  school  could  be  a help  to  those  nurses 
so  they  would  be  able  to  go  out  into  the 
community  and  give  good  nursing  care. 
They  feel  at  that  hospital  that  a graduate 
staff  gives  more  satisfactory  service  to  the 
patient  and  they  prefer  to  continue  the  post 
graduate  work  rather  than  to  return  to  the 
basic  course. 
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PUBLIC  SPEAKING  CLASSES 


Conducted  Personally 

—by— 

E c H , Baxter  Rinquest 


PHYSICIANS 


Physicians  are  called  upon  frequently  to  give  papers  or  discussions 
before  large  assemblies.  No  matter  how  valuable  the  ideas,  they  must  be 
clearly  expressed  to  be  effective. 

A trained  voice,  poise  that  comes  with  the  confidence  that  you  are 
fully  prepared,  ability  to  “think  on  your  feet,”  are  yours  for  an  hour  a 
week,  afternoon  or  evening,  in  individual  instruction  or  small  classes,  at 
a cost  you  can  easily  afford. 

The  value  of  a mellow,  cultivated  voice  in  the  sick  room  is  incalculable. 
Public  speaking  ability  is  a professional  asset;  its  cost  in  time  and  money, 
insignificant. 


E.  EL  BAXTER  RINCBEST 


1560  Sherman  St.,  Denver 
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EARN  6 °Jo  ON 
YOUR  MONEY 


Invest  and  Grow  With 
the  Neighborhood 

“ASK  US” 

FRANK  W.  MASON 

GENERAL  INSURANCE 

We  save  you  20  per  cent  on  your 
fire  insurance. 

311  U.  S.  NATIONAL  BANK  BLDG. 
MAin  332'5  Denver 


Cooperating  with  the 
Ethical  Medical  Profession 


Colorado 

Artificial 

Limb 

Company, 

Inc. 


Suite  49  Good  Block 
Phone  MAin  2866 
1557  Larimer  St. 
Denver,  Colo. 
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IMMATERIA  MEDICA 
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“You  say  the  walls  are  thin  in  your  apartment?" 

“Yes,  indeed.  We  can  hear  what  the  folks  in 
the  next  flat  think  when  we  start  the  loud 
speaker." 

* * * 

“John,  the  clock  fell  off  the  wall,  and  if  it  had 
been  a minute  sooner  it  would  have  hit  poor 
mother.” 

“I  always  said  that  clock  was  slow." 

* * # 

Son : “Ma,  what's  the  idea  maltin'  me  sleep  on 
the  mantelpiece  every  night?” 

Mother:  “Hush,  Junior!  You  have  to  sleep 
there  only  two  weeks  more  and  then  your  picture 
will  be  in  ‘Believe  It  or  Not.’  ” 

* * * 

.Joshua  Brush,  a traveling  man 
Who  sailed  the  briny  main, 

Was  Mr.  Brush  in  England 
And  Senor  Brush  in  Spain. 

The  Frenchman  called  him  Monsieur  Brush, 
But  the  Germans  were  his  bane, 

For  they  always  called  him  Herr  Brush, 

Which  filled  his  soul  with  pain. 

* * * 

“Your  methods  of  cultivation  are  hopelessly  out 
of  date,”  said  the  youthful  agricultural  college 
student  to  the  old  farmer.  “Why  I’d  be  aston- 
ished if  you  got  even  ten  pounds  of  apples  from 
that  tree.” 

“So  would  I,”  replied  the  farmer.  “It’s  a peat- 
tree.” 

“I  suppose  bill  collecting  is  a hard  job?" 

“It  is.  Especially  when  you  have  a lot  of  old 
pals  on  your  list." 


WANTADS 


FOR  SALE  OR  RENT 

In  Golden — Centrally  located  7-room  modern 
house  that  was  specially  built  for  doctor’s  com- 
bination home  and  office.  Quaintance  Investment 
Company,  815  13th  Street,  Phone  100J,  Golden, 
Colorado.  Owner,  Mr.  Fred  Landry,  912  17th 
Street,  Phone  Golden  233W,  Golden,  Colorado. 


FOR  SALE 

Complete  equipment  for  radiologist's  laboratory. 
Worth  all  of  $7,500.00,  but  will  be  sold  to  realize 
$2,250.00.  Address  inquiries  to  R.  E.  Venuti,  2616 
East  Colfax  Ave.,  Denver. 


Advertising  space  in  Colorado  Medicine  is 
worth  just  what  you  make  it.  When  you 
buy  from  firms  advertising  in  Colorado 
Medicine  you  protect  yourself  against 
questionable  products  and  you  increase  the 
value  of  this,  your  own  Journal,  to  its  ad- 
vertisers. If  a product  is  not  advertised 
in  Colorado  Medicine  it  may  have  been 
declined  in  order  to  protect  you.  Remem- 
ber this,  and  use  these  pages  as  your  buy- 


SUPPORT  YOUR  ADVERTISERS 


November,  1933 


T wenty-Seven 


THE  MUCKLE  X-RAY  COMPANY 

Is  Specializing  on  the  Burdick  New  Shockless  Diathermy 
Machine  and  Also  the  New  Electric  Cutting  Knife. 

1632  COURT  PLACE  KEystone  5535 


Thebus  Prescription  Pharmacy 

KEystone  1515  1611  TREMONT 

Across  the  Street  from  Republic  Bldg.  Entrance 

A Real  Drug  Store 


JOHN  THEBUS 
Fills 

Prescriptions 


FIRE 

ACCIDENT 

HEALTH 

LIFE 

LIABILITY 

RENT 

BOILER 

PLATE  GLASS 

BURGLARY 

COMPENSATION 

JEWELRY 

FURS 

AUTOMOBILE 

Liability 

Theit 

Fire 

Collision 

Property  Damage 


Horace  W.  Bennett  & Co. 

REAL  ESTATE 

INVESTMENTS  and  INSURANCE 


to— 

210  TABOR  BUILDING 
DENVER 
Phone  TAbor  1271 


MEMBER 


FRANK  ENGLAND,  JR.,  Manager 
Insuranee  Department 


TAbor  2838 


Your  Time  Is  Valuable 


Let  us  run  your  errands — Every  call  a special. 
Our  rates  will  please  you. 


MESSENGER  SERVICE,  Inc. 

Harvey  Pugh,  Prop.  1961  Stout  St. 


Particular  Cleanliness 

THE  BROADWAY  CREAMERY 

QUALITY  BUTTER 
CREAMY  COTTAGE  CHEESE 

TWO  CONVENIENT  STORES 

1555  Arapahoe  66  So.  Broadway 
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In  the  event  of  a claim  for  damages  in 
connection  with  professional  services, 


/Etna  Professional 
Liability  Insurance 

affords  the  following  protection  to 
the  physician,  surgeon  or  dentist : 

1.  Safeguards  the  practitioner’s 
reputation  with  the  very  best 
of  legal  advice. 

2.  Wins  the  case  or — 

3.  Pays  the  judgment  within 
policy  limits. 

4.  Pays  court  costs  and  legal  ex- 
pense. 


/ETNA  LIFE 
INSURANCE 
COMPANY 

Fred  E.  Breiscli,  Manager 


529  Midland  Savings  Building 
KEystone  6205 


c 
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THE  HOVER  DRUG  CO. 

WHOLESALE  DRUGGISTS 

Corner  14th  and  Lawrence  Sts.  KE.  1291 

Denver 

G 
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| Mr.  F.  E.  Fields, 

Patterson  Building, 

City. 

0 , ♦ Dear  Friend: 

As  ^ have  repeatedly  stated  to  you,  to  the  Home  Office, 

and  to  the  agent  who  "wrote  me,”  my  sincere  belief  is  that 

f no  accident  and  health  insurance  company  could  possibly 

tmim  treat  its  policyholders  with  greater  fairness,  and  more  prompt 

J “ ^ * compliance  with  policy  terms  than  your  company. 

ir  « / Injured  in  May  of  this  year,  the  company  has  done  its 

1 1 utmost  to  make  my  severe  condition  more  pleasant.  In  fact, 

^ ^ ♦ but  for  its  strict  compliance  with  the  terms  of  its  policy,  my 

family  would  have  suffered.  Please  consider  me  an  ardent 
salesman  of  your  policies. 

Your  friend, 

CHAS.  E.  FRIEND. 

Insurance  companies  cannot  relieve  sorrow,  but  they  do  much,  by  checks  promptly 
forwarded  to  pay  death  claims,  to  relieve  the  financial  embarrassments  of  the  family 
which  follow  the  events  which  cause  sorrow. 

During  1931  this  company  sent  more  than  FIVE  MILLION  DOLLARS  into  the 
homes  of  its  policyholders  to  meet  the  losses  occasioned  by  disability  and  death,  $95,- 
117.24  of  which  was  sent  to  homes  in  Colorado. 

All  our  policies  are  non-cancellable.  We  write  first  day  coverage  or  with  an  elim- 
ination of  5,  10,  30,  60  or  90  days  as  desired. 

We  write  any  form  of  life  insurance  desired. 

219  Patterson  Bldg.,  F.  E.  FIELDS*  StlltC  Phone  KEystone  5813 

Denver,  Colo. 

OIL  HEAT 


protects  children 
against  winter 
coughs  and  colds 


Petro-Nokol  Oil  Burner 
keeps  your  house  evenly 
warm,  air-conditions  the 
rooms  and  usually  cuts  a 
third  off  your  heating  bill. 


OIL  BURNERS  SAVE  MONEY 


FOSTER  AUTO  SUPPLY  CO. 


Day  Phone 
K !•:.-<>  15  I 


Exclusive  Healer 

1550  BROADWAY 

‘14  Hour  Service  On  All  .Makes  of  Horners 


IViKlit  Phone 
GA.-OOOA 


BEST 

FUEL 

OILS 

A 

V 

A 

I 

L 

A 

B 

L 

E 

AT 

S 

T 

A 

N 

D 

A 

R 

D 

PRICES 


SUPPORT  YOUR  ADVERTISERS 


Thirty 


Colorado  Medicine 


WHAITE  CARPET 
CLEANING  COMPANY 

F.  H.  REYER,  Manager 

COMPRESSED  AIR  CARPET 
CLEANERS 

We  Make  a Specialty  of  Cleaning,  Washing 
and  Repairing  Fine  Oriental  Rugs 

2519  W.  11th  Ave.  TAbor  3279 

Denver,  Colo. 


THE  DICKINSON  SCHOOL 

FOR  SUB-NORMAL  CHILDREN  WHO 
CAN  BE  TAUGHT  AND  HELPED 

Not  an  institution.  Just  a limited  number 
of  selected  children  whose  association  is 
helpful  in  home  atmosphere.  A few  girls 
boarded  five  years  up — no  boys  boarded 
over  ten  years  in  age. 

Correspondence  and  Visitors  Invited. 
MRS.  EDITH  DICKINSON,  Directress 

-210  E.  13<li  AVE.,  DENVER 
FRanklin  630S-J 


THE  IDEAL  STOKER  CO. 

DENVER,  COLORADO 

MERCOID  AUTOMATIC  CONTROLS 

Factory  anil  General  Offices 
First  anil  Market  Streets 
TAbor  3347 


AN  OPEN  LETTER  TO  THE  PHYSICIANS 
OF  COLORADO  AND  WYOMING 

The  Ideal  Stoker  Company,  of  Denver,  Colo- 
rado, is  now  increasing  production  on  Automatic 
Stokers  of  a type  especially  adapted  to  house- 
hold heating  requirements.  We  are  also  build- 
ing stoker  equipment  suitable  for  central  heat- 
ing plants  in  hospitals  and  the  large  institutions. 
This  company  is  entirely  a Western  organiza- 
tion, owned  and  capitalized  in  Denver,  Colorado. 
We  are  in  position  to  make  immediate  delivery 
from  our  Denver,  Colorado,  factory. 

At  the  present  time  we  have  need  for  a few 
high  grade  salesmen  of  excellent  character  and 
some  mechanical  ability  and  technical  qualifi- 
cations. We  would  appreciate  it  if  you  would 
refer  to  us  the  names  of  one  or  two  men  of 
this  type  who  might  be  interested  in  joining  the 
sales  organization  of  this  Company. 

Yours  sincerely, 

THE  IDEAL  STOKER  COMPANY, 

FNS  :MS  By  F.  N.  SHUMAKER. 


TPHE  CARLSON-FRINK  CO.  have  added  a new  number  in  addition  to 
their  line  of  quality  dairy  products.  The  public  of  this  day  and  age 
is  demanding  not  only  healthful  foods,  but  also  healthful  fruit  juices  and 
fruitades  scientifically  prepared  and  distributed.  You  now  will  be  able 
to  order  the  famous  BIRELEY’S  PURE  ORANGE  JUICE  from  your 
milkman. 

CARLSON-FRINK  COMPANY 

12'30  13th  St.  MAin  0111 
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A Constructive  Plan  for 
Post-Depression  Readjustment. 

Reconstruction  following  the  late  eco- 
nomic upheaval  concerns  the  medical 
profession  in  an  important  way.  There  are 
necessary  readjustments,  especially  pertain- 
ing to  the  millions  of  pauperized  people  who 
have  received  free  medical  care  and  who 
will  with  reluctance  pay  for  future  service. 
What  must  be  the  nature  of  our  reaction 
consistent  with  professional  dignity  and  tra- 
ditions; must  our  attitude  be  offensive  or  de- 
fensive? Funds  for  medical  care  will  always 
be  secondary  to  the  basic  necessities — food, 
shelter,  fuel,  and  clothing.  In  fact,  funds  for 
sickness  bow  before  the  popular  luxuries. 

The  proposition  has  been  critically  and 
constructively  studied  in  Michigan  by  a 
Committee  for  the  State  Medical  Society. 
This  survey  was  discussed  by  F.  C.  Warn- 
shuis,  of  Grand  Rapids,  at  the  recent  Secre- 
taries and  Editors’  conference  in  Chicago. 
The  suggestions  thus  made  for  that  state  are 
largely  applicable  in  our  own. 

There  are  four  and  one-half  million  po- 
tential recipients  of  medical  care  in  Michi- 
gan. The  average  income  is  $2,600  per  fam- 
ily; 35  per  cent  of  the  income  is  received  by 
8 per  cent  of  the  population.  As  elsewhere, 
medical  care  must  compete  with  education, 
transportation,  et  cetera,  above  the  basic 
requisites.  That  state  has  4,775  physicians, 
not  distributed  according  to  the  optimum  fa- 
cilities for  adequate  service.  Means  for  pre- 
ventive medicine  are  meager.  Overhead  ex- 
penses of  physicians  average  about  40  per 
cent  of  gross  income;  33  per  cent  have  net 
income  of  $2,500  or  less. 


Michigan’s  State  Medical  Society  has, 
through  its  Committee,  outlined  avenues  of 
work  for  solving  the  problems.  It  hopes  thus 
to  record  a defensive  attitude  and  formulate 
offensive  activities.  Briefly,  the  outline  of 
the  work  is  as  follows: 

1.  The  State  and  County  medical  socie- 
ties must  insist  that  their  members  are  up  to 
date  in  scientific  knowledge  and  practice. 
They  are  to  devise  and  make  available  post- 
graduate opportunities  for  study.  Doctors 
who  lag  will  become  branded  by  their  col- 
leagues and  ultimately  by  the  public. 

2.  A corps  of  speakers  is  made  avail- 
able through  the  Committee,  their  object  be- 
ing education  of  the  public  in  preventive 
medicine  and  health  conservation.  Suitable 
topics  are  available  for  presentation  over  the 
radio  or  before  high  schools,  parent-teachers 
and  civic  organizations,  and  other  lay 
groups. 

3.  The  Society  realizes  that  civic  respon- 
sibilities for  care  of  the  indigent  are  not 
rightfully  borne  entirely  by  the  medical  pro- 
fession. Contracts  are  therefore  being  made 
with  the  institutions  whereby  physicians  will 
be  granted  a modest  remuneration  for  such 
services. 

4.  The  State  Medical  Society,  as  a cen- 
tral unit,  makes  a business  of  assuring  co- 
operation of  its  members  with  officials  of 
the  public  health  organizations. 

5.  No  plan  of  health  insurance  is  so  far 
recognized  or  approved.  The  Society  is  cog- 
nizant of  its  dangers.  No  plan  yet  devised 
allows  free  choice  of  physician,  professional 
control,  and  is  non-profit. 

6.  Hospital  administrations  are  being  re- 
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adjusted  so  as  to  avoid  abuses  of  charity  and 
special  rates. 

By  means  of  the  above  sensible  program, 
a redistribution  of  the  costs  of  medical  care 
is  being  sought.  Likewise  a better  under- 
standing between  public  and  profession  is 
anticipated.  The  latter  will  probably  occur 
automatically  with  establishment  of  the  for- 
mer. The  medical  profession  holds  in  the 
palm  of  its  hand  the  greatest  opportunity  in 
the  history  of  the  world  for  service  to  civili- 
zation. If  this  is  to  coatinue,  the  field  must 
remain  attractive  to  the  best  minds  of  every 
generation.  The  leadership  will  remain  at 
the  top — the  American  Medical  Association 
— and  the  policies  take  inception  from  our 
rank  and  file,  the  State  and  County  socie- 
ties. More  states  should  devise  such  a plan 
as  that  of  Michigan,  a worthy  leader. 

•4  * * 

A Possible  Etiologic  Factor 
in  the  Common  Cold. 

rJPRY  to  find  someone  who  is  not  inter- 
ested in  the  common  cold!  Indifferent 
as  one  might  be,  he  is  forced  to  take  a very 
personal  interest  in  it  from  one  to  four  or 
more  times  a year — if  he's  a normal  individ- 
ual. Granting  this  fact,  acute  coryza  has 
made  a nice  subject  for  lay  consumption 
through  popular  magazines.  The  articles  are 
colorful  indeed;  even  a physician  may  enjoy 
reviewing  what  is  known  and  what  we 
would  like  to  find  out  about  the  malady. 
What  man  does  to  the  common  cold  com- 
prises a list  of  practically  negative  results; 
what  the  cold  does  to  man  is  a story  star- 
tling and  sad.  The  United  States  Health 
Service  estimates  conservatively  that  it  in- 
flicts upon  this  country  a direct  economic 
loss  of  450  million  dollars  annually.  There 
is  no  way  of  accounting  the  catarrhal  afflic- 
tions for  which  it  paves  the  way.  Its  cause 
is  either  unknown  or  only  partially  known. 
Dochez,  of  Columbia,  claims  it  may  be  the 
keystone  of  the  many  ills  the  etiologic  agents 
of  which  enter  the  body  through  the  upper 
respiratory  tract. 

Therapeutically,  we  must  admit  that  two 
procedures  head  the  list — rest,  and  the  use 
of  "two  dozen  soft  linen  handkerchiefs." 
Four  major  lines  of  attack  have  enjoyed 


vogue,  each  having  slight  substantiation  but 
doomed  in  turn  to  disappointment.  Vaccin- 
ation, ultra-violet  irradiation,  chlorine  inhal- 
ations, and  dietary  alterations  have  received 
adequate  trial.  The  latter  has  aimed  at  a 
better  supply  of  vitamins  and  the  optimum 
acid-base  equilibrium.  Mother  Nature  prob- 
ably craves  no  such  help.  At  any  rate,  dis- 
appointment it  is — we  don’t  know  what 
causes  the  common  cold. 

An  original  paper  by  A.  E.  Ewens.  M.  D., 
of  Atlantic  City,  sets  forth  a plausible  theory 
regarding  an  etiologic  factor.  He  refers  to 
the  allegedly  innocuous  uvula.  This  author 
has  noted  the  benefits  of  clipping  that  struc- 
ture for  certain  habitual  coughs  and  clearing 
of  the  throat.  At  first  conservative,  he  later 
improved  results  by  its  complete  removal — - 
staphylectomy.  In  many  hundreds  of  cases. 
Dr.  Ewens  has  observed  a remedial  influence 
upon  catarrhal  conditions  of  the  entire  up- 
per respiratory  tract.  This  was  an  inciden- 
tal and  unexpected  observation;  the  original 
reports  are  accredited  to  the  patients  them- 
selves. Their  relative  freedom  from  colds 
was  at  first  considered  imaginary.  The 
earliest  observations  in  the  series  of  cases 
were  made  twenty  years  ago.  The  author 
considers  that  the  work  then  inaugurated 
has  been  followed  by  incontestable  proof  of 
the  provocative  importance  of  the  uvula  in 
intractable  colds  and  other  catarrhal  entities. 
He  ventures  that  cold  susceptibility  is  re- 
duced in  excess  of  fifty  per  cent  and  ca- 
tarrhal conditions  and  even  sinusitis  are  ma- 
terially reduced. 

The  rationale  of  this  hypothesis  is  well 
founded  in  fact.  The  uvula  possesses  com- 
paratively poor  vascularity;  it  is  exposed  to 
repeated  mechanical  insult  and  bacteriologic 
invasion.  Pruritic  sensations  and  engorge- 
ment of  this  organ  are  known  to  precede  and 
accompany  coryza.  Biologically  speaking, 
the  organ  may  have  protected  primitive  man 
against  foreign  bodies  and  flying  insects, 
finally  becoming  rudimentary  and  now  su- 
perfluous. Cessation  of  function  may  have 
led  to  impairment  of  its  vitality  and  made  it 
a pathogenic  organ. 

These  observations  are  apparently  worthy 
of  further  substantiation  in  selected  cases. 
The  procedure  is  simple;  topical  application 
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of  a suitable  local  anesthetic  renders  it  pain- 
less; hemorrhage  is  negligible.  The  above 
author  records  no  undesirable  effects,  nor 
do  we  know  of  any.  If  such  there  are,  as 
even  a slight  alteration  of  the  voice,  the  ob- 
servations will  be  made  known  as  further 
work  is  done. 

* * <4 

Amebic  Dysentery. 

A N unusual  number  of  cases  of  amebic 
dysentery  were  found,  about  the  mid- 
dle of  August,  to  have  had  their  inception  in 
a Chicago  hotel.  Of  the  food  handlers  in 
that  hostelry,  25  per  cent  were  found  in- 
fested with  Entamoeba  hystolytica.  The 
management  and  the  Chicago  Health  De- 
partment spared  no  expense  in  clearing  up 
this  focus  and  tracing  cases  throughout  the 
country.  All  State  Medical  Society  head- 
quarters recently  received  a pertinent  tele- 
gram from  Dr.  H.  N.  Bundeson,  President 
of  the  Chicago  Board  of  Health.  It  fully 
explained  the  situation  and  requested  that 
secretaries  of  all  County  Societies  inform 
their  members  of  the  nationwide  N.  B.  C. 
broadcast  on  November  14,  which  gave  the 
history  of  this  outbreak.  Questionnaires 
were  sent  to  22,000  guests  of  the  hotel  who 
had  registered  between  May  and  Novem- 
ber. Though  we  have  seen  no  figure  on  the 
number  of  cases,  it  is  known  to  have  ap- 
peared in  at  least  fifty  cities.  Many  cases 
were  diagnosed  as  ulcerative  colitis,  periton- 
itis, appendicitis,  et  cetera.  Stringent  meas- 
ures are  now  in  effect  to  detect  and  eliminate 
every  infested  food  handler  in  Chicago  ho- 
tels. Since  this  type  of  help  is  a transient 
sort,  some  cases  are  undoubtedly  floating 
about.  Another  complicating  factor  is  the 
variable  incubation  period— nine  to  ninety- 
four  days. 

The  ameba  invades  the  intestinal  submu- 
cosa and  destroys  tissue.  Cytolytic  and 
hemolytic  substances  have  been  demon- 
strated in  cultures  of  Entamoeba  hystolytica. 
The  majority  of  human  cases  are  derived 
from  food  or  water  containing  the  cysts.  The 
contamination  arises  from  sewage  fertilized 
vegetables,  from  flies  and  contaminated  wa- 
ter, and  chiefly  from  human  carriers  han- 
dling food.  Acute  cases  begin  suddenly  with 


marked  abdominal  pain,  tenesmus,  and  di- 
arrhea. There  is  usually  no  fever,  or  it  may 
be  slight.  As  the  diarrhea  becomes  more 
marked,  blood  and  bits  of  mucous  membrane 
are  passed.  Weakness  rapidly  follows.  This 
attack  usually  lasts  three  or  four  days,  to  be 
followed  at  intervals  by  milder  attacks.  If 
it  continues,  emaciation,  jaundice,  chronic 
anorexia  and  indigestion  with  colic  and  di- 
arrhea may  go  on  indefinitely. 

Medical  men  should  be  alert  for  this  pos- 
sibility in  all  forms  of  diarrhea,  particularly 
at  this  time.  Though  originally  considered 
a tropical  disease,  there  are  sporadic  cases 
in  nearly  all  sections.  Diagnosis  depends 
upon  microscopic  detection  of  the  organism 
in  the  stools.  When  it  is  impossible  other- 
wise to  procure  suitable  specimens,  the  rec- 
tal tube  or  proctoscope  is  essential.  Several 
tests  may  be  necessary.  The  more  soiid  por- 
tions are  selected  and  normal  saline  solution 
added  so  as  to  form  a thin  smear. 

Emetine  hydrochloride  and  emetine  bis- 
muth iodide,  given  orally  or  subcutaneously, 
are  considered  specific.  Chiniofon  orally  and 
by  bowel  is  useful.  Other  drugs  as  acetar- 
sone,  vioform,  and  carbasone  have  gDen  ex- 
cellent results.  For  details  of  therapy,  the 
reader  is  referred  to  a review  in  the  }.  A.  M. 
A.  of  November  18,  1933.  The  cure  can  be 
determined  only  by  the  permanent  absence 
of  amebas  from  the  feces.  Examinations 
should  be  repeated  during  at  least  four 
months  following  cessation  of  treatment. 

That  amebiasis  may  not  become  a more 
important  menace,  stringent  control  of  food 
handlers  must  persist.  The  Chicago  Board 
of  Health,  the  hotels,  and  the  radio  are  to  be 
complimented  upon  the  unstinted  efforts  in 
behalf  of  public  health.  Cooperation  of  the 
medical  profession  is  essential  to  carrying  on 
their  good  work. 

* 4 4 

Sickness  Savings  Funds — A Suggestion 

Dy  the  first  week  in  December,  approxi- 
^ mately  $500,000,000  in  Christmas  Club 
Savings  will  have  been  distributed  in  this 
country  through  the  banks.  These  funds  will 
go  into  circulation  for  gifts,  festivities,  and 
necessary  obligations. 

Not  a few  doctors  will  wonder  whether 
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some  small  portion  of  these  funds  might  be 
used  to  cancel  some  of  the  red  figures  on 
their  books.  Needless  to  say,  that  would  be 
expecting  too  much.  Gratitude  is  commonly 
a passing  fancy — “God  and  the  Doctor  are 
soon  forgot.’  Most  of  the  money  will  be 
used  for  Christmas,  for  it  was  saved  with 
that  in  mind. 

This  plan,  rightfully  popularized  by  the 
banks,  is  applicable  to  other  requirements. 
For  example,  a number  of  cities  have  such 
plans  available  for  the  budgeting  of  tax 
money.  Why  not  one  for  sickness?  One 
way  to  start  it  would  be  a suggestion  from 
the  medical  profession  to  local  bank  officials. 

4 4 4 

Special  Attention  to  December’s 
Colorado  Medicine. 

HPhis  issue  of  Colorado  Medicine  is  one  of 
the  most  important.  Herein  are  the 
transactions  of  the  last  annual  meeting,  com- 
mittee reports,  and  financial  statements  of 
your  Society.  There  has  never  been  a year 
or  an  issue  of  this  Journal  containing  more 
of  vital  importance  to  the  individual  physi- 
cian or  medical  organization. 

Read  those  pages  in  this  number!  They 
intimately  concern  your  present,  your  future, 

and  your  pocketbook. 

4 4 4 

Substantial  Gift  to  the 
School  of  Medicine 

A striking  tribute  of  esteem  for  his  old  as- 
sociates  and  of  devotion  to  the  institu- 
tion where  he  rendered  signal  service  for  a 
generation  is  reflected  in  the  presentation  to 
the  Board  of  Regents  of  the  University  of 
Colorado,  on  November  14,  of  a tract  ap- 
proximately three  and  three-fourths  acres  in 
extent,  by  Dr.  H.  G.  Wetherill.  This  valu- 
able property  adjoins  the  campus  of  the  Uni- 
versity Medical  School  and  the  Colorado 
General  Hospital;  it  will  be  devoted  to  the 
health  interests  of  the  students  and  members 
of  the  faculty  as  an  athletic  field,  named  for 
the  donor,  and  will  round  out  present  equip- 
ment and  appointments  in  gratifying  meas- 
ure. 

Dr.  Wetherill,  although  retired  and  a resi- 
dent of  California,  has  never  severed  his 
happy  connections  with  the  profession  of 


Colorado.  Through  frequent  visits  to  the 
scene  of  his  former  labors  it  has  been  easy 
for  him  to  retain  the  warm  friendship  of  col- 
leagues throughout  the  state,  all  of  whom 
will  rejoice  in  this  additional  expression  of 
his  considerate  kindness.  As  President  of 
the  Denver  County  Medical  Society,  the 
Colorado  State  Medical  Society  and  the 
Western  Surgical  Society,  and  as  Professor 
of  Gynecology  of  the  local  School  of 
Medicine  for  nearly  thirty  years,  he  aided  in 
no  small  degree  toward  bringing  the  profes- 
sion of  the  Rocky  Mountain  area  to  its  pres- 
ent enviable  position. 

Colorado  Medicine  joins  Dr.  Wetherill’s 
host  of  friends  in  this  state  in  extending  with 
grateful  remembrance  its  warmest  expression 
of  gratitude  and  its  earnest  hope  that  good 
health  will  attend  him  and  Mrs.  Wetherill 
for  many  years  to  come. 

J.  W.  A. 

4 4 4 

Vaccinate 
Out  Smallpox 

\ relatively  small  epidemic  of  smallpox 
exists  in  and  around  Denver,  and  ex- 
tends to  the  east  and  north.  A majority  of 
the  cases  have  been  severe,  with  some  of  the 
fatal  hemorrhagic  type.  Recollections  of  the 
epidemic  of  1921-22  with  its  high  mortality 
should  urge  the  medical  profession  to  stamp 
out  the  present  situation  before  it  grows. 

There  is  only  one  way  to  control  small- 
pox: VACCINATION.  A potent  cowpox 
virus  and  proper  technic  will  produce  in 
every  individual  a primary  “take,'  vaccin- 
oid,  or  immune  reaction;  these  assure  pro- 
tection. 

The  present  situation  has  demonstrated 
that  a large  number  of  our  citizens  have 
never  been  vaccinated,  have  never  had  a 
“take,”  or  were  vaccinated  many  years  ago. 
These  individuals  are  potential  victims  of 
smallpox,  and  while  Denver  and  its  vicinity 
has  the  majority  of  the  cases,  smallpox  re- 
spects no  geographic  barriers. 

Large  numbers  of  our  population  have 
been  vaccinated  in  the  past  few  weeks,  but 
our  citizens  are  not  safe,  and  an  epidemic  is 
possible,  until  all  are  vaccinated. 

E.  R.  M. 
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SURGICAL  INDICATIONS  IN  HEAD  INJURIES* 

,T.  JAY  KEEGAN,  M.D. 

OMAHA,  NEBR. 


The  subject  of  head  injuries  has  been 
presented  so  thoroughly  in  recent  years  by 
numerous  authorities,  more  or  less  in  agree- 
ment as  to  proper  therapy,  that  I can  only 
repeat  the  fundamental  neurological  prin- 
ciples involved  and  emphasize  some  of  the 
unusual  complications  by  brief  case  ex- 
amples. 

The  often  repeated  statement  that  the 
seriousness  of  a head  injury  is  more  de- 
pendent upon  the  brain  injury  than  the  skull 
fracture  needs  no  emphasis.  Accordingly, 
the  first  requisite  for  intelligent  care  of  head 
injuries  is  a fair  knowledge  of  the  common 
neurological  signs  of  general  or  focal  brain 
disturbance.  Briefly  these  are  the  disturb- 
ance of  consciousness,  vasomotor  shock,  in- 
creased intracranial  pressure,  focal  paralytic 
or  reflex  changes,  and  signs  of  impending 
death  from  medullary  paralysis.  These 
may  seem  complicated  to  the  average  man, 
but  are  familiar  to  most  physicians  and  need 
only  a little  more  attention. 

The  primary  disturbance  of  consciousness 
and  the  length  of  time  it  lasts  is  a fair  index 
of  the  severity  of  the  brain  concussion  or 
contusion.  Transient  unconsciousness  is  a 
good  sign,  regardless  of  the  apparent  se- 
verity of  the  head  injury.  Most  of  such 
cases  will  recover  rapidly  and  can  be  per- 
mitted to  return  to  work  as  soon  as  super- 
ficial wounds  have  healed  and  ecchymoses 
disappeared.  Conversely,  the  longer  the 
period  of  unconsciousness  the  more  guarded 
must  be  the  prognosis  for  ultimate  or  com- 
plete recovery.  Unconsciousness  which 
lasts  longer  than  an  hour  or  two  indicates 
rather  severe  brain  contusion  and  disorgan- 
ization, probably  associated  with  brain 
ecchymoses  and  edema,  as  a bad  bruise 
would  appear  elsewhere  on  the  body.  Un- 
consciousness which  lasts  several  days  usu- 
ally indicates  some  central  disturbance, 


♦Read  before  the  Sixty-third  Annual  Session 
of  the  Colorado  State  Medical  Society  at  Colo- 
rado Springs,  September  15,  1933.  Dr.  Keegan 
was  guest  of  the  Colorado  Neurological  Society. 


probably  diffuse  punctate  hemorrhages 
throughout  the  white  substance  of  the  brain, 
so-called  hemorrhagic  encephalitis.  The 
mortality  of  these  cases  is  high,  regardless 
of  treatment,  or  their  recovery  is  very  slow 
and  liable  to  be  complicated  by  distressing 
mental  or  physical  disability.  Late  cerebral 
atrophy  may  be  demonstrated  by  the  ence- 
phalogram, and  headaches  and  dizziness  dis- 
able them  from  work. 

Vasomotor  shock  is  very  common  during 
the  initial  stages  of  head  injuries  and  con- 
stitutes an  emergency  of  the  first  order  when 
seen.  It  consists  of  a sudden  loss  of  vaso- 
motor tone,  with  very  low  blood  pressure, 
pallor,  sweating,  and  dilated  pupils.  Such 
a patient  may  die  within  a few  minutes  if 
supportive  treatment  is  not  given  immedi- 
ately. The  head  should  be  lowered  to  favor 
cerebral  circulation;  circulatory  stimulants 
should  be  given  intravenously  instead  of 
subcutaneously,  and  the  lost  balance  of 
blood  volume  restored  by  intravenous  10 
per  cent  glucose  injections,  with  adrenalin 
added  to  the  solution.  Quiet  should  be  ob- 
tained by  a harmless  sedative — not  mor- 
phine, as  it  depresses  the  respiratory  center 
too  much.  Codeine  is  safer.  The  patient 
should  not  be  disturbed  by  wound  repair  or 
x-rays  until  he  has  recovered  from  the 
shock.  Undoubtedly  many  head  injury  cases 
die  unnecessarily  as  a direct  result  of  this 
shock  because  intravenous  stimulants  are  not 
given  soon  enough  or  at  all. 

A very  recent  case  might  be  cited:  A 
man  of  56  years,  who  was  brought  into  a 
hospital  promptly  from  an  automobile  acci- 
dent. He  was  conscious  on  admission  but 
had  been  sitting  upright  on  the  way  in  and 
was  further  transported  in  a wheel  chair 
about  the  hospital.  He  should  have  been 
prone  with  the  head  low.  He  felt  himself 
slipping  out  and  commented  about  it,  but 
there  was  delay  in  recognizing  that  his 
blood  pressure  was  almost  nothing  and  that 
his  pupils  were  dilated  and  that  he  was 
about  to  die  from  shock.  Stimulants  were 
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not  at  hand  or  were  not  given  properly, 
waiting  for  a doctor  to  arrive.  When  the 
doctor  did  arrive,  the  patient  died  while 
preparation  was  being  made  for  intravenous 
injection.  This  man  died  of  simple  shock, 
not  serious  cerebral  injury,  for  he  was  con- 
scious. He  did  not  die  from  intracranial 
hemorrhage,  for  he  had  no  slow  or  bound- 
ing pulse  and  did  not  pass  from  restlessness 
to  coma.  Every  hospital  should  be  so  or- 
ganized that  such  patients  would  receive 
prompt  and  proper  treatment  as  soon  as 
admitted. 

Intracranial  pressure  signs  may  appear 
rapidly  in  head  injuries  if  there  is  massive 
bleeding  at  the  base  of  the  brain  from  torn 
large  venous  sinuses  or  arteries.  Not  much 
can  be  done  for  such  a case,  except  to  rec- 
ognize what  is  occurring  and  to  predict  a 
fatal  outcome  within  a few  hours.  Intense 
restlessness  precedes  pressure  coma;  it  is 
here  that  morphine  is  absolutely  contrain- 
dicated. When  a patient  is  fighting  to  re- 
tain his  consciousness  and  keep  breathing  is 
no  time  to  give  morphine,  for  he  promptly 
goes  into  coma  and  soon  stops  breathing 
from  respiratory  center  depression.  Un- 
doubtedly many  serious  head  injury  cases 
have  died  directly  as  a result  of  almost  rou- 
tine morphine  administration  in  some  hos- 
pitals. It  is  no  justification  to  say  they 
probably  would  have  died  anyway,  and  no 
credit  to  the  medical  profession  not  to  recog- 
nize the  danger  or  effect  of  morphine  in  de- 
pressed states  of  the  central  nervous  system. 

I recall  a very  restless  case  of  meningitis  to 
whom  an  intern  gave  a quarter  of  a grain 
of  morphine  and  learned  his  lesson  by  hav- 
ing to  maintain  artificial  respiration  on  the 
patient  for  two  hours.  And  every  brain 
surgeon  has  become  so  fearful  of  morphine 
through  similar  experiences  that  he  is  forced 
almost  to  prohibit  its  use  in  the  hospital. 

Other  signs  of  rapidly  rising  intracranial 
pressure  are  the  bounding  slow  pulse,  high 
pulse  pressure,  slow  respirations,  headache, 
and  vomiting.  Nurses  and  interns  should 
be  instructed  to  watch  for  these  signs  fre- 
quently, every  hour  if  under  suspicion,  to 
detect  a serious  situation  before  medullary 
collapse  begins,  when  anyone  can  recognize 


the  patient  is  dying.  A pulse  in  the  sixties 
is  under  suspicion,  in  the  fifties  fairly  defi- 
nite, and  in  the  forties  usually  too  late  to 
relieve  intracranial  pressure  successfully  by 
an  operation.  A pulse  pressure  which  ex- 
ceeds the  diastolic  figure  corresponds  to  the 
pulse  rate  in  the  forties,  rather  late  for  sur- 
gical relief.  Respirations  under  fifteen  per 
minute  are  significant,  unless  morphine  has 
been  given. 

The  focal  signs  of  brain  injury  are  most 
important  for  they  represent  the  group  of 
cases  in  which  there  is  the  greatest  prospect 
of  benefit  by  surgery.  The  first  observation 
to  be  made  on  admission  is  whether  there 
is  similar  movement  in  both  arms  and  legs. 
If  there  is  paralysis  at  this  early  stage  it 
usually  means  motor  cortex  laceration  and 
must  be  distinguished  from  paralysis  which 
appears  later  from  increasing  focal  hemor- 
rhage. 

An  example  of  this  observation  is  the  case 
of  a two-year-old  child  who  fell  downstairs 
and  was  momentarily  unconscious.  A left 
sided  partial  paralysis  was  noted  immedi- 
ately but  had  nearly  disappeared  in  a few 
hours.  X-rays  showed  a separate  fracture 
across  the  right  parietal  bone.  Although  the 
child  was  recovering  safely,  it  was  decided 
better  policy  to  determine  the  condition  of 
the  dura  and  cortex  at  the  fracture  line.  A 
small  incision  revealed  a torn  dura  and  badly 
lacerated  cortex  herniating  through  the 
fracture.  Repair  of  the  tear  in  the  dura 
after  removal  of  devitalized  cortex  is  be- 
lieved to  leave  this  child  with  less  cortical 
scar  and  less  prospect  of  late  focal  epilepsy. 
The  early  observation  of  transient  paralysis 
and  rather  wide  separation  of  the  fracture 
edges  led  to  the  diagnosis  and  exploration. 

Focal  paralysis  which  develops  some 
hours  after  the  injury  usually  means  a local 
increasing  hematoma,  which  should  be  ex- 
plored promptly.  It  usually  comes  from  a 
fracture  line  which  crosses  the  middle  men- 
ingeal artery  in  the  temple.  Here  x-rays  are 
valuable  to  have  as  a warning  of  this  possi- 
bility. Such  a case  should  be  watched  very 
carefully  during  the  first  twenty-four  hours, 
within  which  time  focal  signs  usually  ap- 
pear. Since  the  hematoma  increases  up- 
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wards  from  the  temple  it  affects  first  the 
face,  next  the  arm,  and  last  the  leg  centers. 
It  should  not  be  necessary  for  a complete 
hemiplegia  to  develop  before  the  paralysis 
is  discovered.  The  first  sign  is  loss  of  the 
corneal  wink  reflex  on  the  opposite  side, 
due  to  loss  of  sensation,  next  a little  lagging 
of  the  opposite  face  in  emotional  expres- 
sion, then  some  weakness  in  the  hand  grip 
and  less  spontaneous  movement  of  this  arm. 
The  abdominal  and  cremaster  reflexes  of 
that  side  then  disappear  and  the  leg  becomes 
weak  with  elevation  of  the  great  toe,  instead 
of  normal  flexion  on  plantar  stimulation.  In 
addition,  as  these  symptoms  of  paralysis  on 
the  opposite  side  progress,  the  pupil  dilates 
on  the  same  side  as  the  hematoma.  What 
more  definite  could  one  want  for  diagnosis, 
when  associated  with  signs  of  increasing  in- 
tracranial pressure,  than  headache,  restless- 
ness, vomiting,  slow  pulse,  and  high  pulse 
pressure?  Unfortunately  middle  meningeal 
hemorrhage  occurs  so  infrequently  that  one 
may  be  caught  off  guard,  and  the  symptoms 
develop  during  the  night  without  recogni- 
tion. Nurses  in  attendance  always  should 
be  carefully  instructed. 

Most  focal  signs  in  head  injuries  concern 
the  motor  cortex,  although  sensory  loss  may 
predominate  from  parietal  lobe  lesions  and 
speech  disturbance  from  left  temporal  lobe 
damage.  At  the  base  of  the  brain  the  long 
delicate  sixth  cranial  nerve  to  the  external 
rectus  oculi  muscle  is  easily  disturbed  by 
basilar  hemorrhage  and  the  eye  does  not 
turn  out  normally.  Other  cranial  nerves 
may  be  damaged,  particularly  the  auditory 
by  a fracture  across  the  petrous  bone.  This 
is  best  treated  by  careful  cleanliness  in  the 
external  auditory  canal,  but  no  irrigations 
which  might  force  infection  in.  Phenol  in 
glycerin  drops  are  perhaps  best. 

A fracture  across  the  frontal  region  may 
involve  the  cribiform  plate  and  lead  to  a 
cerebrospinal  fluid  fistula  into  the  nose. 
This  should  be  detected  early  by  placing  the 
patient  on  his  side,  when  blood  stained  fluid 
escapes  steadily  by  slow  drops.  Active  ef- 
forts should  be  made  to  stop  this  flow  by 
reduction  of  the  fluid  pressure,  dehydration 
with  hypertonic  glucose,  head  elevation. 


quiet,  and  perhaps  spinal  drainage,  in  the 
hope  that  clot  or  exudate  may  seal  over  the 
opening.  If  the  flow  continues  beyond  a 
few  days  in  spite  of  these  efforts,  then  some- 
thing more  should  be  done.  The  tear  in  the 
dura  should  be  closed  through  a frontal 
trephine  by  insertion  of  an  iodoform  pack 
between  the  dura  and  bone  or  by  placement 
of  a small  piece  of  fascia  lata  over  the  open- 
ing. This  may  seem  radical  when  the  pa- 
tient is  quite  comfortable  and  apparently 
recovering,  but  one  case  of  delayed  menin- 
gitis is  convincing  evidence  that  a prophy- 
lactic operation  is  justified.  A case  of  this 
kind  recently  came  to  attention  where  the 
patient,  a promising  business  man,  had  left 
the  hospital  and  was  thought  to  be  recover- 
ing nicely  at  home.  He  suddenly  developed 
a convulsion,  high  fever,  and  signs  of  ful- 
minating meningitis  and  died  within  forty- 
eight  hours.  He  had  had  some  intermittent 
fluid  escape  in  his  nose  that  had  not  been 
thought  serious. 

The  final  stage  of  most  fatal  head  injuries 
is  what  is  called  medullary  collapse,  in 
which  coma  occurs  and  the  stable  regulation 
of  the  cardiac,  respiratory,  and  temperature 
centers  is  lost.  This  syndrome  of  loss  of 
consciousness  and  rapidly  rising  pulse,  res- 
piration, and  temperature  is  a common  man- 
ner of  death  from  many  causes.  It  is  just 
as  certainly  a sign  of  beginning  death  in 
head  injuries.  No  surgery  is  permissible  at 
this  stage,  unless  the  balance  can  be  restored 
by  medical  relief,  as  intravenous  hypertonic 
glucose  or  spinal  drainage  to  relieve  intra- 
cranial pressure. 

The  application  of  spinal  punctures  and 
hypertonic  glucose  in  the  treatment  of  head 
injuries  not  long  ago  seemed  fairly  well  es- 
tablished, but  recently  both  have  been  seri- 
ously questioned  by  good  authorities.  I still 
believe  that  both  are  valuable  in  selected 
cases,  but  that  routinely  they  may  be  dan- 
gerous or  ineffective.  Spinal  puncture  will 
confirm  a rapidly  increasing  basal  hemor- 
rhage and  may  give  very  temporary  relief 
as  well  as  hasten  the  inevitable  death  of  the 
patient.  A little  later  when  active  bleeding 
has  had  time  to  stop  and  neck  stiffness, 
restlessness,  headache,  and  eye  pain  persist. 
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a spinal  drainage  of  blood  tinged  fluid  often 
gives  prompt  relief  when  the  patient  seemed 
to  be  getting  worse.  Repeated  daily  spinal 
taps  in  such  cases  may  be  beneficial  until 
the  fluid  has  become  clear  and  the  pressure 
normal.  Spinal  drainage  will  not  relieve 
brain  edema  and  may  be  dangerous  by  fa- 
voring herniation  of  the  cerebellum  into  the 
foramen  magnum.  Brain  edema  symptoms 
usually  appear  in  greatest  degree  on  the 
second  to  fifth  day  after  the  injury,  sus- 
pected by  headache,  drowsiness,  and  slow 
pulse  without  increased  pulse  pressure.  I 
see  no  harm  in  the  therapeutic  test  of  100 
to  150  c.c.  of  properly  buffered  50  per  cent 
glucose  intravenously  in  these  cases.  Many 
are  definitely  improved  by  each  injection.  I 
recall  one  striking  example  of  this.  A man 
entered  the  hospital,  on  the  third  day  after 
after  a moderate  head  injury,  complaining 
of  increasing  severe  headache,  mental  slug- 
gishness, and  drowsiness.  A spinal  puncture 
did  not  relieve  him,  but  he  experienced 
relief  during  the  injection  of  the  glucose. 

Most  controversies  are  carried  on  by  en- 
thusiasts and  nihilists,  the  one  overdoing  a 
good  thing  and  the  other  doing  nothing 
either  by  choice  or  ignorance.  The  treat- 
ment of  head  injuries  calls  for  good  observa- 
tion and  balanced  judgment.  There  are 


many  factors  to  be  considered,  and  although 
perhaps  more  patients  will  recover  by  too 
little  than  by  too  much  interference,  the  best 
treatment  requires  individual  study  of  each 
case  and  well  selected  assistance. 

Thus  far  I have  said  little  about  necessary 
treatment  of  external  wounds  of  head  in- 
juries, and  I shall  close  with  a few  practical 
suggestions  about  these.  If  the  scalp  is 
lacerated  and  badly  contaminated,  it  must 
be  thoroughly  cleaned  of  dirt,  hair  and 
pieces  of  hat,  the  ragged  edges  trimmed 
smooth,  and  the  wound  closed  for  easy  pri- 
mary union.  An  infected  scalp  wound 
conies  only  from  a dirty  ragged  wound  and 
is  inexcusable,  besides  being  a serious  ob- 
stacle against  any  later  necessary  intracra- 
nial surgery.  The  scalp  should  not  be 
closed  over  a depressed  fracture,  for  dirt 
is  invariably  driven  in  with  the  bone  frag- 
ments. The  irregularity  of  depressed  bone 
usually  can  be  seen  or  felt  in  a cleaned 
wound  and,  if  this  cannot  be  elevated  im- 
mediately on  account  of  shock  or  lack  of 
facilities,  the  wound  should  be  packed  and 
the  work  done  properly  the  next  day.  De- 
pressed fractures  without  scalp  laceration 
can  safely  wait  three  to  five  days  before 
elevation,  when  the  brain  edema  is  subsid- 
ing and  repair  of  the  dura  easier. 


IMPROVED  SURGICAL  PROGNOSIS  IN  SIMPLE  GLAUCOMA* 

WILLIAM  H.  CRISP,  M.D. 

DENVER 


Most  physicians  probably  think  of  glau- 
coma as  an  inflammatory  disease,  and  fail 
to  realize  that  there  is  a common  form  of 
this  disease  in  which  the  patient  may  be- 
come blind  without  experiencing  inflamma- 
tory symptoms.  This  impression  is  quite 
generally  favored  by  the  textbooks  on  the 
eye  written  for  general  physicians,  for  in 
these  textbooks  emphasis  is  laid  upon  differ- 
ential diagnosis  between  iritis  and  glaucoma, 
both  regarded  as  inflammatory  conditions, 
while  little  or  nothing  is  commonly  said 
about  the  more  insidious  non-inflammatory 
type  of  glaucoma. 


*Read  before  the  Sixty-third  Annual  Session  of 
the  Colorado  State  Medical  Society  at  Colorado 
Springs,  September  15,  1933. 


Graefe,  often  called  the  father  of  modern 
ophthalmology,  first  advocated  and  popu- 
larized the  use  of  iridectomy  for  glaucoma 
not  long  after  the  middle  of  the  nineteenth 
century.  He  spoke  of  the  failure  of  iridec- 
tomy “in  amaurosis  with  cupping  of  the 
optic  nerve.’  It  is  probable  that  for  a long 
time  after  Graefe’s  day  many  cases  of  sim- 
ple glaucoma  were  mistaken  for  optic  at- 
rophy. 

It  is  only  about  twenty-five  years  since 
Schiotz  of  Christiania  invented  the  tonom- 
eter, an  instrument  for  exact  measurement 
of  the  relative  tension  of  an  eyeball.  Before 
that  time,  and  by  many  workers  even  since 
that  time,  the  only  method  employed  for 
measuring  ocular  tension  was  by  estimation 


December,  1933 


451 


of  the  amount  of  resistance  encountered 
when  the  two  index  fingers  were  placed 
upon  the  upper  part  of  the  eyeball  in  some- 
what the  same  manner  as  when  determining 
the  presence  of  fluctuation  in  an  abscess 
(Fig.  1). 


The  invention  of  the  tonometer  was  a 
great  advance  in  the  early  diagnosis  of  glau- 
coma, especially  of  so-called  simple  glau- 
coma, for  many  of  the  cases  of  this  type 
have  already  lost  an  important  amount  of 
vision  while  intraocular  tension  is  still  so 


Fig.  2.  Showing  position  in  which  tonometer 
rests  upon  eyeball. 


slightly  elevated  as  to  render  diagnosis  by 
palpation  provokingly  unreliable. 

Schiotz’s  own  model  of  the  tonometer  was 
soon  followed  by  an  excellent  modification 
by  the  Gradies  of  Chicago,  a drawing  of 
which  is  here  presented  (Fig.  2).  A curved 
basal  plate  rests  upon  the  cornea,  and 
through  the  center  of  the  instrument  passes  a 
vertical  rod  carrying  one  or  more  supple- 
mental weights.  If  the  eyeball  is  relatively 
hard,  the  central  rod  is  less  able  to  dent  or 
impress  the  cornea,  and  the  varying  extent  to 
which  the  cornea  is  so  dented  by  this  rod 
is  indicated  by  the  behavior  of  the  needle 
which  is  connected  with  the  movable  part 
of  the  apparatus.  Other  models  have  suc- 
ceeded those  of  Schiotz  and  Gradle.  but 
the  general  principle  involved  is  the  same. 
The  findings  are  now  recorded  in  millimeters 
of  mercury.  It  is  not  now  believed  that 
these  records  represent  necessarily  the  exact 
intraocular  tension,  but  they  do  furnish  ex- 


Fig.  3.  Anterior  segment  of  eye  in  cross  section. 
“A"  points  to  angle  of  anterior  chamber,  where 
all  or  most  of  drainage  of  intraocular  fluid 
probably  occurs  under  normal  conditions. 
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tremely  useful  comparative  measurements  as 
between  different  eyes  and  at  different 
times  in  the  same  eye. 

While  the  etiology  of  all  types  of  primary 
glaucoma  is  still  a mystery,  the  disease  is 
most  satisfactorily  thought  of  as  a disturb- 
ance of  relationship  between  the  formation 
of  fluid  within  the  eye  and  the  excretion  of 
fluid  from  the  eye.  The  principal  mechan- 
ism for  maintenance  of  this  balance  is  pret- 
ty certainly  situated  around  the  angle  of 
the  anterior  chamber  (Fig.  3).  Fluid  is 
more  or  less  constantly  secreted  from  the 
ciliary  blood  vessels,  and  failure  of  the 
drainage  apparatus  at  the  angle  of  the  an- 
terior chamber  to  maintain  a satisfactory 
balance  with  such  secretion  is  very  inti- 
mately related  with  increased  tension  and 
with  tragic  symptoms  resulting  therefrom. 

The  operation  devised  by  Graefe,  and 
which  has  usually  proved  very  effective  in 
the  relief  of  the  more  acute  and  inflammatory 
types  of  glaucoma,  consists  of  the  excision 
of  a broad  sector  of  iris,  as  well  back  to  the 
root  of  the  iris  as  possible.  Usually  a lance 
knife  is  carried  into  the  anterior  chamber 
from  just  behind  the  corneal  margin,  the  iris 
drawn  out  with  forceps,  and  cut  off  with 
scissors  (Fig.  4) . 

In  a few  cases  of  the  simple  or  chronic 
type  of  glaucoma,  so-called,  iridectomy 
gave  partial  or  sometimes  even  complete 
cure  so  far  as  further  development  of  the 
disease  was  concerned.  But  in  the  very 
great  majority  of  cases  of  this  type,  iridec- 
tomy was  very  disappointing,  and  for  very 


Fig.  4.  1,  lance  keratome  carried  into  anterior 

chamber;  2,  iridectomy;  3,  postoperative  ap- 
pearance of  pupil. 


many  years  this  insidious  and  non-inflam- 
matory  type  of  glaucoma  was  regarded  as 
one  of  the  most  hopeless  diseases  in  the 
domain  of  ophthalmology.  Fortunately,  the 
surgical  prognosis  in  this  disease  has  been 
enormously  improved  during  the  past  quar- 
ter of  a century,  and  I think  it  may  now  be 
said  that  most  cases  of  this  type,  if  given 
proper  surgical  treatment  at  an  early  stage, 
are  likely  to  retain  useful  vision  to  the  end 
of  life. 

The  operations  which  have  largely  re- 
placed iridectomy  in  treating  the  chronic 
form  of  glaucoma  all  seem  to  have  one  com- 
mon purpose,  as  viewed  in  the  light  of  pres- 
ent-day understanding.  That  purpose  is  to 
establish  new  channels  of  drainage  from  the 
anterior  chamber  (the  interior  of  the  eye) 
to  the  subconjunctival  space  (the  exterior 
of  the  eye). 

The  first  important  operation  devised  for 
this  purpose  was  that  of  Lagrange,  a French- 
man, who  turned  back  a conjunctival  flap 
above  the  cornea,  made  an  opening  into  the 
anterior  chamber  through  the  sclera,  and 
excised  a piece  of  sclera  from  one  of  the 
lips  of  the  wound.  In  course  of  time  an 
iridectomy  was  combined  with  this  excision 
of  the  sclera.  The  operation  is  still  popular 
on  the  continent  of  Europe.  In  England  and 
in  this  country  used  almost  to  the  entire 
exclusion  of  Lagrange’s  operation  is  that  of 
Elliot,  who  dissects  the  conjunctiva  well 
back  into  the  corneal  layers  at  the  margin 
of  the  cornea,  and  then  makes  a trephine 
opening  into  the  anterior  chamber,  perma- 
nently removing  a disc  of  sclera  cut  out  by 
the  trephine  (Fig.  5).  The  lower  half  of 
the  illustration  suggests  the  later  form  of 
the  filtering  bleb.  In  the  course  of  time 
most  operators  added  iridectomy  to  their 
trephine  technic.  The  first  thought  of  La- 
grange and  Elliot  appears  to  have  been  that 
a permanent  passage  from  interior  to  ex- 
terior of  the  eye  could  be  established  by 
mere  excision  of  a piece  of  sclera  beneath 
the  conjunctival  flap.  Unfortunately,  here 
as  elsewhere,  nature  tends  to  fill  the  gap 
with  new  and  very  solid  scar  tissue,  and  in 
many  cases  in  which  the  operation  was  lim- 
ited to  removal  of  a piece  of  sclera  the  ten- 
sion, while  at  first  greatly  reduced,  subse- 
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Fig.  5.  Trephine  operation.  1,  the  trephine ; 2, 
showing  position  of  trephine  opening  into  ante- 
rior chamber;  3,  postoperative  appearance  of 
pupil  (when  iridectomy  has  been  performed 
with  trephining)  and  approximate  position  of 
the  filtration  bleb. 

quently  rose  again  to  pathologically  high 
levels. 

A more  recent  operation  involves  a pro- 
cedure which,  when  first  proposed,  seemed 
to  run  counter  to  all  previously  existing  con- 
ceptions of  safety  in  ocular  surgery.  This 
operation,  in  several  variations,  purposely 
takes  a part  of  the  iris  from  the  interior  to 
the  exterior  of  the  eye  and  leaves  it  lying 
outside  the  sclera  although  beneath  the  con- 
junctiva. Ophthalmologists  have  always 
been  extremely  reluctant  to  leave  iris  tis- 
sue outside  the  eyeball  because  they  had 
learned  from  experience  that  exposure  of 
the  iris  to  the  external  world  was  likely  to 
be  followed  by  chronic  and  destructive  in- 
flammation. But  fortunately  it  has  been 
found  that  if  the  iris  tissue  lies  beneath  a 
sufficiently  thick  flap  of  conjunctiva  these 
inflammatory  symptoms  do  not  arise. 

The  operation  to  which  I refer,  known 
as  iridencleisis  or  iridotasis,  because  of  the 
incarceration  of  the  iris  between  the  lips  of 
the  scleral  wound,  was  devised  by  Holth 
and  Borthen.  Holth  had  noticed  that  the 


more  successful  of  the  earlier  iridectomy  op- 
erations in  cases  of  simple  glaucoma  were 
raggedly  performed,  so  that  tags  of  iris  tis- 
sue were  left  in  the  scleral  wound.  He 
therefore  dissected  back  a wide  conjunctival 
flap,  drew  out  the  iris,  and  cut  it  in  a meri- 
dional direction  so  as  to  make  it  lie  more 
freely  upon  the  sclera,  but  excised  nothing. 
He  then  sutured  the  conjunctival  flap  in  its 


Fig.  6.  Iridencleisis  operation.  1,  conjunctival 
incision ; 2,  tag  of  iris  lying  on  sclera  before 
conjunctiva  is  replaced. 


original  position  (Fig.  6).  The  remarkable 
fact  about  eyes  which  are  subjected  to  this 
operation  is  that  they  usually  develop  prac- 
tically no  postoperative  inflammation,  but 
run  an  extremely  comfortable  course.  The 
scleral  wound  closes,  but  the  pigment  of  the 
iris  is  very  persistent,  and  the  presence  of 
this  pigmentary  tissue  in  the  scar  apparently 
insures  the  establishment  of  minute  drainage 
channels. 

The  trephine  operation  and  Holth’s  iriden- 
cleisis have  both  resulted  in  large  numbers 
of  permanent  cures  of  simple  glaucoma. 
Some  interesting  comparisons  may  be  made 
between  the  two  operations. 

The  use  of  the  trephine  is  accompanied 
by  appreciably  more  risk  of  accidental  trau- 
matism to  important  ocular  structures,  and 
has  rather  often  been  followed  by  chronic 
inflammation  of  the  iris  and  ciliary  body. 
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On  the  other  hand,  there  is  no  question 
that  the  trephine  operation  produces  prompt 
and  radical  lowering  of  intraocular  tension, 
although  unfortunately  such  a degree  of 
lowering  of  tension  seems  often  itself  to  be 
injurious  to  the  eye. 

Iridencleisis  does  not  produce  so  much 
immediate  lowering  of  tension,  and  after 
primary  healing  has  occurred  this  operation 
sometimes  appears  for  a while  to  have  been 
inadequate  in  reduction  of  tension.  But  the 
interesting  fact  in  this  connection  is  that  the 
great  majority  of  iridencleisis  operations 
show  an  ultimate  reduction  of  tension  much 
more  marked  than  during  the  first  month 
or  two.  This  operation  is  simple  and  safe 
to  perform  and  carries  with  it  very  little 
risk  of  accidental  traumatism.  According  to 
most  of  those  who  have  used  iridencleisis, 
it  is  almost  entirely  free  from  risk  of  post- 
operative inflammation  of  the  iris  or  ciliary 
body. 

There  are  still  a number  of  prominent  eye 
surgeons  who  shrink  from  the  use  of  iriden- 
cleisis because  it  seems  to  them  contrary  to 
good  surgical  principle.  This  attitude,  and 
some  other  points  of  interest  in  the  devel- 
opment of  glaucoma  surgery,  are  well  illus- 
trated by  the  statement  of  Luther  Peter  and 
W.  H.  Wilmer,  who  frankly  declare  that 
they  have  avoided  using  this  operation  be- 
cause of  general  principles  and  not  because 
of  adverse  experience. 

Yet  an  enormous  mass  of  experience  has 
been  accumulated  by  clinicians  to  show  that 
iridencleisis  is  not  only  a very  effective,  but 
an  extremely  safe,  operation  for  simple  glau- 
coma. It  is  desirable  to  emphasize  the  fact 
that  the  complete  results  from  this  operation, 
as  already  mentioned,  may  not  be  attained 
for  a long  period.  This  might  be  regarded 
as  a serious  objection.  But  all  that  is  neces- 
sary as  a rule  in  the  interval  is  a moderate 
use  of  pilocarpin,  which  in  such  eyes  pro- 
duces a much  more  striking  fall  of  tension 
than  in  unoperated  eyes. 

In  the  matter  of  technic,  a very  important 
factor  is  the  making  of  a sufficiently  high 
conjunctival  flap,  so  that  the  prolapsed  iris 
does  not  lie  in  close  proximity  to  the  con- 
junctival wound.  Neglect  of  this  precaution 
may  make  the  difference  between  a quiet 


and  an  inflammatory  postoperative  course 
The  character  of  the  fistula  developed  in 
these  cases  is  well  illustrated  in  a cross  sec- 
tion from  one  of  Holth's  patients  who  died 


Fig.  7.  Holth's  cross  section  showing  pigment  in 
iridencleisis  fistula  in  patient  who  died  five 
years  after  operation.  Arrows  point  to  pigment. 


five  years  after  operation  (Fig.  7).  In  this 
cross  section  the  presence  of  iris  pigment 
in  the  fistulous  channel  is  distinctly  visible. 

So  far  as  I am  aware  the  first  iridencleisis 
operation  performed  in  Denver  was  done 
in  December,  1928.  A second  operation 
was  performed  on  the  same  patient  about 
three  months  later.  This  patient  has  not 
used  miotics  at  all  since  the  second  opera- 
tion, and  the  condition  of  his  eyes  has  re- 
mained essentially  unchanged  during  that 
time. 

To  illustrate  the  simplicity  and  ease  with 
which  iridencleisis  may  be  performed,  I may 
mention  a case  in  which  trephining  would 
certainly  have  proved  difficult  and  danger- 
ous. An  extremely  timid  and  neurotic  wom- 
an of  77  years  had  lost  the  right  eye  from 
glaucoma  before  coming  under  my  care, 
and  for  several  years  had  refused  operation 
upon  either  eye,  although  both  the  blind 
and  the  seeing  eye  were  incompletely  con- 
trolled by  miotics.  The  vision  of  the  left 
eye,  under  my  observation,  gradually  fell 
from  5/5  to  between  5/15  and  5 12.  At 
this  point  the  blind  right  eye  developed  an 
inflammatory  rise  of  tension  which  I could 
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not  control  with  miotics,  and  finally  the 
patient  gave  her  consent  to  operation. 

In  the  operating  room,  in  spite  of  care- 
ful preparation,  the  patient  was  extremely 
unruly,  kept  insisting  in  a very  loud  voice 
that  she  could  not  go  through  with  the  or- 
deal, and  talked  incessantly  while  the  actual 
operation  was  being  performed.  It  was 
necessary  to  make  the  conjunctival  flap  and 
keratome  incision  very  hurriedly,  to  draw 
out  and  incise  the  iris  speedily  and  even 
roughly.  Yet  both  eyes  ran  a perfectly  un- 
complicated postoperative  course,  and  for 
over  three  years  both  eyes  have  retained 
tension  well  within  the  normal  limit,  without 
the  use  of  miotics,  as  compared  with  ten- 
sion of  40  to  50  and  28  to  30  mm.  (Schiotz) 
under  miotics  before  operation. 

In  two  cases  I have  been  able  to  apply 
this  operation  to  relief  of  tension  in  eyes 
upon  which  iridectomy  had  been  performed 
with  incomplete  success  a good  many  years 
earlier.  In  each  of  these  cases  I drew  out 
under  the  conjunctival  flap  iris  tissue  from 
one  margin  of  the  old  iridectomy,  without 
further  cutting  of  the  iris.  The  results  have 
been  extremely  satisfactory. 

I regard  the  prognosis  of  cases  of  simple 
glaucoma  in  which  iridencleisis  is  early  re- 
sorted to  as  much  more  favorable  than  that 
of  cases  in  which  treatment  with  miotics  is 
maintained  over  a prolonged  period.  From 
my  own  practice,  the  iridencleisis  operation 
has  removed  in  very  large  degree  the  old 
dread  of  this  most  treacherous  disease. 

ABSTRACT  OF  DISCUSSION 

Melville  Black,  M.D.,  Denver:  I have  been  a 
convert  to  the  trephine  in  simple,  non-inflamma- 
tory  glaucoma  almost  since  the  inception  of  this 
operative  procedure  and  it  has  been,  naturally, 
very  hard  for  me  to  depart  from  it.  One  is  very 
likely  to  feel  that  any  operation  which  gives  him 
good  results  is  the  operation  which  is  best  adapt- 
ed to  his  purposes  and  the  trephining  operation 
has  given  me  most  excellent  results.  It  is  a 
plumbing  job.  We  are  creating  artificial  drain- 
age. The  normal  drainage  channels  are  closed 
and  the  desire  is  to  bring  about  drainage  which 
will  be  permanent. 

When  the  iridencleisis  operation  came  in  vogue, 
we  tried  it  on  several  cases  at  the  clinic  at  the 
University  of  Colorado  and  as  Dr.  Crisp  has  men- 
tioned, the  results  were  slow.  I had  been  in  the 
habit  of  seeing  tension  from  a trephining  come 
down  suddenly,  the  eyeball  be  subnormally  soft, 
whereas  with  the  iridencleisis  the  tension  would 
be.  perceptibly  elevated.  Hut  it  did  come  down 
later. 

There  has  been  a gradual  swinging  of  opinion. 


I think,  toward  the  iridencleisis  operation  so  that 
men  who  believed  as  I did  about  trephining  felt 
probably  we  had  in  iridencleisis  an  operative  pro- 
cedure which  would  prove  as  satisfactory,  a little 
easier  to  do,  did  not  involve  as  high  a degree  of 
operative  technic  and  would  ultimately  be  as  sat- 
isfactory. 

Glaucoma  is  one  of  the  unfortunate  diseases 
that  sometimes  goes  along  until  practically  we 
are  going  to  lock  the  barn  door  after  the  horse 
is  stolen.  Take,  for  example,  a man  with  glau- 
coma in  one  eye  and  with  pretty  good  vision  in 
the  other.  But  he  has  a glaucoma  there,  too. 
He  is  holding  the  tension  in  the  better  eye  with 
miotics,  but  the  field  has  been  slipping,  until  it 
has  finally  slipped  over  the  fixation  point  and 
that  is  the  danger.  As  this  field  begins  to  go 
and  creeps  toward  the  fixation  point,  ultimately 
the  fixation  point  is  involved  in  this  blind  field 
and  it  never  comes  back.  You  can  operate  to 
the  end  of  time  and  the  field  does  not  come  back. 
That  patient  has  lost  his  ability  to  fix  his  central 
vision,  which  is  gone  forever.  The  peripheral 
field  is  only  of  use  for  getting  around. 

If  you  are  going  to  operate  on  these  cases,  the 
field  must  be  closely  watched  and  when  it  begins 
to  get  within  about  10  or  15  degrees  of  the  fixa- 
tion point  operation  must  not  be  delayed.  If  it 
is,  when  at  last  you  operate  the  probabilities  are 
that  the  blind  field  will  jump  over  the  fixation 
point  and  then  the  patient  will  have  lost  his 
central  vision. 

R.  W.  Danielson,  M.D.,  Denver:  It  would  be 
very  unfortunate  if  the  impression  got  about  that 
all  cases  of  glaucoma  should  be  operated  upon. 
Every  case  of  glaucoma  should  be  watched  care- 
fully and  everything  taken  into  consideration  be- 
fore surgery  is  attempted.  I have  in  mind  at 
the  present  time  the  case  of  a man  who  was 
operated  upon  about  five  years  ago  by  the  tre- 
phine method.  At  the  time  the  lens  was  dislo- 
cated, vitreous  was  lost,  and  the  eye  is  blind 
today.  I am  now  watching  that  man,  taking 
fields  every  three  months.  I have  kept  him  under 
pilocarpine;  his  field  has  stayed  up  and  his  ten- 
sion down.  That  man  has  a distinct  fear  of  an- 
other operation  and  I think  he  should  never  be 
touched  as  long  as  he  is  staying  as  well  as  he  is. 

We  have  recently  had  introduced  the  use  of 
1 per  cent  suprarenalin  to  hold  the  tension.  I 
think  it  bears  a distinct  future.  I have  at  the 
present  time  one  man  under  its  use.  One  drop 
twice  a week,  when  combined  with  pilocarpine, 
keeps  the  tension  down. 

As  to  the  choice  between  trephining  and  iriden- 
cleisis, I am  swinging  definitely  to  iridencleisis 
for  the  reason  that  I have  seen  one  eye  lost  at 
the  time  of  operation  and  two  eyes  lost  from 
subsequent  infection  after  trephining.  One  man 
came  to  the  clinic  about  three  years  ago  with  an 
anterior  chamber  completely  full  of  pus,  and  I 
have  seen  one  man  in  whom  the  same  late 
complication  has  occurred. 

Dr.  Crisp  (closing):  Briefly,  I should  like  to 
take  issue  on  two  points  with  the  speakers.  In 
the  first  place,  I don't  believe  that  any  case  of 
glaucoma  should  be  allowed  to  lose  as  much  field 
as  down  to  within  15  degrees  of  the  fixation 
point  before  operating,  unless  the  patient  abso- 
lutely refuses  to  consider  operation.  Personally, 
I think  every  case  of  glaucoma  would  be  better 
operated  on  before  it  had  lest  any  appreciable 
amount  of  field  and  the  prognosis  for  satisfactory 
results  from  operation  is  very  much  greater, 
especially  with  the  very  safe  iridencleisis  opera- 
tion, if  it  is  done  very  early  in  the  course  of  the 
disease — as  soon  as  the  diagnosis  is  thoroughly 


456 


Colorado  Medicine 


established  and  the  patient  has  had  time  to  ob- 
serve his  own  case  long  enough  to  feel  some 
assurance  as  to  what  needs  to  be  done. 

I differ  from  Dr.  Danielson  in  thinking  that 
now  we  have  so  safe  an  operation  every  case 
of  simple  or  primary  glaucoma  should  be 
operated  upon.  I think  we  shall  save  the  vision 
of  many  more  eyes  by  working  on  that  principle. 
The  risk  is  very  slight  with  iridencleisis,  prac- 
tically none  at  all,  especially  with  the  large  flap, 
and  I think  it  is  very  desirable  to  operate. 


One  or  two  points  that  Drs.  P>lack  and  Dan- 
ielson have  mentioned  illustrate  the  reason  again 
why  iridencleisis  is  to  be  preferred  to  trephining. 
In  two  or  three  large  clinics  of  Europe  in  which 
very  large  numbers  of  cases  have  been  operated 
upon  on  the  one  hand  by  trephining  and  on  the 
other  hand  by  iridencleisis,  the  freedom  from 
operative  and  postoperative  complications  is  very 
much  in  favor  of  the  iridencleisis  operation,  al- 
though in  good  hands  trephining  has  given  a very 
high  percentage  of  excellent  results. 


THE  DENVER  SEWAGE  PROBLEM* 

IVAN  C.  HALL,  Ph.D. 

DENVER 


At  a meeting  of  the  Denver  Public  Health 
Council  on  November  20,  1933,  there  was 
circulated  “An  Open  Letter’  upon  the  Den- 
ver sewage  problem  signed  by  a Committee 
of  the  Colorado  State  Medical  Society  in 
which  reference  was  made  to  “data  present- 
ed to  the  Colorado  State  Board  of  Health 
by  the  State  Sanitary  Engineer,  the  State 
Department  of  Bacteriology,  the  Department 
of  Bacteriology  of  the  University  of  Colo- 
rado and  the  United  States  Public  Health 
Service.’ 

I assume  that  the  above  letter  has  been 
widely  read,  but  the  reference  to  the  De- 
partment of  Bacteriology  of  the  University 
of  Colorado  is  probably  an  error,  because 
so  far  as  I know  no  data  have  been  pre- 
sented to  the  State  Board  of  Health  upon  the 
subject  of  the  Denver  sewage  problems  from 
this  department.f 

On  the  other  hand,  the  moral  and  legal 
responsibility  of  the  city  of  Denver  for  the 
serious  contamination  of  the  South  Platte 
River  by  untreated  sewage  seems  clear,  and 
it  is  highly  desirable  that  the  city  should, 
as  soon  as  possible,  take  the  necessary  steps 
for  the  correction  of  this  evil.  There  is  no 
question  that  the  inhabitants  of  the  Platte 
valley  below  Denver  suffer  every  year  from 
attacks  of  intestinal  disease  attributable  di- 
rectly or  indirectly  to  this  pollution.  The 
records  of  the  State  Board  of  Health  as 
well  as  those  of  the  Colorado  General  Hos- 
pital show  that  a disproportionate  number 
of  cases  of  typhoid,  paratyphoid,  and  dys- 
enteric fever  arise  in  this  area. 


♦From  the  Department  of  Bacteriology  and 
Public  Health,  University  of  Colorado  School  of 
Medicine  and  Hospitals. 
tSee  page  521,  this  issue. 


We  feel,  however,  that  undue  emphasis 
is  being  placed  on  the  danger  to  the  resi- 
dents of  Denver  through  the  eating  of  vege- 
tables raised  in  the  bottoms  of  the  Platte 
River.  Surely  if  this  were  a major  condition 
there  would  be  many  more  cases  of  intes- 
tinal disease  in  Denver  than  are  at  present 
recorded. 

It  is  inevitable,  of  course,  that  B.  coli  will 
be  found  upon  the  exterior  of  vegetables 
grown  in  well  manured  soil  or  irrigated  with 
polluted  water.  Most  of  these  are  doubtless 
derived  from  animal  sources,  though  in  the 
case  of  sewage  irrigation  many  of  them  may 
come  from  human  sources;  there  is  no  way 
known  as  yet  to  distinguish  animal  B.  coli 
from  human  B.  coli. 

In  extreme  cases,  B.  coli  from  human 
sources  may  be  accompanied  by  human  in- 
testinal pathogens  such  as  Bacterium  typho- 
sum,  B.  paratyphosum,  B.  dysenteriae,  Vi- 
brio cholerae,  Entameba  dysenteriae,  as  well 
as  parasitic  worms.  Such  contamination  is, 
however,  always  superficial;  there  is  no 
evidence  known  to  me  that  human  pathogens 
can  penetrate  the  living  tissues  of  healthy 
plants. 

Superficial  contamination  is  generally 
removed  when  vegetables  are  prepared  for 
the  table,  and  the  danger  of  infection  from 
eating  contaminated  fresh  vegetables  is,  of 
course,  always  restricted  to  those  which  are 
eaten  raw;  cooking  destroys  all  of  the  in- 
testinal pathogens. 

In  many  cases  the  outer  leaves  of  vege- 
tables eaten  without  cooking  are  removed 
and  the  parts  are  generally  washed.  This 
applies  to  cabbage,  onions,  lettuce,  and  cel- 
ery. The  data  recently  published  by  the 
Colorado  State  Board  of  Health1  clearly 
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prove  the  efficacy  of  washing  to  remove 
B.  coli  from  carrots,  beets,  and  celery.  Mo- 
mentary dipping  in  boiling  hot  water  as 
advocated  by  Mills,  Bartlett,  and  Kesselk 
would  be  an  additional  safeguard.  Inci- 
dentally these  writers  have  most  authori- 
tatively reviewed  the  whole  problem  of  the 
danger  to  human  health  through  the  eating 
of  fecally  contaminated  vegetables  and 
fruits.  Under  our  conditions  it  would  seem 
that  the  physiologic  benefits  derived  from 
the  eating  of  fresh  fruits  and  vegetables 
must  surely  outweigh  the  dangers  of  intes- 
tinal infection  if  even  the  most  ordinary 
precautions  are  followed. 

It  should  be  further  appreciated  in  the 
beginning  that  it  is  at  least  controversial 
whether  any  method  of  sewage  “purifica- 
tion is  sufficiently  practicable  or  reasonable 
in  cost,  when  applied  on  a large  scale,  to 
yield  an  effluent  safe  for  drinking  purposes. 
About  the  most  that  can  be  hoped  for  is 
an  effluent  which,  when  mixed  with  the 
usually  meager  flow  of  the  South  Platte 
river,  will  be  free  from  objectionable  sights 
and  odors,  will  not  too  greatly  depress  its 
soluble  oxygen  content  or  too  greatly  in- 
crease its  biochemical  oxygen  demand,  will 
not  kill  the  fish,  and  will  contribute  to  the 
water  only  a minimum  of  danger  from  hu- 
man intestinal  pathogens. 

I do  not  wish  to  be  misunderstood,  be- 
cause I feel  strongly  that  the  city  of  Denver 
should  comply  with  the  state  law  prohibiting 
the  pollution  of  public  streams  by  construct- 
ing a suitable  sewage  disposal  plant  which 
will  at  least  prevent  the  appearance  in  the 
Platte  River  of  the  unsightly  and  malodorous 
substances  which  now  adorn  its  waters. 
This  is,  however,  not  so  much  a matter  of 
self-protection  of  the  citizens  of  Denver 
from  an  epidemic  of  intestinal  disease,  as 
it  is  a legal  and  moral  duty  to  those  people 
who  live  in  the  Platte  below  Denver, 
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CASE  REPORTS 

+K  >*«■ 

HYPERINSULINISM  * 

W.  C.  HOWELL,  M.D. 

COLORADO  SPRINGS 

Hyperinsulinism  is  a term  first  used  by 
Dr.  Seale  Harris  when  he  reported  several 
cases  in  1923  which  were  characterized  by 
numerous  nervous  symptoms.  All  carried 
fasting  blood  sugars  below  70  mgs.  per  100 
c.c.  of  blood.  These  cases  of  pronounced 
low  blood  sugar  which  have  come  to  au- 
topsy have  shown  marked  enlargement  of 
the  pancreas,  particularly  of  its  tail.  Some 
of  the  glands  weigh  as  much  as  350  grams. 
This  enlargement  in  some  cases  is  cancer- 
ous, while  in  others  there  are  large  accumu- 
lations of  the  Islands  of  Langerhans.  Some 
cases  have  shown  these  collections  to  exist 
in  the  head  of  the  pancreas,  and  some  have 
shown  Langerhans  tissue  in  the  retro-peri- 
toneal lymph  glands. 

Blood  Chemistry 

The  fasting  blood  sugar  in  health  is  above 
80  mgs.  per  100  c.c.  of  blood  and  below 
120  mgs.  One  or  two  hours  after  eating 
the  blood  sugar  does  not  rise  above  140 
mgs.  in  health.  Of  course,  there  are  nu- 
merous things  which  cause  a variation  above 
or  below  normal;  in  fact,  they  are  too  nu- 
merous to  have  any  place  in  this  discussion, 
but  none  of  them  causes  as  low  blood  sugar 
as  is  found  in  hyperinsulinism. 

Symptomatology 

The  symptoms  of  hyperinsulinism  are  va- 
ried and  range  from  weakness  in  the  early 
morning  and,  after  vigorous  exercise,  to  at- 
tacks of  unconsciousness  and  even  to  epi- 
leptic seizures.  Dizziness,  nervousness,  and 
loss  of  memory  are  frequent  symptoms.  In- 
tense hunger  before  dinner  and  supper  is  one 
of  the  symptoms,  but  some  of  Wilder’s  cases 
rebelled  against  food  and  had  to  be  fed  by 
force. 

Diagnosis 

The  diagnosis  is  not  difficult  after  one 

*Read  before  the  El  Paso  County  Medical  So- 
ciety, Colorado  Springs,  October  11,  1933. 
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begins  to  think  of  hyperinsulinism,  because 
the  one  way  to  settle  it  beyond  doubt  and 
without  delay  is  by  way  of  the  blood  sugar 
calculation.  The  starting  point  is  to  think 
of  hyperinsulinism  in  all  cases  of  unusual 
weakness,  nervousness,  and  spells  of  un- 
consciousness, accompanied  by  abnormal 
hunger.  Every  epileptic  is  entitled  to  a 
careful  check.  The  toxic  psychosis  possi- 
bilities are  considered.  Some  of  these 
cases  have  been  handled  as  cases  of  drunk- 
enness for  a time;  the  hunger  before  meals 
has  caused  diagnoses  of  peptic  ulcer.  Neur- 
asthenia has  been  the  diagnosis  in  several 
cases  and  the  profound  weakness  of  others 
led  to  a diagnosis  of  Stokes-Adams  syn- 
drome. 

Treatment 

The  treatment  consists  of  frequent  feed- 
ing continued  until  bed  time,  even  into  the 
night  in  severe  cases.  Some  patients  have 
responded  to  the  two  hour  feedings,  while 
others  have  to  be  fed  every  hour.  My  pa- 
tient was  often  unable  to  walk  to  the  bath- 
room in  the  early  morning  and  had  to  crawl 
along  the  floor,  if  assistance  was  not  avail- 
able, until  frequent  feedings  were  started. 
This  profound  weakness  always  passed 
away  after  breakfast.  The  character  of  the 
feedings  is  not  so  important  as  the  fre- 
quency, although  Waters  favored  the  feed- 
ing of  low  carbohydrate  and  high  fat,  with 
moderate  protein  ratio,  presuming  that  the 
low  carbohydrate  did  not  so  greatly  stimu- 
late the  flow  of  insulin  as  did  high  carbohy- 
drate. Orange  juice  and  candy  will  ward 
off  impending  unconsciousness.  The  cases 
in  which  stupor  or  profound  unconscious- 
ness should  have  glucose  solution  intraven- 
ously at  once.  Patients  allowed  to  remain 
unconscious  two  days  or  more  usually  die. 

CASE  REPORT 

White  female,  aged  38,  married,  housewife. 

Family  history,  negative  except  that  two  sisters 
are  very  nervous.  No  familial  diseases  seem  out- 
standing in  the  history. 

The  patient  was  a normal  healthy  baby,  breast 
fed  for  two  years  and  was  healthy  during  this 
time.  She  walked,  talked  and  stood  alone  at  the 
usual  ages  and  the  teeth  erupted  at  normal  times. 
Had  measles  at  5,  not  very  sick  but  had  scarlatina 
at  8,  which  was  severe  in  nature  and  followed  by 
dropsy  which  disappeared  in  three  months.  Had 
chicken  pox,  smallpox,  and  mumps  in  early  child- 
hood, but  none  was  severe.  Had  appendicitis 
at  12,  not  operated.  Menstruation  began  at  15 


and  soon  became  regular  and  painless.  Had  sev- 
eral more  attacks  of  appendicitis  and  at  18  had 
appendix  removed  under  ether  anesthesia,  with  a 
prompt  recovery.  From  5 to  about  21  years  of 
age  had  a rather  chronic  cough  and  various  aches 
and  pains  that  could  not  be  explained.  A few 
months  after  appendectomy  she  began  having 
so-called  sinking  spells,  with  at  times  extreme 
nervousness  and  excitability.  Patient  was  not  in 
good  health  when  she  married  at  21  years  and 
promptly  and  rapidly  lost  weight.  She  gives  no 
history  of  abortion  or  miscarriage.  At  23  she 
had  hemorrhoids  removed  with  severe  bleeding 
afterwards. 

During  all  these  years  she  continued  to 
have  spells  of  profound  weakness.  Preg- 
nancy occurred  at  25;  normal  pregnancy,  labor 
and  puerperium;  healthy  baby.  Two  years  later 
she  became  pregnant  again  but  had  an  assort- 
ment of  migratory  pains,  gained  a lot  of  weight, 
but  still  had  her  weak  spells.  This  labor  was 
protracted  and  severe.  At  27  she  was  operated 
on  for  inflamed  tubes  and  displacement  of  the 
uterus,  the  tubes  being  taken  out  and  the  uterus 
suspended.  This  operation  gave  very  little  relief. 
For  the  last  three  years  she  has  had  much  ab- 
dominal pain,  with  profound  weakness  and  swell- 
ing of  the  feet  and  legs.  Physical  examination 
revealed  much  emaciation;  weight  98  pounds.  Ap- 
pearance, sallow;  nervous;  heart,  negative;  chest, 
negative ; much  tenderness  over  the  abdomen. 
Rectal  and  sigmoid  examination  reveals  moderate 
redness  throughout.  Vaginal  examination  re- 
veals an  unrepaired  laceration  of  the  perineum 
with  a laceration  of  the  cervix.  None  of  the 
laboratory  findings  of  blood  count,  urinalysis, 
gastric  analysis  and  feces  examination  revealed 
any  definite  deviation  that  pointed  to  a diagnosis, 
except  the  blood  sugar  calculation,  which  showed 
57  mgs.  per  100  c.c.  No  treatment  has  been  given 
except  two  hour  feedings  until  bedtime  each 
night  and  a glass  of  milk  a half  hour  before 
leaving  bed  in  the  morning.  Patient  is  now  able 
to  do  most  of  her  housework  but  is  not  willing 
to  have  hourly  studies  of  her  blood  sugar.  One 
test  done  one  and  one-half  hours  after  a break- 
fast of  300  calories  revealed  blood  sugar  of  120 
mgs.  It  is  probable  the  fasting  blood  sugar  re- 
mains the  same. 

This  case  represents  the  typical  symptom- 
atology of  hyperinsulinism  in  a degree,  not 
extremely  severe,  which  could  easily  have 
defied  diagnosis  almost  indefinitely.  It  is 
hoped  this  review  may  cause  this  condition 
to  be  considered  more  frequently  in  the  dif- 
ferential diagnoses  of  obscure  syndromes. 


It  should  be  remembered  that  in  every  pop- 
ulous community  the  medical  profession  is 
confronted  with  the  problem  of  supplying 
adequate  and  trustworthy  attention  to  the 
low-salaried  individual  at  a price  which  he 
can  pay;  and  it  is  time  for  medical  men  to 
meet  this  problem  with  a solution  that  is  fair 
to  all  concerned  and  not  permit  laymen  to 
thrust  upon  us  a plan  that  is  objectionable 
from  every  standpoint. — Reprint.  Bulletin  of 
Los  Angeles  County  Medical  Association. 
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PUBLIC  HEALTH  NOTES 

Editor:  J.  W.  AMESSE,  M.D. 

Destruction  of  the  Vitamins  by 
Pasteurization 

The  only  vitamin  which  has  been  shown 
to  be  destroyed  by  pasteurization  is  vitamin 
C,  and  the  destruction  is  only  partial.  The 
only  disease  due  to  a vitamin  deficiency, 
which  has  been  shown  to  be  associated  with 
the  use  of  pasteurized  milk,  is  infantile 
scurvy.  This  disease  results  from  a defi- 
ciency of  vitamin  C,  and  in  some  of  the  cases 
reported  the  cause  was  traced  to  the  use  of 
milk  which  had  been  pasteurized  more  than 
once.  However,  even  on  complete  diets  of 
efficiently  pasteurized  milk,  the  danger  of 
mild  scurvy  must  be  considered  to  exist,  and 
diets  for  children  should  always  be  supple- 
mented by  other  sources  of  the  anti-scorbutic 
agent,  e.  g.,  orange  juice.  This  practice  is 
widespread  today,  but  it  is  not  generally 
recognized  that  any  ordinary  bulk  milks, 
whether  raw  or  pasteurized,  represent  com- 
paratively poor  and  variable  sources,  not 
only  of  vitamin  C,  but  of  certain  other  vita- 
mins. Under  these  circumstances  there  is 
considerable  force  in  the  argument  that  de- 
pendence on  complete  milk  diets  as  efficient 
vitamin  sources  should  be  discontinued.  The 
merit  of  including  raw  milk  in  the  diet  of 
young  children  for  the  prevention  or  arrest 
of  dental  caries  has  been  demonstrated,  but 
the  contention  that  pasteurized  milk  is  not 
an  efficient  agent  has  been  shown  to  be  un- 
proved.— “The  Nutritive  Properties  of  Milk 
in  Relation  to  Pasteurization,”  J.  D.  Stirling 
and  }.  H.  Blackwood.  Hannah  Dairy  Re- 
search Institute,  Bulletin  5. 


Toxic  Amblyopia  and  Accompanying  Physi- 
ological Disturbances  in  Carbon 
Tetrachloride  Intoxication 

Toxic  amblyopia  may  result  from' exposure 
to  carbon  tetrachloride  vapor.  The  result- 
ing amblyopia  is  characterized  by  concentric 
constrictions  of  all  the  color  fields  without 
central  scotomata.  The  resulting  amblyopia 
differs  from  the  usual  toxic  amblyopia,  of 
which  that  due  to  carbon  bisulphide  is  typi- 


cal, in  that  the  color  fields  in  the  latter  are 
marked  by  central  scotomata  with  a normal 
periphery.  With  cessation  of  exposure,  and 
a high  calcium  and  dextrose  diet,  the  am- 
blyopia rapidly  disappear.  Routine  examin- 
ation of  the  visual  fields  of  workers  exposed 
to  the  vapor  of  carbon  tetrachloride  is  sug- 
gested to  detect  intoxication  at  an  early 
stage. — Zolton  T.  Wirschafter,  M.  D. 


Child  Labor 

At  the  hearing  held  September  6,  the  Na- 
tional Child  Labor  Committee  submitted  a 
brief  pointing  out  that  this  is  a highly  haz- 
ardous industry  in  many  of  its  processes, 
and  urging  that  the  employment  of  minors 
under  18  years  of  age  be  prohibited  in  con- 
struction work,  except  in  non-hazardous 
work  on  private  dwellings. 

The  National  Child  Labor  Committee  also 
submitted  a brief  asking  that  the  16-year 
age  minimum  for  employment  in  the  paper 
and  pulp  industry  code  be  supplemented  by 
an  18-year  age  minimum  in  departments 
where  the  accident  frequency  rate  or  the  ac- 
cident severity  rate  exceeds  the  average  for 
all  industries  in  the  United  States. 

Protest  was  also  entered  by  the  National 
Child  Labor  Committee  against  the  learners 
clause  in  the  proposed  hotel  industry  code, 
which  allows  a six  months’  learning  period 
during  which  wages  might  be  as  low  as  70 
per  cent  of  the  minimum  rates  otherwise  pre- 
scribed; and  these  in  turn  seem  unnecessar- 
ily low. 

The  proposed  codes  for  the  retail  trade, 
groceries,  and  drug  stores  follow  the 
blanket  code  in  allowing  the  employment  for 
three  hours  a day  of  children  between  14 
and  16  years.  These  codes  are  still  under- 
going revision,  however.  Mr.  Le  Boutillier, 
head  of  Best  & Company,  of  New  York  City, 
has  had  the  courage  to  recommend  that  all 
exceptions  to  the  16-year  age  minimum  for 
employment  be  eliminated  from  the  code. 


Orphaned  in  Terms  of  Mortality  Statistics 

The  sorriest  victims  of  the  premature 
death  of  adults  are  the  children  who  thereby 
become  orphaned  of  father  or  mother  or 
both.  And,  conversely,  one  of  the  greatest 
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boons  resulting  from  the  modern  improve- 
ment in  mortality  is  the  saving  of  innumer- 
able children  from  the  fate  of  orphanhood. 
Just  what  this  means  to  the  present  and  fu- 
ture generations  can  best  be  realized  by  a 
computation  which  contrasts  the  number  of 
orphans  that  result  from  the  mortality  pre- 
vailing at  the  present  time,  with  the  corre- 
sponding number  that  would  have  resulted 
under  the  mortality  conditions  at  the  begin- 
ning of  the  present  century. 

Saving  in  Orphans  Under  17  Years  of  Age  by  Im- 
provement in  Mortality  in  1930  Over  1901. 

United  States  White  Population,  1930 

Number  of  Savings  in 
Orphans  on  Basis  Number  of 
of  Mortality  Orphans  by 
Condition  of  as  of  Improvement 

Orphanhood  1901  1930  in  Mortality 

Father  alone  dead  . 2,726,000  1,739,000  987.000 

Mother  alone  dead ...  1,931,000  1,168,000  763,000 

Both  parents  dead...  545,000  178,000  367,000 

Total  . 5,202,000  3,085,000  2,117,000 


Food  and  Nutrition 

Definite  conclusion  about  nutrition  were 
drawn  from  studies  of  the  following  foods: 

Microbiology  of  Frozen  Foods.  The  Sur- 
vival of  Pathogenic  Microorganisms  in  Ice 
Cream:  Numerous  studies  have  been  made 
on  the  longevity  of  pathogenic  microorgan- 
isms in  dairy  products  with  the  exception  of 
ice  cream.  This  product  has  no  doubt  been 
neglected  because  freezing  was  thought  to 
be  destructive  to  microorganisms.  However, 
numerous  epidemics  of  disease  have  been 
traced  to  ice  cream.  Since  tuberculosis  is  the 
most  important  disease  transmitted  bv  dairy 
products  the  longevity  of  these  organisms  in 
ice  cream  was  studied.  The  results  suggest 
that  ice  cream  should  not  be  considered  as  a 
safe  food  just  because  it  is  frozen. — By  G.  I. 
Wallace  and  Rhoda  Crouch,  J.  Dairy  Sci. 
16:315  (July),  1933. 

The  Vitamin  B and  G Content  of  Wheat 
Germ,  Rice  Polishings,  Cottonseed  Flour  and 
the  Residue  from  Fermented  Rye  Flour:  The 
samples  of  wheat  germ,  cottonseed  flour  and 
rice  polishings  were  found  to  be  excellent 
sources  of  vitamin  B.  All  three  substances 
contained  approximately  one-half  as  much 
of  the  anti-neuritic  factor  as  did  a composite 
sample  of  dried  yeast.  As  a source  of  vita- 
min G they  differed  widely.  Wheat  germ 


was  found  to  be  the  richest  of  the  three  sub- 
stances, containing  about  one-sixtieth  as 
much  vitamin  G as  did  the  yeast.  Cottonseed 
flour  was  found  to  have  about  one-tenth  as 
much  of  this  vitamin  as  yeast,  while  rice  pol- 
ishings had  only  about  one-twentieth.  Whole 
wheat  (soft  winter)  was  found  to  be  a rela- 
tively poor  source  of  both  vitamins  B and  G. 
The  flour  made  from  the  residue  from  fer- 
mented rye  grain  contained  a very  small  but 
appreciable  amount  of  vitamin  B. — Hazel  E. 
Munsell  and  Grace  M.  Devaney,  Cereal 
Chemistry,  10:287  (July),  1933. 

Vitamin  C Content  of  Baldwin  Apples  and 
Apple  Products:  Since  Nelson  and  Mottern, 
in  1932  (A.  J.  P.  H.  22,  6:587-600,  June, 
1932),  reported  that  lead  arsenate  sprays 
applied  to  orange  trees  considerably  reduced 
the  vitamin  C content  of  the  fruit,  and  since 
apples  are  almost  universally  sprayed  with 
arsenic  compounds  and  other  toxic  sub- 
stances, the  present  investigations  were  un- 
dertaken to  compare  sprayed  and  unsprayed 
Baldwin  apples  grown  in  Massachusetts. 
The  sprayed  apples  were  found  to  be  fully 
as  rich  in  vitamin  C as  the  unsprayed  ap- 
ples. Four  gm.  daily  of  either  sprayed  or 
unsprayed  Baldwin  apples  per  300  gm. 
guinea  pig,  gave  excellent  weight  gains  and 
full  protection  from  scurvy.  In  two  of  three 
tests  the  sprayed  fruit  appeared  to  contain 
slightly  more  vitamin  C than  the  unsprayed. 
Tests  were  also  made  to  determine  the  ef- 
fect of  storage  on  vitamin  C.  In  four  to  six 
months  of  storage,  at  360  degrees  F.,  Bald- 
win apples  lost  about  20  per  cent  of  their 
vitamin  C content:  in  eight  to  ten  months  the 
loss  was  nearly  40  per  cent.  Freshly  ex- 
pressed Baldwin  apple  juice  was  found  to  be 
nearly  as  rich  in  vitamin  C as  the  fresh  ap- 
ples. Little  loss  occurred  during  the  first 
twenty-four  hours  after  extraction.  How- 
ever, benzoated  or  pasteurized  ciders,  over 
forty-eight  hours  old,  failed  to  retain  an  ap- 
preciable quantity  of  vitamin  C.  Canned 
Baldwin  apple  sauce,  either  strained  or  un- 
strained, proved  to  be  a poor  source  of  vita- 
min C,  the  unstrained  being  somewhat  su- 
perior to  the  strained. — C.  R.  Fellers.  M.  M., 
Cleveland,  and  J.  A.  Clague,  J.  Agri.  Res. 
46:1039  (June  1 ),  1933. 

The  Iodin  Content  of  Hens'  Eggs  as  Af- 
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fected  by  the  Ration:  The  common  use  of 
eggs  in  the  human  dietary,  especially  for  in- 
fants and  invalids,  and  the  rather  extensive 
use  of  iodin  in  the  treatment  of  endemic 
goiter,  make  it  desirable  to  have  further  in- 
formation on  the  extent  to  which  the  iodin 
content  of  eggs  is  affected  by  the  iodin  in- 
take of  the  bird.  The  amount  of  iodin  in 
eggs  is  independent  of  the  form  in  which  it 
is  fed  to  the  bird,  and  the  percentage  of  iodin 
in  eggs  immediately  decreases  upon  the  dis- 
continuance of  iodin  feeding.  The  authors 
express  the  opinion  that  whether  eggs  of  a 
known  iodin  content  have  a particular  place 
in  human  nutrition  depends  upon  whether 
the  iodin  requirements  of  the  people  of  a 
given  locality  are  provided  from  other 
sources.  It  is  common  knowledge  that  the 
sections  are  deficient  in  iodin,  and  that  some 
natural  foods  and  drinking  water  of  certain 
form  of  medication  must  be  resorted  to  in 
order  to  prevent  and  control  endemic  goiter, 
but  how  this  can  be  best  accomplished  is  an 
open  question. — O.  H.  M.  Wilder,  R.  M. 
Bethke,  and  R.  P.  Record,  }.  Nutrition  6:407 
(July),  1933. 

Specificity  of  Hexuronic  (Ascorbic)  Acid 
as  Antiscorbutic  Factor:  Various  experi- 
ments and  studies  led  to  the  conclusion  that 
“hexuronic  acid  is  itself  vitamin  C and  they 
recommend  the  adoption  of  a specimen  of 
hexuronic  acid  as  an  international  standard 
of  vitamin  C activity.’  Leslie  Julius  Harris 
and  Surendra  Nath  Ray,  Biochem.  J.  27:580, 
1933. — From  “American  Journal  of  Public 
Health,  October,  1933. 


Is  the  Urban  Birthrate  Falling  Faster  Than 
the  Rural? 

Provisional  figures  recently  released  by 
the  United  States  Bureau  of  the  Census 
seem  to  indicate  that  the  fall  in  the  birth- 
rate so  characteristic  of  the  present  time  is 
largely  concentrated  in  urban  districts:  that 
the  decline  is  much  less  marked  in  rural 
areas,  and,  in  fact,  that  in  a number  of  states 
rural  areas  experienced  an  actual  increase 
of  the  birth-rate,  from  1931  to  1932. — Statis- 
tical Bulletin,  Metropolitan  Life  Insurance 
Co.,  June,  1933. 


BOOK  REVIEWS 

Report  to  the  United  States  Government  on  Tu- 
berculosis With  Some  Therapeutic  and  Prophy- 
lactic Suggestions.  By  Adolphus  Knopf,  M.D. 
(N.  Y.  Univ.  and  Paris.)  Procurable  at  the 
Office  of  The  National  Tuberculosis  Association, 
450  Seventh  Avenue,  New  York  City.  59  pages. 
This  volume  of  59  pages  is  a revised  and  en- 
larged report  submitted  to  the  State  Department, 
War  Department,  and  War  Veterans  Bureau  as 
Government  Delegate  to  the  International  Union 
Against  Tuberculosis  held  at  The  Hague,  Sept. 
6 to  9,  1932.  Surgeon  General  Patterson  of  the 
United  States  Army  has  been  very  liberal  in 
his  praises  of  this  work.  Modern  therapeutic 
methods  in  the  control  and  prevention  of  tuber- 
culosis are  thoroughly  covered  and  well  illus- 
trated. Gold  therapy,  diaphragmatic  respiration, 
physical  and  respiratory  therapy,  and  BCG  pre- 
ventive inoculation  in  children  are  described. 
General  and  dietary  care,  prevention  of  relapses, 
and  rehabilitation  of  the  cured  case  occupy  sepa- 
rate chapters. 

Every  physician  dealing  with  tuberculosis  will 
be  well  repaid  for  the  little  time  required  to 
read  this  book. 


The  Medical  Clinics  of  North  America.  (Issued 
serially,  one  number  every  other  month.)  Vol- 
ume 17,  No.  1.  (New  York  Number — July,  1933.) 
Octavo  of  324  pages  with  64  illustrations.  Per 
Clinic  year,  July,  1933,  to  May,  1934.  Paper, 
$12.00 ; cloth,  $16.00  net.  Philadelphia  and  Lon- 
don : W.  B.  Saunders  Company,  1933. 

This  number  of  the  clinics  contains  a wide 
variety  of  subjects.  There  are  eight  clinics  de- 
voted to  disease  of  the  heart  and  blood  vessels 
showing  how  these  conditions  are  engaging  the 
attention  of  clinicians  in  increasing  measure.  In- 
fectious diseases  are  represented  by  clinics  on 
Pneumonia,  Allergic  Manifestations  of  the  Com- 
mon Cold,  the  treatment  of  Pertussis  with  Gold 
Ti  ibromide,  and  Epidemic  Cerebrospinal  Menin- 
gitis. It  also  contains  interesting  clinics  and  re- 
ports on  such  varied  subjects  as  Hypertrophic 
Gastritis,  Hypo-and  Hyperglycemia,  Anemia, 
Hodgkins  Disease,  and  Skin  Tumors.  An  inter- 
esting and  stimulating  number. 

LORENZ  W.  FRANK. 


Minor  Maladies  and  Their  Treatment.  By  Leonard 

Williams,  M.D.  Sixth  Edition.  Baltimore:  Wil- 
liam Wood  and  Company,  1933.  420  pages. 

Price  $3.75. 

This  practical  little  volume  is  obviously  written 
by  a physician  rich  in  experience  and  common 
sense,  as  well  as  up  to  date  in  his  knowledge.  It 
covers  the  more  common  complaints  for  which  we 
are  consulted  and  that  complicate  the  more  ma- 
jor morbidities.  Considerable  space  is  devoted  to 
niceties  of  therapeutics  we  all  have  known  but 
have  forgotten. 

One  criticism  is  the  author’s  sanction  of  certain 
proprietary  remedies  and  the  use  of  their  patent 
names.  This  is  an  evil  to  be  opposed  and  never 
given  space  in  an  ethical  scientific  medical  publi- 
cation. 

The  book  reads  like  a novel.  One  appreciates 
the  easy  style  and  is  reminded  of  the  pleasing 
authorship  of  Dr.  Axel  Munthe  in  his  “Story  of 
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San  Michele.”  It  is  worthy  of  the  time  of  any 
physician  doing  general  work  and  cultivating  the 
art  of  medicine. 


Practical  Hematological  Diagnosis.  I5y  O.  H.  Perry 
Pepper,  M.D.,  Professor  of  Clinical  Medicine, 
University  of  Pennsylvania;  Assistant  Chief  of 
the  Medical  Clinic,  Hospital  of  the  University 
of  Pennsylvania;  and  David  L.  Farley,  M.D., 
physician  to  the  Pennsylvania  Hospital,  Phila. ; 
and  to  the  Cooper  Hospital,  Camden,  N.  J.;  As- 
sociate in  Medicine,  University  of  Pennsylvania. 
Pp.  562,  with  3 full-colored  plates.  Cloth.  Price, 
$6.00.  Phila.:  W.  P>.  Saunders  Co. 

General  practitioners,  as  well  as  hematologists 
and  general  diagnosticians,  have  long  wanted  a 
work  on  the  blood,  telling  definitely,  in  simple 
terms:  how  to  examine  the  blood;  how  to  inter- 
pret the  blood  picture  in  clinical  terms;  how  to 
use  to  the  fullest  the  many  new  aids  of  practical 
hematology.  This  is  precisely  what  these  two 
experienced  practitioners,  teachers,  and  authors 
present  in  a book  planned  for  office  and  bedside 
practice.  Here  are  the  established  facts  of  hem- 
atology— the  tools  and  the  technic  of  their  use. 
Blood  pictures  become  of  definite  practical  sig- 
nificance! 


Growth  and  Development  of  the  Child.  Part  III. 
Nutrition.  Report  of  the  Committee  on  Growth 
and  Development.  Kenneth  D.  Blackfan,  M.  D., 
Chairman.  White  House  Conference  on  Child 
Health  and  Protection.  New  York,  London:  The 
Century  Cc.  519  pages,  price  $4.00. 

This  volume  contains  the  latest,  most  authori- 
tative and  comprehensive  epitome  on  the  funda- 
mentals of  nutrition  in  infancy  and  childhood  that 
has  appeared  for  a long  time.  It  consists  of  con- 
tributions from  thirty-one  of  the  leading  pediat- 
rists, physiologists,  and  medical  educators  of  this 
country.  They  have  appraised  from  a vast  amount 
of  material  the  controversial  problem  of  satisfac- 
tory growth  and  development,  giving  some  reason- 
able standards  for  the  normal. 

The  average  American  diet  is  studied  from  the 
standpoint  of  the  national  food  supply  with  an  ex- 
planation for  the  causes  of  an  inequitable  supply 
resulting  in  certain  nutritional  disturbances.  Each 
component  of  our  usual  food  is  then  analyzed,  giv- 
ing the  quantitative  amounts  of  each  substance 
required  for  optimal  growth  and  normal  nutrition. 
The  relation  of  certain  amino  acids  to  growth  and 
development  forms  a most  interesting  chapter. 
The  protein  requirements  of  infants  and  children, 
the  biological  value  of  these  substances,  the  dis- 
eases which  may  result  of  underfeeding  or  over- 
feeding proteins,  the  normal  requirements  and  the 
allergic  manifestations  which  may  follow  their  in- 
gestion are  suitably  explained.  In  the  same  metic- 
ulous manner  each  of  the  fundamental  components 
of  food  as  carbohydrates,  fats,  vitamins,  water, 
minerals  and  “trace”  substances  are  treated.  In 
many  instances  the  source  of  these  fundamental 
materials  is  traced,  followed  through  digestion, 
absorption,  and  excretion  showing  how  they  alter 
metabolism  and  how  they  affect  growth  and  devel- 
opment. 

The  chapters  dealing  with  vitamins  are  most  in- 
structive. Besides  the  usual  information  given 
upon  the  source  of  vitamins  and  the  common  dis- 
eases which  their  deficiency  produces,  there  are 
eleven  pages  on  the  actual  pathology,  both  gross 
and  microscopic,  which  develops  because  of  these 
deficiencies. 

Perhaps  the  most  scholarly  portion  of  the  book 
is  that  which  deals  with  the  factors  governing 
the  energy  requirements  of  children  from  birth 


through  childhood.  Here  basal  metabolism  is  ex- 
plained as  well  as  the  many  factors  affecting  it. 

Finally  the  choice  of  foods,  the  effect  of  cook- 
ing, preserving  and  processing  on  their  nutritive 
value  receives  much  attention.  The  last  chapters 
deal  with  feeding  habits  in  children  and  the 
psychological  factors  that  may  alter  normal  nutri- 
tion. 

The  book  should  be  had  as  one  for  study  and 
reference.  Its  value  is  enhanced  by  the  inclusion, 
after  each  chapter,  of  many  excellent  references. 
In  all  they  total  725  citations. 

WILFORD  W.  BARBER. 


The  History  and  Epidemiology  of  Syphilis.  The 

Gehrmann  Lectures,  University  of  Illinois.  1933. 
By  Wm.  Allen  Pusey,  A.  M.,  M.  D.,  LL.  D.,  Pro- 
fessor of  Dermatology  Emeritus,  University  of 
Illinois.  Sometime  President  of  the  American 
Dermatological  Association  and  of  the  American 
Medical  Association.  Springfield,  Illinois.  Bal- 
timore, Maryland:  Charles  C.  Thomas.  1933. 
133  pages,  price  $2.00. 

This  book,  as  the  author  states  in  its  preface, 
is  an  elaboration  of  an  earlier  similar  volume 
brought  up  to  date  and  comprises  the  1933  Gehr- 
mann Lectures  at  the  University  of  Illinois.  The 
book  clearly  and  chronologically  sets  forth  the 
salient  points  of  the  much  debated  origin  of  syph- 
ilis. An  outline  of  its  history  is  delightfully  and 
dramatically  recounted.  Included  in  the  work  is  a 
chapter  of  very  valuable  information  concerning 
the  modern  problems  of  syphilis — its  epidemiol- 
ogy, social,  and  sanitary  aspects  as  well  as  the  sta- 
tistics of  its  present  status. 

Not  the  least  feature  of  this  book  is  an  exten- 
sive list  of  references.  It  contains  also  a good 
collection  of  portraits  of  those  physicians  and 
scholars  whose  work  and  research  have  advanced 
our  knowledge  of  this  disease.  The  volume  while 
comparatively  short  is  an  excellent  reference.  Its 
reading  will  prove  not  only  highly  instructive  but 
vastly  interesting  and  fascinating.  It  will  be  a 
very  popular  addition  to  our  library. 

O.  S.  PHILPOTT. 


Frontiers  of  Medicine.  By  Morris  Fishbein,  M.D., 
Editor  Journal  A.  M.  A.  One  of  the  Century 
of  Progress  Series  of  books  on  fundamental 
sciences.  Baltimore:  The  Williams  and  Wilkins 
Co.,  in  cooperation  with  The  Century  of  Prog- 
ress Exposition.  1933.  207  pages,  price  $1.00. 

This  attractively  bound  volume  is  one  of  a 
series  by  well-known  scholars  presenting  the  es- 
sential features  of  the  fundamental  sciences  which 
are  the  foundation  stones  of  modern  industry. 

Dr.  Fishbein  has  ably  covered  far  more  than  “a 
century  of  progress”  in  medicine.  In  fact,  he 
covers  medical  history  from  the  beginning  in  his 
well-known  terse  manner.  The  first  fifty  pages 
read  like  any  good  brief  medical  history,  discuss- 
ing the  magic  and  mysticism  before  Hippocrates. 
Follows  then  the  scientific  medicine  and  the  dis- 
coveries and  teachings  of  such  scholars  as  Galen, 
Paracelsus,  Vesalius,  and  Harvey.  The  author 
enters  the  essentials  of  practical  medicine  with 
the  development  of  preventive  methods,  anes- 
thesia, germ  conception  and  asepsis,  and  the  rise 
of  the  specialties. 

The  book  is  written  for  intelligent  laymen  who 
are  interested  in  furthering  their  knowledge  of 
the  development  of  one  of  the  great  sciences. 
It  is  a good  review  for  a doctor  of  medicine. 


Your  car,  home  and  office  will  profit  by 
the  services  of  our  advertisers. 
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SILAS  WEIR  MITCHELL 
(Continued  from  November  Issue.) 

A beautiful  eulogy  of  Cervantes  was  writ- 
ten by  Dr.  Mitchell  in  October,  1888.  Cer- 
vantes, the  author  of  Don  Quixote,  lost  a 
hand  at  Lepanto  and  was  in  prison  for  five 
years  at  Algiers.  He  lived  a sad  life  and 
died  in  poverty,  April  23,  1616,  the  day  of 
Shakespeare’s  death.  There  is  an  uncer- 
tainty as  to  where  he  was  buried. 

CERVANTES 

There  are  who  gather  with  decisive  power 
The  mantle  of  contentment  round  their  souls, 

And  face  with  strange  serenity  the  hour 
Of  pain,  or  grief,  or  any  storm  that  rolls 
Destruction  o'er  the  tender  joys  of  life. 

There  are  whom  some  great  quest  of  heart  or 
brain 

Keeps  even-poised,  whatever  fate  the  years 
May  fetch  to  mock  with  lesser  loss  or  gain, 

And  find  brief  joy  in  smiles,  small  grief  in  tears, 
And  tranquil  take  the  hurts  of  human  strife. 

A few  there  be  who,  spendthrift  heirs  of  mirth 
Immortal,  mock  the  insolence  of  fate, 

And  with  a breath  of  jesting  round  the  earth 
Ripple  men's  cheeks  with  smiles,  and  gay,  elate, 
Sit  ever  in  the  sunshine  of  their  mood. 

Oh,  royal  master  of  all  merry  chords, 

Of  every  note  in  mirth's  delightful  scale, 

To  thee  was  spared  no  pang  that  earth  affords, 
Nor  any  woe  of  sorrow’s  endless  tale, — 

Want,  prison,  wounds,  all  that  has  man  subdued. 

But,  light  of  soul,  as  if  all  life  were  hoy, 

Forever  armed  with  humor’s  shining  mail, 
True-hearted,  gallant,  free  from  scorn's  alloy, 
When  life  was  beggared  of  its  best,  and  frail 
Grew  hope,  ’tis  said  thou  still  wert  lord  of  smiles. 

This  could  I wish;  and  yet  it  well  may  be 
Thy  heart  smiled  not,  for  wit,  like  fairy  gold, 
Mayhap  won  naught  for  him  who  scattered  glee, 
No  help  for  him  by  whom  the  jest  was  told, — 

The  world's  sad  fool,  whose  ever-ready  wiles 


Rang  the  glad  bells  of  laughter  down  the  years, 
And  cheated  pain  with  merry  mysteries, 

And  from  a prison  cell,  the  twins  of  tears, 

Sent  forth  his  Don  and  Squire  to  win  at  ease 
Such  joy  of  mirth  as  his  could  never  be. 

Ah,  who  can  say!  His  latest  day  of  pain 
Took  Shakespeare’s  kindred  soul.  I trust  they  met 
Where  smiles  are  frequent,  and  the  saddest  gain 
What  earth  denies,  the  privilege  to  forget 
“The  oppressor’s  wrong,  the  proud  man's  con- 
tumely.” 

But  where  he  sleeps,  the  land  which  gave  him 
birth, 

And  gave  no  more  to  him,  its  greatest  child, 

Knows  not  today.  Some  levelled  heap  of  earth. 
Some  nameless  stone,  lies  o'er  him  who  beguiled 
So  many  a heart  from  thinking  on  its  pain. 

Yet  I can  fancy  that  at  morning  there 
The  birds  sing  gladder,  and  at  evening  still 
The  peasant,  resting  from  his  day  of  care, 

Goes  joyous  thence  with  some  mysterious  thrill 
Of  lightsome  mirth,  whose  cause  he  seeks  in  vain. 

The  sea  gave  Dr.  Mitchell  peace  and  rest 
from  professional  labors  and  inspired  him  to 
write  many  short  poems: 

EVENING  BY  THE  SEA 

With  noble  waste  of  lazy  hours 
I loitered,  till  I saw  the  moon, 

A rosy  pearl,  hang  vast  and  strange 
Above  the  long  gray  dune! 

And  hither,  thither,  as  I went, 

My  ancient  friend  the  sea  beside, 
Whatever  tune  my  spirit  sang 
The  dear  old  comrade  tried. 

THE  RISING  TIDE 

An  idle  man,  I stroll  at  eve. 

Where  move  the  waters  to  and  fro ; 

Full  soon  their  added  gains  will  leave 
Small  space  for  me  to  come  and  go. 

Already  in  the  clogging  sand 
I walk  with  dull,  retarded  feet; 

Yet  still  is  sweet  the  lessening  strand, 

And  still  the  lessening  light  is  sweet. 

(To  be  Continued) 
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SIXTY-THIRD  ANNUAL  SESSION  COLORADO  STATE  MEDICAL  SOCIETY 

Colorado  Springs,  September  14,  15,  16,  1933 


PROCEEDINGS  OF  THE  HOUSE 
OF  DELEGATES 

MINUTES  IN  DETAIL 
First  Meeting  of  the  House  of  Delegates 
9:50  a.  m.,  September  14th,  1933. 

President  Stephenson:  “Gentlemen,  I am  call- 
ing the  House  of  Delegates  to  order  for  the  sixty- 
third  annual  session  of  the  Colorado  State  Medi- 
cal Society.  I will  ask  Dr.  Garwood  to  act  as 
Sergeant-at-Arms.  As  a preliminary,  I will  read 
the  official  call.” 

President  Stephenson  then  read  the  official  call. 

“I  will  ask  Secretary  Frank  to  read  the  report 
of  the  Committee  on  Credentials.” 

Dr.  Frank  read  the  report  of  the  Committee  on 
Credentials,  as  follows: 

REPORT  OF  THE  COMMITTEE  ON 
CREDENTIALS 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

Your  Committee  on  Credentials  reports  that  the 
Constituent  Societies  are  entitled  to  representa- 
tion in  the  House  of  Delegates  at  the  Sixty-third 
Annual  Session  as  follows,  under  the  provisions 
of  Chapter  V of  the  By-Laws: 


Society — 

Membership  on 
Dec.  31, 1932 

Number  of 
Delegates 

Arapahoe  

6 

1 

Boulder  

37 

2 

Chaffee  

8 

1 

Crowley  

5 

1 

Delta  

16 

1 

Denver  

544 

22 

El  Paso  .... 

95 

4 

Fremont  

18 

1 

Garfield  

13 

1 

Huerfano  

11 

1 

Kit  Carson  

6 

1 

Lake  

5 

1 

Larimer  .... 

32 

2 

Las  Animas 

18 

1 

Mesa  

19 

1 

Montrose  ... . 

7 

1 

Morgan 

11 

1 

Northeast  Colorado 

21 

1 

Northwestern  Colorado  14 

1 

Otero  

. 27 

2 

Prowers  .... 

14 

1 

Pueblo 

70 

3 

San  Juan 

17 

1 

San  Luis  Valley 

16 

1 

Weld 

45 

2 

Total  members  on 
Dec.  31.  1932 

Total 

1.075  Delegates  55 

The  following  list  of  delegates  and  alternates 
is  presented  as  the  original  roll  call  of  this  House, 
these  delegates  and  alternates  being  those  duly 
elected  by  their  respective  constituent  societies 
and  properly  certified  to  your  Committee  on  Cre- 
dentials. 

Several  blank  spaces  in  the  following  list  of 
delegates  will  be  noted.  In  these  instances  con- 
stituent societies  have  failed  to  certify  delegates 
to  your  Committee  on  Credentials,  or  they  have 
certified  as  delegates  men  who  are  ineligible  be- 
cause of  holding  state  society  office: 

Society  Delegate  Alternate 

Arapahoe  W.  C.  Chrysler  . H.  B.  Catron 

Boulder  . H.  H.  Heuston  ...  C.  H.  Graf 

" John  Andrew W.  P.  Woods 

Chaffee J.  P.  McDonough C.  R.  Fuller 

Crowley W.  M.  Desmond  ...J.  E.  Jeffery 

Delta A.  C.  McClanahan Lee  Bast 

Denver H.  I.  Barnard  G.  B.  Kent 

“ K.  D.  A.  Allen  G.  M.  Blickensderfer 

“ H.  R.  McKeen J.  E.  Connell 

IF.  E.  Rogers  ...  H.  I.  Laff 

“ W.  H.  Halley E.  R.  Mugrage 

“ G.  E.  Cheley H.  J.  Corper 

“ .'Duval  Prey Arnold  Minnig 

“ _'T.  P.  Sears ....  H.  J.  Freeland 

“ 'R.  W.  Danielson. L.  V.  Tepley 

“ G.  Heusinkveld  ....  R.  M.  Shea 

“ W.  C.  Finnoff Maurice  Katzman 

“ J.  A.  Philpott J.  M.  Foster,  Jr. 

“ H.  S.  Finney W.  M.  Bane 

“ _._C.  F.  Kemper  C.  E.  Cooper 

“ J.  M.  Shields  E.  J.  Perkins 

“ ....  H.  G.  Garwood W.  A.  Sedwick 

“ J.  S.  Bouslog  J.  R.  Jaeger 

“ E.  G.  Faber R.  G.  Packard 

“ --C.  H.  Darrow  H.  W.  Snyder 

“ W.  B.  Yegge L.  V.  Sams 

“ W.  R-  Waggener V.  E.  Sells 

“ -O.  S.  Fowler J.  G.  Ryan 

El  Paso D.  A.  Vanderhoof  L.  R.  Allen 

“ M.  O.  Shivers  L.  S.  Miller 

“ J.  A.  Sevier F.  O.  Ivettlekamp 

“ E.  B.  Liddle J.  T.  Williams 

Fremont  R.  E.  Holmes  R.  C.  Adkinson 

Garfield  R.  B.  Porter  W.  R.  Tubbs 

Huerfano  J.  M.  Lamme  W.  S.  Chapman 

Kit  Carson  W.  L.  McBride  C.  J.  Keller 

Lake..  F.  N.  Cochems A.  J.  Bender 

Larimer W.  B.  Hardesty T.  C.  Taylor 

“ — ..C.  H.  Platz ....  John  Gasser 

Las  Animas  D.  D.  Costigan  James  G.  Espey 

Mesa G.  C.  Cary  ...  E.  H.  Peterson 

Montrose  Isaiah  Knott  ...  F.  G.  Didrickson 

Morgan  Ira  J.  Clark  C.  F.  Eakins 

Northeast J.  E.  Naugle....  J.  W.  Kinzie 

Northwestern  A.  C.  Sudan  F.  E.  Willett 

Otero B.  B.  Blotz R.  M.  Fulwider 

“ R.  S.  Johnston  

Prowers  L.  E.  Likes  F.  E.  Casburn 

Pueblo  H.  T.  Low  J.  D.  Geissinger 
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Society  Delegate  Alternate 

Pueblo..  R.  C.  Robe  J.  S.  Norman 

“ G.  M.  Myers  G.  E.  Rice 

San  Juan A.  L.  Burnett  

San  Luis  ValleyO.  P.  Shippey  C.  A.  Davlin 

Weld W.  P.  Allen  Burgett  Woodcock 

“ O.  E.  Bennell  . W.  A.  Schoen 

Your  Committee  is  ready  to  act  upon  any  ques- 
tion of  credentials  which  may  arise  during  this 
session. 

Respectfully  submitted, 

LORENZ  W.  FRANK,  Chairman, 

W.  A.  CAMPBELL, 

HAROLD  T.  LOW. 

Dr.  Frank:  “There  is  a change  since  the  report 
was  written.  Dr.  John  R.  Espey  was  elected  al- 
ternate delegate  for  Las  Animas  county.  Dr. 
Costigan,  delegate,  is  away  and  cannot  attend 
the  meeting. 

“Dr.  A.  L.  Burnett  of  the  San  Juan  Society, 
being  a Councillor,  is  ineligible  as  a delegate.” 

President  Stephenson:  “The  Executitve  Sec- 
retary will  call  the  roll  from  the  report  of  the 
Committee  on  Credentials.” 

The  Executitve  Secretary  then  called  the  roll 
from  the  report  of  the  Committee  on  Credentials 
and  announced  thirty-three  accredited  delegates 
present.  The  President  announced  a quorum. 

“I  will  entertain  a motion  that  the  report  of 
the  Credentials  Committee  be  adopted  or  rejected. 

Dr.  Garwood  moved  adoption  of  the  report ; the 
motion  was  seconded  and  carried. 

President  Stephenson:  “The  House  is  now  or- 
ganized and  ready  for  business.  Mr.  Sethman  will 
either  read  the  minutes  of  the  last  annual  meet- 
ing or  some  motion  to  dispense  with  the  reading 
and  accept  them  as  they  were  published  will  be 
made.” 

Dr.  Bortree:  “I  move  that  the  minutes  be  ap- 
proved as  printed  in  the  December,  1932,  issue  of 
Colorado  Medicine.” 

The  motion  was  seconded  and  carried. 

President  Stephenson:  “What  will  be  your  dis- 
position of  the  minutes  of  the  special  meeting  of 
the  House  of  Delegates  which  was  called  in  Den- 
ver?” 

Dr.  Garwood:  “I  move  that  the  minutes  as  pub- 
lished in  the  April,  1933,  issue  of  Colorado  Medi- 
cine be  adopted  as  printed.” 

The  motion  was  seconded  and  carried. 

President  Stephenson:  “I  have  no  special  re- 
port to  make.  On  behalf  of  the  Society,  as  your 
President  who  is  about  to  retire,  I think  that  I 
will  allow  the  reports  of  my  committees  and  of 
the  officers  to  serve  as  any  record  of  the  actions 
of  the  Society  that  I might  have  to  offer.  I be- 
lieve that  I have  no  suggestions  further  than  the 
policies  that  have  already  been  instituted  in  our 
organization.” 

The  President  announced  the  appointment  of 
Reference  Committees  for  the  duration  of  the  ses- 
sion as  follows : 

Reference  Committee  on  Reports  of  Officers: 

A.  C.  McClanahan,  Chairman;  M.  O.  Shivers,  J.  M. 
Shields. 

Reference  Committee  on  Reports  of  Committees: 

Banning  E.  Likes,  chairman;  G.  E.  Cheley,  R.  S. 
Johnston. 

Reference  Committee  on  Miscellaneous  Busi- 
ness: G.  Heusinkveld,  chairman;  J.  A.  Philpott, 
John  Andrew. 

Reference  Committee  on  Audits  and  Appropria- 
tions: John  S.  Bouslog,  chairman;  H.  T.  Low, 
D.  A.  Yanderhoof,  I,.  W.  Bortree,  ex-officio. 

Dr.  L.  W.  Frank  then  presented  the  report  of 


the  Board  of  Trustees  as  printed  in  the  Handbook, 
as  follows: 

REPORT  OF  THE  BOARD  OF  TRUSTEES 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society : 

The  Board  of  Trustees  held  five  called  meetings 
during  the  year  and  on  two  other  occasions  con- 
ferred by  telephone  and  took  emergency  actions 
which  were  later  confirmed  in  meeting. 

Two  meetings  in  October,  1932,  were  devoted 
primarily  to  the  setting  up  of  budget  and  other 
financial  plans  for  the  year  according  to  the  in- 
structions of  the  House  of  Delegates,  and  to  the 
confirmation  of  new  committee  appointments. 

At  the  December  meeting  the  Board  undertook 
the  first  drastic  reductions  in  the  budget  when  it 
began  to  appear  that  the  Society’s  income  for  the 
year  would  not  come  up  to  expectations.  Among 
the  economies  effected  at  this  meeting  was  that 
in  rent  of  office  space.  The  Board  authorized  a 
three-year  lease,  with  a two-year  cancellation 
clause,  for  the  present  space  in  the  Republic 
Building,  which,  though  it  provides  larger  quar- 
ters than  heretofore,  will  save  the  Society  $360.00 
per  year. 

At  a meeting  in  February  the  Board  received  a 
committee  from  the  Board  of  Trustees  of  the 
Medical  Society  of  the  City  and  County  of  Den- 
ver in  joint  discussion  of  the  financial  condition 
of  the  Society.  The  Denver  Trustees  submitted 
a list  of  recommendations  for  reduction  in  State 
Society  expenditures,  some  of  which  had  already 
been  put  into  effect  and  others  of  which  were  met 
so  far  as  your  State  Society  Trustees  felt  was 
wise.  At  this  meeting  the  Board  confirmed  a 
general  salary  reduction  that  had  been  made  by 
the  Executive  Secretary  on  January  1,  1933,  and 
put  into  effect  a further  reduction.  Also  at  this 
meeting  the  system  of  payment  to  the  State  So- 
ciety of  dues  collected  by  the  Denver  Society  was 
altered. 

On  March  8,  by  long  distance  telephone,  the 
Trustees  agreed  to  extend  from  March  5 to  May 
1 the  date  when  1933  dues  should  become  delin- 
quent, the  Trustees  feeling  that  the  banking  holi- 
day just  proclaimed  justified  them  in  using  their 
emergency  authority  in  this  manner.  In  their 
statement  announcing  this  action  to  the  secre- 
taries of  county  societies,  the  Trustees  asked  all 
county  societies  to  take  like  action.  Again  on 
May  2,  the  Trustees  ordered  that  no  members  be 
suspended  for  non-payment  of  dues  until  further 
action  could  be  taken,  though  all  dues  not  paid 
to  county  societies  by  May  1 should  be  considered 
as  delinquent.  Both  these  actions  were  con- 
firmed at  the  meeting  held  September  1,  1933,  at 
which  time  the  date  for  suspension  of  members 
for  non-payment  of  1933  dues  was  set  for  Sep- 
tember 10,  1933. 

At  the  final  meeting  of  the  year,  the  Executive 
Secretary  was  directed,  subject  to  approval  of  the 
American  Medical  Association,  to  place  the  So- 
ciety’s office  and  journal  under  the  provisions  of 
the  N.  R.  A.  The  Board  voted  to  recommend 
passage  of  the  constitutional  amendment  sub- 
mitted last  year  to  increase  the  number  of  coun- 
cillor districts  from  five  to  nine,  and  instructed 
the  Executive  Secretary  to  prepare  an  amend- 
ment to  the  By-Laws  for  submission  to  this  House, 
in  case  the  constitutional  amendment  is  adopted, 
to  place  the  new  plan  in  operation.  The  Board 
voted  to  recommend  against  passage  of  the  pro- 
posed constitutional  amendment  which  would  al- 
low the  Past  Presidents  to  elect  some  of  their 
number  to  membership  in  the  House  of  Delegates. 
In  lieu  of  this  amendment,  your  Board  recom- 
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mends  that  the  House,  by  resolution,  adopt  a 
standing  rule  granting  the  privilege  of  the  floor, 
without  vote,  to  all  Past  Presidents. 

At  the  September  meeting  the  Board  approved 
action  of  the  Denver  Society  in  accepting  short- 
term promissory  notes  from  members  for  the  pay- 
ment of  1933  dues,  and  voted  to  cooperate  with 
the  Denver  Society  in  maintaining  such  members 
in  good  standing.  The  Board  adopted  for  recom- 
mendation to  this  House  a budget  submitted  by 
the  Treasurer  and  Executive  Secretary  for  the 
fiscal  year  of  1933-1934,  and  approved  annual  fi- 
nancial reports  of  these  officers.  The  Board  also 
voted  approval  of  a final  draft  of  a benevolence 
fund  plan  drawn  up  by  the  Woman's  Auxiliary, 
whereby  the  Auxiliary  will  establish  a benevo- 
lence fund  for  the  relief  of  financial  distress 
among  wives  and  widows  of-  physicians. 

The  Board  regrets  that  it  was  necessary  to 
draw  upon  reserve  funds  of  the  Society  during 
the  year.  Though  the  original  budget  for  the 
year  was  $3,000.00  lower  than  expenditures  for 
the  preceding  year,  receipts  fell  off  suddenly  in 
the  winter  months  even  more  than  had  been  pre- 
dicted. Economies  which  the  Board  and  the  Ex- 
ecutive Secretary  instituted  in  December,  Jan- 
uary, and  February  could  not  be  retroactive  and 
therefore  do  not  reveal  their  full  effect  in  reports 
for  the  fiscal  year  just  closed,  but,  continuing  in 
force,  they  should  assure  a balanced  budget  for 
the  new  year.  In  addition,  new  advertising  con- 
tracts recently  signed  apparently  promise  an  in- 
crease in  receipts  for  the  coming  fall  and  winter. 

Respectfully  submitted, 

BOARD  OF  TRUSTEES, 

By  LORENZ  W.  FRANK, 
Constitutional  Secretary. 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
BOARD  OF  TRUSTEES 

Constitutional  Amendments 

The  Board  of  Trustees  recommends  adoption 
of  the  following  two  Constitutional  amendments, 
which  were  regularly  proposed  at  the  Sixty-second 
Annual  Session: 


DISBURSEMENTS— 

General  Fund: 

Salaries  ...  $3,570.00 

Rent  240.00 

Telephone  & Tele- 
graph   200.00 

Taxes  65.00 

Insurance  20.00 

Audits  & Bonds...  160.00 

Travel  500.00 

Mailing  & Sup- 
plies   400.00 

Permanent  Equip- 
ment   .00 

Scientific  Work  & 

Exhibits  200.00 

House  of  Delegates  200.00 
Guests  & Enter- 
tainment   100.00 


$ 5,655.00 

Publication  Fund: 

Salaries  $3,042.00 

Printing  & Mailing  6,200.00 
Supplies  & Promo- 
tion   300.00 

Advertising  Com- 

sions  1,500.00 

Collection  Expense  200.00 


Medical  Defense 
Fund: 

Library  Fund: 
Education  Fund: 

Salaries  ...  .... $ 

Committee  on  Pub- 
lic Policy  


$11,242.00 

20.00 

500.00 


800.00 

200.00 


$ 1,000.00 


TOTAL  DISBURSEMENTS  $18,417.00 
BUDGET  SURPLUS  208.00 


$18,625.00 


Amend  Article  VIII  entitled  "Officers,” 
Section  1,  by  striking  the  word  “five”  in  the 
last  line  of  said  section  and  inserting  in  lieu 
thereof  the  word  “nine.” 

Amend  Section  2 of  the  said  Article  VIII 
by  striking  the  word  “five”  in  the  fourth  line 
of  said  section  and  inserting  in  lieu  thereof 
the  word  “three.” 

The  Board  of  Trustees  recommends  against 
adoption  of  the  following  constitutional  amend- 
ment, which  was  regularly  proposed  at  the  Sixty- 
second  Annual  Session : 

Amend  Article  V entitled  “House  of  Dele- 
gates,” by  inserting  after  the  word  “societies” 
in  the  fourth  line  of  said  Article  the  words 
“and  by  the  Past  Presidents.” 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
BOARD  OF  TRUSTEES 

Budget  for  the  Fiscal  Year  of  1933-1934 

RECEIPTS— 

Dues,  resident  .....  $ 9,500.00 

Dues,  non-resident  100.00 

Space  Rentals  225.00 

Interest  300.00 

Publications  8,500.00 


TOTAL  RECEIPTS  $18,625.00 


President  Stephenson:  “Gentlemen,  it  is  my 
purpose  to  refer  all  reports  to  the  appropriate 
committees  for  consideration,  but  at  the  same  time 
I want  the  House  to  feel  free  to  discuss  these  re- 
ports at  the  time  they  are  presented.  That  will 
serve  two  purposes, — an  opportunity  to  discuss 
the  report  and  an  opportunity  for  the  members 
of  each  Committee  to  sound  out  the  feeling  of 
the  House  of  Delegates  before  they  act  cn  these 
reports.  It  must  be  remembered,  also,  that  when 
reports  are  returned  by  the  Reference  Committees 
you  will  again  have  an  opportunity  to  discuss  the 
reports. 

“What  is  your  pleasure  with  regard  to  the  re- 
port of  the  Board  of  Trustees?  Is  there  any  dis- 
cussion? If  not,  it  will  be  referred  to  the  Com- 
mittee on  Reports  of  Officers. 

“I  will  ask  Dr.  George  D.  Andrew's  of  Walsen- 
burg  to  present  the  report  of  the  Board  of  Coun- 
cillors.” 

REPORT  OF  THE  COUNCIL 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

Matters  of  importance  brought  to  the  attention 
of  the  Council  for  the  year  just  closing  w'ere 
fewer  than  for  the  previous  year. 

The  most  important  was  an  appeal  from  a de- 
cision of  the  Las  Animas  County  Medical  Society 
involving  unethical  procedure  in  the  submission 


December,  1933 


467 


of  x-ray  films  to  the  Committee  on  Medical  De- 
fense of  the  Colorado  State  Medical  Society  by 
one  of  its  members.  The  matter  was  heard  be- 
fore the  full  membership  of  the  Council  at  the 
Congress  Hotel,  Pueblo,  June  3,  1933,  with  action 
taken  and  decision  rendered  deemed  best  for  the 
interests  of  medical  organization. 

Another  complaint  was  against  a Pueblo  hos- 
pital and  its  staff  concerning  publicity  given  by 
an  article  in  the  Pueblo  Chieftain  of  December 
21,  1932,  The  Pueblo  County  Medical  Society  was 
informed  that  the  Judicial  Council  of  the  Ameri- 
can Medical  Association  had  established  a pre- 
cedent in  regard  to  contracts  like  the  one  in  the 
present  publicity. 

The  Council  is  pleased  to  report  the  lessening 
of  complaints  coming  before  it,  and  the  courteous 
expressions  during  its  work  for  the  past  year. 

Respectfully  submitted, 

GEORGE  D.  ANDREWS,  Chairman. 

Dr.  Andrews:  “The  report  of  the  Council,  as 
you  note,  is  printed  in  the  Handbook.  You  will 
notice  that  this  year  there  were  fewer  complaints 
brought  before  the  Council  than  in  the  previous 
year.  Also  that  there  seemed  to  be  a more  help- 
ful spirit  over  the  district  in  which  I presided  and 
which  was  a battleground  for  the  last  two  years 
as  far  as  the  major  problems  of  ethical  conduct 
were  concerned. 

“I  have  not  made,  as  I should  have  done,  a 
visitation  to-  each  constitutent  society  on  account 
of  the  distance  which  I'd  have  had  to  cover,  from 
Oklahoma  to  the  top  of  Pike’s  Peak  and  from 
Kansas  to  New  Mexico.” 

President  Stephenson:  “The  delegates  will 
please  bear  that  in  mind  when  we  consider  an 
amendment  that  will  come  up  later  for  reorgani- 
zation of  our  Councillor  Districts.” 

Dr.  Andrews:  “A  district  which  is  one  hundred 
and  fifty  miles  long  and  about  ninety  miles  wide 
is  impossible  to  cover.  Another  thing  is  the  ex- 
pense involved  in  making  these  visits. 

“Instead  of  making  visits  myself,  I insisted  on 
each  constituent  society  taking  up  each  matter 
individually,  not  passing  it  on  to  the  Councillors. 
The  correspondence  which  I received  was  indica- 
tive of  cooperation. 

“I  can  assure  you  that  the  Councillors,  in  ren- 
dering opinions  or  decisions,  entered  into  the 
work  without  personal  prejudice,  their  only  ob- 
jective being  the  protection  of  the  profession  on 
the  basic  principles  of  ethics. 

“Jenner  wrote,  ‘Never  believe  what  a patient 
tells  you  what  his  doctor  has  said’.  A remark 
casting  discredit  on  a member  of  the  profession 
does  not  increase  respect  of  the  critic  unless  the 
criticism  is  of  a constructive  nature  and  in  a spirit 
of  appreciation.  We  find  that  many  incidents 
leading  up  to  censure  are  instigated  by  members 
of  the  profession  who,  giving  undue  cognizance 
to  the  propaganda  of  the  laity,  lead  into  the 
maelstrom  of  unethical  procedure — religion,  poli- 
tics and  personalities  in  many  instances  at  the 
head  of  the  procession — and  when  the  laity  ob- 
tain the  whip,  the  profession  becomes  the  goat; 
and  on  approaching  the  mud  hoU>  in  the  lane  of 
difficulties,  many  climb  the  fence  instead  of  stand- 
ing in  solid  formation. 

“In  the  constituent  societies  which  I have  con- 
tacted I have  observed  a lack  of  information,  or 
rather  understanding,  regarding  their  duties.  I 
suggest  that  at  stated  meetings  a profitable  half 
hour  could  be  occupied  in  the  reading  and  dis- 
cussion of  by-laws  and  matters  relative  to  the 


State  and  National  organizations  with  which  they 
affiliate. 

“When  duty  is  poorly  comprehended,  efficiency 
is  retarded,  tending  toward  lethargy  and  indif- 
ference with  poor  attendance,  and  decline  of  in- 
terest assumes  prominence. 

“To  the  individual  members  of  the  Council,  to 
the  conscientious  and  efficient  Executive  Secre- 
tary and  to  Dr.  W.  W.  King  of  the  Public  Policy 
Committee  for  constructive  and  well-timed  advice, 
I tender  my  appreciation,  as  also  to  the  generous 
spirit  of  helpfulness  of  all  contacted  during  this, 
my  last  year  as  Councillor.” 

The  President  referred  the  above  reports  to  the 
Committee  on  Reports  of  Officers. 

President  Stephenson:  “I  will  call  upon  the 
Constitutional  Secretary,  Dr.  Frank,  to  present 
his  report.” 

REPORT  OF  THE  CONSTITUTIONAL 
SECRETARY 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society : 

During  the  past  year  the  Constitutional  Secre- 
tary has  acted  entirely  in  an  advisory  capacity, 
advising  the  Executive  Secretary  upon  profes- 
sional and  ethical  matters. 

Respectfully  submitted, 

LORENZ  W.  FRANK. 

Dr.  Frank:  “I  have  no  report,  further  than 
that  printed  in  the  Handbook.” 

The  President  referred  the  report  to  the  Com- 
mittee on  Reports  of  Officers. 

President  Stephenson:  “I  will  ask  for  the  re- 
port of  the  Executive  Secretary.” 

Mr.  Sethman:  “Since  mine  is  one  of  the  more 
lengthy  reports  in  the  Handbook,  I will  not  read 
it  in  full  but  will  try  to  amplify  one  or  two 
points. 

“Truly  this  has  been  a year  of  great  committee 
activity,  the  greatest  I believe  that  the  Society  has 
ever  seen;  and  if  it  is  proper  for  me  to  make  such 
a suggestion,  I think  the  House  of  Delegates  owes 
a particular  vote  of  thanks  to  the  committees  this 
year. 

“The  figure  in  the  report  calling  attention  to 
the  fact  that  I attended  one  hundred  and  eight 
called  meetings  of  State  Society  committees  this 
year  compared  with  thirty-four  the  previous  year 
tells  the  story  about  as  well  as  anything.  In  ad- 
dition there  were  five  meetings  of  the  Board  of 
Trustees  and  a meeting  of  the  Council,  and  sev- 
eral informal  conferences  with  members  of  the 
Council. 

“Dr.  Rees  will  undoubtedly  report  in  detail  con- 
cerning the  mid-winter  postgraduate  clinics.  I do 
not  wish  to  dwell  on  this  except  to  emphasize 
the  opportunity  that  this  gave  us  for  a mid-winter 
conference  of  County  Society  Presidents  and  Sec- 
retaries. It  was  the  first  time  that  we  have  held 
such  a meeting.  This  was  held  during  the  clinic 
session  as  a formal  meeting.  Dr.  Stephenson 
presided.  Four  or  five  papers  were  read  and 
valuable  round  table  discussions  were  had  con- 
cerning the  preparation  of  County  Society  pro- 
grams, the  relationship  of  County  Society  officers 
to  the  State  Society  committees,  and  so  on. 

“I  sincerely  hope  that  that  can  be  continued 
because  I think  it  welds  the  County  Societies 
closer  together  so  that  Denver  understands 
Pueblo’s  problems  and  Grand  Junction  under- 
stands Fort  Collins’  problems.” 
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Colorado  Medicine 


REPORT  OF  THE  EXECUTIVE  SECRETARY 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society  : 

The  medical  profession  all  over  the  country 
has  had  its  most  trying  year  in  several  genera- 
tions, economically,  politically  and  socially.  It 
would  seem  to  follow  that  medical  organization 
should  have  met  disaster,  but  in  our  state  at  least 
such  was  not  the  case.  The  Colorado  State  Med- 
ical Society  has  progressed  definitely  in  many  im- 
portant endeavors;  while  it  has  suffered  a few 
setbacks  in  other  lines,  they  are  neither  crippling 
nor  permanent  and  in  all  probability  will  in  the 
future  be  found  to  have  taught  valuable  lessons. 

The  year's  greatest  accomplishment,  in  the  opin- 
ion of  your  Executive  Secretary,  was  the  stimula- 
tion of  committees  into  activities  bettering  condi- 
tions of  practice  for  the  individual  physician. 
True,  this  is  at  present  a rather  intangible  ac- 
complishment, whose  effects  are  felt  not  all  at 
once  but  over  a period  of  years.  Much  of  the 
work  done  has  been  of  an  extremely  confidential 
nature,  especially  that  by  the  Committee  on  Medi- 
cal Defense,  by  the  Advisory  Committee,  and  by 
the  Councillors.  It  is  unfortunate  that  the  best 
work  of  the  Medical  Defense  Committee  cannot 
be  revealed  even  in  informal  discussion.  How- 
ever, this  Committee's  work  has  saved  many  mem- 
bers of  the  Society  thousands  of  dollars  and 
countless  hours  of  mental  anguish. 

An  indication  of  the  year’s  increase  in  commit- 
tee work  is  the  fact  that  your  Executive  Secre- 
tary attended  and  kept  the  records  of  108  called 
meetings  of  State  Society  committees,  compared 
with  thirty-four  the  previous  year.  This  was  ex- 
clusive of  meetings  of  the  Board  of  Trustees  and 
the  Council  and  the  many  informal  conferences 
with  chairmen  and  members  of  the  committees. 
During  the  legislative  session  it  was  not  uncom- 
mon for  the  Executive  Office’s  committee  room  to 
be  the  scene  of  three  meetings  a day : noon,  late 
afternoon  and  evening. 

The  Midwinter  Postgraduate  Clinics,  inaugu- 
rated last  January,  proved  to  be  an  outstanding 
success.  Registration  fees  more  than  retired  the 
cost  of  the  undertaking.  Your  Executive  Secre- 
tary believes  this  type  of  educational  service  to 
members  should  be  continued  and  expanded.  The 
Clinics  provided  an  opportunity  to  summon  a mid- 
winter conference  of  county  society  presidents 
and  secretaries.  This  was  well  attended  and 
should,  if  continued,  prove  valuable  in  coordinat- 
ing county  society  activities  over  the  state. 

Other  major  accomplishments  through  state 
committees  include : 

Improved  relations  with  the  School  of  Medicine 
and  its  Teaching  Hospitals  and  promulgation  of 
definite  recommendations  for  future  policies. 

Completion  of  an  economic  survey  of  medical 
practice  in  Colorado. 

Prevention  of  establishment  in  this  state  of 
unethical  contract  plans  that  are  rife  in  other 
parts  of  the  country. 

Establishment  of  a plan  for  cooperation  with 
Dental  Societies  in  the  study  of  malpractice. 

Establishment  of  a definite  program  for  post- 
graduate education  on  cancer. 

The  respective  Committee  Reports  give  the  de- 
tails of  this  work. 

In  addition  to  attending  meetings  and  assisting 
the  committees  and  officers  as  mentioned  above, 
your  Executive  Secretary  has  attended  thirty-two 
meetings  of  constituent  societies,  on  twenty-one 
of  these  occasions  taking  speakers  to  give  scien- 
tific programs  to  the  societies.  Including  these 
occasions,  he  supplied  approximately  fifty  scien- 


tific speakers  for  county  society  programs.  He 
also  attended  the  Annual  Session  of  the  Ameri- 
can Medical  Association  and  the  Annual  Confer- 
ence of  State  Medical  Society  Secretaries  and 
Journal  Editors.  He  assisted  a number  of  physi- 
cians in  obtaining  new  locations,  and  endeavored 
throughout  the  year  to  be  of  personal  service  to 
all  members  of  the  Society  whenever  called  upon. 

In  the  winter  months  a survey  of  publication 
costs  was  made.  Then  new  bids  were  sought  on 
the  publication  of  Colorado  Medicine,  under  au- 
thority of  the  Publication  Committee.  The  result 
was  a 15  per  cent  reduction  in  printing  costs  be- 
ginning in  March.  A contract  at  the  new  rate 
has  been  signed  with  the  Western  Newspaper 
Union,  running  to  December,  1934.  A reduction 
in  mailing  costs  was  effected  at  about  the  same 
time  by  establishing  hand  delivery  of  Colorado 
Medicine  in  Denver  through  a messenger  service. 

Your  Executive  Secretary  considers  that  the 
Society  suffered  three  setbacks  during  the  year. 
These  were  the  passage  of  some  legislation  which 
the  Society  opposed,  the  necessity  of  drawing 
upon  the  Society's  surplus  funds  to  the  extent  of 
approximately  $1,400.00  to  meet  even  a drastically 
reduced  expense  budget,  and  the  loss  of  seventy- 
two,  or  7 per  cent,  in  membership. 

Unfortunately  the  Society  failed  to  present  a 
united  front  to  the  legislature  in  support  of  the 
program  drawn  by  the  Committee  on  Public  Pol- 
icy, in  spite  of  the  fact  that  the  program  had  been 
approved  by  this  House  of  Delegates  at  its  Special 
Session.  Widely  divergent  opinions  expressed  by 
members  of  the  Society  to  legislators  confused 
them  as  to  the  real  wishes  of  the  medical  profes- 
sion. Cultists  took  advantage  of  this  division  in 
the  ranks  of  the  Society  and  stood  solidly  togeth- 
er. The  result,  as  amplified  in  the  Report  of  the 
Committee  on  Public  Policy,  was  the  passage  of 
the  chiropractic  bill  and  the  defeat  of  several 
bills  sponsored  by  the  Society. 

< 'oncerning  the  reduction  of  surplus  funds : 
Ycur  Executive  Secretary  and  the  officers  of 
the  Society  failed  to  foresee  early  enough  the 
drop  in  advertising  revenue  which  occurred  in 
the  winter  months,  although  we  started  the  fiscal 
year  with  a budget  $3,300.00  lower  than  expendi- 
tures for  the  previous  twelve  months.  Economies 
instituted  at  the  beginning  of  the  calendar  year, 
as  reported  by  the  Treasurer  and  Board  of  Trus- 
tees, and  later  the  reductions  effected  in  printing 
and  mailing  costs,  brought  total  expenditures  for 
the  fiscal  year  some  $5,500.00  below  the  previous 
year.  Could  these  later  economies  have  been  put 
into  effect  last  September,  the  Society  could  have 
added  slightly  to  its  surplus  instead  of  making 
withdrawals.  As  it  is,  the  calendar  year  of  1933 
is  well  balanced,  and  our  new  fiscal  year'should 
show  distinct  improvement,  especially  since  the 
trend  in  advertising  business  seems  to  be  again 
upward.  Difficulties  attendant  upon  selling  ad- 
vertising in  a period  of  business  depression  have 
several  times  within  the  year  been  increased  by 
some  of  the  Society’s  own  members,  who  through 
carelessness  or  disinterest  have  advised  commer- 
cial firms  against  using  space  in  Colorado  Medi- 
cine. 

The  loss  in  membership,  which  happily  is  a 
much  smaller  loss  than  was  suffered  by  most 
state  medical  societies  this  year,  is  due  in  part 
to  well-understood  financial  conditions  and  in  part 
to  what  your  Executive  Secretary  believes  has 
been  for  several  years  the  greatest  failure  of  his 
office.  That  failure  is  the  lack  of  information 
going  out  from  the  State  Society  to  county  so- 
cieties and  directly  to  members,  concerning  State 
Society  activities.  It  is  gratifying  to  note  the 
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enthusiasm  for  organization  progress  and  the 
support  of  the  State  Society  and  its  officers  by 
all  who  have  served  on  committees,  on  the  Board 
of  Trustees,  or  Council.  Rut  the  general  mem- 
bership of  the  Society  cannot  be  as  closely  asso- 
ciated with  Society  work  as  are  such  men,  and, 
as  mentioned  before,  many  important  accomplish- 
ments of  the  Society  are  intangible  and  are  felt 
by  the  members  only  indirectly.  Even  such  a 
matter  as  the  saving  of  $7.50  a year  for  each 
member  who  carries  liability  insurance  seems  to 
be  known  to  but  few.  These  things  are  reiterated 
frequently  in  Colorado  Medicine,  but  with  a jour- 
nal so  large,  many  members  read  only  a few 
articles  each  month  and  ignore  the  organization 
news.  Some  inexpensive  method  of  bulletinizing 
the  members  is  needed  whereby  the  constant 
work  in  their  behalf  by  officers  and  committees 
can  be  more  directly  explained. 

Your  Executive  Secretary  respectfully  offers  to 
this  House  the  following  suggestions  for  improve- 
ment of  organization  work  during  the  coming 
year: 

In  the  spirit  of  Section  2,  Chapter  IX  of  the 
By-Laws,  direct  the  Council  to  act  as  a member- 
ship committee  for  the  State  Society,  each  Coun- 
cillor assisting  the  constituent  societies  in  his 
district  to  obtain  the  membership  of  all  eligible 
physicians.  The  problems  which  the  Society  must 
face  and  solve  in  the  near  future  make  the 
strengthening  of  its  membership  the  prime  point 
of  the  year's  program. 

Each  constituent  society  should  adopt  a defi- 
nite program,  suitable  to  its  local  conditions,  for 
education  of  the  laity,  particularly  the  political 
leaders,  in  favor  of  a Basic  Science  I.aw.  These 
programs  can  be  coordinated  through  the  Coun- 
cillors and  the  Public  Policy  Committee. 

Establish  a policy  of  staggering  the  appoint- 
ments to  both  special  and  standing  committees,  to 
prevent  programs  of  work  from  coming  to  a 
standstill  for  one  or  more  months  at  the  time 
of  each  Annual  Session. 

Direct  the  Library  to  issue  a monthly  bulletin 
to  county  secretaries,  to  be  read  before  each  con- 
stituent society,  announcing  the  new  books  and 
periodicals  received,  thus  encouraging  greater  use 
of  the  Library. 

Issue  a letter  bulletin  at  least  twice  during  the 
year  to  every  member  of  the  Society,  outlining 
what  is  being  done  by  officers  and  committees, 
and  reiterating  the  services  the  Society  offers 
to  members  upon  request,  to  increase  member- 
ship and  strengthen  its  cohesion. 

To  the  above  recommendations,  your  Executive 
Secretary  respectfully  requests  and  urges  that 
every  Delegate  read  ever£  committee  report  pub- 
lished in  the  1933  Handbook.  Without  the  vigor- 
ous work  of  these  men  and  the  constitutional  offi- 
cers, no  progress  could  have  been  made. 

Without  in  the  least  undervaluing  the  services 
rendered  by  others,  your  Executive  Secretary 
wishes  to  close  by  paying  especial  tribute  to  the 
members  of  the  Committees  on  Public  Policy, 
Medical  Defense,  Medical  Economics,  and  the  Ad- 
visory Committee  to  the  School  of  Medicine,  for 
self-sacrificing  devotion  to  their  tasks  such  as  he 
has  not  seen  equalled  or  approached  in  previous 
years. 

Respectfully  submitted, 

HARVEY  T.  SETHMAN. 


SUPPLEMENT  TO  THE  REPORT  OF  THE 
EXECUTIVE  SECRETARY 
MEMBERSHIP 

Active  membership  on  Aug.  31,  1933: 


Resident  paid  --  961 

Non-resident  paid  23 

984 

Deaths  of  members  paid  for  1933  _ __  5 

Active  members,  Aug.  31,  1933 __  _ 979 

Active  members,  Aug.  31,  1932 1,051 

Active  members,  Aug.  31,  1933 979 

Loss  during  year  72 

Analysis  of  change  in  active  membership: 

Died  13 

Resigned  4 

Transferred  out  of  state 15 

Elected  associate  members 6 

Delinquent  in  dues  payments 69 

Gross  losses  107 

New  members,  paid  35 

Net  loss  72 

Analysis  of  associate  membership: 

Associate  members,  Aug.  31,  1932 37 

Additions  by  election 6 

43 

Deaths  of  associate  members 2 

Associate  members.  Aug.  31,  1933 41 

Analysis  of  honorary  membership: 

Honorary  members,  Aug.  31,  1932 7 

Changes  during  year o 

Honorary  members,  Aug.  31,  1933  7 

Total  members,  all  classes,  Aug.  31,  1932 1,095 

Total  members,  all  classes,  Aug.  31,  1933 1,027 

Loss  during  year  68 


SUPPLEMENT  TO  THE  REPORT  OF  THE 
EXECUTIVE  SECRETARY 

Cash  Report  for  the  Fiscal  Year  of  Sept.  1,  1932, 
to  Aug.  31,  1933 


RECEIPTS— 

Dues,  resident  - $ 9.540.65 

Dues,  non-resident  - 115.00 

Space  rentals  198.00 

Interest  and  securities  . _ 400.20 

Premium  on  bond  sold 49.95 

Publications  8.117.90 

Miscellaneous  180.89 


REMITTED  TO  TREASURER  $18,602.59 

DISBURSEMENTS— 

General  Fund: 

Salaries  $ 3,904.19 

Rent  481.68 

Telephone  and  telegraph — 220.30 

Taxes  56.46 

Insurance  11.90 

Audits,  bonds  and  bank 

charges  177.68 

Travel  expense  513.87 

Mailing  and  supplies 345.40 

Permanent  equipment  _ - 96.05 

Scientific,  work  and  exhib- 
its   355.79 

House  of  Delegates — 213.38 

Guests  and  entertainment 262.50 


Total  General  Fund $ 6,639.20 

Publication  Fund: 

Salaries  $ 3,187.50 

Printing  and  mailing  6,182.86 

Supplies  and  promotion  288.21 

Commissions  1,776.45 

Collection  expense  - 209.43 


Total  Publication  Fund  $11,644.45 

Medical  Defense  Fund  8.25 

Library  Fund  — 500.16 

Education  Fund: 

Salaries  , — $ 800.00 

Public  Policy  Committee  401.66 


Total  Education  Fund  $ 1,201.66 


VOUCHERS  ISSUED  $19,993.72 
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SUPPLEMENT  TO  THE  REPORT  OF  THE 
EXECUTIVE  SECRETARY 

Financial  Report  for  Colorado  Medicine,  on  Be- 
half of  the  Committee  on  Publication 
Income 


Subscriptions,  paid  and  receivable $ 2,285.13 

Single  copy  sales 13.48 

Advertising  earned,  paid  and  receivable . 8,109.08 

Cuts  and  miscellaneous,  paid  and  receiv- 
able   185.59 


Total  Earnings  $10,593.28 

Expenses 

Salaries  $ 3,187.50 

Printing  and  mailing  6,182.86 

Supplies  and  promotion  288.21 

Commissions  1,776.45 

Collection  expenses  159.43 


*$11,594.45 

Deductions : 

Commissions  paid  on  next 

year’s  advertising  contracts_$699.2S 
General  Society  expense 
charged  to  Colorado  Med- 
icine   270.00  969.28 

TOTAL  EXPENSES  $10,625.17 

LOSS  FOIl  TEAR  31.89 

$10,593.28 

Supplement  to  the  Report  of  the  Executive 
Secretary 

CERTIFICATE 

The  Colorado  State  Medical  Society : 

We  have  audited  the  accounts  and  records  of 
The  Colorado  State  Medical  Society  for  the  year 
ended  August  31,  1933. 

The  financial  records  kept  by  the  Executive 
Secretary  and  the  Treasurer  of  the  Society  were 
found  to  be  correct,  and 

WE  HEREBY  CERTIFY,  that,  in  our  opinion, 
the  accompanying  Balance  Sheet  and  Summary  of 
Income  and  Surplus  correctly  exhibit,  respec- 
tively, the  financial  condition  of  the  Society  at 
August  31,  1933,  and  the  results  of  its  operation 
for  the  year  ended  that  date. 

HARTSFIELD  & PEABODY, 
Certified  Public  Accountants. 
Denver,  Colorado,  September  5,  1933. 

THE  COLORADO  STATE  MEDICAL  SOCIETY 

(Incorporated  in  Colorado) 

Balance  Sheet,  August  31,  1933 
Assets 

Cash  in  Banks  $ 2,942.17 


Investment  in  Bonds  at  Face  Value  6,500.00 

(Market  Value  $5,587.35) 

Accounts  receivable  _ __  $ 7,397.52 

Less  reserve  for  doubtful 

accounts  700.00  6,697.52 

Furniture  and  Fixtures $ 1,866.92 

Less  reserve  for  deprecia- 
tion   653.88 


1,213.04 

Advances  to  Salesman  (Commission  on 


September  Advertising  Contracts)  _ 45.00 

Total $17,397.73 

Liabilities 

Unearned  portion  of  advertising  contracts  $ 3,995.88 
Surplus,  per  Exhibit  “B'’ 13,401.85 

Total $17,397.73 

EXHIBIT  “A” 

*This  figure  will  be  found  to  differ  from  the 
total  of  Colorado  Medicine  expenses  in  the  con- 


densed report  of  the  Certified  Public  Accountants 
by  $1,049.93,  the  total  of  accounts  receivable  writ- 
ten off  this  year  but  chargeable  to  prior  years. 


THE  COLORADO  STATE  MEDICAL  SOCIETY 

Summary  of  Income  and  Surplus  for  the  Year 
Ended  August  31,  1933 

INCOME: 

Dues,  Interest,  etc. $ 8,655.92 

Colorado  Medicine  10,593.28 

Total  Income  $19,249.20 

EXPENSES: 

General  $ 8,453.17 

♦Colorado  Medicine  12,644.38 

Total  Expenses  $21,097.55 

Net  loss  for  the  year  $ 1,848.35 

Surplus  at  beginning  of  year 15,450.20 

Gross  Surplus  $13,601.85 

Surplus  charge — addition  to  reserve  for 

bad  debts  200.00 

Surplus  at  end  of  year $13,401.85 

EXHIBIT  “B” 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
EXECUTIVE  SECRETARY 

The  Board  of  Trustees  has  instructed  your  Ex- 
ecutive Secretary  to  prepare  tentative  By-Law 
amendments  to  put  into  operation  the  new  system 
of  councillor  districts  and  the  new  terms  of  office 
of  Councillors,  in  case  the  constitutional  amend- 
ments proposed  a year  ago  should  be  adopted  at 
this  session.  The  following  are  therefore  re- 
spectfully submitted : 

Amend  Section  1 of  Chapter  IX  of  the  By-Laws, 
entitled  “Councillors,”  by  rewriting  the  first  sen- 
tence thereof  to  read  as  follows : 

The  Councillors  shall  be  selected  with  a 
view  to  representing  all  parts  of  the  State, 
and  to  this  end  the  House  of  Delegates  shall 
divide  the  State  into  nine  Councillor  districts. 
Amend  Section  3 of  said  Chapter  IX  by  striking 
out  the  entire  section  and  inserting  in  lieu  thereof 
the  following: 

Section  3.  Subject  to  resolution  of  the 
House  of  Delegates  ordering  a redistricting  of 
the  State,  the  counties  composing  the  Coun- 
cillor districts  shall  be  arranged  as  follows: 

District  No.  1.— Logan,  Sedgwick,  Phillips, 
Morgan,  Washington  and  Yuma. 

District  No.  2. — Boulder.  Larimer,  and 
Weld. 

District  No.  3.— Denver,  Adams,  Arapahoe, 
Douglas,  Elbert,  Jefferson.  Clear  Creek,  and 
Gilpin. 

District  No.  4. — Lincoln,  Kit  Carson,  Chey- 
enne, Crowley,  Kiowa,  Otero,  Bent,  Prowers, 
and  Baca. 

District  No.  5. — El  Paso,  Teller,  Fremont, 
Custer,  Pueblo,  Huerfano,  and  Las  Animas. 

District  No.  6. — Chaffee,  Lake,  Park,  Gunni- 
son, Hinsdale,  Saguache,  Mineral,  Rio  Grande, 
Alamosa,  Conejos,  and  Costilla. 

District  No.  7. — San  Miguel,  Dolores,  San 
Juan.  Montezuma,  La  Plata,  and  Archuleta. 

District  No.  8. — Mesa,  Delta,  Montrose,  and 
Ouray. 

District  No.  9. — Moffat,  Routt,  Jackson, 
Grand,  Rio  Blanco,  Garfield,  Eagle,  Pitkin, 
and  Summit. 

Amend  said  Chapter  IX  by  adding  a fourth  sec- 
tion thereto,  to  read  as  follows : 

Section  4.  At  the  Annual  Session  at  which 
amendments  are  adopted  establishing  nine 

*The  expenses  of  Colorado  Medicine  include  the 
write  off  of  accounts  receivable  in  the  amount  of 
$1,049.93.  which  were  considered  uncollectible. 
Practically  all  of  these  accounts  represented  prior 
years'  business. 


December,  1933 
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as  the  membership  of  the  Council,  three  Coun- 
cillors shall  be  elected  for  terms  of  one  year 
each,  three  for  terms  of  two  years  each,  and 
three  for  terms  of  three  years  each,  election 
thereafter  being  for  three  years  or,  in  case  of 
a vacancy,  for  the  unexpired  term,  to  carry 
out  the  spirit  and  intent  of  Article  VIII  of 
the  Constitution. 

The  President  referred  the  reports  to  the 
Reference  Committee  on  Reports  of  Officers. 

Dr.  L.  W.  Portree  then  presented  the  report  of 
the  Treasurer,  as  follows : 

REPORT  OF  THE  TREASURER 

To  the  House  of  Delegates  of  the  Colorado  State 
Medical  Society: 

Attached  hereto  is  the  Annual  Report  of  the 
Treasurer  for  the  fiscal  year  1932-33. 

At  the  beginning  of  the  fiscal  year,  we  had  on 
hand  the  sum  of  $10,606.  Peeling  that  the  worst 
of  the  depression  was  over,  we  did  not  reduce  the 
Budget  figures  sufficiently  for  the  year,  antici- 
pating receipts  of  $22,100,  whereas  the  actual  re- 
ceipts amounted  to  $18,600,  a decrease  of  $3,500. 
In  January,  the  Trustees  felt  that,  owing  to  the 
diminishing  receipts,  a drastic  change  in  the  Bud- 
get was  necessary.  Salary  reductions  and  all  pos- 
sible economies  were  at  once  instituted,  which,  in 
the  six  months  period,  reduced  the  disbursements 
from  the  General  Fund  by  over  $1,000;  in  the 
Publication  Fund  almost  $1,300.  This  was  par- 
tially offset  by  an  increase  of  $200  over  the 
Budget  in  the  legislative  work  of  the  Public  Policy 
Committee.  The  total  net  reduction  over  the 
Budget  figures  for  expenditures  was  $2,108.40, 
which  leaves  us  an  indicated  deficit  for  the  year 
of  $1,391.13.  This  figure  is  partially  offset  by 
checks  already  in  the  mail  but  not  received  at 
the  time  of  compiling  this  Annual  Report  of  near- 
ly $300.  However,  we  might  as  well  state  that 
we  have  a $1,400  deficit  for  the  year.  Had  our 
economies  been  started  at  the  time  of  the  Annual 
Meeting  instead  of  at  the  middle  of  the  year,  we 
should  have  been  well  within  the  budgetary  fig- 
ures. Commendation  is  to  be  extended  to  the  Ex- 
ecutive Office  for  the  care  used  in  reducing  the 
expenditures  for  the  second  half  of  the  fiscal  year. 

The  disbursements,  as  indicated,  of  $21,517  are 
higher  than  the  actual  disbursements  by  the  sum 
of  $1,500,  which  was  merely  a ledger  entry  owing 
to  the  sale  of  bonds  and  was  balanced  by  a re- 
ceipt of  the  same  sum.  Also  by  the  sum  of  $23.75 
caused  by  the  re-deposit  of  a coupon  which  had 
been  primarily  returned. 

Under  the  general  financial  condition  of  the 
country,  it  seems  that  the  past  year’s  experience 
of  the  Colorado  State  Medical  Society  in  a finan- 
cial way  is  not  discouraging,  and  we  trust  that 
the  coming  year  may  prove  less  disastrous  to  the 
Society  and  to  the  members  individually. 

Respectfully  submitted, 

L.  W.  BORTREE,  Treasurer. 

SUPPLEMENT  TO  THE  REPORT  OF  THE 
TREASURER 

Balance  on  hand  September  1,  1932 $10,606.00 

RECEIPTS 


Dues,  resident  $ 9,540.65 

Dues,  non-resident  115.00 

Space  rentals  198.00 

Interest  and  Securities 1,974.15 

Miscellaneous  180.89 

Publications  8,117.90 


$20,126.59 


$30,732.59 


DISBURSEMENTS 

General  Fund  $ 8,163.20 

Publication  Fund  11,644.45 

Medical  Defense  Fund 8.25 

Library  Fund  500.16 

Education  Fund  __  1,201.66 


Total  Disbursements  $21,517.72 


Balance  on  hand  August  31,  1933  $ 9,214.87 


STATUS  OF  INDIVIDUAL  FUNDS 


Medical  Defense  Fund: 

Balance  Sept.  1,  1932 $ 461.45 

Disbursements  8.25 


Balance  August  31,  1933 $ 453.20 

Library  Fund: 

Balance  Sept.  1,  1932  $ 142.79 

Appropriation  500.00 


Total  $ 642.79 

Disbursements  500.16 


Balance  August  31,  1933 $ 142.63 

Education  Fund: 

Balance  Sept.  1,  1932 $ 6,606.25 

Disbursements  — 1 - 1,201.66 


Balance  August  31,  1933 $ 5,404.59 

Publication  Fund: 

Balance  Sept.  1,  1932 $ .00 

Appropriation,  Subscriptions  1,954.00 

Receipts  8,117.90 


Total  $10,071.90 

Disbursements  11,644.45 


Deficit  $ 1,572.55 

General  Fund: 

Balance  Sept.  1,  1932 $ 3,395.51 

Receipts  10,054.69 


Total  $13,450.20 

Disbursements  $ 8,163.20 


Total  $ 5,287.00 

Appropriated  to  other  funds 500.00 


Total  $ 4,787.00 

Deficit  Publication  Fund 1,572.55 


Balance  August  31,  1933 $ 3,214.45 

DISTRIBUTION  OF  LIQUID  ASSETS  BY  FUNDS 

Medical  Defense  Fund $ 453.20 

Library  Fund  142.63 

Education  Fund  5,404.59 

General  Fund  3,214.45 


Total  $ 9,214.87 

LOCATION  OF  LIQUID  ASSETS 

Bonds,  par  value $ 6,500.00 

Savings  Account  1,555.47 

Checking  Account  129.05 

Checks  not  deposited 1,030.35 


Total  $ 9,214.87 


The  report  was  referred  by  the  President  to 
the  Reference  Committee  on  Audits  and  Appro- 
priations. 

Dr.  Crum  Epler  then  presented  the  report  of 
the  Delegates  to  the  American  Medical  Associa- 
tion, as  follows : 


REPORT  OF  THE  SENIOR  DELEGATE  TO  THE 
MEETING  OF  THE  AMERICAN  MEDICAL 
ASSOCIATION,  MILWAUKEE,  1933 

The  Meeting  of  the  American  Medical  Associa- 
tion in  Milwaukee  showed  evidence  of  the  national 
depression  in  its  attendance.  In  spite  of  the 
fact  that  this  meeting  was  held  within  easy  dis- 
tance of  a large  medical  population,  the  registra- 
tion was  considerably  reduced. 

Colorado  was  very  well  represented,  there  being 
forty-four  registered  ; both  of  your  representatives 
were  present. 


Total  Receipts 
Total  
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The  working  of  the  House  of  Delegates  takes 
up  all  the  time  of  one  who  represents  liis  con- 
stituent society  except  a portion  of  one  day,  there- 
fore, the  Delegate  cannot  comment  upon  the 
scientific  program  as  he  has  no  opportunity  to 
judge  it. 

It  might  be  of  interest  to  you  to  know  that  all 
business  in  the  House  of  Delegates,  except  that 
which  is  discussed  in  executive  session,  is  handled 
by  committees,  and  if  one  desires  to  discuss  any 
of  the  subject  matter  he  will  have  to  appear  when 
the  particular  committee  is  in  session.  When 
these  committee  reports  come  before  the  House 
they  have  attached  thereto  a recommendation 
that  they  be  adopted.  These  committee  reports 
are  all  printed  and  will  not  be  discussed  in  this 
report  as  they  are  available  to  all  interested. 

There  were  quite  a number  of  matters  that 
came  up  in  executive  session  under  new  business. 

1.  The  stomatologists  requested  that  they  be 
recognized  and  be  given  a section  in  the  Asso- 
ciation. This  was  referred  to  Committee. 

2.  The  subject  of  standards  for  specialists 
was  discussed  at  considerable  length  and  finally 
referred  to  its  proper  committee. 

3.  The  occupational  therapists  also  were 
brought  under  the  critical  eye  of  the  Association. 

4.  The  unscrupulous  and  vicious  radio-adver- 
tising was  not  left  unnoticed. 

5.  The  election  and  apportionment  of  state 
delegates,  which  compose  this  body,  was  brought 
up. 

6.  The  discussion  of  states  recognizing  cults 
and  the  comparative  standards  which  this  recog- 
nition gave  them  was  discussed.  Some  desired 
to  abolish  all  State  Boards  that  had  to  do  with 
medical  practice  and  cults. 

7.  The  Navy  entered  into  the  present-day 
economic  situation,  but  at  the  same  time  desired 
the  medical  profession  to  rejoice  with  them  in  the 
hopes  that  their  beds  were  kept  full. 

8.  A considerable  discussion  arose  over  the 
capabilities  of  members  of  hospital  staffs,  and  it 
was  felt  staffs  should  be  selected  with  more  care 
particularly  where  there  were  training-schools  as- 
sociated with  them. 

9.  The  veteran's  affair  came  up  again  for  dis- 
cussion, but,  inasmuch  as  the  action  taken  by  our 
President  in  removing  the  privilege  of  Govern- 
ment Hospitals  to  non-service  connected  men, 
this  matter  was  laid  on  the  table. 

10.  The  olden,  time-worn  subject  of  birth-con- 
trol was  again  presented,  and  at  this  time  it  was 
brought  up  with  the  suggestion  that  the  American 
Medical  Association  in  secret  determine  the  ef- 
ficacy of  the  various  contraceptives  which  were 
being  sold  throughout  the  country  by  druggists 
and  lay  peddlers.  This  subject  immediately  en- 
countered a snag,  as  it  has  always  done  before, 
and  was  laid  on  the  table. 

11.  The  subject  of  radiologists  and  patholo- 
gists who  are  doing  work  by  contract  secured  its 
share  of  discussion  and  resulted  in  about  the 
same  conclusion  as  other  discussions  on  contract 
practice  have  always  resulted  in,  namely,  it  being 
referred  to  a committee. 

12.  A plea  was  made  that  the  organized  pro- 
fession demand  of  all  medical  schools  that  a 
course  be  provided  in  medical  economics  and 
business ; this  too  was  referred  to  a committee. 

A resolution  was  presented  requesting  that  the 
American  Medical  Association  appeal  to  Congress 
and  the  “powers  that  be"  for  proper  housing  of 
the  Army  library,  which  is  one  of  the  largest  and 
most  valuable  libraries  in  the  world  today.  The 
reason  for  this  request  was  that  the  building  that 
houses  it  now  is  heing  razed  and  the  library  is 


not  being  properly  cared  for.  This  resolution 
was  adopted. 

There  was  not  much  of  importance,  as  you  see, 
that  came  before  the  house  in  executive  session. 
This  was  partly  due  to  two  things:  one  was  that 
the  veteran's  matters  were  being  settled  by  gov- 
ernment edict,  and  the  other  one  was  that  beer 
had  come  into  existence,  that  the  regulations  re- 
lative to  the  prescription  liquor  loosened  and 
everyone  felt  that  the  eighteenth  amendment 
would  soon  be  abolished,  therefore,  those  two 
important  things  were  not  subjects  for  contention. 

The  election  of  officers  was  next  and  in  part 
a little  exciting.  The  president-elect  chosen  from 
three  candidates  resulted  in  the  election  of  Dr. 
Walter  L.  Bierring  of  Des  Moines,  Iowa.  Dr.  John 
H.  Musser  of  New  Orleans  was  chosen  vice  pres- 
ident. The  secretary  and  general  manager  re- 
sulted in  the  election  of  our  distinguished  guest. 
Dr.  Olin  West,  who  succeeded  himself.  Dr.  Fred 
C.  Warnshuis,  the  Speaker  of  the  House,  suc- 
ceeded himself  without  opposition.  Dr.  Herman 
Kretehmer  of  Chicago  was  elected  treasurer. 
There  were  two  trustees  to  elect  and  lively  poli- 
tics were  indulged  in  to  the  end  that  Dr.  Austin 
Hayden  of  Chicago  and  Dr.  Charles  B.  Wright  of 
Minneapolis  were  elected. 

The  place  of  meeting  selected  was  Cleveland, 
Ohio,  Washington,  D.  C.,  and  Atlantic  City  each 
being  formidable  candidates;  time  of  meeting, 
June  11-15,  1934. 

CRUM  EPLER. 

Dr.  Garwood:  “May  I ask  if  there  was  any- 
thing brought  up  regarding  the  price  of  the  Jour- 
nal— whether  the  Journal  is  to  be  reduced  in  price 
or  not?’’ 

Dr.  Epler:  “It  was  not.’’ 

Dr.  Garwood:  “Why  not?-’ 

Dr.  Epler:  “They  say  it's  cheap  enough  now." 

Dr.  Garwood:  “I  don’t  think  so." 

The  report  was  referred  by  the  President  to 
the  Committee  on  Reports  of  Officers. 

President  Stephenson:  “Dr.  Webb  evidently 
has  a retiring  disposition;  he  has  taken  the 
farthest-back  seat  that  he  could  possibly  get.  I’d 
like  to  ask  a rising  salute  to  our  incoming  Pres- 
ident.” 

Such  honor  was  shown  Dr.  Webb  by  the  House. 

“Dr.  Webb,  would  you  like  to  say  something  to 
the  delegates?" 

Dr.  Webb:  “I  don't  think  I have  anything  at 
this  moment.  Dr.  Stephenson,  except  to  thank  you 
all  very  greatly  from  the  bottom  of  my  heart,  for 
my  nomination  and  election  to  the  presidency." 

The  report  of  the  Committee  on  Scientific  Work 
was  then  presented,  as  follows: 

REPORT  OF  THE  COMMITTEE  ON 
SCIENTIFIC  WORK 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

The  General  Program  as  published  in  pamphlet 
form  represents  the  finished  work  of  your  Com- 
mittee. Excellent  roentgenological  and  scientific 
exhibits  have  been  assembled  by  sub-committees 
under  the  chairmanship  of  Dr.  W.  F.  Drea  and 
Dr.  C.  E.  Harris  respectively.  A decided  innova- 
tion in  the  arrangement  of  the  meetings  on  the 
first  day  is  offered  for  trial. 

Guest  speakers  were  secured  by  the  Colorado 
Neurological  Society  and  the  Rocky  Mountain 
Orthopedic  Club,  to  whom  our  appreciation  is 
hereby  extended. 

No  difficulty  in  obtaining  contributions  to  the 
program  from  members  of  the  Society  was  en- 
countered. More  papers  were  offered  than  could 
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be  utilized.  In  some  instances  it  has  been  neces- 
sary to  make  one  discussion  period  cover  several 
papers  not  necessarily  closely  connected  in  sub- 
ject. No  papers  on  tuberculosis  have  been  in- 
cluded in  the  regular  program.  However,  the 
Colorado  Tuberculosis  Association  is  sponsoring 
a program  on  this  subject  for  Thursday  evening. 
We  have  tried  to  make  a representative  program 
from  the  material  available. 

The  Executive  Secretary  has  been  of  immense 
assistance  to  this  Committee. 

Respectfully  submitted, 

G.  BURTON  GILBERT,  Chairman, 

C.  S.  BLUEMEL, 

JAMES  J.  WARING. 

Dr.  Stephenson:  “I  would  like  to  express  my 
personal  appreciation  of  the  character  of  the  pro- 
gram that  has  been  prepared.  On  behalf  of  Dr. 
Webb,  whose  committee  this  really  is,  I want  to 
express  the  appreciation  of  the  Society  to  the 
Committee.” 

The  report  was  referred  to  the  Reference  Com- 
mittee on  Reports  of  Committees. 

The  report  of  the  Committee  on  Arrangements 
was  next  presented  by  Dr.  Crouch  as  follows- 

REPORT  OF  THE  COMMITTEE  ON 
ARRANGEMENTS 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

The  Committee  met  on  several  occasions,  and 
also  had  meetings  with  the  President-elect,  Dr. 
Webb,  and  the  Secretary,  Mr.  Sethman.  Follow- 
ing last  year's  custom  the  dates  for  the  meeting 
were  set  for  Thursday,  Friday,  and  Saturday 
rather  than  in  the  middle  of  the  week  so  that 
those  who  wish  to  enjoy  a week-end  in  Colorado 
Springs  may  do  so. 

The  entertainment  for  ladies  has  been  very 
ably  handled  by  Mrs.  C.  S.  Morrison,  and  the 
golf  tournament  by  Dr.  H.  W.  Woodward,  to  both 
of  whom  the  Committee  wishes  to  express  its 
thanks. 

Arrangements  have  been  made  with  the  Ant- 
lers Hotel  for  headquarters,  with  the  scientific 
programs  in  the  little  theater  at  the  Municipal 
Auditorium,  while  the  President’s  reception  and 
banquet  are  to  be  held  at  the  Broadmoor  Hotel. 

The  Committee  is  very  gratified  in  obtaining 
very  moderate  rates  at  the  various  hotels,  which 
it  believes  will  be  an  added  incentive  for  an  in- 
creased attendance. 

Respectfully  submitted, 

JOHN  B.  CROUCH,  Chairman, 

J.  B.  HARTWELL, 

THOMAS  R.  KNOWLES. 

Dr.  Crouch:  "In  addition  to  the  report  as 
printed  in  the  Handbook,  I'd  like  to  add  that  with 
the  cooperation  of  the  President-elect  and  the 
Scientific  Program  Committee,  the  Committee  has 
endeavored  to  keep  the  cost  of  the  meeting  as 
low  as  possible  due  to  the  present  depression.” 

The  report  was  referred  by  the  President  to  the 
Reference  Committee  on  Reports  of  Committees. 

The  report  of  the  Committee  on  Public  Policy 
was  next  presented,  as  follows: 

REPORT  OF  THE  COMMITTEE  ON  PUBLIC 
POLICY 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

Your  Committee  on  Public  Policy  presents  the 
following  summarized  report: 

The  Committee  held  thirty-two  meetings  dur- 


ing the  year,  at  all  but  one  of  which  a quorum 
attended.  Many  informal  conferences  of  mem- 
bers of  the  Committee  were  held  in  addition. 

The  Committee  refers  the  House  to  its  report 
submitted  on  March  11,  1933,  to  the  Special  Ses- 
sion of  the  House,  as  reporting  the  Committee’s 
activities  up  to  that  time. 

Since  then  the  Committee  met  many  times  dur- 
ing the  legislative  session  concerning  pending 
proposed  legislation,  and  did  its  best  to  prevent 
passage  of  adverse  legislation  and  to  promote 
the  legislative  policies  approved  by  the  House  of 
Delegates. 

The  Committee  regrets  to  report  that  House 
Bill  No.  189,  creating  a separate  Board  of  Chiro- 
practic Examiners,  was  passed  and  signed  by  the 
Governor.  Many  members  of  our  Society  did  not 
agree  with  the  official  action  of  the  Society  in 
opposing  this  measure,  and  knowledge  of  this 
fact  reached  legislators,  which  undoubtedly  had 
its  effect  in  passage  of  the  bill.  The  Committee's 
work,  both  against  this  bill  and  against  other  cult- 
sponsored  legislation,  was  greatly  hampered  by 
the  fact  that  members  of  our  Society,  interested 
in  certain  workmen’s  compensation  legislation 
which  we  disapproved,  openly  opposed  our  So- 
ciety's policies  and  fraternized  openly  with 
Chiropractors  during  the  legislative  session  in 
support  of  such  legislation. 

No  other  legislation  detrimental  to  medicine 
was  passed,  and  there  was  a plethora  of  such 
legislation  introduced. 

The  persistent  and  active  support  of  our  Secre- 
tary, Mr.  Sethman,  and  many  of  our  loyal  mem- 
bers was  most  effective  assistance  to  your  Com- 
mittee. 

The  special  session  of  the  legislature  passed 
nothing  of  particular  interest  to  physicians,  ex- 
cept to  place  a state  tax  on  medicinal  liquors, 
which  was  passed  in  lieu  of  a liquor  license  fee 
on  drug  stores. 

Recommendations  for  the  future: 

General  education  of  the  public  by  the  county 
societies  in  favor  of  a Basic  Science  Law,  through- 
out the  legislative  interim. 

Closer  contact  between  officers  of  county  so- 
cieties and  members  and  prospective  members 
of  the  legislature,  and  local  county  politics. 

Respectfully  submitted, 

W.  W.  KING,  Chairman, 

H.  R.  McKEEN,  Vice  Chairman, 
EDWARD  DELEHANTY, 

GERRIT  HEUSINKVEI.D, 

A.  L.  BEAGHLER, 

W-  W.  HARMER, 

OSCAR  D.  GROSHART. 

L.  L.  WARD, 

A.  C.  HOLLAND, 

FRANK  R.  STEPHENSON,  Ex-officio, 
LORENZ  W.  FRANK,  Ex-officio, 

MR.  H.  T.  SETHMAN,  Ex-officio, 

By  W.  W.  KING,  Chairman. 

Dr.  King:  “I  want  to  emphasize  the  last  para- 
graphs with  reference  to  recommendations,  par- 
ticularly the  words  ‘general  education  of  the  pub- 
lic by  the  county  societies  in  favor  cf  a Dash- 
science  law.’ 

‘‘That  is  clean  as  a hound's  tooth;  it  is  fine; 
it  is  right,  and  for  the  benefit  of  the  people  in 
every  particular.  It  is  in  keeping  with  modern 
types  of  legislation.  If  we  do  the  right  thing  we 
are  going  to  carry  this  campaign  on,  not  as  a 
legislative  campaign,  but  that  we  want  the  people 
to  know  what  this  thing  is,  before  legislators  go 
down  to  the  Capitol. 
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“This  has  got  to  be  carried  on  locally,  with  the 
local  Society  and  with  the  local  organizations  of 
women's  clubs  and  things  of  that  kind.  If  they 
understand  what  this  thing  really  means,  the 
community  is  going  to  be  for  it  and  then  it  doesn't 
matter  whether  Jones  or  Smith  is  elected,  he 
knows  that  the  people  in  the  community  are  for 
the  proposition. 

“This  is  a thing  about  which  no  one  need  have 
any  quibblings;  it  is  clean  in  every  particular. 

“Dr.  Kemper  called  my  attention  a few  days  ago 
to  a matter  which  it  seems  is  going  to  assume 
some  proportion.  It  has  some  important  features, 
though  cur  committee  has  not  been  able  to  get 
a great  deal  cf  action  on  it  yet. 

“Under  the  Hitler  regime  in  Germany,  the 
exodus  from  Get  many  of  a large  number  of  doctors 
is  inevitable.  They  all  seem  to  select  the  United 
States  as  the  place  to  go.  Dr.  Kemper  personally 
talked  with  a man  who  was  the  physical  ex- 
aminer of  these  men,  and  he  conceives  this  to  be 
a vital  problem. 

“While  the  committee  has  taken  this  matter 
up,  we  have  nothing  definite  to  report.  You  can 
readily  recognize  that  the  only  place  you  can  get 
any  action  is  with  reference  to  the  quota,  the  law 
bearing  on  the  number  of  people  who  can  come 
in  from  these  foreign  countries. 

“This  is  a big  thing,  because  the  Jewish  re- 
presentation in  the  profession  in  Germany  is 
large  and  the  Hitler  program  is  forcing  them  to 
leave  Germany.  The  question  is  whether  the 
quota  is  being  violated. 

“I  was  very  glad  when  Dr.  Kemper  called  my 
attention  to  it.  I took  the  matter  up  with  Wash- 
ington and  just  had  a telephone  call  a few 
moments  ago  stating  that  it  is  being  investigated.” 

Dr.  E.pler:  “Not  to  discuss  the  report  but  to 
comment  upon  the  Hitler  conduct  with  respect 
to  the  Jews  : this  matter  was  brought  up  in  the 
American  Medical  Association  meeting  in  Mil- 
waukee and  was  discussed  there  at  considerable 
length.  It  finally  resulted  in  the  profession  in 
the  United  States  going  on  record  as  not  being  in 
sympathy  with  the  treatment  that  the  Jewish 
people  in  Germany  were  receiving.  That’s  about 
all  there  was  to  it.” 

Dr.  Katzman:  “I  am  Jewish  and  the  whole 
German  situation  is  something  terrible  to  me. 
I don't  believe  we  are  going  to  get  anywhere  by 
trying  to  hold  down  the  quota  and  prevent  people 
from  coming  here  in  excessive  numbers.  I think 
we  should  invite  the  outstanding  figures  of  the 
profession  to  come  to  the  United  States  and  lend 
the  benefit  cf  their  knowledge  to  the  medical  pro- 
fession of  this  country.  We  need  progress. 

“What  should  be  done  is  to  do  everything  in 
our  power  to  cause  Hitler  and  his  associates  to 
change  their  ideas  and  to  keep  the  doctors  and 
other  good  men  who  have  done  so  much  for  Ger- 
many in  that  country  and  go  on  helping  Ger- 
many.” 

The  report  was  referred  to  the  Reference  Com- 
mittee on  Reports  of  Committees. 

Dr.  Stephenson:  “I  want  to  say  that  the  brevity 
of  Dr.  King's  report  is  not  in  any  sense  a measure 
of  the  tremendous  amount  of  work  that  his  Com- 
mittee accomplished.” 

The  President  called  or.  Dr.  W.  W.  Wasson  to 


present  the  report  of  the  ' ommittee  on  Medical 
Defense,  as  follows : 

REPORT  OF  THE  COMMITTEE  ON  MEDICAL 
DEFENSE 

To  the  House  of  Delegates  of  the  Colorado  State 
Medical  Society: 

Your  Committee  reports  with  regret  that  the 
number  of  suits  and  threatened  suits  for  mal- 
practice has  increased  decidedly  throughout  the 
year  just  closed.  The  brief  tabulation  below  ot 
cases  handled  by  your  Committee  tells  the  story 


without  further  comment: 

Cases  pending  Sept.  1,  1932 10 

New  cases  reported  during  year  20 

Total  30 

Cases  closed  during  year ....  12 

Cases  pending  Aug.  31,  1933 18 


Your  Committee  held  nineteen  meetings  during 
the  year  in  connection  with  these  cases. 

All  members  of  the  Society  have  by  now  been 
notified  through  Colorado  Medicine  of  the  in- 
crease in  malpractice  insurance  premiums  put 
into  effect  by  one  of  the  two  companies  with 
which  our  Society  holds  master  policies.  Your 
Committee  cannot  criticize  insurance  authorities 
for  this  action  in  view  of  the  mounting  losses 
which  they  incurred  under  the  old  premium  rates. 
Membership  in  our  Society  saves  a physician  a 
minimum  of  $7.50  a year  in  his  malpractice  insur- 
ance premium,  so  members  of  our  Society  still 
save  most  of  their  annual  state  medical  society 
dues  through  the  premium  discounts  granted  un- 
der our  master  policies. 

Through  increasing  care  in  the  keeping  of  in- 
dividual case  histories,  and  through  increasing 
care  in  our  discussion  with  patients  of  treatment 
given  by  our  colleagues,  we  physicians  can.  if 
we  will,  reduce  the  number  of  unjust  malprac- 
tice suits  and  threats  to  a point  where  insurance 
premiums  will  again  be  lowered. 

One  year  ago  in  its  report  to  this  House,  your 
Committee  made  the  following  observation : 
“From  the  year’s  work,  it  is  the  conviction  of  the 
members  of  the  Committee  on  Medical  Defense 
that  practically  all  suits  for  malpractice  origi- 
nate in  the  criticism,  either  intentional  or  inad- 
vertent, of  colleagues  by  some  member  of  the 
profession.”  We  repeat  this  observation,  con- 
vinced that  it  was  never  truer  than  at  the  pres- 
ent time,  and  convinced  that  this  carelessness 
on  the  pai't  of  our  own  Society  members  has 
brought  about  the  increased  cost  of  malpractice 
insurance. 

Your  Committee  has  within  the  year  assisted 
the  State  and  Denver  Dental  Associations  in  set- 
ting up  a plan  similar  to  our  own  for  the  study  of 
malpractice  cases  involving  dentists,  and  it  is 
the  hope  of  the  committees  from  our  related  pro- 
fessions that  both  groups  may  find  value  in  closer 
cooperation  toward  the  prevention  of  unjust 
suits. 

Respectfully  submitted, 

W.  WALTER  WASSON,  Chairman. 

T.  D.  CUNNINGHAM, 

CASTER  F.  HEGNER. 

The  President  referred  the  report  to  the  Refer- 
ence Committee  on  Reports  of  Committees. 

The  report  of  the  Committee  on  Medical  Edu- 


December,  1933 


475 


cation  and  Hospitals  was  then  presented,  as 
follows : 

REPORT  OF  THE  COMMITTEE  ON  MEDICAL 
EDUCATION  AND  HOSPITALS 

To  the  President  and  House  of  Delegates  of  the 
Colorado  State  Medical  Society: 

Because  of  the  illness  of  the  Chairman  during 
much  of  the  past  year,  he  has  not  called  any  meet- 
ings, and  because  no  matters  requiring  action 
have  been  referred  to  this  Committee,  no  meet- 
ing of  the  other  two  members  has  been  held. 
Therefore,  there  is  no  action  to  be  reported. 
Respectfully  submitted, 

CHARLES  N.  MEADER,  Chairman, 
KENNETH  D.  A.  ALLEN, 

HERBERT  A.  BLACK, 

The  report  was  referred  to  the  Reference  Com- 
mittee on  Reports  of  Committees. 

Next  the  President  asked  for  a report  of  the 
Committee  on  Library  and  Medical  Literature.  Dr. 
Downing  made  the  report  as  follows: 

REPORT  OF  THE  COMMITTEE  ON  LIBRARY 
AND  MEDICAL  LITERATURE 

To  the  House  of  Delegates  of  the  Colorado  State 
Medical  Society: 

During  the  past  year  the  Library  has  been  run 
with  its  usual  high  efficiency.  The  librarian  and 
her  assistant  are  courteous  and  alert.  The  books 
are  clean,  kept  in  an  orderly  fashion,  and  obtain- 
able without  delay.  There  is  an  atmosphere  of 
quietness  and  study  about  the  surroundings  which 
make  the  library  an  ideal  place  for  reference 
work. 

The  demands  on  the  library  have  been  greatly 
increased  in  1932  and  1933,  both  in  the  number 
of  visitors  and  in  the  number  of  books  and  maga- 
zines borrowed. 

We  strongly  recommend  that  the  State  Society 
continue  its  support  to  this  feature  of  its  activ- 
ities, which  is  accessible  to  all  its  members. 

On  May  5,  1933,  your  Committee  and  this  So- 
ciety suffered  a great  loss  in  the  passing  of  Dr. 
Carbon  Gillaspie,  whose  friendly  help  and  wise 
counsel  we  shall  sorely  miss  in  the  future. 

Attached  are  supplemental  reports  giving  the 
statistics  of  the  State  Society's  share  of  the  Li- 
brary for  the  past  year. 

Respectfully  submitted, 

E.  D.  DOWNING,  Chairman, 

F.  W.  KENNEY. 

Supplement  to  Report  ot'  Committee  on  Library 
and  Medical  Literature 

September  1,  1932,  to  September  1,  1933 

Number  of  volumes  in  Library  Sept.  1,  1932  __2, 202 
Volumes  received  through  Colorado  Medicine, 

Sept.  1,  1932,  to  Sept.  1,  1933 81 

Volumes  purchased,  Sept.  1,  1932,  to  Sept.  1, 

1933  17 

2,300 

Cost  of  volumes  purchased $250.16 

Maintenance  appropriation  250.00 


$500.16 

Balance  in  reserve  fund,  Sept.  1,  1933 $142.63 

Total  visitors  residing  outside  Denver,  Sept. 

1,  1932,  to  Sept.  1,  1933 98 

Shipments  requested,  Sept.  1,  1932,  to  Sept.  1, 

1933  80 

Items  loaned,  Sept.  1,  1932,  to  Sept  1,  1933 239 


Rook*  Purchased  for  the  Colorado  State  lledieal 
Library 

September  1,  1932,  to  September  1,  1933 

Coca,  A.  F. : Essentials  of  Immunology.  Balti- 
more, Williams  & Wilkins,  1925. 

Cutting,  R.  A.:  Principles  of  preoperative  and 
postoperative  treatment.  N.  Y.,  Hoeber,  1932. 

Dictionary  of  American  Biography.  New  York 
Scribner.  1928.  11  v. 

Hurst,  A.  F. : The  Constitutional  Factor  in  Dis- 
ease. London,  Kegan  Paul.  1927. 

Lewis,  Thomas:  The  Blood  Vessels  of  the  Human 
Skin  and  their  Responses.  Chicago,  Chicago 
Medical  Book  Co.  1927. 

Noe,  A.  T. : Compendium  of  Physiotherapeutic 
Technique.  A.  T.  Noe.  1930. 

Porter,  Langley  and  Carter,  W.  E.:  Management 
of  the  Sick  Infant.  4th  ed.  St.  Louis,  Mosby. 
1932. 

Hooks  Received  by  Colorado  Medicine  for  Review 
September  1,  1932,  to  September  1,  1933 

Adler,  Francis  H. : Clinical  Physiology  of  the 
Eye.  N.  Y.,  MacMillan. 

Allen,  Edgar:  Sex  and  Internal  Secretions.  Balti- 
more, Williams  and  Wilkins,  1932. 

American  College  of  Physicians:  Transactions  of 
the  College  of  Physicians.  Phila.,  1932. 

American  College  of  Surgeons:  Outline  of  the 
Treatment  of  Fractures.  American  College  of 
Surgeons,  1933. 

Bainbridge,  W.  S. : Report  on  Sixth  International 
Congress  of  Military  Medicine  and  Pharmacy. 
Washington,  Supt.  of  Documents.  1933. 

Balyeat,  Ray  M. : Egg,  Wheat  or  Milk-Free  Diets. 
Phila.,  Lippincott,  1930-1931. 

Bartlett,  F.  H. : Infants  and  Children.  N.  Y., 

Farrar  and  Rinehart. 

Beekman,  Fenwick:  Office  Surgery.  Phila.,  Lip- 
pincott. 

Bland,  P.  B. : Practical  Obstetrics.  Phila.,  Davis, 
1932. 

Bourne,  A.  W.  and  L.  H.  Williams:  Recent  Ad- 
vances in  Obstetrics  and  Gynecology.  Phila., 

P.  Blackiston’s  Son,  1932. 

Boyd,  Wm. : Text  Book  of  Pathology.  Phila.,  Lea 
and  Febiger,  1932. 

Buckstein,  Jacob:  Functional  Disorders  of  the 
Large  Intestine  and  Their  Treatment.  N.  Y., 
Harper  Bros.,  1932. 

Cannon,  Walter  B.:  The  Wisdom  of  the  Body.  N. 
Y.,  Norton. 

Cantarow,  A.:  Calcium  Metabolism  and  Calcium 
Therapy.  Phila.,  Lea  and  Febiger,  1933. 

Clifford,  Randall:  The  Sputum.  Its  Examination 
and  Clinical  Significance.  N.  Y.,  MacMillan,  1932. 

Coulter,  Stanley:  Pharmacology  of  the  Medicinal 
Agents  in  Common  Use.  Indianapolis,  Eli  Lilly 
and  Co. 

Crile,  George:  Diagnosis  and  Treatments  of  Dis- 
eases of  the  Thyroid  Gland.  Phila.,  Saunders, 
1932. 

DeLee,  Joseph  B. : The  Principles  and  Practice  of 
Obstetrics.  Phila.,  Saunders,  1933. 

Dooley,  M.  S. : Interns  Handbook.  Phila.,  Lippin- 
cott. 

Dunlap,  Knight:  Habits.  Their  Making  and  Un- 
making. N.  Y.,  Lippincott,  1933. 

Feinberg,1  S.  M. : Asthma,  Hay  Fever  and  Related 
Disorders.  Phila.,  Lea  and  Febiger,  1933. 

Fishbein,  Morris:  Frontiers  of  Medicine.  Balti- 
more, Williams  and  Wilkins,  1933. 

Fisher,  V/.  A.:  Senile  Cataract.  Chicago,  Chicago 
Eye,  Ear,  Nose  and  Throat  Hospital. 

Gershenfeld,  Louis:  Urine  and  Urinalysis.  Phila., 
Lea  and  Febiger,  1933. 

Geschickter,  Chas.  and  M.  M.  Copeland:  Tumors 
of  the  Bone.  N.  Y.,  American  Journal  of  Can- 
cer, 1931. 

Goldberg,  Benjamin:  Procedures  in  Tuberculosis 
Control.  Phila.,  Davis,  1933. 

Hamman,  Louis:  International  Clinics.  Phila., 
Lippincott,  1933. 

Hamman,  Louis:  International  Clinics,  Vol.  11. 
Phila.,  Lippincott,  1933. 

Harris,  Henry:  California’s  Medical  Story.  San 
Francisco,  Grabborn,  1932. 

Hutton,  Isabel  E. : Sex  Technique  in  Marriage. 
N.  Y.,  Emerson. 

Hyman,  A.  S.  and  A.  E.  Parsonnet:  The  Failing 
Heart  of  Middle  Life.  Phila.,  Davis,  1932. 

Jarcho,  Julius:  The  Pelvis  in  Obstetrics.  N.  Y., 
Hoeber,  1933. 

.Tohannesohn,  Fritz:  Chininum.  Amsterdam,  1932. 

Kaiser,  Albert  D. : Children’s  Tonsils  In  or  Out. 
Phila.,  Lippincott. 

Koch,  Robert:  The  Aetiology  of  Tuberculosis.  N. 
Y.,  National  Tuberculosis  Association,  1932. 

Latz,  Leo  .1.:  The  Rhythm  of  Sterility  and  Fer- 
tility in  Women.  Chicago,  Latz  Foundation. 
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Lewis,  Sir  Thomas:  Diseases  of  the  Heart.  N.  Y„ 
MacMillan. 

Looney,  W.  W. : Anatomy  of  the  Brain  and  Spinal 
Cm'd.  Phila.,  Davis,  1932. 

Luria,  A.  R.:  The  Nature  of  Human  Conflicts. 
N.  Y.,  Liveright. 

Magnuson,  Paul  B. : Fractures.  Phila.,  Lippin- 

cott. 

Mayer,  Edgar:  The  Curative  Value  of  Light.  N. 
Y.,  Appleton,  1932. 

Mayo  Clinic:  Collected  Papers  of  the  Mayo  Clinic. 

Vol.  23,  1931.  Phila.,  Saunders,  1932. 

Mayo  Clinic:  Collected  Papers  of  the  Mayo  Clinic. 

Vol.  24,  1932.  Phila.,  Saunders,  1933. 

Mazer,  Chas.:  Clinical  Endocrinology  of  the  Fe- 
male. Phila.,  Saunders. 

McDowall,  R.  J.  S. : The  Science  of  Signs  and 

Symptoms.  N.  Y.,  Appleton. 

Medical  Clinics  of  North  America:  Phila.,  Saun- 

4 arc  1 Q4Q 

September,  1932.  v.  16,  no.  2. 

November,  1932.  v.  16,  no.  3. 

January,  1933.  v.  16,  no.  4. 

March,  1933.  v.  16,  no.  5.  ' 

May,  1933.  v.  16,  no.  6. 

July,  1933.  v.  17,  no  1. 

New  York  Academy  of  Medicine,  Committee  on 
Public  Health  Relations:  Outline  of  Preventive 
Medicine,  2nd  Ed.  N.  Y.,  Hoeber,  1932. 

New  York  Tuberculosis  Association,  Criteria  Com- 
mittee: Criteria  for  the  Classification  and  Diag- 
nosis of  Heart  Disease.  N.  Y.,  New  York  Tu- 
berculosis Association,  1932. 

Piney,  A.:  Diseases  of  the  Blood.  Phila.,  Blackis- 
ton’s  Son,  1932. 

Pusey,  W.  A.:  The  History  of  Dermatology.  Balti- 
more, Thomas,  1933. 

Pusey,  W.  A.:  The  History  and  Epidemiology  of 
Syphilis.  Baltimore,  Thomas,  1933. 

Rankin,  F.  W.,  J.  A.  Bargen  and  L.  A.  Buie:  The 
Colon,  Rectum  and  Anus.  Phila.,  Saunders,  1932. 
Robinson,  W.  J. : The  Law  Against  .Abortion.  N. 

Y.,  Eugenics  Publishing  Co.,  1933. 

Rothrock,  J.  L. : Obstetrics  and  Gynecology.  N. 
Y„  Hoeber,  1933. 

Rowe,  A.  W. : Differential  Diagnosis  of  En- 
docrine Disorders.  Baltimore,  Williams  and  Wil- 
kins, 1932. 

Rypins,  Harold:  Medical  State  Board  Examina- 
tions. Phila.,  Lippincott. 

Schamberg,  J.  F.  and  C.  S.  Wright:  Treatment 
of  Syphilis.  N.  Y.,  Appleton. 

Stone,  Eric:  Medicine  Among  the  American  In- 
dians. N.  Y.,  Hoeber,  1932. 

Surgical  Clinics  of  North  America:  Phila.,  Saun- 
ders, 1933. 

August,  1932. 

October,  1932. 

December,  1932. 

February,  1933. 

April,  1933. 

June,  1933. 

Sutton,  R.  L. : Introduction  to  Dermatology.  St. 
Louis,  Mosby,  1932. 

Swanberg,  Harold:  Radiologic  Maxims.  Quincy, 
Radiological  Review  Publishing  Co.,  1932. 

Tate,  M.  A.  and  A.  M.  Mendenhall:  Transactions 
of  the  American  Association  of  Obstetricians, 
Gynecologists  and  Abdominal  Surgeons.  Minne- 
apolis, Bruce,  1933. 

Timrae,  Walter:  Lectures  on  Endocrinology.  N. 
Y„  Hoeber,  1932. 

White  House  Conference  on  Child  Health  and 
Protection.  Hospitals  and  Child  Health.  N.  Y., 
Century  Co.,  1932. 

Williams,  Leonard:  Minor  Maladies.  Baltimore, 
Wood,  1933. 

Wyatt,  B.  L. : Chronic  Arthritis  and  Fibrositis. 
Baltimore.  Wood,  1933. 

Year  Book  Publishers:  Practical  Medicine  Series. 
Chicago,  Year  Book  Publishers,  1931. 

Bassoe,  Peter,  Editor:  Neurology. 

DeLee,  Joseph  B.,  Editor:  Obstetrics. 

Fantus,  Bernard,  Editor:  General  Therapeutics. 
Graham,  Evarts  A.,  Editor:  General  Surgery. 
Wise,  Fred,  Editor:  Dermatology  and  Syphilis. 

The  report  was  referred  by  the  President  to  the 
Reference  Committee  on  Reports  of  Committees. 

The  President  called  for  the  report  of  the  Com- 
mittee on  Cooperation  with  Allied  Professions. 

REPORT  OF  THE  COMMITTEE  ON  COOPER- 
ATION WITH  ALLIED  PROFESSIONS 

To  the  House  of  Delegates  of  the  Colorado  State 
Medical  Society: 

Only  one  call  was  made  upon  your  Committee 
during  the  year,  that  being  for  the  appointment 


of  a representative  of  this  Society  to  address  the 
annual  convention  of  the  Colorado  Pharmacal  As- 
sociation. Your  Committee  appointed  Dr.  John 
R.  Evans  of  Denver  to  this  task,  in  which  he  ac- 
quitted himself  to  the  honor  of  this  Society  and 
the  pleasure  of  the  inviting  association. 

Respectfully  submitted, 

HARRY  S.  FINNEY,  Chairman, 
GEORGE  R.  WARNER, 

JOHN  ANDREW. 

The  report  was  referred  to  the  Reference  Com- 
mittee on  Reports  of  Committees. 

The  report  of  the  Committee  on  Medical  Eco- 
nomics was  presented  by  Dr.  Claude  E.  Cooper, 
as  follows: 

REPORT  OF  THE  COMMITTEE  ON  MEDICAL 
ECONOMICS 

To  the  House  of  Delegates  and  Officers,  Colorado 

State  Medical  Society: 

Your  Committee  on  Medical  Economics  here- 
with submits  its  report. 

There  is  no  panacea  of  which  we  are  aware 
to  restore  prosperity  for  the  medical  profession. 
It  must  work  its  way  out  of  its  present  troubles, 
have  vision  enough  to  foresee  something  of  the 
future  and  initiative  enough  to  attempt  a solu- 
tion. Some  will  advocate  radical  ventures.  Oth- 
ers will  persist  in  ultra-conservatism.  Some 
middle  course  is  preferable. 

Our  objective  should  be  to  devise  a plan  of 
procedure  and  so  arrange  fees  that  all  classes 
could  receive  efficient  care  and  pay  within  their 
means. 

A new  trend  of  medical  economic  thought  is 
to  try  out  the  application  of  the  reciprocal  obli- 
gation (insurance)  principle  to  the  conduct  of 
medicine  among  the  low  income  classes  exclusive- 
ly. The  County  Society  being  the  smallest  unit 
of  our  organization  and  the  least  complicated  is 
chosen  to  undertake  the  actual  experiment.  The 
plan  is  for  the  entire  County  Society  or  at  least 
75  per  cent  of  its  members  to  offer  the  public 
on  a voluntary  non-profit  basis  various  types  of 
contracts  providing  medical  care,  for  periodic 
payments  by  the  individual.  These  must  vary 
with  local  conditions. 

One  deterrent  to  the  scheme  is  that  the  public 
will  not  buy.  Persuasion  of  them  to  do  so  rests 
with  the  individuals  (County  Society  members) 
offering  the  contract.  Another  deterrent  is  the 
new  thinking  involved.  The  profession  is  not 
accustomed  to  think  actuarily,  and  this  would  be 
necessary:  technical  and  legal  considerations 
would  be  an  integral  part  of  any  such  undertak- 
ing. To  your  Committee,  they  appear  to  be 
reasonably  simple,  certainly  not  insurmountable. 

In  support  of  our  recommendation  that  those 
county  societies  who  are  alert  to  their  problems 
and  have  fortitude  enough  to  attempt  to  better 
them,  undertake  offering  their  low  income  classes 
a reciprocal  obligation  contract,  we  offer  the  fol- 
lowing statistical  information.  (1)  49. S per  cent 
of  families  have  incomes  under  $2000.00  a year ; 
(2)  85.92  per  cent  of  the  1918  population  received 
under  $2000.00  a year.  We  cannot  see  in  the  view 
of  modern  living  conditions  how  these  people  can, 
as  individuals,  pay  for  modern  medicine  to  which 
they  are  entitled;  but  we  do  believe  that  the 
insurance  principle  applied  to  their  health  prob- 
lem will  enable  them  to  do  so. 

The  point  at  issue  is  not  the  insurance  principle, 
but  how  to  use  it.  We  advocate  the  right  of 
all  the  people  to  good  medicine.  We  know  that 
the  majority  cannot  afford  to  pay  for  all  of  it. 
Then,  what  better  recourse  have  we  than  insur- 
ance and  taxation  which  we  know  are  sound? 
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It  will  be  inferred  by  some  that  such  a contract 
constitutes  a revolution  in  the  conduct  of  medi- 
cine which  is  not  desirable  and  for  which  no 
necessity  exists.  Your  Committee  wishes  to  em- 
phasize that  it  is  intended  only  for  the  low  in- 
come classes  and  should  in  no  way  change  the 
methods  now  in  use  for  the  minority  of  the 
population  that  now  supports  us.  Present  meth- 
ods of  practice  are  unquestionably  the  best  for 
those  able  to  pay  their  medical  care  costs. 

We  are  not  unmindful  of  the  opposition  of  the 
A.  M.  A.  to  the  general  plan  of  insurance  medi- 
cine, especially  as  operated  by  European  govern- 
ments or  by  corporations  for  profit;  nor  unmind- 
ful of  the  deteriorations  accompanying  contract 
practice  regardless  of  how  disguised.  The  plan 
referred  to  is  not  in  the  opposed  classes  because 
it  does  not  restrict  opportunity  to  practice,  nor 
free  choice  of  physician,  is  on  a non-profit  basis 
and  under  the  control  and  management  of  the 
profession.  This  places  the  responsibility  where 
it  belongs.  All  of  us  have  looked  to  the  A.  M.  A. 
for  help.  Thus  far  we  have  been  disappointed. 

We  are  aware  of  the  uncertainties  and  experi- 
mental nature  of  this  method  of  practice.  We 
< think  we  are  familiar  enough  with  human  nature 
to  anticipate  many  dissatisfactions,  controversies, 
and  demands  for  preferred  consideration  that  will 
surely  arise.  Yet  we  have  witnessed  a progres- 
sive decline  in  the  average  practice  to  such  an 
extent  that  we  feel  that  the  risk  of  failure  should 
not  deter  the  experiment.  We  think  it  will  be 
many  years  before  national  prosperity  returns 
to  a degree  that  will  permit  prosperous  medicine 
as  at  present  conducted,  and  therefore  are  in 
accord  with  trying  this  method. 

In  opposition  to  this  insurance  view,  relief  is 
looked  for  in  the  rapidly  growing  demand  for  a 
more  equal  distribution  of  wealth.  Never  again 
will  our  people  permit  the  accumulation  of  great 
wealth  and  power  in  the  hands  of  a few  as  in 
the  past.  Even  if  the  N.  R.  A.  fails  its  funda- 
mental idea  of  shorter  hours  and  more  pay  has 
been  so  thoroughly  impressed  on  the  minds  of 
the  public  that  no  political  party  would  dare  ex- 
clude it  from  it,s  platform.  The  future  trend  will 
be  more  money  for  the  masses  and  less  for  the 
rich.  If  wages  increase  enough  most  people 
will  be  able  to  pay  medical  care  costs.  Time  only 
can  verify  this  prediction. 

We  believe  that  the  profession  shares  in  the 
recent  more  hopeful  and  optimistic  attitude  of 
the  public  toward  the  depression,  and  will  choose 
to  sit  tight  and  muddle  out  of  their  difficulties 
somehow,  rather  than  make  an  attempt  to  rem- 
edy them. 

Prosperity  lies  in  extending  our  contacts  and 
services  to  a greater  number  of  people,  getting 
rid  of  the  burden  of  free  service  to  indigents,  the 
encroachment  of  government  school  and  private 
intrusions  into  remunerative  curative  medicine 
and  readjusting  our  business  attitudes  and  meth- 
ods. 

The  return  of  prosperity  is  contingent  upon 
many  events,  such  as: 

(a)  Re-employment  of  the  idle.  Disemployment 
is  a continuous  process  incident  to  the  efficiency 
of  machines. 

(b)  Payment  of  a medical  care  wage.  For 
20,000,000  or  more  that  will  probably  never  hap- 
pen. For  this  class  your  Committee  advocates  an 
annual  contract  between  the  County  Government 
and  the  County  Medical  Society  such  as  the  Iowa 
Plan.  Detailed  information  can  be  secured  from 
the  Executive  Secretary.  Another  20,000,000  earn 
a wage  that  will  permit  payment  of  small  fees 


only.  The  Academy  of  Medicine  in  Cleveland 
is  social  servicing  this  class  and  determining  the 
fee  that  should  be  charged.  This  is  experimental. 
Those  receiving  wages  in  accord  with  the  N.  R.  A. 
minimum  wage  scale  would  properly  be  included 
in  this  class.  Fifteen  dollars  a week  leaves  but 
little  for  medical  services  after  necessary  ex- 
penditures. Where  County  Medical  Societies  of 
fer  their  public  a medical  care  contract,  one  for 
this  class  should  be  included  providing  for  ordi- 
nary care,  exclusive  of  surgery  and  consultative 
service.  In  instances  where  these  are  necessary, 
recourse  could  be  had  to  the  patient,  or  in  de- 
serving cases  to  Colorado  General  Hospital  or 
municipally  operated  institutions.  Next  comes 
the  large  middle  class  comprising  50,000,000. 
Even  during  good  times,  serious  illnesses,  because 
of  their  costs,  were  commonly  hardships.  With 
them  medical  fees  are  in  constant  conflict  with 
the  costs  of  luxuries,  social  position,  education, 
taxes,  travel,  etc.  The  result  is,  too  often,  the 
physician  is  only  partially  or  never  paid.  This 
class  could  use  and  should  be  offered  some  plan 
of  medical  service  based  upon  periodic  payments 
such  as  the  California,  Milwaukee  or  any  other 
in  accord  with  the  safeguards  enunciated  in  the 
Minority  Report  of  the  Committee  on  the  Costs 
of  Medical  Care  (Medical  Care  for  the  American 
people),  which  are: 

1.  It  must  be  under  the  control  of  the  medical 
profession. 

2.  It  must  guarantee  not  only  nominal,  but 
actual  free  choice  of  physician. 

3.  It  must  include  all,  or  a large  majority  of 
the  members  of  the  county  medical  society. 

4.  The  funds  must  be  administered  on  a non- 
profit basis. 

5.  It  should  provide  for  direct  payment  by  the 
patient  of  a certain  minimum  amount,  the  com- 
mon fund  providing  only  that  portion  beyond  the 
patient’s  means. 

6.  It  should  make  adequate  provision  for  com- 
munity care  of  the  indigent. 

7.  It  must  be  entirely  separate  from  any  plan 
providing  for  cash  benefits. 

8.  It  must  not  require  certification  of  dis- 
ability by  the  physician  treating  the  disease  or 
injury. 

It  should  also  be  approved  by  the  Council  of 
this  Society  before  it  is  offered  the  public.  Should 
prosperity  or  inflation  overtake  us  before  we 
are  aware,  it  would  be  quickly  discarded,  but  if 
prosperity  lags  behind,  it  may  be  of  decided 
value. 

(c)  Resumption  of  buying. 

(d)  Re-education  of  the  public  to  accept  the 
idea  that  medical  services  have  a value  and  must 
be  paid  for.  This  is  a difficult,  yet  essential 
problem.  We  think  that  at  least  60  per  cent 
or  more  of  delinquent  accounts  accumulated  in 
the  past  three  years  will  never  be  paid  regardless 
of  any  method  used  for  their  collection.  How- 
ever, we  are  on  our  way  out  of  the  depression  and 
now  is  the  time  to  begin  using  better  business 
methods,  to  tighten  up  on  credits  and  let  it  be 
known  that  we  expect  as  prompt  payment  for  our 
services  as  anyone  engaged  in  any  other  line  of 
work.  Agreement  upon  the  fee  involved  before 
the  service  is  rendered,  satisfactory  arrangements, 
in  some  instances  in  wrrit.ing,  for  its  payment 
and  a firm  stand  by  the  physician  after  reaching 
a just  fee,  will  do  much  to  discourage  the  idea 
that  any  doctor  is  everybody’s  free  refuge  when 
ill.  This  is  an  individual  problem  and  will  have 
to  be  individually  solved. 
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(e)  Indigency.  Some  relief  for  the  physician 
from  this  burden  is  necessary.  The  Iowa  Plan  is 
probably  the  best.  The  medical  care  of  the  indi- 
gent is  more  a social  than  professional  one  and 
our  main  interest  is  to  convince  society  of  this 
fact,  to  the  end  that  the  physician  may  be  relieved 
of  the  free  and  exacting  service  that  has  hereto- 
fore been  expected  of  him.  In  connection  here- 
with the  determination  of  indigency  should  be 
done  by  the  physician  or  by  medical  social  serv- 
ice under  his  control  otherwise  impositions  are 
sure  to  creep  in. 

(f)  It  is  useless  to  criticize  the  public  for 
non-payment  of  fees  when  so  many  cannot  do  so. 
Obligations  accumulated  during  the  depression 
will  consume  surplus  for  a long  time.  It  is  cer- 
tainly our  duty  to  so  set  fees  that  the  public  can 
pay  them.  Your  Committee  does  not  advocate  a 
reduction  in  the  unit  fee  or  gross  income,  as 
both  are  low  enough,  but  we  do  advocate  a trial 
by  the  profession  through  the  County  Society  of 
offering  the  low  income  public  a reciprocal  obli- 
gation contract  for  one  year  which,  if  successful, 
would  spread  the  risk  from  the  individual  to  the 
many,  and  we  anticipate,  would  produce  for  the 
physician  an  increased  income. 

(g)  We  feel  that  it  is  generally  accepted  that 
we  are  on  our  way  into  a modified  democracy  in 
which  individual  responsibility  is  in  a great  meas- 
ure assumed  by  the  government  and  individual 
freedom  is  restricted  by  government  regimenta- 
tion. If  such  is  to  prevail,  cooperative  plans  for 
practice  will  conveniently  fit  into  the  system. 
Under  such  circumstances  it  seems  inevitable 
that  medicine  will  be  in  some  manner  govern- 
mentally  regulated  and  the  profession  should  di- 
rect its  trend. 

(li)  That  our  industry  is  highly  competitive 
because  of  a surplus  of  physicians  is  obvious. 
Your  Committee  advocates  contacting  senior 
high  school  students  and  freshmen  college  stu- 
dents through  this  Society’s  executive  office  with 
the  purpose  of  informing  them  what  the  condi- 
tions of  practice  are  and  what  to  expect  should 
they  be  contemplating  it  as  a vocation. 

(i)  Your  Committee  deplores  the  indifference 
of  the  physician  to  his  economic  outlook.  This 
is  a vital  question.  Every  physician  should  read 
Medical  Care  for  the  American  People,  The  Way 
of  Health  Insurance,  The  Business  Side  of  Den- 
tistry, How  to  Budget  Health,  and  the  articles 
on  medical  economics  in  the  Journal  and  Bulle- 
tin, A.  M.  A.  It  is  only  through  informing  our- 
selves that  an  acceptable  solution  of  our  problems 
is  possible. 

(j)  In  our  thinking,  full  importance  must  be 
given  the  patients’  viewpoint.  For  him  the  inci- 
dence of  illness  is  not  predictable,  therefore  he 
is  disinclined  in  his  spending  habits,  to  provide 
for  it.  Luxuries  have  been  accepted  by  the  peo- 
ple and  are  here  to  stay.  The  injustice  inferred 
in  the  oft  repeated  statement  that  patients  buy 
and  run  a car  but  do  not  pay  their  medical  bills 
has  lost  weight  with  the  public.  We  should  ac- 
cept the  situation  as  an  adverse  influence  to  col- 
lections and  take,  other  means  than  criticism  to 
offset  it.  Until  we  know  by  actual  trial,  the 
theory  of  reciprocal  obligation  medicine  is  as 
good  a means  as  we  have  at  present. 

(k)  The  difficulty  of  making  a collection  is 
often  due  to  a lack  of  foresight  of  the  physician. 
Too  frequently  in  the  interest  of  sciehce,  or  of  his 
own  convenience,  he  advises  costly  hospitalization 
and  consultative  service  to  the  end  that  he  re- 
ceives no  payment.  Your  Committee  feels  that, 
except  in  major  illnesses,  an  equal  relationship 
exists  between  the  ability  to  pay  and  the  amount 
of  service  to  be  rendered.  In  the  actual  handling 


of  many  cases  a disproportion  occurs  and  the 
patient  receives  an  overabundance  of  service  and 
the  physician  no  payment  whatever.  Correction 
is  obvious. 

Public  Institutions  and  Government  Medicine. 
This  hitherto  unsolved  problem  will  remain  un- 
solved until  such  a time  as  their  activities  are 
confined  strictly  to  the  indigent  and  the  organ- 
ized profession  permitted  to  have  a voice  in  the 
management. 

Colorado  General  Hospital  should  be  made  free. 
Similarly  the  State  Board  of  Health  except  in  the 
strictly  epidemiological  field  should  limit  its  ac- 
tivities to  indigent  cases. 

An  exhibit  of  a simple  method  of  bookkeeping 
and  aids  to  business  will  be  found  in  the  depart- 
ment of  exhibits.  The  aim  of  bookkeeping  should 
be  to  keep  a complete  concentrated,  accurate  and 
understandable  record  of  financial  dealings  with 
your  patients.  Written  memoranda,  understand- 
ings or  the  results  of  discussions  in  the  more 
complicated  financial  situations  will  do  much  to 
relieve  a doubt  of  the  accuracy  of  a monthly 
statement  in  the  mind  of  your  patient  and  at  the 
same  time  refresh  your  own  memory.  An  item- 
ized statement  is  more  readily  acceptable  by  the 
patient  than  a lump  sum  one. 

We  trust  this  exhibit  will  be  helpful  to  those 
interested. 

An  Analysis  of  the  Incomes  of  Physicians  in  Colo- 
rado for  the  Period  1930  to  1933* 

The  10  per  cent  return  of  the  questionnaires 
sent  out,  permits  an  appreciable  doubt  of  the 
accuracy  which  their  compilation  shows.  Never- 
theless in  appreciation  of  the  interest  taken  in 
the  subject  by  those  making  returns  and  in  the 
belief  that  they  would  show  approximately  cor- 
rect averages,  the  compilation  was  made.  In 
instances  where  just  a few  cards  were  returned, 
the  averages  should  be  discarded  as  probably 
inaccurate. 

Owing  to  the  great  difference  between  high 
and  low  incomes  in  the  Denver  returns,  they  were 
divided  into  incomes  above  $6000.00  and  below 
$6000.00.  The  point  $6000  being  closest  to  the 
arithmetical  point  of  division. 

Comments.  Table  1 and  3.  Gross  Income.  The 
small  decline  in  income  in  1931  from  that  of 
1930  shows  the  profession  as  a whole  was  quite 
prosperous.  This  appears  to  be  contrary  to  opin- 
ions expressed  by  numerous  individuals  and  may 
be  due  to  the  forty  physicians  out  of  123  who 
reported  increases  in  gross  in  1931  and  who  were 
apparently  among  the  young  men.  The  year 
1932  showed  an  average  25  per  cent  drop  in  gross. 
The  estimates  for  1933  are  probably  accurate  as 
they  seem  to  be  verified  by  income  received  over 
an  eight-month  period. 

Net  income.  Shows  a greater  percentage  de- 
cline than  gross  which  would  be  expected.  Net 
Operating  Expenses.  Shows  less  decline  than 
either  gross  or  net  income,  meaning  that  oper- 
ating expense  could  not  be  reduced  proportion- 
ately to  gross  or  net.  Delinquent  Accounts.  Self- 
explanatory. 

Colorado  Rural  based  on  ten  returns  shows 
an  actual  decrease  in  delinquent  accounts.  This 
is  against  the  trend.  Charity  Work.  No  comment. 

Table  2.  The  essence  of  this  table  lies  in  the 
last  two  columns. 

Respectfully  submitted, 

C.  E.  COOLER, 

PHILIP  HII.LKOWITZ. 

(Continued  on  Page  483) 


*See  tables  Nos.  1,  2,  and  3,  cn  Pages  479  to  482. 
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TABLE  II 

AVERAGE  GROSS  INCOME,  NET  INCOME,  AND  DELINQUENT  ACCOUNTS 
OF  PHYSICIANS  IN  COLORADO,  1930-1933 
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Colorado  Total — 

1930  

$9,040 
. 8,470 

$5,780 

5,330 

$3,310 

63.9% 

36.6% 

1931 

3,780 

62.9 

44.6 

1932  .... 

6,750 

3,910 

4,430 

57.9 

65.6 

1933  (est.)  ..... 

. 5,590 

3,040 

4,430 

54.4 

79.2 

Denver  Total — 

1930  

10,110 

6,370 

4,450 

63.0 

44.0 

1931 

. 9,550 

6,030 

5,100 

63.2 

53.4 

1932  ...  

. 7,760 

4,470 

5,990 

57.6 

77.2 

1933  (est.)  

. 6,860 

3,590 

5.120 

52.3 

74.6 

Colorado  Cities  Exclusive  of 

Denver — 

1930  

. 8,850 

5,750 

4,920 

2,490 

65.0 

28.1 

1931  

8.390 

3,040 

58.6 

36.2 

1932  

. 6,490 

3,660 

3,730 

56.4 

57.5 

1933  (est.)  

5,020 

2,600 

4,630 

51.8 

92,2 

Colorado — Rural — 

1930  

. 6,670 

4,280 

1,990 

64.2 

29.8 

1931  

. 5,840 

3,860 

1,730 

66.1 

29.6 

1932  

. 4,640 

2,970 

2,420 

1,630 

64.0 

35.1 

1933  (est.)  ...... 

. 3,900 

1,850 

62.1 

47.4 

El  Paso  (City)— 

1930  

. 8,510 

5,470 

3,390 

64.3 

39.8 

1931  

. 8,550 

5,530 

3,390 

64.7 

39.6 

1932  

. 7,310 

4,580 

4,230 

62.7 

57.9 

1933  (est.)  

. 6,440 

4,130 

4,380 

64.1 

68.0 

Larimer  (City) — 

1930  

. 7,620 

4,460 

2,450 

58.5 

32.2 

1931  

. 7,040 

3,820 

2,860 

54.3 

40.6 

1932  

. 5,770 

3,040 

4,750 

52.7 

82.3 

1933  (est.)  ....... 

4,960 

2,310 

4,750 

46.6 

95.8 

Mesa  (City)  — 

1930  

. 4,370 

2,880 

700 

65.9 

16.0 

1931  

. 4,660 

2,990 

3,000 

64.2 

64.4 

1932  

3,890 

2,210 

3,500 

56.8 

90.0 

1933  (est.)  

2,550 

1,290 

3,850 

50.6 

151.0 

Pueblo  (City)  — 

1930  

8,290 

5,850 

690 

70.6 

8.3 

1931  

8,230 

6,800 

5,490 

4,110 

1.020 

65.5 

12.4 

1932  

1,330 

60.4 

19.6 

1933  (est.)  

. 4,970 

2,970 

1,330 

59.8 

26.8 

Weld  (City)  — 

1930  

5,450 

2,910 

1,000 

53.4 

18.3 

1931  

5,330 

3,240 

1,000 

60.8 

18.8 

1932  

. 4.600 

2,680 

1,200 

58.3 

26.1 

1933  (est.)  ..... 

3,900 

2,100 

1,500 

53.8 

38.5 

Weld  (Rural) — 

1930  

6,230 

3,930 

63.1 

1931  

5,810 

3,210 

55  2 

1932  

5,180 

4,210 

2,880 

2,180 

55.6 

1933  (est.)  

51  8 

•480 


Colorado  Medicine 


December,  1933 


481 


Supplement  to  the  Report  of  the  Committee  on  Medical  Economics 

TABLE  I 


AVERAGE  INCOME,  EXPENSE,  DELINQUENT  ACCOUNTS,  AND  CHARITY  WORK  OF  PHYSICIANS  IN  COLORADO,  1930-1933 


*s  ? 


Gross  Income 


Net  Operating 
Expense 


Delinquent  Accounts 

2 > TJ 


Charity  Work  in 
Private  Institutions 


Charity  Work  ir 
Public  Institution 


Total  Charity  Work 

2 ► 


Colorado  Total — 

1930  123 

1931  123 

1932  123 

1933  (est.)  92 


1930  44 

1931  44 

1932  44 

1933  (est.) ....  37 

Colorado — Rural — 

1930  22 

1931  22 

1932  ....  22 

1933  (est.)....  IS 

El  Paso  (City) — 

1930  8 

1931  - S 

1932  8 

1933  (est.) ....  7 


Larimer  (City) — 

1930  

1931  

1932  

1933  (est.) 

Mesa  (City) — 
1930. 

1931  

1932  

1933  (est.)... 

Pueblo  (City) — 

1930  

1931  

1932 

1933  (est.).... 

Weld  (City)— 

1930  

1931  

1932 

1933  (est.).. 

Weld  (Rural)— 

1930 

1931  

1932 

1933  (est.),. 


$9,040 

100.0% 

123 

$5,780 

100.0% 

123 

$3,260 

100.0% 

63 

$3,310 

8,470 

93.7 

123 

5.330 

92.2 

123 

3.140 

96.3 

63 

3,780 

6,750 

74.7 

123 

3,910 

67.6 

123 

2,840 

87.1 

63 

4,430 

5,590 

61.8 

86 

3,040 

52.6 

92 

2,550 

78.2 

42 

4,430 

? of  Denver — 

8,850  100.0 

44 

5,750 

100.0 

44 

3,100 

100.0 

24 

2,490 

8,390 

94.8 

44 

4,920 

85.6 

44 

3,470 

111.9 

24 

3,040 

6.490 

73.3 

44 

3,660 

63.7 

44 

2,830 

91.3 

24 

3.730 

5,020 

56.7 

30 

2,600 

45.2 

37 

2,420 

78.1 

15 

4,630 

6,670 

100.0 

22 

4,280 

100.0 

22 

2,390 

100.0 

10 

1,990 

5,840 

87.6 

22 

3,860 

90.2 

22 

1.980 

82.8 

10 

1,730 

4.640 

69.6 

22 

2,970 

69.4 

22 

1.670 

69.9 

10 

1,630 

3,900 

58.5 

18 

2,420 

56.5 

18 

1,480 

61.9 

9 

1,850 

8,510 

100.0 

8 

5,470 

100.0 

8 

3,040 

100.0 

5 

3,390 

8.550 

100.5 

8 

5,530 

101.1 

8 

3,020 

99.3 

5 

3,390 

7,310 

85.9 

8 

4,580 

83.7 

8 

2,730 

89.8 

5 

4,230 

6,440 

75.7 

7 

4,130 

75.5 

7 

2.310 

76.0 

4 

4,380 

7.620 

100.0 

4 

4,460 

100.0 

4 

3,160 

100.0 

4 

2,450 

7,040 

92.4 

4 

3,820 

85.7 

4 

3,220 

10L9 

4 

2,860 

5,770 

75.7 

4 

3,040 

68.2 

4 

2,730 

86.4 

4 

4,750 

4,960 

65.1 

1 

2,310 

51.8 

2 

2,650 

83.9 

1 

4,750 

4,370 

100.0 

3 

2,880 

100.0 

3 

1,490 

100.0 

1 

700 

4,660 

106.6 

3 

2,990 

103.8 

3 

1,670 

112.1 

1 

3,000 

3,890 

89.0 

3 

2,210 

76.7 

3 

1,680 

112.8 

1 

3,500 

2,550 

58.4 

2 

1,290 

44.8 

2 

1,260 

84.6 

1 

3,850 

8,290 

100.0 

9 

5,850 

100.0 

.9 

2,440 

100.0 

2 

690 

8.230 

99.3 

9 

5,490 

93.8 

9 

2.740 

112.3 

2 

1,020 

6.800 

82.0 

9 

4,110 

70.3 

9 

2,690 

110.2 

2 

1,330 

4.970 

60.0 

4 

2,970 

50.8 

4 

2,000 

82.0 

1 

1,330 

5.450 

100.0 

2 

2,910 

100.0 

2 

2,540 

100.0 

1 

1,000 

5,330 

97.8 

2 

3,240 

111.3 

2 

2,090 

82.3 

1 

1,000 

4,600 

84.4 

2 

2,680 

92.1 

2 

1,920 

75.6 

1 

1,200 

3,900 

71.6 

2 

2,100 

72.2 

2 

1,800 

70.9 

1 

1,500 

6,230 

100.0 

4 

3,930 

100.0 

4 

2,300 

100.0 

0 

5,810 

93.3 

4 

3,210 

81.7 

4 

2,600 

113.0 

0 

5,180 

83.1 

4 

2,880 

73.3 

4 

2,300 

100.0 

0 

4,210 

67.6 

3 

2,180 

55.5 

3 

2.030 

88.3 

0 

100.0% 

114.2 

133.8 

133.8 


100.0 
122.1 
149. S 
185.9 


100.0 

100.0 

124.8 

129.2 


100.0 

116.7 

193.9 

193.9 


100.0 

428.6 

500.0 

550.0 


100.0 

147.8 

192.8 
192.8 


100.0 

100.0 

120.0 

150.0 


86  $1,310  100.0% 

86  1,310  100.0 

86  1,520  116.0 

50  1,660  126.7 


33  1.150  100.0 

33  1,290  112.2 

33  1,430  124.3 

14  1,570  136.5 


12  780  100.0 

12  800  102.6 

12  1,040  133.3 

12  1,060  135.9 


5 1,730  100.0 

5 1,970  113.9 

5 2,190  126.6 

5 2,330  134.7 


3 900  100.0 

3 1,100  122.2 

3 1,330  147.8 

0 


3 1,500  100.0 

3 1,670  111.3 

3 1,670  111.3 

2 1,920  128.0 


1 5.000  100.0 

1 6,000  120.0 

1 6,000  120.0 

0 


0 

0 

0 

0 


1 800  100.0 

1 900  112.5 

1 1,000  125.0 

1 1,000  125.0 


59  $ 700  100.0% 

59  770  110.0 

59  920  131.4 

43  1,220  174.3 


20  550  100.0 

20  660  110.0 

20  750  136.4 

15  1,380  250.9 


11  190  100.0 

11  190  100.0 

11  250  131.6 

11  270  142.1 


5 1,290  100.0 

5 1,550  120.2 

5 1,670  129.5 

5 1,870  145.0 


3 230  100.0 

3 220  95.7 

3 220  95.7 

2 220  95.7 


3 330  1C0.0 

3 400  120.0 

3 670  201.0 

1 670  201.0 


0 

0 

0 

0 


2 100  100.0 

2 125  125.0 

2 125  125.0 

2 150  150.0 


49  $ 470  100.0% 

49  570  121.3 

49  740  157.4 

36  590  125.5 


19  250  100.0 

19  360  144.0 

19  760  304.0 

12  230  92.0 


11  40  100.0 

11  40  100.0 

11  40  100.0 

11  40  100.0 


1 

1 

1 100 

1 300 


2 1.250  100.0 

2 1.500  120.0 

2 1,750  140.0 

0 


1 0 
1 0 
1 0 
1 0 


4 100  100.0 

4 130  130.0 

4 250  250.0 

2 250  250.0 


1 500  100.0 

1 500  100.0 

1 500  100.0 

1 500  100.0 


3 80  100.0 

3 80  100.0 

3 80  100.0 

2 80  100.0 


32  $2,610  100.0% 

32  2,920  111.9 

32  3,430  131.4 

25  3,790  145.2 


9 2,580  100.0 

9 3,180  123.3 

9 4.270  165.5 

6 4,840  187.6 


8 1,170  100.0 

8 1,240  106.0 

8 1,660  141.9 

8 1,780  152.1 


1 1,600  100.0 

1 2,100  131.3 

1 2,900  181.3 

1 4,300  268.8 


0 

0 

0 

0 


1 500  100.0 

1 1,000  200.0 

1 1,000  200.0 

1 1,000  200.0 


1 6,400  100.0 

1 7,700  120.3 

1 9,000  140.6 

0 


0 

0 

0 

0 


1 1,000  100.0 

1 1,150  115.0 

1 1,250  125.0 

1 1,300  130.0 
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TABLE  III 

AVERAGE  INCOME,  EXPENSES,  DELINQUENT  ACCOUNTS,  AND  CHARITY 
WORK  OF  PHYSICIANS  IN  DENVER,  1930-1933 


1930 

Gross  Income 

1930  Gross  Income 

$6,000  or  More 

Below  $6,000 

All 

Incomes 

Combined 
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Gross  Income — 

1930  

33 

$14,560 

100.0% 

24 

$3,980 

100.0% 

57 

$10,110 

100.0% 

1931  

33 

13,640 

10,860 

93.7 

24 

3,940 

99.0 

57 

9,550 

7,760 

94.5 

1932  

. 33 

74.6 

24 

3,500 

87.9 

57 

76.8 

1933  (est.) 

26 

9,680 

66.5 

17 

3,030 

76.1 

43 

6,860 

67.9 

Net  Income — 

1930  

33 

9.410 

100.0 

24 

2,560 

2,460 

100.0 

57 

6,370 

6,030 

100.0 

1931  

_.  33 

8,630 

94.4 

24 

96.1 

57 

94.1 

1932  

.33 

6,230 

68.2 

24 

2,040 

79.7 

57 

4,470 

69.8 

1933  (est.) 

...23 

4,990 

54.6 

15 

1,730 

67.6 

38 

3,590 

56.0 

Operating  Expenses — 

1930  

.33 

5,420 

100.0 

24 

1,420 

100.0 

57 

3,740 

100.0 

1931  

33 

5,010 

92.4 

24 

1,480 

104.2 

57 

3,520 

94.1 

1932 

33 

4,630 

4,690 

85.4 

24 

1,460 

102.8 

57 

3,290 

2,570 

88.0 

1933  (est.) 

...26 

S6.5 

17 

1,300 

91.5 

43 

68.7 

Delinquent  Accounts — 

1930 

18 

6,520 

7,420 

100.0 

11 

1,060 

1,320 

100.0 

29 

4,450 

5.100 

100.0 

1931 

. 18 

113.8 

11 

124.5 

29 

114.6 

1932  

..  18 

8,670 

133.0 

11 

1,610 

151.9 

29 

5,990 

134.6 

1933  (est.) 

...12 

7,310 

112.1 

6 

1,730 

163.2 

18 

5,120 

115.1 

Charity  Work  in 

Home 

or  Office — 

1930'  

...24 

2,280 

100.0 

17 

630 

100.0 

41 

1,600 

100.0 

1931  

...24 

2,020 

88.6 

17 

700 

111.1 

41 

1,470 

91.9 

1932  

..24 

2,350 

103.1 

17 

870 

138.1 

41 

1,740 

108.8 

1933  (est.) 

.15 

2,590 

113.6 

9 

1,010 

160.3 

24 

1,940 

121.3 

Charity  Work  in 

Private  Institutions — 

1930  

.16 

1,150 

100.0 

12 

840 

100.0 

28 

1,020 

100.0 

1931  

.16 

1,210 

105.2 

12 

900 

107.1 

28 

1,080 

105.9 

1932 

. 16 

1,460 

1,510 

127.0 

12 

1,080 

1,460 

128.6 

28 

1,300 

127.5 

1933  (est.) 

...10 

131.3 

7 

173.8 

17 

1,480 

145.1 

Charity  Work  in 

Public 

Institutions 

— 

1930  

...10 

720 

100.0 

9 

1.160 

100.0 

19 

930 

100.0 

1931  

..  10 

860 

119.4 

9 

1,330 

114.7 

19 

1,080 

116.1 

1932  

...10 

960 

133.3 

9 

1,320 

113.8 

19 

1,130 

121.5 

1933  (est.) 

...  8 

900 

125.0 

6 

1,570 

135.3 

14 

1,210 

130.1 

Total  Charity  Work— 

1930  

...  9 

3,490 

100.0 

6 

3,230 

100.0 

15 

3,390 

100.0 

1931  

...  9 

3,850 

110.3 

6 

3,400 

105.3 

15 

3,670 

107.9 

1932  

...  9 

3,990 

114.3 

6 

3,720 

115.2 

15 

3,880 

114.1 

1933  (est.) 

....  6 

3,960 

113.5 

5 

4,670 

144.6 

11 

4,300 

126.5 

COMPILATION  OF  QUESTIONNAIRE  RETURNS 

(University  of  Denver  Research  Bureau) 

Total  Cards  Mailed _ — 1025 

Total  Cards  Returned  .... — 175 

Total  Cards  Used - 123 

40  Physicians  reported  increases  in  gross  income  from  1930  to  1931. 

18  Physicians  reported  increases  in  gross  income  from  1931  to  1932. 

15  Physicians  estimated  increases  in  gross  income  from  1932  to  1933. 
83  Physicians  reported  decreases  in  gross  income  from  1930  to  1931. 

105  Physicians  reported  decreases  in  gross  income  from  1931  to  1932. 

108  Physicians  estimated  decreases  in  gross  income  from  1932  to  1933. 
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COMMITTEE  ON  MEDICAL  ECONOMICS 

(Continued  from  Page  478) 
REFERENCES 

1.  Medical  ('are  for  the  American  People,  p.  1G, 
Table  6. 

2.  Alexander  Hamilton  Peacock.  Northwest 
Medicine,  November,  1932. 

Dr.  Stephenson:  “I  should  like  to  entertain  a 
motion  for  a vote  of  thanks  to  Dr.  Cooper's  com- 
mittee for  the  extreme  amount  of  careful  study 
that  they  have  given  to  this  subject  and  for  the 
comprehensive  report  they  have  given  us.” 

Dr.  Harold  T.  Low  so  moved  and  it  was  sec- 
onded and  carried. 

Dr.  Kemper:  ‘‘Mr.  President,  I was  a member 
of  this  Committee  although  my  name  did  not  ap- 
pear as  a signer  of  this  report,  and  I would  like 
to  make  a few  remarks. 

“It  is  easy  for  us  all  to  bristle  up  and  say, 
‘This  is  some  more  hooey.’  That  is  what  we  did 
when  industrial  insurance  came  in,  and  we  took 
what  the  State  had  to  offer.  That  is  what  the 
physicians  of  England  did  and  they  took  what 
Lloyd  George  had  to  offer.  That  is  what  the 
physicians  in  Germany  did  and  they  took  what 
the  political  chicanery  of  P»ismarck  had  to  offer. 

“Are  we  seeing  this  clearly?  We  are  the  only 
civilized  nation  in  the  world  that  has  not  suc- 
cumbed to  the  popular  sentiment  in  this  matter. 
Can  we  guide  it,  or  shall  we  drift?  That  is  the 
question. 

“If  we  could  develop  some  system  in  our  County 
Societies  as  Dr.  Cooper  has  suggested  in  this  re- 
port, whereby  we  could  get  some  money  for  our 
chaiity,  whereby  we  could  stave  off  State  Medi- 
cine, which  seems  to  be  coming  on  all  sides,  it 
might  be  a great  thing  for  the  doctors  and  it 
might  be  a good  thing  for  the  general  public. 

“I  hope  that  no  one  thinks  this  Committee  is 
rabid  and  is  trying  to  bring  about  State  Medicine. 
They  are  trying  to  prevent  it.  That  is  all  this 
Committee  is  trying  to  do. 

“I  had  the  privilege  of  traveling  in  foreign  coun- 
tries this  summer  where  State  Medicine  is  full 
blown  and  I want  to  make  a declaration  before  this 
House  of  Delegates  that  I hope  to  God  it  doesn't 
come  here.  It  is  bad  for  the  doctor;  it  is  bad  for 
the  public ; it  increases  sickness  ; it  increases  ex- 
pense, it  does  not  add  to  the  length  of  life  or  the 
prevention  of  sick  days.  It  is  bad  in  every  respect, 
but  it  is  the  drift.  Maybe  we  can  take  something 
less  bad.  Maybe  we  can  take  something  a little 
poorer  than  individual  practice  of  medicine  such 
as  our  fathers  have  known,  which  has  been  so 
fine  in  America — take  something  a little  less  good, 
but  something  better  than  State  Medicine. 

“It  seems  to  me  that  is  the  crux  of  this  mat- 
ter. We  ought  to  be  thinking  about  it  and  ex- 
perimenting with  it  in  some  county  of  the  State.” 

The  President  referred  the  report  to  the  Refer- 
ence Committee  on  Reports  of  Committees. 

The  Committee  on  Publication  presented  its  re- 
port as  printed  in  the  Handbook,  as  follows; 

REPORT  OF  THE  COMMITTEE  ON 
PUBLICATION 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

Colorado  Medicine,  the  business  enterprise  of 
the  Colorado  State  Medical  Society,  has  felt  the 
sting  of  the  depression.  The  last  twelve  issues 
contain  154  fewer  pages  of  advertising  than  the 
twelve  issues  preceding.  With  the  shrinkage  in 
advertising  there  has  been  a shrinkage  in  income, 
and  consequently  a decrease  in  the  number  of 
pages  devoted  to  scientific  papers.  The  scientific 


sections  of  the  last  twelve  issues  contain  98  fewer 
pages  than  the  preceding  twelve  issues.  Unfor- 
tunately the  smaller  size  of  the  journal  has  en- 
tailed delay  in  publication  of  some  of  the  papers 
presented  at  the  last  annual  meeting.  Apologies 
are  due  to  essayists  who  seemingly  have  been 
slighted  because  of  this  situation,  and  apprecia- 
tion is  hereby  tendered  for  their  forbearance. 

The  Committee  on  Publication  wishes  to  extend 
its  thanks  to  Dr.  Douglas  Macomber  for  his  able 
editorship  of  Colorado  Medicine,  and  to  Mr.  Har- 
vey Setliman  for  his  diligent  attention  to  the  busi- 
ness needs  of  the  journal. 

Below  is  appended  a brief  statistical  report  cov- 
ering the  last  twelve  issues  of  Colorado  Medicine : 


Pages,  scientific  section 502 

Pages,  advertising  section  494 

Total  pages  published  996 

Original  articles,  Colorado  section  46 

Early  diagnosis  articles,  Colorado  section  4 

Case  reports,  Colorado  section  10 

Original  articles,  Wyoming  section  9 

Original  articles,  Hospital  section  . 9 

Books  received  for  review 81 

Volumes  of  exchange  journals  received  72 


The  financial  status  of  Colorado  Medicine  is 
covered  in  the  separate  report  of  the  Executive 
Secretary. 

Respectfully  submitted, 

C.  F.  KEMPER,  Chairman, 

C.  S.  BLUEMEL, 

WILLIAM  H.  CRISP. 

The  report  was  referred  to  the  Reference  Com- 
mittee on  Reports  of  Committees. 

The  report  of  the  Committee  on  Postgraduate 
Clinics  was  presented  by  Dr.  Rees,  as  follows  : 

REPORT  OF  THE  COMMITTEE  ON 
POSTGRADUATE  CLINICS 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

Your  Postgraduate  Clinics  Committee  wishes  to 
report  that  in  January  of  this  year  they  conducted 
a three-day  postgraduate  clinic.  This  clinic  was 
made  possible  through  the  cooperation  of  four 
hospitals  in  Denver,  namely,  The  Children’s  Hos- 
pital, Colorado  General  Hospital,  Denver  General 


Hospital,  and  National  Jewish  Hospital. 
Attendance  by  days  was  as  follows : 

January  18th  56 

January  19th  67 

January  20th  ..  99 


Fifty-three  Colorado  towns  were  represented. 

Forty-eight  Denver  clinicians  gave  their  serv- 
ices in  connection  with  the  clinics. 

Your  committee  believes  that  the  interest 
shown  in  the  clinic  was  quite  satisfactory,  and 
the  committee  is  of  the  opinion  that  increasing 
interest  would  be  shown  if  the  Society  considered 
it  advisable  to  continue  the  clinics  in  the  coming 
years. 

Respectfully  submitted, 

M.  H.  REES,  Chairman, 

O.  M.  GILBERT, 

C.  E.  HARRIS, 

NOLIE  MUMEY, 

G.  E.  CHELEY. 

Dr.  Rees:  “The  Committtee  is  glad  to  report 
that  the  Clinic  experiment  was  a success  educa- 
tionally and  financially.  There  has  been  a good 
deal  of  comment  as  to  how  the  Clinic  should  be 
continued  and  the  type  of  Clinic  which  should  be 
given.  Dr.  Harris  felt  that  in  the  future  we  should 
attempt  bedside  clinics  and  ward  walks  in  hos- 
pitals. I don't  know  how  that  would  work  out 
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unless  it  were  divided  up  into  very  small  sec- 
tions, a large  number  of  hospitals  being  used. 

“The  Committee  feels  that  operative  clinics 
should  not  he  used  except  as  we  used  them  last 
year,  namely:  Have  the  private  hospitals  not 
giving  the  clinic  invite  small  groups,  very  small 
groups,  to  observe  operative  clinics.  The  Com- 
mittee feels  that  the  clinic  should  be  on  patients, 
given  in  the  various  hospitals. 

“Another  question  that  arises  is  distributing 
these  clinics  over  the  State.  Your  Committee  at- 
tempted to  elicit  some  interest  in  towns  other 
than  Denver  but  we  were  not  successful.  One 
man  in  one  town  said,  ‘We  are  not  working  up 
our  cases  sufficiently  to  make  them  useful  foi 
clinics.' 

“If  that  is  tme,  it  seems  to  me  that  a clinic  in 
that  town  would  be  one  of  the  most  useful  things 
that  could  occur  there.  It  might  be  a good  thing 
to  have  those  clinics  given  in  such  places;  they'd 
have  to  be  hospital  centers  such  as  Colorado 
Springs  or  Pueblo  or  perhaps  Grand  Junction; 
they  would  have  to  be  places  where  there  would 
be  hospital  facilities  available,  where  there  would 
be  a sufficient  number  of  patients  available  to 
make  the  clinics  of  interest. 

“Your  Committee  feels  that  this  should  be  at- 
tempted next  year  and  that  there  should  be  an- 
other committee  appointed  to  carry  on.” 

The  report  was  referred  by  the  President  to  the 
Reference  Committee  on  Reports  of  Committees. 

The  report  of  the  Committee  on  Workmen's 
Compensation  Affairs  was  presented,  as  follows : 

REPORT  OF  THE  COMMITTEE  ON  WORK- 
MEN’S COMPENSATION  AFFAIRS 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

Your  Committee  met  seven  times  during  the 
year,  most  of  the  meetings  being  well  attended. 

Your  Committee  wishes  to  refer  to  its  report 
read  on  March  11,  1933,  before  the  special  session 
of  this  House,  as  constituting  a report  of  our  ma- 
jor activities  of  the  past  year.  In  furtherance  of 
the  recommendations  made  in  that  report  con- 
cerning pending  legislation,  members  of  this  Com- 
mittee assisted  the  Committee  on  Public  Policy 
to  the  best  of  their  abilities,  and  we  are  pleased 
to  report  that  proposed  legislation  which  this  Com- 
mittee and  the  Public  Policy  Committee  opposed 
failed  to  pass. 

After  adjournment  of  the  regular  session  of  the 
legislature,  this  Committee  planned  to  conduct 
conferences  with  the  State  Industrial  Commission 
with  a view  toward  better  understanding  between 
the  Commission  and  practicing  physicians,  but 
officers  of  the  Denver  County  Medical  Society 
announced  appointment  of  a Committee  to  carry- 
out similar  conferences  and  declined  to  refer  such 
work  to  your  State  Committee;  therefore  our  con- 
ferences were  not  held. 

As  announced  a year  ago,  your  Committee  has 
held  itself  in  readiness  at  any  time  to  undertake 
adjustment  of  differences  between  individual  phy- 
sicians and  che  Industrial  Commission.  Only  one 
such  complaint  was  brought  to  the  attention  of 
the  Committee  and  this  was  settled  without  Com- 
mittee action. 

Respectfully  submitted, 

A.  S.  CECCHINI,  Chairman, 

L.  G.  CROSBY, 

W.  R.  WAGGENER, 

J.  D.  CAREY, 

LANNING  E.  LIKES, 

D.  H.  O'ROURKE, 

JOHN  ANDREW. 


The  report  was  referred  to  the  Reference  Com- 
mittee on  Reports  of  Committees. 

The  President  asked  for  the  report  of  the  Com- 
mittee on  Veterans'  Legislation.  It  was  offered 
as  follows: 

REPORT  OF  THE  COMMITTEE  ON 
VETERAN'S  LEGISLATION 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

At  the  1932  session  of  the  Society  certain  reso- 
lutions proposed  by  the  Committee,  dealing  with 
the  subject  of  veteran's  relief,  were  adopted  by  a 
practically  unanimous  vote.  Copies  of  these  reso- 
lutions were  immediately  dispatched  to  our  repre- 
sentatives in  Washington,  to  the  officers  of  the 
American  Medical  Association  and  to  others  vital- 
ly interested  in  the  controversial  issue,  many  of 
these,  particularly  the  Surgeons  General  of  the 
Army  and  of  the  Public  Health  Service,  express- 
ing unqualified  approval.  It  will  be  of  interest 
to  this  legislative  body  to  learn  that  the  House 
of  Delegates  of  the  State  Medical  Society  of  New 
Mexico  also  adopted  these  resolutions  in  their 
entirety,  and  secured  extensive  cooperation  with- 
in the  sphere  of  its  influence.  It  will  be  recalled 
that  the  chief  concern  of  organized  medicine  at 
that  time  was  centered  in  the  proposed  limitation 
of  relief  solely  to  those  veterans  suffering  from 
disabilities  directly  connected  with  military  serv- 
ice, and  to  the  restriction  of  hospital  construction 
and  maintenance  for  this  class  alone.  In  fact  this 
Society  declared  itself  unalterably  opposed  to  the 
extension  of  Federal  hospital  facilities  of  any 
sort,  so  long  as  adequate  care  could  be  readily 
supplied  all  worthy  cases  by  our  civilian  institu- 
tions. 

At  the  time  these  resolutions  were  adopted  no 
one  could  have  foreseen  the  sweeping  changes  in 
all  governmental  policies  that  were  inaugurated 
under  a political  regime ; the  measures  providing 
for  a drastic  reduction,  particularly  in  all  forms 
of  expenditure  for  the  relief  of  veterans  and  their 
dependents  not  only  met  the  demands  of  organ- 
ized medicine  but  furnished  a just  and  equitable 
basis  for  the  adjustment  of  problems  which  will 
inevitably  arise  in  the  administration  of  such  a 
comprehensive  enactment. 

Your  Committee,  therefore,  has  only  to  report 
its  continued  interest  and  watchfulness  in  the  re- 
scinding of  Federal  laws  in  this  field,  which  are 
inimical  to  the  interests  of  our  profession,  and  to 
express  the  hope  that  similar  invasions  of  social- 
istic tendencies  may  be  as  happily  nullified. 

Respectfully  submitted, 

J.  W.  AMESSE,  Chairman, 
CRUM  EPLER, 

L.  H.  WINEMILLER, 

L.  V.  SAMS, 

E.  B.  LIDDLE. 

The  report  was  referred  to  the  Reference  Com- 
mittee on  Reports  of  Committees. 

The  report  of  the  Advisory  Committee  to  the 
School  of  Medicine  was  presented  by  Dr.  Bouslog, 
as  follows : 

REPORT  OF  THE  ADVISORY  COMMITTEE  TO 
THE  SCHOOL  OF  MEDICINE 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society : 

Your  Committee  met  thirteen  times  during  the 
year,  its  average  attendance  for  the  year  being 
93  per  cent.  In  addition,  a score  or  more  of  in- 
formal conferences  have  been  held  by  members 
of  the  Committee  with  doctors  and  officials  in- 
terested or  concerned  with  the  Committee’s  work. 


December,  1933 


485 


At  the  last  Annual  Session  this  House  referred 
to  the  Committee  a list  of  complaints  that  had 
been  previously  filed  with  the  Committee  on  Pub- 
lic Policy.  These  complaints  were  investigated 
with  great  care.  A summary  of  the  Committee’s 
findings  was  published  in  the  January,  1933,  issue 
of  Colorado  Medicine,  as  follows: 

Ever  since  the  Annual  Session  at  Estes  Park 
last  September,  the  Colorado  State  Medical  Soci- 
ety's Advisory  Committee  to  the  School  of  Medicine 
and  Hospitals  has  been  hard  at  work  studying-  the 
Colorado  General  and  Colorado  Psychopathic  Hos- 
pitals’ relations  to  the  practicing-  medical  profes- 
sion, with  a view  toward  bettering  these  rela- 
tions. This  work  has  involved  a detailed  investi- 
gation of  the  seven  formal  complaints  registered 
against  the  institutions  before  the  House  of  Dele- 
gates, which  the  House  turned  over  to  the  Com- 
mittee for  disposal. 

Until  now,  your  Committee  has  withheld  publi- 
cation of  any  of  its  acts.  Much  of  the  work,  both 
in  and  out  of  Committee  meetings,  has  been  of  a 
confidential  nature.  Suggestions  and  advice  which 
your  committee  issued  to  the  Dean  of  the  Medical 
School,  and,  through  him  to  the  Board  of  Regents 
of  the  University  of  Colorado,  could  not  well  be 
published  until  those  advised  could  reply. 

However,  your  Committee  has  been  cognizant 
of  an  increasing  misunderstanding  between  the 
practicing  physicians  on  the  one  side,  and  the  hos- 
pitals, their  executives  and  their  staffs  on  the 
other.  For  the  latter  reason,  and,  since  within 
the  last  few  weeks  some  definite  results  have  ac- 
crued, the  Committee’s  silence  is  broken. 

As  a result  of  actions  taken  by  the  Committee 
at  its  October  28,  1932,  meeting,  three  important 
announcements  can  now  be  made: 

First:  On  advice  of  the  Committee,  the  Board 
of  Regents  has  altered  its  rules  concerning  ad- 
missions to  Colorado  General  Hospital  so  that  in 
the  future  no  patients  will  be  admitted  who  are 
able  to  pay  more  than  $3.00  per  day  for  their 
hospitalization  and  medical  care.  This  eliminates 
the  “$5.00-per-day  patients”  entirely.  A majority 
of  your  Committee  feels  that  the  hospital  should 
admit  charity  cases  only;  but  such  a form  of  ad- 
mission would  require  a change  in  the  present 
law.  The  Regents  have  therefore  done  as  much 
as  they  can  under  existing  conditions. 

Second:  On  advice  of  your  Committee,  the  Board 
of  Regents  has  voted  to  discontinue  the  employ- 
ment of  a publicity  agent  for  the  University  of 
Colorado  School  of  Medicine.  This  should  elimi- 
nate all  embarrassing-  publicity  of  individual  doc- 
tors’ names  at  the  hospitals,  to  which  the  prac- 
ticing profession  has  justly  objected. 

Third:  At  the  request  of  Dr.  Franklin  G. 

Ebaugh,  Director  of  the  Colorado  Psychopathic 
Hospital,  the  Committee  has  instituted  measures 
which,  it  is  hoped  by  all  concerned,  will  largely 
if  not  entirely  eliminate  the  personal  publicity 
given  to  him  and  to  other  physicians  connected 
with  the  hospital  by  the  public  press. 

Practices  which  these  three  accomplishments 
hope  to  correct  have,  in  the  opinion  of  the  Com- 
mittee, been  the  primary  factors  in  misunderstand- 
ings between  the  institutions  and  the  physicians 
of  the  state.  The  Committee  recognizes  that  these 
three  are  not  the  only  “sore  spots,”  and  it  has 
undertaken  much  additional  work  and  many  con- 
ferences with  representatives  of  the  hospitals  and 
oT  the  University  toward  correction  of  other  faults. 

It  is  proper,  however,  at  this  time  to  remind 
the  physicians  of  Colorado  that  they  themselves 
are  the  only  ones  who  can  correct  many  of  the 
abuses  that  have  been  most  severely  criticized. 
Notable  among  these  is  the  admitted  fact  that 
some  patients  obtain  admission  to  Colorado  Gener- 
al Hospital  who  are  not  in  the  indigent  or  semi- 
indigent  classes  which  the  hospital  is  intended  to 
serve.  There  are  only  two  ways  in  which  these 
patients  can  gain  admission;  one  by  a certificate 
of  a board  of  county  commissioners,  the  other  by 
a certificate  from  a regularly  licensed  physician. 
The  Committee  does  not  ask,  nor  should  physicians 
expect,  the  hospital  to  maintain  a state-wide  so- 
cial service  investigative  system  capable  of  check- 
ing up  on  every  applicant  at  his  home.  Such 
would  be  financially  impracticable,  if  not  wholly 
impossible. 

To  correct  these  abuses,  physicians  must  united- 
ly refuse  to  approve  county  commissioners'  cer- 
tificates when  the  patient  seeking  admission  is  not 
indigent,  and  physicians  must  unitedly  refrain 
from  issuing  their  own  certificates  to  such  pa- 
tients  Your  Committee  has  found  that  it  is  a too 
frequent  practice  for  a physician  to  wink  at  his 
patient’s  financial  status  and  send  him  to  Colorado 
General  Hospital  rather  than  to- refer  the  patient 
to  a colleague  for  consultation,  or,  in  other  cases. 


send  him  to  Colorado  General  Hospital  rather  than 
to  do  the  necessary  work  at  home  for  a reduced 
fee. 

Physicians  have  the  political  strength,  if  they 
will  but  use  it,  to  force  their  respective  county 
commissioners  to  observe  the  law  in  respect  to  the 
indigency  of  patients  sent  to  Colorado  General 
Hospital.  They  have  the  facilities,  through  their 
county  medical  societies,  for  frank  talk  about  any 
and  all  patients  improperly  sent  to  the  institu- 
tions. 

Your  Committee  again  reminds  all  members  that 
it  is  organized  to  serve  the  entire  State  Medical 
Society,  to  do  what  it  can  toward  correcting 
abuses  of  the  privileges  offered  by  the  teaching 
hospitals,  to  receive  any  and  all  complaints  from 
members.  The  Committee  welcomes  these  com- 
plaints, and  members’ suggestions ; all  will  be  thor- 
oughly investigated  and  reported  upon.  Com- 
munications to  the  Committee  may  be  addressed 
to  any  member  of  the  Committee,  or  in  care  of  the 
Executive  Secretary  of  the  Society,  537  Republic- 
Building,  Denver. 

Prior  to  the  special  session  of  this  House,  held 
on  March  11,  1933,  your  Committee  prepared  a 
second  report,  addressed  to  the  Committee  on 
Public  Policy,  in  regard  to  legislative  bills  then 
pending  in  the  General  Assembly.  Together  with 
the  report  of  the  Public  Policy  Committee,  the 
House  adopted  this  second  report,  the  principal 
points  of  which  we  again  call  to  your  attention,  as 
follows : 

1.  The  Committee  advises  that  the  Colorado 
General  Hospital  should  be  for  indigent  patients 
only.  To  accomplish  this  would  require  a change 
in  our  present  laws.  The  Committee  feels  that 
it  may  be  inadvisable  to  ask  for  such  a change 
of  law  at  the  present  legislative  session,  but  the 
Public  Policy  Committee  can  decide  the  advisabil- 
ity of  this  act. 

2.  The  Committee  advises  that  the  Colorado 
General  Hospital  and  Medical  School  be  not  closed, 
providing  the  Board  of  Regents  will  recognize  and 
consult  the  Colorado  State  Medical  Society  regard- 
ing the  medical  and  hospital  policies  of  these  in- 
stitutions. * * * 

3.  The  Committee  advises  that  all  patients  ad- 
mitted to  the  Out-patient  Department  and  Colo- 
rado General  Hospital  be  required  to  sign  an  ap- 
plication similar  to  the  enclosed  form,  with  a pen- 
alty clause.  * * * 

4.  We  advise  that,  should  the  present  law  re- 
garding- admissions  to  the  Hospital  be  not  changed, 
the  following  law  be  repealed:  Paragraph  2 of 
Section  6 of  Chapter  186  of  the  Session  Laws  of 
Colorado,  1923,  which  reads  as  follows: 

"What  other  cases  may  be  admitted  to  the  Hos- 
pital: Students  of  the  University  and  such  other 
patients  as  the  Board  of  Regents,  to  an  extent 
that  will  not  interfere  with  the  primary  purpose 
of  said  hospital  as  set  forth  in  Section  3 may  di- 
rect, may  be  received  in  said  hospital  whenever 
there  is  room.  The  Board  of  Regents  may  always 
admit  to  the  hospital  such  cases  as  they  deem 
are  emergency.” 

Members  of  this  Committee  joined  hands  with 
the  members  of  the  Committee  on  Public  Policy 
in  watching  the  progress  of  bills  that  had  to  do 
with  the  Medical  School  and  in  endeavoring  to 
prevent  passage  of  legislation  detrimental  to 
medical  education  and  to  our  Society’s  expressed 
wishes. 

Although  none  of  the  changes  in  law  advised  by 
your  Committee  were  enacted  at  the  last  legisla- 
tive session,  we  believe  that  considerable  im- 
provement in  relations  with  these  hospitals  can 
be  brought  about  in  the  legislative  interim.  As 
noted  in  the  above  special  report,  one  of  your 
Committee’s  principal  recommendations  to  the 
School  authorities  has  been  that  the  prospective 
patient  be  required  to  answer  and  sign,  before 
admission,  a detailed  questionnaire  concerning  his 
financial  status,  said  questionnaire  to  carry  a 
heavy  penalty  for  falsification.  Establishment  of 
such  a plan  would,  we  believe,  relieve  the  county 
commissioners  and  the  physicians  themselves  of 
considerable  embarrassment  created  by  patients 
who  bring  political  and  other  pressure  to  bear  to 
force  a doctor  or  commissioner  to  certify  them 
for  hospital  admission.  The  Dean  and  Superin- 
tendent has  agreed  with  your  Committee  that  the 
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Questionnaire  plan  would  be  very  valuable,  but  he 
reports  that  restricted  appropriations  make  it  im- 
possible at  this  time  to  put  the  plan  into  effect. 
Inasmuch  as  the  Committee  finds  that  a large 
proportion  of  the  abuses  of  the  Hospitals’  priv- 
ileges are  traceable  directly  to  improper  certifi- 
cation of  patients  by  members  of  our  own  State 
Society,  we  feel  that  some  obligation  rests  upon 
the  Society  itself  to  aid  in  the  prevention  of  these 
abuses.  Therefore  your  Committee  recommends 
that  this  House  appropriate  the  sum  of  $300.00  to 
print  and  distribute  new  admission  forms  and 
questionnaires  for  the  above  purposes.  The  Dean 
and  Superintendent  reports  that  this  amount  will 
be  sufficient  to  put  the  plan  into  operation.  There 
would  be  no  additional  expense  to  the  Medical 
Society  in  maintaining  the  plan,  once  it  is  started. 

As  indicated  in  the  preceding  paragraph,  your 
Committee's  investigations  have  disclosed  mani- 
fold abuses  of  the  Colorado  General  Hospital  priv- 
ileges traceable  to  our  own  members.  They  also 
disclose  an  appalling  unwillingness  on  the  part  of 
our  own  members  to  aid  in  correcting  abuses  that 
have  been  reported.  Time  and  again  we  have  in- 
vestigated a complaint  regarding  the  admission 
of  an  ineligible  patient  only  to  find  that  the  Su- 
perintendent has  a letter  from  another  physician 
certifying  the  patient  as  eligible.  Many  unjust 
criticisms  of  the  administrative  officers  of  the 
Hospital  have  thus  arisen,  since  the  Superintend- 
ent is  informed  only  by  the  admission  papers  or 
letters  signed  by  the  physician.  The  physician 
should  be  more  specific  in  his  letter  to  the  Hos- 
pital asking  admission  for  a patient  than  simply 
to  say  “I’lease  admit  Mr.  or  Mrs.  X.’’  Letters 
from  the  Superintendent  of  the  Hospital,  asking 
information  about  patients,  have  in  the  past  been 
ignored  by  physicians.  They  should  be  answered 
promptly.  Your  Committee  itself  has  been  great- 
ly handicapped  in  some  of  its  investigations  by 
the  fact  that  members  of  our  Society  who  have 
made  verbal  complaints  ignore  our  letters  asking 
for  information.  The  physicians  should  keep  in 
mind  that  Colorado  General  Hospital  is  a teaching 
institution.  They  should  refer  only  those  cases 
of  teaching  value.  A few  physicians  try  to  send 
in  patients  for  a single  examination.  The  Dean 
states  that  such  cases  are  refused  as  being  of  no 
teaching  value. 

Your  Committee  finds  that  county  commission- 
ers abuse  the  admission  privileges  only  occa- 
sionally. The  Superintendent  reports  that  such 
abuse  comes  chiefly  from  the  eastern  part  of  the 
state,  where  it  is  often  difficult  to  get  a physi- 
cian to  examine  the  prospective  patient  without 
dangerous  delay.  Any  physician  knowing  of  abuse 
by  a county  commissioner  should  report  the  same 
at  once  to  this  ( 'ommittee  and  to  the  officers  of 
his  county  medical  society.  This  Committee  will 
promptly  report  its  findings  and  actions. 

Abuses  by  county  commissioners  cannot,  in  the 
opinion  of  your  Committee,  be  corrected  effec- 
tively by  the  Hospital  administration  or  other- 
wise' by  correspondence  out  of  Denver.  Such 
abuses  have  been  absolutely  eliminated  in  several 
counties  by  vigorous  actions  of  the  respective 
county  medical  societies,  and  w^e  feel  that  this 
may  well  be  done  over  the  entire  state.  We  ad- 
vise that  the  officers  of  county  medical  societies 
should  confer  frankly  with  their  county  commis- 
sioners concerning  these  problems,  not  once  but 
frequently,  and  educate  the  commissioners  as  to 
the  eventual  public  harm  done  by  granting  Hos- 
pital admissions  as  political  favors. 

A further  means  of  discouraging  abuses  by  both 
county  commissioners  and  physicians  is  open. 
Your  Committee  is  asking  the  Dean  and  Super- 


intendent to  provide  the  Committee  monthly  with 
a list  of  new'  and  re-admitted  patients,  their  ad- 
dresses, and  the  names  of  the  referring  physi- 
cians or  county  commissioners.  It  is  your  Com- 
mittee’s plan  to  copy  these  lists  by  counties  and 
mail  such  copies  monthly  from  the  Executive  Of- 
fice of  the  Society  to  each  county  and  district 
medical  society,  to  be  read  at  the  next  ensuing 
meeting  of  that  Society. 

On  May  23.  1933,  your  Committee  addressed  a 
letter  to  the  Board  of  Regents  of  the  University 
of  Colorado  advising  (1)  that  Colorado  General 
Hospital  should  be  conducted  for  indigent  pa- 
tients only,  (2)  that  the  form  of  admitting  pa- 
tients be  changed  (as  suggested  previously  in  this 
report),  (3)  that  full-time  faculty  members  be  not 
permitted  to  practice  medicine  privately  for  com- 
pensation, (4)  that  the  Colorado  Psychopathic 
Hospital  should  exercise  greater  care  in  the  ad- 
mission of  patients,  avoiding  the  acceptance  of 
neurological  cases  and  incurable  psychiatric  cases, 
and  (5)  that  the  promotion  of  friendly  relation- 
ships between  practicing  physicians  and  the  Hos- 
pitals would  be  aided  by  regular  conferences  be- 
tween this  Committee  and  the  Board  of  Regents. 
The  Committee  wras  informed  by  the  acting  presi- 
dent of  the  University  that  these  and  other  recom- 
mendations of  your  Committee  would  be  acted 
upon  after  the  return  of  President  George  Nor- 
lin.  We  feel  that  relations  would  also  be  im- 
proved by  conference  between  the  Advisory  Com- 
mittee and  the  Executive  Faculty  of  the  School 
at  least  twice  a year.  Such  meetings  with  the 
Board  of  Regents  and  the  Executive  Faculty  will 
have  to  come  as  a result  of  invitations  from  these 
bodies. 

References  have  been  made  in  this  report  to 
our  advice  for  changes  in  the  laws  governing  the 
teaching  hospitals,  and  for  establishing  Colorado 
General  as  a hospital  for  indigent  patients  only. 
We  believe  that  several  changes  in  the  present 
hospital  laws  are  advisable.  A careful  study 
should  be  made  over  a considerable  period  of 
time,  to  include  investigation  of  the  situation  in 
other  states  which  have  institutional  set-ups 
similar  to  our  own,  especially  in  Wisconsin,  Iowa, 
Nebraska,  and  Michigan.  Much  can  be  learned 
from  studies  that  have  already  been  made  in  those 
states,  especially  from  a recent  study  which  the 
Michigan  State  Medical  Society  completed  at  a 
cost  to  that  Society  of  more  than  $10,000.00.  With 
such  work,  your  Committee  believes  that  simple 
and  adequate  amendments  to  the  present  hospital 
law  can  be  prepared  before  the  next  regular  ses- 
sion of  the  legislature.  Towrard  the  eventual  goal 
of  making  Colorado  General  a hospital  for  in- 
digents only,  there  must  be  a campaign  of  educa- 
tion of  the  public  and  its  political  leaders  so  that 
the  legislature  will  appropriate  sufficient  funds 
to  support  the  institution  on  that  basis. 

In  summing  up,  your  Committee  finds  that  our 
members’  relationships  with  the  teaching  hos- 
pitals have  been  impaired  principally  by  the  fol- 
lowing : 

1.  Abuse  of  admission  privileges  by  our 
own  members. 

2.  Abuse  of  admission  privileges  by  coun- 
ty commissioners. 

3.  Inadequate  investigation  of  prospective 
patients  by  the  hospital  administration. 

4.  Private  practice  for  compensation  by- 
faculty  members  supposedly  on  full-time  sal- 
aries. 

5.  Former  undesirable  publicity  of  the  in- 
stitutions and  their  personnel. 

6.  Former  acceptance  of  “full-pay"  pa- 
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tients,  aDle  to  pay  $5.00  per  day  for  their  hos- 
pitalization. 

Including  those  suggestions  amplified  more 
fully  in  the  body  of  this  report,  your  Committee 
respectfully  recommends  to  this  House: 

1.  That  it  be  a policy  and  goal  of  this  So- 
ciety to  bring  about  establishment  of  Colorado 
General  Hospital  as  a hospital  for  indigent 
patients  only. 

2.  That  it  be  a policy  of  this  Society  that 
staff  and  faculty  members  on  full-time  sal- 
aries at  the  Medical  School  and  its  teaching 
hospitals  be  not  allowed  to  practice  medicine 
privately  for  compensation. 

3.  That  this  year  only,  the  House  appro- 
priate from  our  Society’s  Education  Fhnd  re- 
serves the  necessary  funds,  not  to  exceed 
$300.00,  to  be  used  by  the  administration  of 
the  School  of  Medicine  and  Hospitals  in  es- 
tablishing the  penalty-questionnaire  system 
of  admissions  as  prepared  jointly  by  the  Ad- 
visory Committee  and  the  Dean  and  Superin- 
tendent. 

4.  That  the  Executive  Secretary  of  the  So- 
ciety be  empowered  and  directed  to  circular- 
ize the  county  and  district  societies  monthly 
with  such  lists  of  admitted  patients  and  re- 
ferring sources  as  are  given  to  him  by  the 
authorities  of  Colorado  General  Hospital. 

5.  That  it  be  a policy  of  this  Society  to  in- 
sist against  any  re-establishment  of  a pub- 
licity department  for  the  Medical  School  or 
its  teaching  hospitals. 

6.  That  an  Advisory  Committee  to  the 
School  of  Medicine  and  Hospitals  be  contin- 
ued for  at  least  two  more  years,  and  be  in- 
structed to  draft  tentative  amendments  to  the 
laws  governing  the  teaching  hospitals  for  pre- 
sentation to  this  House  at  the  next  ensuing 
Annual  Session. 

7.  That  this  House  instruct  the  president 
and  secretary  of  each  county  and  district  so- 
ciety to  confer  with  their  respective  county 
commissioners  and  by  friendly  and  frank  con- 
ference to  explain  the  dangerous  ethical  and 
economic  precedents  being  established  by  po- 
litical abuses  of  the  previleges  of  the  teach- 
ing hospitals. 

In  closing  your  Committee  wishes  to  express 
its  sincere  thanks  to  Dr.  Maurice  H.  Rees,  Dean 
and  Superintendent,  for  his  untiring  cooperation 
in  this  arduous  work. 

Respectfully  submitted, 

JOHN  S.  BOUSLOG,  Chairman,  Denver; 

T.  D.  CUNNINGHAM,  Denver; 

CHARLES  O.  GIESE,  Colorado  Springs; 

N.  A.  MADLER,  Greeley; 

C.  E.  SIDWELL,  Longmont; 

F.  B.  STEPHENSON,  ex-Officio,  Denver. 

Dr.  Rees:  "Mr.  Chairman,  may  I have  the 
privilege  of  the  floor?” 

President  Stephenson:  “With  the  consent  of 
the  House.  Shall  we  grant  Dr.  Rees  the  privilege 
of  the  floor?” 

Consent  was  indicated  by  the  House. 

Dr.  Rees:  “The  only  comment  I wish  to  make 
is  to  express  in  behalf  of  the  Medical  School  and 
Hospital  our  keen  appreciation  of  the  wonderful 
work  that  this  Committee  has  done  during  the 
past  year.  It  has  surprised  me  to  see  the  way 
the  men  have  come  to  the  Committee  meetings 
and  taken  part,  and  the  many  helpful  suggestions 
which  they  have  given  us. 

“In  behalf  of  the  School  and  the  Hospital,  we 
want  to  thank  the  Chairman  and  the  members 
of  this  Committee. 


“We  are  sorry  that  our  extreme  depletion  of 
funds  this  year  makes  it  impossible  to  carry  out 
all  of  the  recommendations  which  have  been 
made.  We  are  in  a rather  deplorable  situation, 
financially,  but  we  believe  that  in  the  future  the 
medical  profession  will  realize  that  if  they  help 
us  out  we  can  help  them  out,  and  that  they  can- 
not help  themselves  by  going  into  the  legislature 
and  attempting  to  have  our  funds  reduced  or  at- 
tempting to  make  us  an  annex  to  a Pueblo  insti- 
tution.” 

The  report  was  referred  by  the  President  to  the 
Reference  Committee  on  Reports  of  Committees. 

President  Stephenson:  “May  I say  at  this  time 
that  so  much  work  is  being  put  upon  this  Refer- 
ence Committee  that  I feel  perhaps  it  should  be 
enlarged,  and  I am  going  to  make  it  a committee 
of  five.  We  already  have  Dr.  Likes,  Dr.  Cheley 
and  Dr.  Johnston.  I will  add  the  names  of  Dr. 
Rex  Fuller  of  Salida  and  Dr.  Claude  E.  Cooper 
of  Denver  so  there  will  be  five  serving  on  the 
Reference  Committee  on  Reports  of  Committees.” 

The  report  of  the  Committee  on  State  Registra- 
tion Fee  was  presented  by  Dr.  Rogers,  as  follows : 

REPORT  OF  THE  CO M M I TTE E ON  STATE 
REGISTRATION  FEE 

To  the  House  of  Delegates  of  the  Colorado  State 

Medical  Society: 

Your  Committee  respectfully  refers  this  House 
to  the  report  presented  on  March  11,  1933,  to  the 
Special  Session  of  the  House,  and  adopted  as 
presented. 

This  Committee  and  the  Committee  on  Public 
Policy  endeavored  to  carry  out  the  expressed 
wishes  of  the  House  and  bring  about  the  repeal 
of  the  State  Registration  Fee  Law,  but  the  legis- 
lature allowed  the  law  to  remain  on  the  books. 

Your  Committee  recommends  renewed  activity 
toward  this  repeal  at  the  next  regular  session  of 
the  legislature. 

Respectfully  submitted, 

R.  W.  ARNDT,  Chairman, 

T.  E.  BEYER, 

F.  E.  ROGERS. 

Dr.  Rogers:  "The  full  report  of  the  Commit- 
tee was  made  at  the  special  meeting  of  the  House 
of  Delegates  in  March.  It  is  published  on  page 
159  of  Colorado  Medicine  for  April,  1933.  We  have 
at  this  time  to  add  that  the  principal  reason,  ap- 
parently, for  the  annual  registration  fee  being 
put  through  was  to  pay  for  legal  expenses.  The 
legal  expense  on  the  part  of  the  Medical  Board 
are  now  taken  care  of  by  the  State’s  Attorney 
General.  Last  year  the  expense  was  over  four 
thousand  dollars  to  the  legal  department  of  the 
Beard.  This  year  and  in  the  future,  it  will  be 
taken  care  of  by  the  Attorney  General’s  office. 
The  bill  was  not  repealed  as  the  Committee  wished 
and  recommended,  and  the  House  adopted  the 
report. 

“The  Chairman  of  the  Committee,  when  he  made 
the  report,  mentioned  the  fact  that  this  law  had 
been  submitted  to  some  attorneys  who  had  given 
the  opinion  that  it  was  unconstitutional  and  that  it 
could  be  successfully  fought  in  the  courts.  The 
Chairman  advised,  then,  that  if  the  bill  was  not 
repealed  the  members  of  the  profession  refrain 
from  paying  their  annual  dues  and  there  couldn’t 
anything  happen  to  them. 

“The  penalty  under  the  law  is  that  without  any 
trial  and  without  any  consultation  on  the  part  of 
the  offender  who  has  not  paid  his  dues,  his  license 
may  be  revoked.  We  believe  that  is  unconstitu- 
tional.” 

The  report  was  referred  by  the  President  to  the 
Reference  Committee  on  Reports  of  Committees. 
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The  Executive  Secretary  announced  that  the 
Committee  on  Cancer  was  to  hold  a meeting  dur- 
ing the  afternoon  and  wished  to  defer  its  report 
until  the  evening  session  of  the  House.  The  report 
was  accordingly  deferred. 

President  Stephenson:  “Gentlemen,  that  com- 
pletes the  reports  of  committees.  What  unfinished 
business  is  there  on  hand,  Mr.  Secretary?-’ 

Mr.  Sethman:  “On  the  desk  of  the  Secretary 
are  three  amendments  to  the  Constitution  of  the 
Society  which  were  submitted  last  year  and, 
which  therefore,  come  before  this  meeting  as  un- 
finished business.  The  amendments  are  in  that 
‘Supplement  to  the  Report  of  the  Hoard  of  Trus- 
tees’ wherein  the  Board  of  Trustees  recommends 
the  passage  of  two  of  the  amendments  and  the 
rejection  of  the  third.”  (See  I’age  466.) 

Dr.  Bortree:  “Mr.  President:  Following  the 
suggestion  of  the  Beard  of  Trustees,  I move  that 
we  adopt  the  amendments  to  Article  VIII,  Sec- 
tions 1 and  2,  as  printed,  having  to  do  with  in- 
creasing the  number  of  Councillors  from  five  to 
nine  and  changing  the  method  of  election  of 
same.” 

The  motion  was  seconded  by  Dr.  Barnard. 

Dr.  Garwood:  “Does  that  refer  to  the  number 
of  Councillors?” 

Dr.  Bortree:  “Yes.  There  seems  to  be  some 
doubt  in  the  minds  of  the  members  about  this 
and  I’d  like  to  amplify  it  a bit. 

“At  the  present  time  the  State  of  Colorado  is 
divided  into  five  Councillor  Districts,  represented 
by  one  man  each.  It  is  the  duty  of  the  Councillor 
to  visit  each  County  Society  in  his  district  at 
least  once  a year ; to  act  as  arbitrator  in  cases 
of  dessension  in  the  County  Societies,  especially 
with  regard  to  ethics,  etc. 

“It  is  physically  impossible  for  cue  man  to  visit 
all  the  County  Societies  in  his  District  in  one 
year  the  way  the  Districts  are  arranged  at  the 
present  time.  By  increasing  the  Districts  from 
five  to  nine,  it  will  be  possible.  The  re-districting 
of  the  State  will  make  it  possible  for  a Councillor 
to  do  efficient  work  without  too  great  a sacrifice. 
It  ought  to  improve  the  status  of  the  practice  of 
medicine  in  the  State  of  Colorado.  We  feel  that 
it  is  a worth  while  change.” 

President  Stephenson:  “This  does  not  change 
the  function  of  the  Councillors  in  any  respect.  It 
just  enables  them  to  do  their  work  better.  In 
answer  to  Dr.  Garwood : the  Councillors  are  to 
serve  three  years.  Instead  of  serving  five  years, 
they  are  rotated  so  that  they  serve  for  three  years 
only.” 

Dr.  Garwood:  “The  motion  referred  only  to  the 
two  recommended  by  the  Board  of  Trustees 
and  not  the  last  one  that  was  not  recommended 
by  the  Board  of  Trustees." 

Dr.  Bortree:  “Sections  1 and  2 of  Article 
VIII.” 

Dr.  Bortree’s  motion  was  carried,  carrying 
adoption  of  the  two  sections  of  Article  VIII  re- 
ferred to. 

Dr.  Stephenson:  "What  is  the  next  order  of 
unfinished  business?” 

Mr.  Sethman:  “Next  is  to  act  upon  the  pro- 
posed amendment  which  is  carried  in  that  same 
Supplemental  Report  of  the  Board  of  Trustees  to 
amend  Article  V entitled  ‘House  of  Delegates.’ 

“The  amendment  proposed  last  year  would  in- 
sert after  the  word  ‘societies'  in  the  fourth  line 
of  the  Article  the  words  ‘and  by  the  Past  Presi- 
dents.’ The  sentence  would  then  read,  ‘It  shall 
consist  of  delegates  elected  by  the  constituent 


societies  and  by  the  past  Presidents  as  in  the  by- 
laws hereinafter  provided,  and  the  President, 
Secretary  and  Treasurer.’  ” 

Dr.  Garwood  moved  support  of  the  recommenda- 
tion of  the  Board  of  Trustees;  that  this  amend- 
ment be  rejected. 

Dr.  Bortree:  “Might  I amplify  this  motion  by 
stating  our  reasons  for  this  recommendation? 

“We  feel  that  advice  from  the  past  Presidents 
is  extremely  desirable.  We  feel,  however,  that 
electing  members  from  the  past  Presidents  to  the 
floor  would  alter  the  representative  character  of 
this  assemblage.  A better  solution  of  the  prob- 
lem would  be  to  have,  by  resolution,  the  privilege 
of  the  floor  for  discussion  granted  to  the  former 
Presidents.  We  would  therefore  have  the  benefit 
of  their  experience  without  altering  the  repre- 
sentative character  of  the  House  of  Delegates.” 

Dr.  Garwood’s  motion  carried. 

President  Stephenson:  “New  business  is  in 
order  and  the  election  of  a Nominating  Commit- 
tee is  the  first  order  under  that  heading.” 

The  following  nominations  were  presented  : 

Dr.  G.  C.  Cary,  Mesa  County. 

Dr.  H.  R.  McKeen,  Denver  County. 

Dr.  O.  E.  Bennell.  Weld  County. 

Dr.  ,T.  A.  Sevier,  El  Paso  County. 

Dr.  H.  T.  Low,  Pueblo  County. 

Dr.  Garwood  moved  that  the  above  Committee 
be  elected  by  acclamation,  there  being  no  contest 
for  election.  Motion  carried. 

President  Stephenson:  “The  Secretary  has  some 
new  business  to  present.” 

Mr.  Sethman:  “In  order  to  lay  it  officially  be- 
fore the  House,  I will  call  attention  to  that  Sup- 
plement to  the  Report  of  the  Executive  Secretary 
(See  Page  470),  which  consists  of  the  amend- 
ments to  the  by-laws  drawn  by  the  Executive  Sec- 
retary on  instruction  of  the  Board  of  Trustees  to 
cany  into  effect  the  constitutional  amendments 
which  you  have  this  morning  adopted.  I formally 
present  them  at  this  time,  Mr.  President.  They 
can  be  acted  upon  a day  later  in  this  same  annual 
session.” 

Dr.  Low:  “Mr.  President:  I move  that  a com- 
mittee be  appointed  to  draw  up  resolutions  ex- 
pressing the  sympathy  of  this  Society  and  our  re- 
gret at  the  death  of  Mrs.  Espey,  wife  of  John  R. 
Espey  of  Trinidad,  a past  President  and  present 
alternate  Delegate  and  a past  Delegate  to  the 
American  Medical  Association.” 

The  motion  was  seconded  and  carried. 

President  Stephenson  appointed  on  that  com- 
mittee Dr.  Low,  Chairman;  Dr.  McKeen  and  Dr. 
Darrow. 

There  being  no  further  business  to  come  before 
this  session  of  the  House  of  Delegates,  it  there- 
upon adjourned. 

SECOND  MEETING  OE  THE  HOUSE  OF 
DELEGATES 

7:50  p.  m.,  September  14,  1933 

The  meeting  was  called  to  order  by  President 
Webb,  pursuant  to  adjournment. 

The  roll  was  called  by  the  Execuiive  Secretary, 
who  announced  a quorum. 

Reading  of  minutes  of  the  forenoon  session  of 
the  House  of  Delegates  was  postponed  to  Satur- 
day’s meeting,  September  16,  by  motion  duly  made 
and  carried: 

The  President  called  for  reports  of  Reference 
Committees.  Dr.  McClanahan  read  the  report  of 
the  Committee  on  Reports  of  Officers,  as  follows  : 
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REPORT  OF  THE  REFERENCE  COMMITTEE 
ON  REPORTS  OF  OFFICERS 

To  the  House  of  Delegates  : Sept.  14,  1933. 

Your  Committee  has  the  honor  to  report  as  fol- 
lows concerning  the  reports  of  officers: 

Report  of  the  Board  of  Trustees 

(a)  We  commend  the  drastic  reductions  in  the 
budget  reported  by  the  Board  of  Trustees.  Since 
the  incomes  of  individual  physicians  have  under- 
gone a still  more  severe  reduction,  we  recom- 
mend still  further  curtailments  in  the  budget 
wherever  that  is  possible. 

(b)  We  approve  the  increase  in  the  number 
of  Councillor  districts  from  five  to  nine. 

(c)  We  commend  the  action  taken  in  extend- 
ing the  privileges  of  the  floor  to  Past  Presidents 
during  the  sessions  of  the  House  of  Delegates. 

(d)  We  approve  the  recommendations  of  the 
Board  of  Trustees  that  Articles  VIII  and  V be 
amended  as  noted  in  their  report. 

Report  of  the  Council 

We  are  gratified  that  so  few  matters  of  im- 
portance had  to  be  brought  to  the  attention  of 
the  Council  during  the  past  year. 

Report  of  the  Executive  Secretary 

We  commend  the  efficient  work  of  the  Execu- 
tive Secretary  and  his  staff  during  the  past  year. 
We  approve  the  recommendation  that  the  idea  of 
the  Basic  Science  Law  be  popularized  with  the 
laity. 

We  suggest  that  the  Library  have  published  in 
Colorado  Medicine  a list  of  new  books  and  peri- 
odicals received  each  month,  in  lieu  of  the  Execu- 
tive Secretary’s  suggested  bulletin.  The  semi- 
annual bulletin  suggested  by  the  Executive  Secre- 
tary could  also  be  published  in  Colorado  Medicine. 

Report  of  the  Treasurer 

We  approve  the  report  of  the  Treasurer  as 
rendered. 

Report  of  the  Delegates  to  the  American  Medical 
Association 

We  commend  the  diligence  of  our  Delegates  to 
the  American  Medical  Association,  realizing  that 
their  service  to  this  Society  was  rendered  at  con- 
siderable personal  inconvenience  and  sacrifice, 
and  we  approve  their  report. 

Respectfully  submitted, 

A.  C.  McCLANAHAN,  Chairman, 
M.  O.  SHIVERS, 

JAMES  M.  SHIELDS. 

Dr.  Fulwider  moved  acceptance  of  the  report. 
Motion  was  seconded  by  Dr.  Sevier  and  carried. 

The  report  of  the  Reference  Committee  on  Re- 
ports of  Committees  was  read  by  Dr.  Cheley,  as 
follows : 

REPORT  OF  THE  REFERENCE  COMMITTEE 
ON  REPORTS  OF  COMMITTEES 

To  the  House  of  Delegates : Sept.  14,  1933. 

Your  Committee  has  carefully  considered  all 
reports  referred  to  it,  and  wishes  to  make  the  fol- 
lowing comments  and  recommendations : 

Your  Committee  respectfully  urges  the  Dele- 
gates to  see  to  it  that  the  Committee  Reports 
published  in  the  1933  Handbook  are  read  at  the 
next  meeting  of  every  constituent  society. 

Report  of  the  Committee  on  Scientific  Work. — 1 
This  report  is  accepted  as  published  in  the  Hand- 
book, and  we  wish  strongly  to  commend  the  Com- 
mittee on  Scientific  Work  for  the  arrangement  of 
such  an  excellent  scientific  program,  and  for  ob- 
taining as  special  guests  of  the  Society  men  of 
outstanding  ability  in  their  respective  fields. 

Report  of  the  Committee  on  Arrangements. — 
This  report  is  accepted  as  published  in  the  Hand- 


book. We  wish  to  express  our  appreciation  of  the 
efforts  of  this  Committee. 

Report  of  the  Committee  on  Public  Policy. — 
This  report  is  accepted  as  published  in  the  Hand- 
book, with  the  following  recommendations : First, 
that  the  Delegates  report  to  their  county  societies 
the  work  of  this  Committee,  and  organize  a cam- 
paign of  education  relative  to  the  Basic  Science 
Law.  This  Committee  is  to  be  especially  com- 
mended for  having  held  thirty-two  meetings,  with 
a majority  of  members  present  at  all  but  one 
meeting. 

Report  of  the  Committee  on  Medical  Defense. — 
The  report  of  the  Committee  is  accepted  as  pub- 
lished in  the  Handbook,  and  we  wish  to  express 
our  appreciation  of  the  untiring  efforts  of  this 
Committee  in  dealing  with  increasing  numbers  of 
malpractice  suits  and  threats.  We  wish  to  call 
attention  to  the  fact  that  liability  insurance  poli- 
cies are  in  force  at  the  reduced  rates  granted 
under  our  master  policies  only  so  long  as  mem- 
bers maintain  themselves  in  good  standing  in  the 
Society.  It  is  imperative  that  members  keep  their 
dues  paid  in  order  to  keep  their  insurance  effec- 
tive. 

Report  of  the  Committee  on  Medical  Education 
and  Hospitals. — No  business  was  presented  to 
this  Committee  during  the  year  and  therefore  no 
meetings  were  held.  We  wish  to  express  our  sym- 
pathy to  its  Chairman,  Doctor  Meader,  in  his 
illness. 

Report  of  the  Committee  on  Library  and  Medical 
Literature. — The  report  of  this  Committee  is  ac- 
cepted as  published  in  the  Handbook.  We  recom- 
mend that  the  Delegates  again  inform  their  re- 
spective county  societies  of  the  privileges  of  the 
Library  and  urge  its  greater  use. 

Report  of  the  Committee  on  Cooperation  with 
Allied  Professions. — The  report  of  this  Committee 
is  accepted  as  published  in  the  Handbook.  We 
recommend  that  this  Committee  institute  further 
measures  to  bring  about  closer  and  more  friendly 
relations  with  the  allied  professions. 

Report  of  the  Committee  on  Medical  Economics. 
— This  report  is  accepted  as  published  in  the 
Handbook.  We  approve  the  idea  suggested  that 
the  profession  take  the  lead  in  bringing  medical 
costs  within  the  means  of  the  low  income  public 
through  the  application  of  the  insurance  principle 
to  their  problems.  We  favor  a trial  by  county  so- 
cieties offering  such  insurance  to  the  classes  for 
which  it  is  designed.  We  do  not  believe  such  a 
trial  of  an  insurance  contract  will  provoke  a 
revolution  in  the  conduct  of  medical  practice. 
We  approve  the  suggestion  that  this  Society 
through  its  Executive  Office  contact  those  who 
may  intend  entering  this  profession  and  inform 
them  what  medicine  has  to  offer,  both  competitive 
and  remunerative.  We  urge  every  physician  to 
inform  himself  concerning  medical  economics  and 
how  they  will  affect  him.  We  regret  that  the  A. 
M.  A.  has  not  as  yet  been  of  more  practical  help 
to  the  physician  in  his  economic  problems,  but  we 
look  to  recommendations  of  value  in  the  near 
future. 

Report  of  the  Committee  on  Publication. — This 
report  is  accepted  as  published  in  the  Handbook, 
and  we  wish  to  compliment  the  Committee  on  the 
quality  of  the  journal  in  the  face  of  restricted 
finances. 

Report  of  the  Committee  on  Postgraduate 
Clinics. — This  report  is  accepted  as  published  in 
the  Handbook,  and  offer  as  a suggestion  that  the 
Postgraduate  Clinics  be  given  under  the  auspices 
of  the  State  Society,  and  believe  that  they  might 
be  advantageously  held  jointly  with  the  Spring 
Clinics  of  the  School  of  Medicine.  We  also  sug- 
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gest  that  these  Clinics  should  include  the  facili- 
ties of  the  other  Denver  hospitals  as  utilized  this 
past  year,  and  that  members  of  the  Society  out- 
side of  Denver  be  invited  to  participate.  We  be- 
lieve that  the  smaller  communities  do  not  offer 
facilities  sufficient  to  carry  out  the  aim  of  these 
Clinics.  We  suggest  that  the  plan  of  holding  the 
Clinics  during  Stock  Show  week  be  continued, 
since  during  this  week  reduced  rail  fares  are 
available,  and  ample  entertainment  is  available. 

Report  of  the  Committee  cn  Workmen's  Com- 
pensation Affairs. — This  report  is  accepted  as  pub- 
lished in  the  Handbook.  Owing  to  the  increasing 
problems  attendant  upon  the  operation  of  the 
workmen’s  compensation  laws,  we  urge  that  this 
Committee  continue  its  close  contact  with  the  ac- 
tivities of  the  State  Industrial  Commission. 

Report  of  the  Committee  on  Veterans’  Legisla- 
tion.— This  report  is  accepted  as  published  in  the 
Handbook.  We  recommend  that  this  Committee 
be  continued  as  a Committee  cn  military  affairs 
generally,  and  increase  its  scope  of  activities  to 
represent  this  Society  in  all  its  military  relations. 

Report  of  the  Advisory  Committee  to  the  School 
of  Medicine. — This  report  is  accepted  as  published 
in  the  Handbook.  We  wish  to  express  our  ap- 
preciation of  the  untiring  efforts  of  the  members 
of  this  Committee  in  analyzing  the  criticisms  made 
against  Colorado  General  Hospital  and  instituting 
measures  to  bring  about  more  amicable  under- 
standing. We  recommend  that  the  requested  ap- 
propriation of  $300.00  for  financing  a question- 
naire of  applicants  for  admission  to  the  hospital 
be  granted. 

Report  of  the  Committee  on  State  Registration 
Pee. — This  report  is  accepted  as  published  in  the 
Handbook.  The  survey  made  by  this  Committee 
will  be  of  no  inconsiderable  value  in  the  efforts 
toward  repeal  of  the  State  Registration  Law, 
which  we  hope  the  Committee  on  Public  Policy 
may  be  able  to  effect  at  the  next  legislative  ses- 
sion. We  recommend  that  the  Committee  on 
State  Registration  Fee  be  discharged  with  the 
thanks  of  the  Society. 

Respectfully  submitted, 

LANNING  E.  LIKES,  Chairman, 
C.  REX  FULLER, 

CLAUDE  E.  COOPER. 

R.  S.  JOHNSTON, 

G.  E.  CHELEY,  Secretary. 

Dr.  Shivers  moved  acceptance  of  the  report. 
Motion  seconded  by  Dr.  Cooper  and  carried. 

Dr.  Bouslog  read  the  report  of  the  Reference 
Committee  on  Audits  and  Appropriations  as  fol- 
lows : 

REPORT  OF  THE  COMMITTEE  ON  AUDITS 
AND  APPROPRIATIONS 

Sept.  14,  1933. 

To  tlie  House  of  Delegates: 

Your  Committee  has  the  honor  of  reporting  that 
we  have  severally  examined  the  certificate  of 
Hartsfield  and  Peabody,  Certified  Public  Account- 
ants, and  hereby  accept  the  certificate,  entitled : 
“General  Audit  of  the  Accounts  and  Records  of 
the  Colorado  State  Medical  Society  for  the  year 
ended  August  thirty-first,  1933.’’ 

We  recommend  the  adoption  of  the  budget  as 
published  in  the  1933  Handbook,  as  found  on 
pages  7 and  8,  with  the  following  addition:  That 
the  House  appropriate  from  the  Society’s  Educa- 
tional Fund  Reserves  the  sum  of  three  hundred 
dollars  ($300.00)  to  be  used  by  the  administration 
of  the  University  of  Colorado  School  of  Medicine 
and  Hospitals  in  establishing  the  penalty-ques- 
tionnaire system  of  admissions  as  prepared  jointly 


by  the  Advisory  Committee  of  this  Society  and 
the  Dean  and  Superintendent  of  the  Hospitals. 

In  conclusion,  your  Committee  wishes  to  state 
that  by  reducing  each  item  of  the  budget  as  much 
as  possible,  the  Board  of  Trustees  has  presented 
a balanced  budget  at  a figure  $3,100  under  last 
year's  expenditures. 

Respectfully  submitted, 

JOHN  S.  BOUSLOG,  Chairman, 
HAROLD  T.  LOW, 

D.  A.  VANDERHOOF, 

L.  W.  BORTREE,  Treasurer, 
ex-officio. 

Dr.  Garwood:  “Mr.  President,  I'd  like  to  ask 
the  Chairman  of  the  Committee,  Dr.  Bouslog,  who 
submitted  the  report,  exactly  what  this  three  hun- 
dred dollars  is  for.  It  says  there  ‘for  the  adminis- 
tration' of  something  connected  with  the  Medical 
School  and  Hospital  but  it  doesn’t  enumerate  what 
it  is  for.  Is  it  to  buy  cards  or  pamphlets?  Or 
what?” 

President  Webb:  “That  was  explained  in  the 
former  Committee  report.” 

Dr.  Bouslog:  “This  is  for  the  actual  forms  to 
be  sent  out  to  the  County  Commissioners  and  to 
the  physicians.  On  these  proposed  forms,  the  pa- 
tient has  to  sign.  There  are  several  thousand 
forms  that  have  to  be  published.  This  is  for  the 
publishing  of  these  forms  and  mailing  them  to 
the  doctors  and  the  County  Commissioners.” 

Dr.  McKeen:  “Mr.  President,  I would  like  to 
ask  if  the  individual  has  to  sign  those  cards.  We 
may  find  that  we  may  spend  this  three  hundred 
dollars  and  then  discover  it  has  no  legal  status 
whatsoever.  I think  the  matter  should  be  thor- 
oughly investigated  before  we  spend  the  three 
hundred  dollars.  The  law  specifies  how  people 
may  enter  the  Colorado  General  Hospital. 

“I  am  for  such  a thing,  but  I am  against  ex- 
pending this  money  unless  we  know  that  it  is 
going  to  be  of  some  value.” 

Dr.  Bousloq:  “Mr.  President,  I think  Mr.  Seth- 
man  can  explain  the  law  that  requires  that.  The 
law  governing  admission  of  patients  to  the  Colo- 
rado General  Hospital  is  as  broad  as  all  out- 
doors. Dr.  Rees  has  given  us  a letter,  which  is 
in  the  files  over  at  the  hotel,  stating  that  he  will 
put  this  into  effect.” 

Dr.  Garwood:  “Mr.  President,  can  that  part  of 
the  report  go  over  until  tomorrow  until  we  find 
out  and  get  reliable  information  on  it?” 

President  Webb.  “Yes,  I think  so.” 

Dr.  Garwood  moved  acceptance  of  the  report 
with  the  exception  of  the  approval  of  the  $300 
expenditure.  No  one  seconded  the  motion. 

President  Webb:  “If  no  one  seconds  the  mo- 
tion, the  report  of  the  Committee  is  before  you 
for  voting.  What  are  your  wishes?  I’d  like  to 
have  a motion  made  whether  we  accept  it  or 
not.” 

Motion  to  accept  the  report  was  made  and 
carried. 

President  Webb  called  for  the  report  of  the 
Cancer  Committee,  which  was  made  by  Dr.  Ly- 
man W.  Mason  as  follows : 

Dr.  Mason:  “Mr.  President  and  Members  of 
the  House  of  Delegates:  This  summer  Dr.  Step- 
henson, then  President  of  the  State  Medical  So- 
ciety, appointed  an  interim  Committee  on  Cancer, 
which  was  to  organize  and  engineer  a program  of 
cancer  education  among  the  doctors  of  the  State 
of  Colorado.  This  Committee  has  had  several 
meetings  since  its  appointment  and  wishes  to  of- 
fer a resolution  to  the  House  of  Delegates. 

“I  might  say  in  amplification  of  what  is  con- 
tained in  the  resolution  that  the  Committee  feels 
that  the  best  and  most  efficient  plan  in  carrying 
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out  this  program  is  to  organize  the  twenty-five 
constituent  societies  of  the  State  Medical  Society 
into  as  few  geographical  districts  as  possible  and 
have  meetings  in  those  districts  during  the  com- 
ing year. 

“Going  over  the  matter  with  Mr.  Sethman,  we 
found  that  fourteen  is  about  as  few  as  we  can  get 
the  twenty-five  constituent  societies  into. 

“The  plan  is  to  organize  three  or  tour  teams 
who  will,  during  the  coming  twelve  months,  ap- 
pear before  these  fourteen  different  groups  and 
present  symposia  on  the  subject  of  cancer. 

“The  plan  that  is  recommended  by  the  Amer- 
ican Society  for  the  Control  of  Cancer  and  which 
we  are  more  or  less  trying  to  follow  is  that  the 
total  time  embraces  a five  year  period  and  one 
subject  is  covered  each  year,  the  subject  for  this 
year  being  tumors  of  the  breast. 

“I  wish,  then,  to  present  the  following  resolu- 
tion to  the  House  of  Delegates  on  behalf  of  the 
Cancer  Committee  which  Dr.  Stephenson  ap- 
pointed : 

“Be  it 

“RESOLVED,  By  the  House  of  Delegates  of 
the  Colorado  State  Medical  Society,  that  there 
is  hereby  created  a Special  Committee  on 
Cancer  Education  composed  of  nine  members 
serving  terms  as  follows: 

“For  the  Society  year  of  1933-34,  three  mem- 
bers shall  be  appointed  for  terms  of  one  year ; 
three  for  terms  of  two  years  and  three  for 
terms  of  three  years ; appointments  in  the 
following  years  being  for  terms  of  three  years 
each  or  in  case  of  vacancy,  for  the  unexpired 
term.” 

“And  be  it  further 

“RESOLVED,  That  said  Committee  is  here- 
by empowered  to  select  members  of  the  So- 
ciety to  present  educational  symposia  on  can- 
cer to  the  constituent  societies  in  the  name  of 
the  Colorado  State  Medical  Society,  and  be 
it  further 

“RESOLVED,  That  the  constituent  societies 
are  hereby  directed  to  cooperate  with  said 
Committee  to  the  extent  of  arranging  the 
necessary  program  time,  either  by  individual 
societies  or  by  groups  of  societies,  for  the 
presentation  of  said  symposia.” 

The  report  was  accepted  upon  motion  of  Dr. 
Danielson,  seconded  and  carried.  The  resolution 
was  adopted  upon  motion  of  Dr.  Sevier,  seconded 
and  carried. 

President  Webb:  “The  first  thing  under  unfin- 
ished business  is  the  report  of  the  Committee  on 
Nominations,  which  must  be  submitted  today.” 

The  report  was  presented  by  Dr.  Low,  as  fol- 
lows : 

REPORT  OF  THE  COMMITTEE  ON  NOMINA- 
TIONS 

September  14,  1933 

To  the  House  of  Delegates  : 

Your  Committee  on  Nominations  presents  the 
following  as  its  choices  for  the  positions  to  be 
filled  at  this  session : 

For  President:  N.  A.  Madler,  Greeley. 

For  First  Vice-President:  Frank  E.  Rogers,  Den- 
ver. 

For  Second  Vice-President : A.  G.  Taylor,  Grand 
Junction. 

For  Third  Vice-President:  E.  Sid  well,  Long- 

mont. 

For  Fourth  Vice-President:  Ward  C.  Fenton, 
Rocky  Ford. 

For  Constitutional  Secretary  (for  a three-year 
term)  : John  S.  Bouslog,  Denver. 


For  Councillor  of  the  First  District  (for  a three- 
year  term)  : F.  W.  Lockwood,  Fort  Morgan. 

For  Councillor  of  the  Second  District  (for  a 
three-year  term):  Ella  A.  Mead,  Greeley. 

For  Councillor  of  the  Third  District  (for  a three- 
year  term)  : G.  P.  Lingenfelter,  Denver. 

For  Councillor  of  the  Fourth  District  (for  a 
two-year  term)  : C.  T.  Knuckey,  Lamar. 

For  Councillor  of  the  Fifth  District  (for  a two- 
year  term)  : George  D.  Andrews,  Walsenburg. 

For  Councillor  of  the  Sixth  District  (for  a two- 
year  term) : C.  Rex  Fuller,  Salida. 

For  Councillor  of  the  Seventh  District  (for  a 
one-year  term):  A.  L.  Burnett,  Durango. 

For  Councillor  of  the  Eighth  District  (for  a 
one-year  term)  : Lee  Bast,  Delta. 

For  Councillor  of  the  Ninth  District  (for  a one- 
year  term) : W.  W.  Crook,  Glenwood  Springs. 

For  Delegate  to  the  American  Medical  Associa- 
tion (for  a two-year  term) : Crum  Epler,  Pueblo. 

For  Alternate  Delegate  to  the  American  Medical 
Association  (for  a two-year  term)  : John  B.  Crouch, 
Colorado  Springs. 

For  Member  of  the  Committee  on  Publications 
(for  a three-year  term)  : C.  F.  Kemper,  Denver. 

For  the  place  of  the  next  annual  session:  Colo- 
rado Springs  ; the  meeting  to  be  held  in  September, 
1934,  the  exact  time  to  be  fixed  by  the  Committee 
on  Scientific  Work  and  the  Secretary. 

Respectfully  submitted, 

HAROLD  T.  LOW,  Chairman, 

G.  C.  CARY, 

H.  R.  McKEEN, 

O.  E.  BENNELL, 

JOHN  A.  SEVIER,  Secretary. 

Dr.  Fulwider  moved  acceptance  of  the  report ; 
seconded  by  Dr.  Bortree  and  carried. 

Dr.  Yegge:  “Mr.  President,  in  reference  to  the 
report  of  the  Advisory  Committee  to  the  School 
of  Medicine,  I think  we  have  had  a committee 
for  two  or  three  years  on  that  subject.  This  year 
the  Committee  has  certainly  obtained  results. 
This  Committee  has  worked  hard.  Each  individual 
has  been  at  all  meetings.  After  they  have  ac- 
cumulated all  this  data  and  all  this  work  has 
been  done,  I feel  that  the  Committee  should  be 
continued.  That  is,  there  should  be  a staggered 
term  of  office  over  one,  two,  three,  four  and  five 
years,  so  that  some  of  the  present  Committee 
should  still  be  on  the  Committee  up  to  five  years. 

“Therefore,  I move  that  this  same  personnel  be 
continued  with  the  appointment  of  this  same  Com- 
mittee over  the  period  of  one,  two,  three,  four  and 
five  years,  respectively,  as  you  deem  advisable  to 
name  the  different  members  for  the  coming  year.” 

Dr.  Webb:  “Dr.  Yegge,  does  that  need  a mo- 
tion, or  is  that  up  to  me?” 

Dr.  Yegge:  “I  make  a motion  that  that  is  the 
sense  of  the  delegates.” 

Dr.  Bortree:  “I  rise  to  a point  of  order.  Ac- 
cording to  the  by-laws  of  the  Society,  members 
of  committees  will  have  their  terms  terminate 
with  the  termination  of  office  of  the  President 
appointing  them.” 

Mr.  Sethman:  “The  Constitution  and  By-Laws 
state  in  Section  2,  Chapter  X,  entitled  ‘Commit- 
tees’, ‘Except  as  hereinafter  provided,  and  subject 
to  the  direction  of  the  power  creating  special  com- 
mittees, the  President  shall  appoint  the  Chairman 
and  members  of  all  standing  and  special  commit- 
tees and  their  terms  shall  coincide  with  that  of 
the  appointing  President.’ 

“In  other  words,  this  House  of  Delegates  cre- 
ated this  Advisory  Committee  and  the  House  of 
Delegates  can  direct,  if  it  so  desires,  that  the 
members  hold  over  longer  than  the  on“  year.” 

Dr.  Garwood:  “Mr.  President,  I rise  to  support 
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the  question  raised  by  Dr.  Bortree  because  I be- 
lieve that  the  by-law  should  be  interpreted  accord- 
ing to  Roberts’  Rules  of  Order  and  I don't  believe 
that  a President  can  appoint  a committee  which 
is  extended  over  a period  of  years,  because  it 
takes  away  the  power  of  the  President  who  will 
succeed  him  and  the  House  of  Delegates  will 
never  be  the  same.  It  seems  to  me  that  it  is 
usurping  the  power  of  the  President.  Therefore 
I feel  it  is  absolutely  impossible,  according  to  Rob- 
erts' Rules  of  Order  by  which  we  are  governed, 
for  any  President  or  any  officer  of  the  Society  to 
appoint  a committee  which  will  hold  over  unless 
it  is  by  special  direction  of  the  House  of  Dele- 
gates and  by  a vote  of  the  House  of  Delegates  at 
this  time.” 

President  Webb:  “That  is  what  the  motion 
would  do,  if  there  is  a vote  of  the  House  of  Dele- 
gates that  that  is  your  wish.  That  can  be  done, 
I believe.” 

Dr.  Garwood:  “I’d  like  a ruling  on  the  point  of 
order.” 

President  Webb:  “Dr.  Yegge  has  gone.  You 
heard  his  request  that  the  President  should  re- 
appoint the  Committee.  Someone  could  make  that 
in  the  form  of  a motion  directing  the  President 
to  do  that.” 

Dr.  Fulwider:  “I  rise  to  a point  of  information. 
Is  this  Committee  to  he  a continuous  affair,  and 
is  one  man  to  be  appointed  after  this  year  for  a 
five-year  term  and  each  year  another  man  ap- 
pointed for  a five-year  term?  Is  that  the  sense 
of  the  motion?” 

Dr.  McKeen:  “Five  years  is  a long  time  to 
serve  cn  a committee,  Mr.  President.  I feel  that 
if  such  a committee  is  to  be  appointed,  it  should 
be  appointed  for  a period  so  no  man  could  serve 
more  than  three  years. 

“I  feel  that  the  President  of  this  or  any  other 
organization  should  not  have  taken  from  him  the 
right  to  appoint  his  own  committees.  Although 
this  Committee  is  as  efficient  as  we  could  pos- 
sibly select  and  our  incoming  President  might  re- 
appoint its  members,  I feel  it  isn’t  justice  to  him 
to  force  him  to  take  any  committee. 

Dr.  Andrew:  “I  move  as  an  amendment  to  the 
original  motion  that  it  be  the  recommendation  of 
this  House  of  Delegates  to  the  President  that  he 
reappoint  the  Committee  for  the  ensuing  year.” 

Dr.  Garwood:  “The  point  of  order  has  been 
raised  and  it  hasn’t  been  passed  on  yet.  We’d 
like  to  have  a ruling  from  the  Chair.” 

Dr.  Yegge:  “I  will  withdraw  my  original  mo- 
tion and  leave  Dr.  Andrew's  motion  stand.” 

President  Webb:  “As  I understand  if  the  Pres- 
ident has  the  power  to  appoint  these  committees. 
Of  course  I am  sure  that  personally  I'd  be  grate- 
ful for  all  your  help  in  advance  in  the  matter  of 
appointing  (hese  committees,  and  I won’t  feel  at 
all  badly  if  you  direct  me  to  appoint  the  same 
committee.  I should  be  delighted  to  do  so. 

“But  as  to  the  other  matter  proposed  by  Dr. 
Yegge  relative  to  the  terms  being  one,  two,  three, 
four  and  five  years,  I don't  see  how  it  possibly 
can  be  carried  out  without  some  change  in  the  by- 
laws, amendments,  etc.  I think  that  was  more  or 
less  out  of  order.  Is  that  the  point  you  are  asking 
for?” 

Dr.  Garwood:  “I  want  a ruling  on  the  point  of 
order.  That  is  all.” 

Dr.  Yegge:  “I  have  withdrawn  the  motion." 

Dr.  Garwood  seconded  Dr.  Andrew's  motion. 

President  Webb  asked  if  anyone  wished  to  dis- 
cuss the  motion. 

Dr.  Cooper:  “Mr.  President,  I hope  the  motion 
does  not  prevail.  I don’t  think  the  President  of 
the  Society  needs  direction  as  to  who  his  com- 


mittees are  to  be.  I believe  any  committee  that 
has  been  as  active  and  produced  as  much  work  as 
this  Committee  has  this  past  year  will  be  given 
very  grave  and  important  consideration  by  any 
President  in  office  the  coming  year.  I think  it  is 
an  unnecessary  motion.  I believe  the  discretion- 
ary powers  of  the  President  in  the  appointment 
of  committees  should  not  be  interfered  with.” 

Dr.  Stephenson:  “I  believe  under  the  new  rul- 
ing I have  the  privilege  of  the  floor.  It  strikes 
me  that  Dr.  Yegge’s  idea  was  primarily  that  this 
should  be  a Committee  which  should  not  change 
entirely  every  year.  Now  it  doesn’t  matter  so 
much  whether  the  personnel  is  the  same,  to  my 
mind,  but  it  does  seem  to  me  that  with  the  im- 
portance of  the  Committee  it  would  be  well  if  it 
were  staggered  so  that  all  the  members  wouldn't 
go  off  at  one  time  and  have  an  entirely  different 
set  of  men  who  would  have  to  study  all  the  work 
of  the  previous  Committee  and  acquaint  them- 
selves with  it  before  they  could  go  on. 

“I  certainly  shouldn't  like  to  be  looked  upon  as 
myself  having  appointed  a Committee  which  was 
forced  upon  the  succeeding  President.  As  far  as 
I am  concerned,  I'd  just  as  soon  see  this  motion 
that  has  been  made  defeated  and  see  another 
motion  made  that  the  Committee  should  have 
staggered  terms  for  its  personnel,  so  that  its  work 
could  be  carried  on  in  a more  continuous  way.  In 
other  words,  I think  the  House  of  Delegates  could 
direct  that  it  be  made  a staggered  Committee 
rather  than  a completely  new  Committee  each 
year. 

“That  would  not  be  beyond  the  by-laws,  would 
it,  Dr.  Garwood?  I think  that  is  entirely  within 
the  power  of  the  House  of  Delegates,  which  cre- 
ated the  Committee,  to  state  how  it  should  be 
constituted.  Isn't  that  true,  Dr.  Webb?  I do 
feel  strongly  that  all  these  important  committees 
should  not  be  changed  entirely  each  year.” 

Dr.  Heusinkveld:  “I  stand  with  Dr.  Cooper  and 
Dr  Stephenson  on  that — that  the  incoming  Pres- 
ident should  be  left  free  to  make  his  own  selec- 
tion of  committees.  Furthermore,  I think  that 
this  sort  of  thing  establishes  a precedent  that 
might  at  some  later  time  come  back  on  us.  I 
think  we  ought  to  be  very  careful  about  estab- 
lishing precedents  which  are  contrary  to  the  pol- 
icy of  this  body  up  to  this  time.” 

Dr.  Garwood:  “I  simply  want  to  state  that  I 
interpreted  Dr.  Andrew's  motion  as  a recommen- 
dation to  the  President.  He  can  accept  the  rec- 
ommendation or  not,  just  as  he  wishes.  It  is 
purely  a recommendation  that  this  Committee  be 
continued  for  another  year  and  there  is  nothing 
in  it  giving  him  any  power  or  taking  away  any 
power  from  him.  It  is  simply  a recommendation 
of  the  House  of  Delegates.” 

Dr.  Yegge:  “My  original  idea  in  bringing  this 
motion  was  to  bring  before  this  House  the  im- 
portant work  of  this  Committee,  and  bring  before 
the  President  the  idea  that  these  men  have  done 
wonderful  work  and  that  he  should  retain  some 
of  those  present  members  on  the  Committee  so 
that  this  work  would  be  continued.  I think  Dr. 
Andrew’s  motion  would  be  in  order.  It  is  simply 
a recommendation  and  nothing  else.  The  Presi- 
dent can  act  as  he  wishes.” 

Dr.  Andrew:  “It  is  for  the  purpose  of  clarify- 
ing the  original  motion  that  I offered  my  sugges- 
tion. I think  it  is  up  to  you  to  use  your  own 
prerogative,  but  we  recommend,  as  a House  of 
Delegates,  that  this  Committee  suits  us  " 

President  Webb:  “I  appreciate  your  guidance 
and  I will  follow  it.” 

Dr.  Andrew's  motion  was  put  to  vote.  On  aye 
and  nay  vote  the  Chair  was  in  doubt.  Rising  vote 
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was  taken,  resulting  in  passage  of  the  motion  16 
to  11. 

The  President  asked  for  further  new  business. 
Mr.  Sethman:  “Mr.  President,  the  Committee 
which  Dr.  Stephenson  appointed  this  morning  to 
draw  a resolution  in  regard  to  the  death  of  Mrs. 
John  R.  Espey  has  asked  me  to  read  the  reso- 
lution: 

The  House  of  Delegates  of  the  Colorado 
State  Medical  Society,  assembled  in  Colorado 
Springs  at  its  Sixty-third  Annual  Session,  is 
shocked  and  deeply  grieved  to  learn  of  the 
death  of  Mrs.  Espey,  wife  of  Dr.  John  R. 
Espey,  a past  President  of  our  Society. 

We  extend  to  him  and  to  his  family  our 
deepest  sympathy.  Therefore,  be  it 

RESOLVED,  That  a copy  of  this  resolution 
be  sent  to  the  family  and  spread  upon  our 
records. 

(Signed)  H.  T.  LOW. 

H.  R.  McKEEN. 

C.  H.  DARROW. 

The  resolution  was  adopted  by  motion  duly  car- 
ried. 

Dr.  Minnig  offered  the  following  resolution  : 

WHEREAS,  There  exists  at  the  present 
time  in  the  State  of  Colorado  an  urgent 
need  of  a State  Sanitarium  to  care  for  its 
dependent  tuberculous  citizens;  and 

WHEREAS,  The  Agnes  Memorial  Sanitar- 
ium  will  be  offered  as  a gift  to  the  State  of 
Colorado  through  its  Board  of  Trustees  by 
the  Honorable  Lawrence  C.  Phipps;  and 
WHEREAS,  This  offer  of  the  Agnes  Memor- 
ial Sanitarium  does  not  carry  any  expense  to 
the  State  of  Colorado  for  two  years,  as  the 
Board  of  Trustees  is  willing  to  carry  the  up- 
keep and  insurance  until  1935;  and 

WHEREAS,  This  is  a wonderful  opportunity 
for  the  State  of  Colorado  to  acquire  for  its 
dependent  tuberculous  citizens,  free,  an  in- 
stitution which  would  require  many  thousands 
of  dollars  to  build  ; be  it 

RESOLVED,  That  the  House  of  Delegates 
of  the  Colorado  State  Medical  Society,  sitting 
in  executive  session,  hereby  request  the  Hon. 

E.  C.  Johnson,  Governor  of  the  State  of  Colo- 
rado, to  accept  this  institution  as  a gift  for 
the  care  of  the  tuberculous  exclusively ; and 
be  it  further 

RESOLVED,  That  the  House  of  Delegates 
of  the  Colorado  State  Medical  Society  request 
the  Hon.  E.  C.  Johnson,  Governor  of  the  State 
of  Colorado,  to  devise  a better  means  of  tak- 
ing care  of  the  dependent  tuberculous  citizens 
of  the  State  of  Colorado  in  case  the  gift  of 
the  Agnes  Memorial  Sanitarium  is  not  ac- 
cepted. 

Dr.  Minnig  then  moved  adoption  of  the  resolu- 
tion. Seconded  by  Dr.  Bortree. 

Dr.  Fulwider:  “At  the  American  Legion  con- 
vention in  Durango  a few  weeks  ago  this  same 
proposition  was  brought  up.  I know  that  the 
State  Medical  Society  will  have  the  full  support 
of  the  Child  Welfare  Division  of  the  American 
Legion  and  we  will  have  a wonderful  opportunity 
there,  through  the  Legion,  to  educate  the  public 
on  the  need  of  care  for  undernourished  and  under- 
developed children.” 

Dr.  Sells:  “I’d  like  to  know  how  this  will  be 
financed  after  the  first  two  years  have  elapsed.” 

Dr.  Barnard:  “Mr.  President,  it  seems  to  me 
that  there  is  only  one  way  for  the  Medical  So- 
ciety of  the  State  of  Colorado  to  get  the  things 
they  want;  that  is  as  Dr.  Low  intimated  a while 
ago,  to  organize  so  that  when  we  have  the  next 
legislature  up  in  Denver  we  can  go  to  the  legis- 


lature and  go  to  the  Governor  and  tell  them  what 
we  want  and  there  won’t  be  any  question  but  that 
we  can  get  it.  I think  if  we  had  a better  organi- 
zation and  put  in  men  that  we  want  instead  of 
men  like  Dr.  Twining  and  Dr.  Calkins  and  some 
of  these  others,  we  could  go  to  the  Governor  and 
ask  him  and  he'd  see  that  an  institution  like  this 
is  financed.” 

Dr.  Garwood:  “Mr.  President,  I think  it  would 
be  wise  for  us  to  appoint  a Committee  to  inves- 
tigate this  thing  and  report  it  to  the  next  meeting 
of  the  House  of  Delegates.  The  matter  was 
brought  up  before  the  Denver  County  Medical 
Society  and  there  wasn't  a uniform  action  at  that 
time.  It  was  reported  on  by  a special  Committee. 
The  report  of  the  Committee  was  adopted  that 
the  Agnes  Memorial  Sanitarium  be  not  accepted. 

“I  think  it  would  be  wise  for  us  to  get  the  opin- 
ion before  we  pass  any  resolution  accepting  it  or 
rejecting  it.  A special  Committee  could  be  ap- 
pointed for  that  purpose.  I therefore  move  that  a 
Committee  of  three  be  appointed  to  investigate 
this  thing  before  the  matter  is  brought  up  for  a 
vote.  I don't  think  everybody  here  is  conversant 
with  the  pros  and  cons  of  it  and  I therefore  move 
that  this  Committee  of  three  be  appointed  by  the 
President  to  report  on  this  matter  at  the  next 
meeting.” 

President  Webb:  “I  might  say  the  Public  Pol- 
icy would  be  the  Committee  to  consider  that.” 

Dr.  Lingenfelter:  “A  point  of  information.  Do 
I understand  that  this  is  for  indigent  tuberculous 
only?” 

Dr.  Minnig:  “Yes.” 

Dr.  Low:  “It  seems  to  me  that  any  recommen- 
dation coming  from  this  Society  would  have  to 
carry  with  it  provisions  for  administration  of  this 
hospital,  and  also  the  first  thing  the  Governor 
will  say  is,  ‘What  are  we  going  to  do  after  1935?' 

“We've  got  to  have  some  recommendation  on 
that  and  some  idea  of  what  it  is  going  to  cost  to 
run  it.  The  legislature  has  cut  down  the  appro- 
priations for  our  present  State  hospitals  now,  and 
they  are  certainly  not  going  to  be  in  a very  good 
frame  of  mind  to  take  on  anything  new  unless  we 
can  give  them  something  definite  and  show  them 
the  reason  why.” 

Dr.  Minnig:  “Mr.  President,  we  already  are  pay- 
ing for  our  indigent  tuberculous  what  it  costs  to 
run  this  institution.” 

President  Webb:  “We  are  not  facing  our  tuber- 
culosis problem;  that  is  quite  right.  Wouldn’t  a 
substitute  motion  be  in  order  to  refer  this  to  the 
Public  Policy  Committee?” 

Dr.  Garwood:  “I  make  such  a motion. — that  we 
refer  it  to  the  Public  Policy  Committee  and  they 
report  to  the  next  meeting  of  the  House  of  Dele- 
gates.” 

Dr.  McKeen:  “This  matter  was  brought  up  be- 
fore the  Public  Policy  Committee  last  year.” 

Dr.  Low:  “I  rise  to  a point  of  order.  This  last 
motion  is  out  of  order.  There  is  a motion  to  ac- 
cept this  resolution.” 

Dr.  McKeen:  “The  proposition  was  put  before 
that  Committee  last  year  in  such  a way  that  the 
Committee  did  not  act  very  favorably  upon  it  on 
account  of  it  being  a bill  and  not  entirely  a propo- 
sition. 

“Something  must  be  done  with  the  tuberculosis 
situation  in  this  State.  As  everyone  knows,  who 
knows  much  about  tuberculosis  or  much  about 
medicine,  these  people  gravitate  to  Colorado 
Springs  and  to  Denver  and  then  perhaps  to 
Boulder  and  back  to  Denver  and  so  on.  You  have 
no  place  to  take  care  of  these  contacts.  Children 
in  tuberculous  homes  stay  there  until  they  get 
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tuberculosis.  Some  of  them  get  well,  perhaps, 
but  they  do  constitute  a continuous  menace. 

“This  isn't  only  a humanitarian  thing.  It  strikes 
light  at  your  pocketbook.  If  we  can  lessen  tuber- 
culosis, childhood  tuberculosis,  you  are  going  to 
lessen  your  taxes  eventually. 

“The  bugbear  that  has  always  stood  before  us 
is  that  we  are  going  to  recieve  a lot  of  indigents 
from  other  states.  I am  not  discussing  the  eco- 
nomic phase  of  it,  but  I am  in  favor  of  the  motion 
from  a humanitarian  standpoint,  and  for  the  re- 
lief of  the  various  charity  agencies,  in  the  care 
of  contacts  especially.” 

Dr.  Stephenson:  “May  I say,  Mr.  Chairman,  that 
I am  conversant  with  the  question  as  it  was  dis- 
cussed before  the  Public  Policy  Committee  dur- 
ing my  regime.  I think  the  stumbling  block  for 
the  Committee  at  that  time  was  that  the  bill  was 
not  explicit  as  to  the  administration  of  the  insti- 
tution and  as  tc  whether  it  would  be  for  indigents 
only  or  whether  it  would  be  thrown  wide  open 
for  the  reception  of  pay  patients,  in  which  case 
the  form  of  administration  and  the  physician  care 
of  those  pay  patients  was  not  described.  The 
Committee  didn't  know  whether  it  would  bring 
another  problem  up  to  the  State  Society  with  re- 
gard to  infringement  on  private  practice.  It  was 
too  indefinite  in  every  respect.  There  was  a 
clause  in  the  bill  that  said  it  should  be  made  as 
far  as  possible  self-supporting. 

“If  Dr.  Minnig  would  word  his  resolution  ex- 
plicitly to  the  effect  that  this  should  be  accepted 
for  the  care  of  indigent  patients  only,  there  would 
be  no  objection  to  it  as  far  as  I am  concerned. 
You  say  ‘dependent  tuberculous  patients.’  I think 
you  should  say  ‘dependent  tuberculous  patients 
only,’  and  then  perhaps  the  word  ‘dependent’ 
would  have  to  be  defined.” 

Dr.  Heusinkveld:  “We  have  this  tuberculosis 
problem  and  it  ought  to  be  and  must  be  taken 
care  of.  For  our  tuberculous  children  we  need  a 
sanitarium,  but  when  you  go  to  this  plant  called 
the  Agnes  Memorial,  you  can  see  it  is  an  old 
building.  It  was  an  old-timer  in  1908.  When  you 
consider  the  amount  of  renovating  needed,  the 
amount  of  remodeling  necessary  to  take  a plant 
built  for  people  who  pay  their  own  wa>  from  $20 
to  $50  to  even  higher  prices  per  week,  to  remodel 
those  large  spaces  so  that  they  will  be  fit  to  be 
used  by  indigent  persons,  and  when  you  recall 
that  you  can  take  care  of  a hundred  and  seventy- 
five  to  two  hundred  at  the  outside,  you  discover 
soon  that  it  is  an  impractical  proposition. 

“If  you  put  up  other  buildings,  you  will  have  to 
enlarge  the  heating  plant,  then  the  laundry,  and 
so  on.  It  seemed  to  us  more  economical  and  bet- 
ter in  the  long  run  for  the  taxpayers — and  we’d 
have  a more  satisfactory  institution — if  we  all 
get  behind  the  idea  of  a new  tuberculosis  sani- 
tarium. Let  us  build  it  new,  on  the  modern  unit 
plan,  so  that  it  can  grow  without  waste  and  the 
liability  of  taking  a thing  to  pieces  and  putting 
it  back  together  again  at  the  outset.” 

Dr.  Stephenson:  “I'd  like  to  hear  from  Dr.  Rob- 
ert Levy  on  this  question.  He  has  been  connected 
with  an  eleemosynary  tuberculosis  institution  for 
a long  time.” 

Dr.  Levy:  “Mr.  Chairman,  I don't  wish  to  dis- 
cuss this  question.  There  are  a good  many  angles 
to  it.  The  essential  thing  that  is  before  us  here 
is  whether  we  as  a body  shall  recommend  to  the 
State  that  it  accept  this  institution  known  as  the 
Agnes  Memorial  Sanitarium. 

“I  think  the  motion  that  has  been  mode  for  the 
present  answers  all  purposes,  namely,  that  it  be 
referred  to  a Committee,  whether  that  Committee 
be  a standing  Committee  of  this  body  or  not.  It 


probably  should  be  sent  to  our  l’ublic  Policy  Com- 
mittee. When  this  Committee  takes  the  matter 
under  advisement,  they  will  find  a big  job  on 
their  hands  and  therefore  we  should  give  them 
plenty  of  time.  We  can’t  tonight  advise  what 
that  Committee  shall  find  or  what  that  Commit- 
tee shall  do  or  make  any  recommendation  to  the 
Governor. 

“The  proper  mode  of  procedure,  it  seems  to  me, 
is  along  the  line  of  careful  investigation.  I think 
our  Committee  on  Fublic  Policy  is  the  one  to 
make  that  investigation.” 

The  motion  to  adopt  Dr.  Minnig's  resolution 
was  voted  upon  and  the  resolution  was  defeated. 

Dr.  Garwood  then  moved  that  the  resolution 
of  Dr.  Minnig  be  referred  to  the  Public  Policy 
Committee,  and  that  the  Committee  report  at  the 
next  session  of  the  House  of  Delegates 

On  the  aye  and  nay  vote,  the  Chair  was  in  doubt. 
Upon  counted  vote,  the  motion  was  carried.  The 
resolution  was  referred  to  the  Public  Policy  Com- 
mittee. 

President  Webb:  “Gentlemen,  there  is  a matter 
here  on  which  I wish  your  guidance.  I have  just 
received  a telegram  tonight  from  Grace  Abbott, 
Head  of  the  Children’s  Rureau  in  Washington.  I 
wouldn't  present  it  to  you  except  that  it  is  a lit- 
tle bit  ambiguous,  her  request  to  me  being  worded 
to  me  as  President  of  the  State  Society 

“ ‘Will  you,  as  President  of  the  Colorado  State 
Medical  Society,  attend  conference  to  consider 
plans  for  child  health  recovery  called  by  Secre- 
tary of  Labor  to  be  held  October  6 in  Washing- 
ton?’ 

“Had  she  not  put  ‘as  President  of  the  Colorado 
State  Medical  Society,'  I wouldn't  bother  you  with 
the  telegram.  I have  no  authority  to  go  as  Pres- 
ident of  the  Society,  of  course,  without  your  giv- 
ing me  that  authority.” 

Dr.  Dani'elson  moved  that  the  President  be 
given  permission  to  go  to  this  Washington  con- 
ference providing  he  sees  fit  to  go;  motion  sec- 
onded and  carried. 

Dr.  Shivers,  after  a lengthy  preamble,  offered 
the  following  motion : 

“That  the  President  appoint  from  the  member- 
ship of  this  Society  a committee  of  three  to  study 
the  nursing  situation  as  it  obtains  in  both  the 
urban  and  rural  sections  of  Colorado:  particular 
attention  being  given  to  the  status  of  the  nurse, 
the  hospital,  the  training  school,  and  in  connec- 
tion therewith  the  requirements  of  the  medical 
profession  in  supplying  adequate  and  dependable 
nursing  service  to  those  in  need  thereof  both  in 
the  home  and  hospital;  and  that  such  committee 
report  its  findings  to  the  House  of  Delegates  at 
the  next  annual  session.” 

The  motion  was  seconded  by  Dr.  Andrew. 

Discussion  followed,  which  by  vote  of  the  House 
in  executive  session,  was  stricken  from  the  min- 
utes. 

Dr.  Garwood  proposed  an  amendment  to  the  by- 
laws, Chapter  X,  Section  11,  line  4,  between  the 
word  “veterinary”  and  the  word  “professions"  in- 
sert the  words  “and  nursing,”  which  would  per- 
mit the  handling  of  this  matter  without  appoint- 
ment of  a special  committee. 

After  further  discussion  (not  transcribed).  Dr. 
Shivers’  motion  to  appoint  a committee  of  three 
to  investigate  the  matter  of  the  Board  of  Nurse 
Examiners  was  carried. 

Dr.  Garwood  renewed  his  amendment.  The 
Executive  Secretary  noted  same  and  stated  it 
would  be  brought  up  for  voting  on  Saturday  at 
the  meeting  of  the  House  of  Delegates. 

The  meeting  thereupon  adjourned. 

(Continued  on  Page  515) 
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List  of  Members  of  the  Colorado  Stale  Medical  Society 


Corr 

acted  to  November  25, 

1933* 

AGUILAR,  COLORADO 

Name 

Address 

Telephone 

Society 

Horsky,  Brooke  

.Aguilar  .... 

.Aguilar  25  

Las  Animas 

McClelland,  M.  A. 

Aguilar 

.Aguilar  6 

Las  Animas 

AKRON, COLORADO 

Crawford,  M.  L. 

.Akron 

Akron  16- J 

Denver 

ALAMO,  COLORADO, 

Whitehouse,  William  N. 

Alamo  .. 

Walsenburg  020-J3 

Huerfano 

ALAMOSA,  COLORADO 

Anderson,  Sidney  

First  State 

Bank  Building 

.Alamosa  311  

..  San  Luis  Valley 

Davlin,  C.  A 

MacDonald  Rldg. 

.Alamosa  75  

San  Luis  Valley 

Day,  R.  J 

Leeion  Bids.  ____  _ . 

.Alamosa  627  

San  Luis  Valley 

Dorsev,  C W 

First  State 

Bank  Bldg 

.Alamosa  311  .... 

San  Luis  Valley 

Herriman,  L.  L 

First  State 

Bank  Building 

.Alamosa  46—  

..  San  Luis  Valiev 

Rupert,  J.  K 

Elks  Bldg. 

.Alamosa  22 

San  Luis  Valley 

ANTONITO,  COLORADO 

Hurley,  J.  R Antonito  Antonito  3-J San  Luis  Valley 

ARRIBA,  COLORADO 

Keller,  C.  J Arriba  Arriba  14 _ Kit  Carson 


Dill,  R.  D. Arvada 

McBrayer,  B.  E Arvada 


ARVADA,  COLORADO 

Arvada  105 Denver 

Arvada  60 Denver 


ASPEN,  COLORADO 

Twining,  W.  H Aspen  Aspen  83  Garfield 


AULT,  COLORADO 

Anderson,  A Ault  Ault  58  4 Weld 

McCain,  A.  C ..Ault  Ault  1-W  Weld 


Hardesty,  W.  B Berthoud 

Howell,  J.  D Berthoud 

McCarty,  D.  W Berthoud 


BERTHOUD,  COLORADO 

Berthoud  48  Larimer 

Berthoud  55  Larimer 

Berthoud  16-J2 ...Larimer 


BOULDER,  COLORADO 

Alexander,  Harry  A First  National  Bank Boulder 

Baird,  W.  J 402  Pine  Street Boulder 

Bonham,  C.  D Physicians  Bldg Boulder 

Farrington,  F.  H Mercantile  Bank  Bldg Boulder 

Farrington,  Paul  R Mercantile  Bank  Bldg Boulder 

Fischer,  V.  B. Mercantile  Bank  Bldg... Boulder 

Gilbert,  0.  M Physicians  Bldg.  Boulder 


164  Boulder 

834  . Boulder 

SOW Boulder 

246  _ Boulder 

246  Boulder 


641W  Boulder 

104  Boulder 

..Physicians  Bldg Boulder  104  Boulder 

—Physicians  Bldg.  Boulder  232  Boulder 

Gillaspie,  John  D.  First  National  Bank  Bldg Boulder  82W  Boulder 


Gilbert,  W.  M 

Graf,  Carl  H 


Hartzell.  H.  W ..._ 

Boulder-Colorado  Sanitarium  . ... 

Boulder  1800  

Boulder 

Houston,  H.  H 

Johnson,  Margaret  L 

First  Natonial  Bank  Bldg ... 

Bonlderadn  Hotel 

Boulder  27W  

.Boulder  322  

.....  Boulder 
...  Boulder 

Klopfenstein,  Fred  C.  .... 

Roulder-Coloradn  Sanitarium 

Boulder  1800 

Boulder 

McCabe,  F.  H.  __ 

764  15th  St. 

Boulder  634 

....  Boulder 

Muenzinger,  Florence  W. 

063  7th  St. 

Boulder  1240J  

....  Boulder 

Reed,  W.  K. 

Physicians  Bldg. 

Boulder  1848W 

Boulder 

Rockwell,  Orville 

Boulder-Colorado  Sanatorium 

.Boulder  1800  

Boulder 

Spencer,  F.  R 

..  ..  Physicians  Bldg . 

Boulder  23  

Boulder 

BRIGHTON,  COLORADO 

Hotchkiss,  W.  K.  

Brighton  . 

Brighton  104W 

Denver 

*Every  effort  has  been  made,  up  to  the  moment  of  going  to  press,  to  present  this  directory 
with  absolute  accuracy.  To  this  end,  final  proof  was  checked  with  the  latest  information  lists  of 
the  Mountain  States  Telephone  & Telegraph  Company  and  the  U.  S.  Postoffice  at  Denver.  If  an 
error  pxists  the  Executive  Office  of  the  Society  will  appreciate  immediate  notification. 
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BROADMOOR,  COLORADO 

Name  Address  Telephone 

Joy,  Homer  T Broadmoor  Main  1537 

BRUSH,  COLORADO 

Eakins,  C.  F Brush  Brush  62 J 

Hildebrand,  P.  R Brush  Brush  50W  

Lusby,  A.  C Brush  . Brush  6J  

BUENA  VISTA,  COLORADO 

Lillienthal,  Samuel  S.  C.  C.  Camp  


Society 
El  Paso 


Morgan 

Morgan 

Morgan 


Denver 


BYERS,  COLORADO 


Lorimer,  Hugh  F Byers 

Chandler,  Gilbert  B Calhan 

Patterson,  R.  F.  Campo 


CALHAN,  COLORADO 


.Byers  13 


.Calhan  10W 


CAMPO,  COLORADO 


Campo  49  F 2 


...Denver 

El  Paso 

Prowers 


CANON  CITY,  COLORADO 


Bee,  Archie  417  Macon  Ave.-. 


.Canon  Citv  70 — Fremont 


Lynch,  E.  B. 


Tubbs,  W.  R. 


Palmer,  W.  A 


Aust,  T.  H. 


c 

602  Marnn  Ave 

Canon  City  320 

Fremont 

. D 

116  No.  7th  St. 

Canon  City  142 — 

Fremont 

E 

5th  & Greenwood  Ave.  . .. 

..  Canon  City  30 

.Fremont 

B 

Apex  Rldg 

Canon  City  388J  

.Fremont 

. G.  

Apex  Rldg 

Canon  City  34J  

Fremont 

A 

Apex  Rldg. 

Canon  City  475  ...  

Fremont 

G 

Canon  City  475.  

..Fremont 

. Apex  Bldg.  

Canon  City  102 

Fremont 

1 

.Postoffice  Bldg. 

Canon  City  286J  

. . Fremont 

CARBONDALE, 

COLORADO 

R.  . 

Carbondale 

Carbondale  35  

Garfield 

CASTLE  ROCK, 

COLORADO 

A. 

Castle  Rock  ...  

Castle  Rock  2 7 J 

Denver 

CEDAREDGE, 

COLORADO 

Cedaredge  

Cedaredge  

Delta 

CENTER,  COLORADO 


Carmichael,  E.  K. 
Greenfield,  Lewis  J. 


...Center 
Center 


.Center  7 


San  Luis  Valley 
San  Luis  Valley 


CHANDLER,  COLORADO 

Goodwin,  Aurel .Chandler  Chandler  15R3 Fremont 

CHERAW,  COLORADO 

Pitney,  Orville  Cheraw  Cheraw  37-F3  Otero 

CHEYENNE  WELLS,  COLORADO 

Myers,  L.  N Cheyenne  Wells Cheyenne  Wells  103 Garfield 

COLLBRAN,  COLORADO 

Watson,  W.  V ... Collbran  . Collbran  15-J4 Mesa 

Zeigle,  Henry'  H Collbran  Collbran  41  Mesa 

Zinke,  Wm. Collbran  . Mesa 


COLORADO  SPRINGS,  COLORADO 

Allen,  L.  R.  Ferguson  Bldg Main 

Baker,  Fred  R. 18  Independence  Bldg Main 

Bancroft,  G.  W * Ferguson  Bldg Main 

Beeson,  H.  B. Ferguson  Bldg Main 

Boisservain,  C.  H —Colorado  College  Main 

Bortree,  L.  W Ferguson  Bldg Main 

Boyd,  G.  A Exchange  National  Bank  Bldg Mam 

Brady,  E.  J Colorado  Springs  Psychopathic  Hospital  ...Main 

Brobeck,  V.  H . Ferguson  Bldg Main 

Brown,  J.  H Bums  Bldg.  Main 

Brown,  L.  G 707  No.  Cascade  Ave Main 

Campbell,  William  A Exchange  National  Bank  Bldg Main 

Chapman,  E.  N 1101  N.  Tejon  St ..Main 

Chapman,  S.  J Burns  Bldg Main 

Coghlan,  J.  T 204  First  National  Bank  Bldg Main 

Conway,  L.  A Ferguson  Bldg.  ..._ . Main 


1820  El  Paso 

4477  ...  El  Paso 

2259  El  Paso 

1391 El  Paso 

2449  — El  Paso 

3181  El  Paso 

803  El  Paso 

3703  —El  Paso 

126  El  Paso 

45  El  Paso 

1999  El  Paso 

104  El  Paso 

2160 El  Paso 

781  —El  Paso 

753  El  Paso 

4160  El  Paso 
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Name 

A ddress 

Telephone 

Society 

Corlett,  T.  G. 

First  National  Rank  Rldg 

...Main  753  

....  El  Paso 

Crouch,  J R 

Ferguson  Rldg. 

.Main  4160  

El  Paso 

Cunning,  J.  F 

Rums  Rldg. 

. Main  444 

El  Paso 

Dennis,  F.  L.  . _ 

2501  N Nevada  Avenue 

—Main  2664J 

El  Paso 

Drea , W F. 

Bums  Bldg. 

Main  961 

El  Paso 

Dworak,  F.  E 

First  National  Rank  Rldg 

..  Main  691  

El  Paso 

Evans,  T.  J.  _.  

Crestone  Heights  Sanitarium 

Main  687  

El  Paso 

Faust,  F.  A. 

810  N Nevada.  Ave. 

. Main  407  

El  Paso 

Forster,  A.  M 

Cragmor  Sanatorium  ... 

. Main  122  

El  Paso 

Fountain,  A.  S . 

2001  W Colorado  Ave. 

...Main  5664 

El  Paso 

Giese,  C.  O. 

.116  Ferguson  Rldg. 

...Main  4160  

El  Paso 

Gilhert,  George  R. 

.402  Burns  Bldg—  

Main  1212 

...  El  Paso 

Gillett,  0.  R. 

...Independence  Bldg.  _ 

Main  21 

El  Paso 

Gilmore,  George  B. 

Independence  Bldg.  . 

Main  23 

El  Paso 

Good,  R.  D. 

Cragmor  Sanitarium 

.Main  122 

El  Paso 

Goorlson,  H.  C. 

Exchange  National  Rank  Rldg 

Main  150 

El  Paso 

Gydesen,  Carl  S . 

Ferguson  Rldg. 

Main  3712 

El  Paso 

Hanev,  J.  R 

First  National  Bank  Bldg 

Main  473  . 

El  Paso 

Hanford,  Peter  0. ... 

720  No  Nevada  Ave 

Main  1151 

El  Paso 

Hartwell,  John  B.  

Bums  Bldg . . 

..Main  218 

El  Paso 

Hereford,  John  H 

Burns  Bldg.  

Main  57 

El  Paso 

Hill,  Lawrence  H 

Bums  Bldg.  ... 

..Main  4559  

El  Paso 

Hills,  W.  K 

Ferguson  Rldg. 

Main  665 

El  Paso 

Holland,  A.  C 

Suite  208,  Mining  Exchange  Rldg 

Main  800 

El  Paso 

Howell,  W.  C 

Exchange  National  Rank  Rldg 

Main  669  . . 

El  Paso 

Kettlekamp,  Fred  0 

Ferguson  Rldg. 

Main  267  

El  Paso 

Knowles.  Tom  R. 

Mining  Exchange  Rldg 

Main  78  

El  Paso 

Lennox,  P.  M. 

Rums  Rldg 

Main  1039  .. 

El  Paso 

Liddle,  E.  B 

Rums  Rldg. 

Main  392  .... 

El  Paso 

Loomis,  P.  A. 

Fereuson  Bldg.  ...  . 

...Main  4160  

El  Paso 

Mahoney,  J.  J. 

First  National  Bank  Bldg ..... 

...Main  305  

El  Paso 

Marbourg,  E.  M. 

212  Bums  Bldg 

..Main  472  

El  Paso 

McCIanahan,  Z.  H. 

Exchange  National  Bank  Bldg 

. Main  150  

El  Paso 

McConnell,  j.  F. 

Ferguson  Bldg.  

Main  4160  

El  Paso 

McCorkle,  H.  B. 

First  National  Bank  Bldg—.  

Main  1075  

El  Paso 

McCracken,  C.  P. 

, 462  First  National  Bank  Bldg. 

. Main  1075 

El  Paso 

McCrossin,  W.  P.,  Jr. 

Bums  Bldg.  . 

. .Main  444  

El  Paso 

McIntyre,  T.  A. 

First  National  Bank  Bldg 

..Main  3641  

El  Paso 

Miller,  L.  A... 

Exchange  National  Bank  Bldg 

...Main  2898  

El  Paso 

Morrison,  C.  S. 

2514  W.  Colorado  Ave ...  ., 

...Main  965  

. El  Paso 

Mullett,  A.  M. 

2006  Ridgewav 

.Main  4079J  

El  Paso 

Murphev,  Bradford  J. 

104  E.  Rio  Grande  St ....  

...Main  4005  

El  Paso 

Neeper.  E.  R.  ... 

Exchange  National  Bank  Bldg 

..Main  1 

El  Paso 

Owens,  R.  L 

Independence  Bldg.  

. Main  326  ..  ...  

El  Paso 

Powell,  H.  M. 

64  Independence  Bldg 

Main  4547  ..  . . ... 

El  Paso 

Prior,  F.  H. 

720  N.  Tejon.. 

Main  4052M  ...  . 

Pueblo 

Richmond,  C.  E. 

222  E.  Dale  St 

Main  821 

El  Paso 

Rothrock,  F.  B. 

Independence  Bldg.  

...Main  326 

El  Paso 

Rvder,  Charles  T.  .. . 

Burns  Bldg.  ._  . 

..  Main  1626  

El  Paso 

Schaefer,  S.  W 

.....112  Exchange  National  Bank  Bldg 

...Main  242 

El  Paso 

Sendee,  W.  C 

402  Bums  Rldg. 

. Main  1212  

El  Paso 

Sevier,  J.  A 

Rurns  Bldg. 

..Main  4180 

El  Paso 

Shivers,  G.  C. 

. ..464  First  National  Bank  Bldg. .... 

...Main  305  

El  Paso 

Shivers,  M.  0 

First.  National  Rank  Rldg. 

. .Main  305 

El  Paso 

Slattery,  J.  N 

. ...Colorado  Springs  Psychopathic  Hospital 

Main  3703 

El  Paso 

Smith,  W.  A.  

Ferguson  Rldg. 

. Main  3711 

El  Paso 

Staines,  Minnie  E 

Rums  Rldg. 

..Main  724 

El  Paso 

Stevens,  Frank  T. ... 

211  Ferguson  Bldg 

...Main  1240 

El  Paso 

Stine,  George  H 

.....Burns  Bldg.  

..Main  5090 

El  Paso 

Stough,  C.  F.  - . 

Ferguson  Rldg. 

...Main  4160 

El  Paso 

Timmons,  E.  L 

...  712  Exchange  National  Bank  Bldg 

...Main  193  .. 

El  Paso 

Tucker,  Beverly  

.....1130  No.  Nevada  Ave 

..Main  1166  

El  Paso 

Vanderhoof,  D.  A 

...  Exchange  National  Bank  Bldg— 

...Main  77 

. El  Paso 

Webb,  G.  B. 

402  Bums  Bldg 

..Main  1212 

El  Paso 

Williams,  Judson  T.  

... . Ferguson  Bldg.  

...Main  3711 

El  Paso 

Winternitz,  David  H. ...  . 

...  Bums  Bldg. 

..  Main  4559 

. El  Paso 

Woodward,  Harrv  W. 

Ferguson  Bldg. 

..Main  4160 

El  Paso 

CORTEZ,  COLORADO 

Calkins,  R W 

...  Cortez  . 

''ortez  77  

San  Juan 

Johnson,  E.  E 

...  Cortez  

Cortez  8 

San  Juan 
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Name 

Bailey,  B.  M. 
Cook,  D.  M.~. 
Smith,  A.  E. 


CRAIG,  COLORADO 

Telephone  Society 

— Craig  26  Northwestern 

— Craig  148W  Northwestern 

Box  306,  Craig .Craig  38  Denver 


Address 

Craig  _ 

Craig 


CREEDE,  COLORADO 


McKibbin,  Samuel  Creede 


.Creede  24W  San  Luis  Valley 


CRESTED  BUTTE,  COLORADO 


Alford,  J.  S. 


-Crested  Butte 


-Crested  Butte  10J Denver 


Hassenplug,  W.  F. 
Stahr,  H.  S 


Jackson,  Eugene 


CRIPPLE 

Cripple  Creek 

Cripple  Creek  


CREEK,  COLORADO 

Cripple  Creek  132.. 

Cripple  Creek  132. 


.Delagua 


DELAGUA,  COLORADO 

Trinidad  041R2 


El  Paso 

El  Paso 


Las  Animas 


DEL  NORTE,  COLORADO 


Gjellum,  A.  B 


.Del  Norte 


.Del  Norte  30 San  Luis  Valley 


Bast,  L. 
Burgin,  C.  H. 


DELTA,  COLORADO 

Colorado  Bank  & Trust  Co.  Bldg. Delta  295  - 

358  Main  St . .....Delta  37W 

Cleland,  W.  S Delta  __ Delta  102W 

Day,  W.  A Colorado  Bank  & Trust  Co.  Bldg Delta  294 

Erich,  A.  F Hillman  Bldg.  Delta  40  — 

Hick  ’ Lawrence  A Colorado  Bank  & Trust  Co.  Bldg Delta  293  ... . 

Hick'  L L Colorado  Bank  & Trust  Co.  Bldg Delta  293  _ 

Delta  73- J 1 


Delta 

..Delta 

...Delta 

...Delta 

Delta 

...D^ta 

Delta 

Delta 


.Res.  Delta  242W— Delta 

Denver 


McClanahan,  A.  C Delta  _ 

Miller,  A.  E Delta 

Phillips,  Edward  R.  ~~ Hilman  Bldg. 

DENVER,  COLORADO 

Albi,  Rudolph  309  American  Bank  Bldg Keystone  7703  Denver 

Allen,  Kenneth  D.  A 452  Metropolitan  Bldg Tabor  4208  Denver 

Allen'  Phillip  C.  C 224  Republic  Bldg Main  2235  Denver 

Allen',  R.  S 25  E.  Iowa  Ave Pearl  0211  Denver 

Altieri,  J.  A 4057  Tejon  St _.  Gallup  6854  Denver 

Ambler,  J.  V. 646  Metropolitan  Building Keystone  6431  ...  Denver 

Amesse!  J.  W 624  Metropolitan  Bldg Tabor  0181  Denver 

Anderson  C.  W 224  Republic  Bldg— Main  2235  Denver 

Anderson’  Thompson  210  Metropolitan  Bldg Tabor  4938  Denver 

Apperson,  E.  L 1035  Republic  Bldg. Tabor  6956  Denver 

Argali,  A.’ J 920  Metropolitan  Bldg.  Keystone  5304  Denver 

Arndt’  R.  W.  100  Metropolitan  Bldg Main  4187  Denver 

Arneill  James  Rae 130  Metropolitan  Bldg . Main  4187  Denver 

Ashley!  G.  H 432  Republic  Bldg Tabor  8044  Denver 

Atcheson  George 405  Tabor  Bldg. _ Main  1776  Denver 

Attwood,’  A.  Dc  Forest— 4635  W.  38th  Ave - Gallup  0127  - Denver 

Bagot,  W.  S 500  l7th  St— Tabor  3221  Denver 

Bane  W.  M 1005  Republic  Bldg... Keystone  5731  

Barber,  W.  W 624  Metropolitan  Bldg Tabor  0181  


Denver 
Denver 

York  7720  Denver 

Tabor  2541  Denver 

Keystone  5913  Denver 

..  Keystone  7907  Denver 

’28  Majestic  Building Keystone  7314  Denver 

Baum,  Harry  L 510  Republic  Bldg Tabor  2954  Denver 


Barnard,  H.  I 1707  E.  18th  Ave. 

Barney,  J.  Murray 234  Mack  Bldg 

Baskin,  M J *25  Republic  Bldg. . 

Bassow,  S.  H '03  Republic  Bldg- 

Bates,  Mary  E. 


Beaghler,  Amos  L. 
Beall,  W.  C. 


Beers,  Ida  V 

Beggs,  W.  N 

Bell,  C.  C 

Best,  T.  E 

Beyer,  T.  E 

Bigelow,  May  T._ 


414  14th  St.  Tabor  7151 Denver 

3525  W.  49th  Ave Gallup  1438  Denver 

940  Metropolitan  Bldg Keystone  2661  Denver 

1403  Delaware  St ...  Main  2540  Denver 

309  Republic  Bldg.  — Tabor  4353  Denver 

.411  Mack  Bldg Main  3457  Denver 


118  Majestic  Bldg — Tabor  3800  Denver 

15  Pearl  St Spruce  2573  Denver 

Bingham,  w"  J 624  Metropolitan  Bldg Keystone  8394  Denver 

Black,  Melville 424  Metropolitan  Bldg Keystone  5617  Denver 

Black,’  Mervin  H .3800  E.  Colfax. -York  5410  Denver 

Black,  W.  C.,  Jr '200  E.  9th  Ave York  8500  — Denver 

Blanchard,  W.  E 601  Republic  Bldg Main  3609  Denver 

Blank,  Henry  1218  Republic  Bldg.  Main  4798  Denver 

Blicke'nsderfer,  G.  M r44  Franklin  St.  York  2862  Denver 

Block  Leon  "’23  Majestic  Bldg.  - Tabor  5593  — Denver 

Blosse’r,  John  R '153  Welton  St Main  3445  Denver 
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DENVER  (Continued) 


Name  Address 

Bluemel,  C.  S 550  Metropolitan  Bldg 

Bonesteel,  A.  E 520  Metropolitan  Bldg. 

Bouslog,  J.  S 246  Metropolitan  Bldg.  

Bowers,  Abern  E.  1023  Republic  Bldg. 

Bramley,  J.  R.  423  Majestic  Bldg 

Brandenburg,  H.  P 155  Metropolitan  Bldg.  ... 

Brandon,  E.  Agnes 829  Majestic  Bldg 

Brinton,  W.  T 406  Republic  Bldg 

Bronfin,  I.  D... 3800  E.  Colfax  Ave 

Brown,  Harry  C 330  Republic  Bldg 

Brown,  L.  T 522  Republic  Bldg 

Brown,  M.  D 432  Republic  Bldg.  - 

Buchtel,  Henry  A 1121  Milwaukee  St. 

Buck,  G.  R.  1271  Ivalamath  St 

Bundsen,  C.  A 738  Metropolitan  Bldg 

Burnett,  C.  T.._ 550  Metropolitan  Bldg 

Burns,  T.  Mitchell  830  Metropolitan  Bldg 

Bush,  C.  E.  30  E.  Dakota  St 

Butman,  W.  W 833  Majestic  Bldg.  

Canby,  H.  S 606  Metropolitan  Bldg 

Carmody,  T.  E. .... 806  Metropolitan  Bldg 

Carpenter,  F.  H 1218  Republic  Bldg 

Carson,  P.  C. 6119  Montview  Blvd 

Cassidy,  L.  F 39 3 South  Downing.. 

Cattermole,  George  S 301  Majestic  Bldg 

Catterson,  A.  D 654  Metropolitan  Bldg — 

Cecchini,  A.  S 100  Metropolitan  Bldg 

Chamberlain,  R.  S .300  United  Securities  Building 

Chambers,  Karl  812  Republic  Bldg. - 

Chaney,  W.  C 522  Garfield  

Charles.  R.  L 564  Metropolitan  Bldg 

Chase,  J.  S 821  Republic  Bldg 

Cheley,  G.  E 203  Metropolitan  Bldg 

Childs,  S.  B.— 142  Metropolitan  Bldg 

Chisholm,  A.  J 232  Metropolitan  Bldg 

Chouke,  K.  S 4200  E.  9th  Ave 

Clark,  Dumont  _330  Republic  Bldg. 

Cleere,  Roy  L.  1134  Republic  Building 

Cobianchi,  P.  L 333  E.  16th  Ave. 

Cohen,  Haskell  M 709  Republic  Bldg 

Coleman,  Oscar  E 307  Majestic  Bldg 

Collins,  E.  W 508  Majestic  Bldg. 

Connell,  J.  E.  A 764  Metropolitan  Bldg 

Connor,  P.  J. 1123  Republic  Bldg. 

Conyers,  C.  A 306  Republic  Bldg 

Cooper,  C.  E 652  Metropolitan  Bldg 

Cooper,  Clyde  J 226  Metropolitan  Bldg 

Cooper,  H.  L. 412  Republic  Bldg. 

Cooper,  Henry  S 610  Metropolitan  Bldg 

Cooper,  Horace  S 234  Mack  Bldg. 

Cooper,  K.  G 652  Metropolitan  Bldg 

Corper,  H.  J 3800  E.  Colfax  Ave 

Cotton,  G.  K 418  Republic  Bldg.  — 

Craig,  Alexander  C 122  E.  16th  Ave. 

Crisp,  W.  H 530  Metropolitan  Bldg 

Crosby,  L.  G 142  Metropolitan  Bldg 

Cunningham,  T.  D 932  Republic  Bldg 

Currigan,  Martin  D 610  Metropolitan  Bldg 

Curtis,  H B 203  Cooper  Bldg 

Daniels,  L.  E.  924  Republic  Bldg 

Danielson,  Ralph  W— 258  Metropolitan  Bldg 

Darley,  Ward  518  Majestic  Bldg 

Darrow,  C.  H 110  Metropolitan  Bldg 

Davis,  Jefferson  C.  W 3805  Lowell  Blvd 

Davis,  J.  B 664  Metropolitan  Bldg 

Dean,  E.  F.  S06  Metropolitan  Bldg 

Delehanty,  E.  S 235  Majestic  Bldg 

Denman,  A.  C 717  Republic  Bldg 

Dennis,  W.  S 412  Republic  Bldg 

Dickson,  Logan  M 1565  Pearl  St.  

Dickson,  R.  W 915  Republic  Bldg 

Diemer,  F.  E. 813  Republic  Bldg 

Dixon,  Robert  K 1104  Republic  Bldg 

Dobos,  E.  I.  St.  Joseph’s  Hospital  ._ 


Telephone  Society 

...  Tabor  4078  Denver 

...  Keystone  6011  Denver 

....Tabor  3037  .....Denver 

Tabor  8800  Denver 

Main  5746  Denver 

— Keystone  0523  Denver 

Keystone  3800  Denver 

Keystone  8231  Denver 

York  5410  Denver 

Tabor  1053  Denver 

Keystone  1571  ....  Denver 

....  Main  2889  Denver 

Franklin  2108  Denver 

._.Tabor  7856  Denver 

...  Tabor  2265  Denver 

Tabor  5428  . Denver 

Main  3508  Denver 

Spruce  0016  Denver 

Keystone  7823  Denver 

Keystone  2051  Denver 

Keystone  5464  Denver 

Main  4798  Denver 

Franklin  5559 Denver 

Spruce  5471  Denver 

Tabor  1762  Denver 

Keystone  8408  Denver 

Main  4187  Denver 

Franklin.  2715  Denver 

Tabor  0620  Denver 

Franklin  5065  Denver 

Keystone  7023  Denver 

Main  5284  Denver 

Main  4002  Denver 

Tabor  5141  ..  Denver 

Tabor  0477  Denver 

York  8500  Denver 

Tabor  1053 ...Denver 

Keystone  2522  Denver 

Main  1901  Denver 

Main  5820  Denver 

.Keystone  7020 Denver 

..Main  2555  Denver 

Keystone  5784  Denver 

Tabor  2341  Denver 

-Keystone  8563  Denver 

Main  2922  Denver 

Tabor  0477  Denver 

Keystone  5838  Denver 

Tabor  2857  Denver 

Tabor  2541  ...Denver 

Main  2922  ...Denver 

York  5410  ..Denver 

Keystone  5289  Denver 

Keystone  2429  Denver 

Tabor  3 719  Denver 

Tabor  5141  Denver 

Main  3470  Denver 

Tabor  2857  . Denver 

Main  5463  Denver 

Keystone  5037 Denver 

Main  2332  Denver 

Tabor  0914  Denver 

Main  4133  Denver 

Gallup  2591  Denver 

Keystone  6061  Denver 

Main  5609  Denver 

Keystone  2916  Denver 

Main  4002  Denver 

Keystone  1555  Denver 

Keystone  9525  Denver 

Tabor  2629  Denver 

Keystone  1073  Denver 

Keystone  8898 Denver 

Franklin  3772  Denver 
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DENVER  (Continued) 


\'amc 

Dorsey,  G.  H 

Address 

....  . 946  Metropolitan  Bldg 

Telephone 

Society 

Doty,  D.  A. 

.738  Metropolitan  Bldg...  ...  

Tabor  2265  

Denver 

Douglass,  A.  L 

..306  Mack  Bldg. 

..  Tabor  3444  

Denver 

Downing,  E.  D 

2636  Albion  Street 

York  7988- M . 

El  Paso 

Drever,  J.  Henry. 

309  Mack  Bldg ... 

Kevstone  5445 

Denver 

Diimm,  R T 

415  Majestic  Bldg. 

Main  0424 

Denver 

Dwyer,  Paul  K. . 

...  830  Metropolitan  Bldg. ...  . 

Main  3508 San 

Luis  Valley 

Dnrhin,  FHgar 

550  Metropolitan  Bldg. 

Tabor  5428  . 

Denver 

Earley,  A.  H.  ...  ....  .. 

1204  Republic  Bldg.  ..  .. 

Kevstone  0680 

Denver 

Eastlake,  A.  C. 

816  Republic  Rldg. 

Main  5761 

Denver 

F.haugh,  Franklin  G. 

4200  E.  9th  Ave.  “ 

York  8500 

Denver 

Edwards,  G M 

732  Republic  Bldg. 

Tabor  0013 

Denver 

Fhrenhnrg,  G F,. 

T.  C.  R.  S I 

Kevstone  3161 

. . . Denver 

Elder,  C.“  S. 

802  Majestic  Rldg. 

Tabor  8515  ....  . . 

Denver 

F.llinf,  H R 

330  Metropolitan  Bids'. 

Tabor  4802 

Denver 

Elrick,  Leroy 

816  Republic  Rldg. 

Keystone  7411 

Denver 

F.nos,  Clinton 

831  Majestic  Rldg. 

Main  1633 

Denver 

Esserman,  A.  L.  . 

1035  Republic  Bldg 

Tabor  0052  

Denver 

Evans,  F.  J 

_ ..414  Mack  Bldg 

Tabor  7538 

. . . Denver 

Evans,  John  R. 

620  Republic  Bldg 

Tabor  8531 

Denver 

Faber,  E.  G. 

224  Republic  Rldg. 

Main  2235 

Denver 

Faust,  L.  S. 

1104  Republic  Bldg 

.Keystone  8898  ..  ....  . 

Denver 

Filmer,  B.  A 

1331  S.  Marion  

..(Disc.)  Res.  Pearl  8486 

Denver 

Finnev,  H.  S. 

1236  Republic  Bldg. 

Tabor  0626 

Denver 

Finnoff,  Wm.  C. 

....  920  Republic  Bldg 

Kevstone  4980 

Denver 

Fisher,  C.  D. 

633  Mack  Bldg . 

Keystone  0878  ...  . 

Denver 

Forbes,  Roy  P. 

1850  Gilpin  St 

Franklin  4772 

Denver 

Foster,  John  M ... . 

738  Metropolitan  Bldg 

Tabor  2248 

Denver 

Foster,  J.  M.,  Jr. 

504  Republic  Bldg 

Keystone  0294 

Denver 

Fowler,  H.  L. 

425  Mack  Bldg 

Tabor  3063 

Denver 

Fowler,  O.  S. 

302  Metropolitan  Bldg 

Tabor  3663 

Denver 

Frank,  L.  W. 

.610  Republic  Bldg. 

...  .Main  5853 

Denver 

Fraser,  M.  E.  V. 

737  Republic  Bldg. 

...  .Tabor  2672  

Denver 

Fraser,  R.  W. 

536  Majestic  Bldg 

Keystone  0846  

Denver 

Freeland,  H.  J. 

516  Republic  Rldg. 

Tabor  4562 

Denver 

Freeman,  Leonard 

424  Metropolitan  Bldg.  . 

Keystone  5617  . ... 

. - Denver 

Freeman,  Leonard.  Jr. 

424  Metropolitan  Bldg 

Kevstone  5617 

. Denver 

Freshman,  A.  W. 

234  Metropolitan  Bldg.  . 

Main  2954 

Denver 

Friedman,  Emanuel 

.326  Republic  Bldg.  .. 

Main  1943 

Denver 

Friesch,  Wenzel 

..  625  Republic  Bldg 

Main  6829  

Denver 

332  Republic  Bldg.  ... 

Main  6777 

Denver 

Gale,  M.  J. 

...737  Republic  Bldg. 

Tabor  2672  

Denver 

Gallaher,  T.  J. 

....  605  California  Bldg.  ... ...  ... 

Keystone  0628  . 

Denver 

.521  Majestic  Bldg 

Tabor  0738  

Denver 

535  Republic  Bldg. 

Tabor  5723 

Denver 

Gelien,  Johanna 

1480  High  St. 

Franklin  6124  . ..  

Denver 

Gengenbach,  F.  P. 

. ..1850  Gilpin  St 

..  Franklin  4772  

Denver 

George,  McLeod  M. 

Bethesda  Sanitarium 

Pearl  5033  

Denver 

Gillen,  G.  H. 

..1337  Gavlord  St. 

York  3716  

Denver 

624  Metropolitan  Bldg. 

Tabor  0181  

Denver 

Glenn,  G.  A. 

...4200  Tejon  St. 

. Gallup  4500  

Denver 

615  Republic  Bldg. 

Main  4695  . ...  

Denver 

4200  E.  9th  Avenue 

York  8500  

Denver 

Graham.  D.  A.  .. 

..323  Mack  Bldg. 

.Main  0614  

Denver 

Graham,  E.  V 1205  Republic  Bldg 

Green,  L.  W 1237  Republic  Bldg 

Greig,  William  M 415  Majestic  Bldg 

Guthrie,  A.  B 318  Republic  Bldg 

Guthrie,  E.  C. .. 404  Steele  Bldg Keystone  5661  

Gwinn,  Lawrence  M. 1005  So.  Gaylord  St _ — _Spruce  1249  

Haggart,  William  W 1003  Republic  Bldg ....Tabor  1418  

Hall,  J.  N 730  Metropolitan  Bldg Keystone  6650  

Halley,  William  H 22 O Metropolitan  Bldg _ Tabor  6715  

Halsted,  F.  S.  738  Metropolitan  Bldg Tabor  2248  

Hansen,  F.  P.  ...  506  Mack  Bldg ...Tabor  5915  

Hargreaves,  O.  C. 3700  W.  32nd  Ave Gallup  2210 

Harrington,  John  F 1227  Republic  Bldg Main  4449  

Hartendorp,  Paulus  V.  H. 500  Broadway  National  Bank  Bldg. Spruce  4142  

Hartley,  J.  E 1224  Republic  Bldg. Tabor  1224  

Harvey,  E.  L. 632  Republic  Bldg ...Tabor  5366  

Harvey,  H.  G.,  Jr 632  Republic  Bldg _...Tabor  5366  

Hazlett,  J.  D 604  Republic  Bldg. Keystone  0108  

Hegner,  C.  F.  920  Metropolitan  Bldg.  . Keystone  7913  

Henderson,  H.  B - 309  Republic  Bldg.  Main  5191  


Tabor  2456  Denver 


Keystone  8600  Denver 

Main  0424  Denver 

Tabor  1631  Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

...Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

Denver 
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DENVER  (Continued) 


Name  Address 

Hepp,  G.  B 521  Mack  Bldg 

Hepp,  Louis  C 521  Mack  Bldg 

Heusinkveld,  Gerrit 620  Republic  Bldg 

Hickey,  H.  L 934  Republic  Bldg 

Higbee,  D.  R 1117  Republic  Bldg — — 

Hill,  K.  A 632  Metropolitan  Bldg 

Hillkowitz,  Philip 236  Metropolitan  Bldg 

Hilton,  Jack  Palmer Mount  Airy  Sanitarium 

Hinton,  C.  B 104  Broadway 

Hix,  I.  E 1138  Republic  Bldg . 

Holden,  G.  W 606  Metropolitan  Bldg 

Holt,  Frank  1010  Republic  Bldg 

Hopkins,  H.  J 3211  Lowell  Blvd. 

Hopkins,  J.  R 907  Republic  Bldg.  

Hopkins,  T.  M 520  Metropolitan  Bldg 

Howard,  J.  F 2400  Gaylord  St 

Howard,  T.  Leon 1224  Republic  Bldg 

Hoyt,  R.  W 404  Republic  Bldg 

Hudston,  Ranulph 1203  Republic  Bldg 

Hutchison,  James  E 216  Republic  Bldg - 

Hutton,  J.  G 506  Republic  Bldg 

Imbro,  Eva  Arbini  4656  Gilpin  Street 

Inglis,  John  837  Republic  Bldg 

Ingraham,  C.  B 509  Republic  Bldg 

Irwin,  R.  S 714  Republic  Bldg 

Jackson,  Edward  1008  Republic  Bldg — 

Jaeger,  J.  R._. 632  Republic  Bldg 

Jaffa,  B.  B 358  Metropolitan  Bldg 

Jelstrup,  Gunnar  516  Republic  Bldg 

Jeurink,  John  1620  So.  Pearl  St,... 

Jeurink,  V.  G .527  Republic  Bldg 

Jobe,  M.  C 606  Metropolitan  Bldg 

John,  G.  H 560  Metropolitan  Bldg 

Jones,  V.  H 322  Republic  Bldg — 

Jones,  Wiley 735  Majestic  Bldg 

Katzman,  Maurice  402  Republic  Bldg . 

Kemper,  C.  F 930  Metropolitan  Bldg 

Kennedy,  A.  L 835  Gaylord  St 

Kenney,  F.  W Capitol  Life  Bldg 

Kent,  G.  B 516  Republic  Bldg. 

Kent,  W.  C _1069  Cook  St. 

Kestle,  C.  W 122  E.  16th  Avenue 

King,  W.  W 738  Metropolitan  Bldg 

Kinney,  J.  E 606  Metropolitan  Bldg 

Knoch,  N.  H 523  Majestic  Bldg 

Kracaw,  A.  R 735  Monroe  St 

Kretschmer,  O.  S 306  Republic  Bldg 

Krohn,  Morris  J.  -406  Central  Savings  Bank  Bldg 

Krueger,  E.  H 2100  E.  28th  Ave 

Kruse,  May  B 945  Washington  St 

Kunitoma,  N. 830  18th  St 

Laff,  Herman  I 406  Metropolitan  Bldg 

Lamberton,  R.  F 314  Mack  Bldg 

Lang,  Ray  R 229  Commonwealth  Bldg 

Lannon,  A.  R 632  Republic  Bldg 

Lee,  G.  H. 330  Metropolitan  Bldg 

Lee,  L.  W 732  Republic  Bldg.  

LeFevre,  H.  W.,  Jr 816  Republic  Bldg 

LeRossignol,  W.  J 686  So.  Pearl  St 

Levin,  O.  S. 300  United  Securities  Building  

Levy,  Maurice 709  Republic  Bldg 

Levy,  Robert  406  Metropolitan  Bldg 

Lewis,  George  B... 856  Metropolitan  Bldg 

Lewis,  Robert  230  Majestic  Bldg 

Lewis,  W.  B 3268  W.  32nd  Ave 

Leyda,  J.  H 956  Metropolitan  Bldg 

Lincoln,  C.  L 301  Majestic  Bldg 

Lingenfelter,  G.  P 646  Metropolitan  Bldg 

Lipscomb,  John  M 1224  Republic  Bldg 

Lof,  A.  J.  O 836  Metropolitan  Bldg.—. 

Long,  Margaret 940  Metropolitan  Bldg 

Lorber,  M.  B 636  Republic  Bldg. .... 

Love,  T.  R — 302  Metropolitan  Bldg. 


Telephone 

Society 

...Keystone  0677  

Denver 

.Keystone  0677  ..... 

...  Denver 

Tabor  8531  

Denver 

.....Keystone  1742  

Denver 

.....Tabor  8311  

Denver 

.....Main  2340  

Denver 

Main  2954  

Denver 

..  .York  0849  

.....Spruce  0995  

- Denver 

. ..  Keystone  8421  

..  .Keystone  0473 

...Main  1486  

Gallup  7360  

.....Main  2755  

...  Tabor  2553  

Denver 

Franklin  1801  

. ..Tabor  1224  

Keystone  5517  . 

. Main  1381  .. 

Keystone  1624  . 

- Tabor  5625  

Denver 

...  ..Tabor  5591  ..  .... 

..  -Main  5524  

— Main  5191 

...  Main  5515  ..  .. 

Keystone  7517 

Denver 

Tabor  5366 

Tabor  6715  

.....Keystone  0409  . . 

Denver 

Spruce  6058  

. Denver 

. . .Main  3938  

Denver 

.....Main  4543  ..  

.....  Keystone  7023  

Denver 

Tabor  4041  

. Keystone  2601 

...  Keystone  0411  .. 

Denver 

.....Main  3661  

York  7033  

Denver 

.....  Keystone  2211  

Denver 

.—.Main  2646  

.....York  4189  

. Denver 

.....Keystone  2429  

Denver 

...  Tabor  2265  

Denver 

.....Keystone  0473. 

Denver 

Keystone  3431 .... 

._  . Denver 

.....Keystone  1003  

. Denver 

....Keystone  8563  

Denver 

. ..Keystone  8517  

Denver 

.....York  3445  

Denver 

...York  0409  

Denver 

.....Tabor  1983  

Denver 

.Keystone  1908  

Denver 

....Keystone  2548  

Denver 

— Keystone  2436  

Denver 

Tabor  5366  ... . 

Denver 

Keystone  4323  

- Denver 

Tabor  7816 

Denver 

Keystone  7411  

...  Denver 

Pearl  0933 

Denver 

Franklin  2715 

Denver 

Main  0633  

Denver 

Kevstone  1908  

Denver 

...Tabor  5788  

Denver 

Denver 

. Gallup  0224  

Denver 

Keystone  3768  

Denver 

. Tabor  1762  

Denver 

..  Keystone  6431  

Denver 

..  Tabor  1224  

Denver 

...  Keystone  4000  

Denver 

Keystone  2661  

Denver 

Tabor  4289 

Denver 

Kevstone  0335  

Denver 
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Name 

Lowen,  C.  J. — 

Lowther,  R.  R 

Macomber,  D.  W.  532  Republic  Bldg. 

Macomber,  H.  G.  — 1415  Welton  St. 

Maier,  Frank  Julian 1123  Republic  Bldg 

Main,  George  C 227  Mack  Bldg. 


DENVER  (Continued) 

Address  Telephone 

717  Republic  Bldg. Main  2331 

945  Washington  St Franklin  2967 


Society 

Denver 

Denver 

Denver 

.Denver 


Main  2046  

Keystone  7733  _ 

Tabor  2341  Denver 

—Keystone  5341  Denver 

_722  Republic  Bldg Keystone  7001  Denver 

_526  Republic  Bldg Main  5416  Denver 


.Main  4942  

Keystone  2829 

Main  2344  ..... 


— Keystone  5341  


Manns,  Rudolph 
Marcove,  M.  E 

Markel,  Casper 631  Majestic  Bldg 

Markley,  A.  J 432  Metropolitan  Bldg. 

Mason,  Lyman  W 707  Republic  Bldg 

Maul,  H.  G -227  Mack  Bldg. 

Maul,  R.  F 227  Mack  Bldg.  Keystone  5341  

McCaw,  John  A 415  Majestic  Bldg Tabor  3800  

McDonald,  R.  J 626  Republic  Bldg Tabor  7747  

McGraw,  H.  R 416  Metropolitan  Bldg Keystone  3934  

McKeen,  H.  R 532  Republic  Bldg Keystone  7610  

McKelvey,  S.  R State  Office  Bldg Keystone  1171  

McKeown,  E.  E 406  Republic  Bldg Keystone  8231  

McLauthlin,  C.  A.  532  Republic  Bldg Tabor  1067  


Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

Denver 

— Denver 
..Denver 

Denver 

Denver 

Denver 

_ Denver 
...Denver 
...  Denver 

Denver 

...  Denver 
Denver 


McNaught,  F.  FI 619  Majestic  Bldg. Keystone  2921  _ 

Meade,  E.  E 527  Mack  Bldg Main  1658  

Meader,  C.  N 518  Majestic  Bldg — Tabor  0914 

Metcalf,  A.  W.,  Jr 820  Metropolitan  Bldg.  Keystone  3124  _ 

Metz,  C.  W 1134  Republic  Bldg Keystone  2522 

Miel,  G.  W 824  Majestic  Bldg.  — Keystone  0420 

Miller,  A.  H -HO  Metropolitan  Bldg Tabor  2803  Denver 

Miller,  Eli  A 266  Metropolitan  Bldg Tabor  4289  Denver 

Miller,  L.  I 266  Metropolitan  Bldg Tabor  4289  Denver 

Miller,  Simon  I 1024  Republic  Bldg. —Tabor  8614  Denver 

Mills,  F.  McConnell ..._  50  So.  Clarkson  Pearl  0012  — Denver 

Minnig,  Arnold  522  Republic  Bldg.  Keystone  1571  Denver 

Mitchell,  W.  C 430  State  Office  Bldg Keystone  1171 Denver 

Mogan,  W.  E 423  Republic  Bldg -Main  1847  - Denver 

Monaghan,  D.  G 535  Majestic  Bldg Main  0706  Denver 

Monson,  G.  L 846  Metropolitan  Bldg — Tabor  0825  Denver 

Moon,  A.  L. 2525  So.  Downing  St Pearl  3721  Denver 

Morian,  C.  H.  510  Mack  Bldg.  _ Tabor  2473.. Denver 

Morning,  J.  F 416  Mack  Bldg.  Keystone  5531  — Denver 

Morrison,  R.  G 724  Metropolitan  Bldg Main  3747  Denver 

Mugrage,  E.  R. 4200  E.  9th  Ave York  8500  — ..  Denver 

Mumey,  Nolie  1133  Republic  Bldg.  Keystone  3600  Denver 

Murphy,  Rex  L 110  Metropolitan  Bldg Main  4133  Denver 

Nelson,  Eli  830  Metropolitan  Bldg.  Main  3508  Denver 

Ness,  R.  J 354  Metropolitan  Bldg — Keystone  4472  — — Denver 

Newcomer,  Elizabeth  H 306  Republic  Bldg Keystone  8563  Denver 


Newcomer,  N.  B. 
Newman,  Samuel  P. 
Newsom,  H.  G.  . 

Ohmart,  W.  A 

Olmsted,  G.  K. 


306  Republic  Bldg Keystone  8563  Denver 

1707  E.  18th  Ave.  York  7720  ...  Denver 

227  Mack  Bldg.  Keystone  5341  — Denver 

1214  Republic  Bldg _ Main  6941  Denver 

SOS  Republic  Bldg.  . Main  3014  ..._ Denver 

Oppenheim,  S.  M 312  Metropolitan  Bldg. ._ Tabor  0781  Denver 

O’Rourke,  D.  H 1120  Republic  Bldg.. Keystone  8315  Denver 

.428  Majestic  Bldg Main  0971  Denver 

Packard’  George  B 764  Metropolitan  Bldg ...Keystone  5784  Denver 

Packard,  Robert  G 1707  E.  18th  Ave York  7720  Denver 

Pate,  C.  E 520  Metropolitan  Bldg — Keystone  1839  - Denver 

Pattee,  George  L 612  Republic  Bldg Main  7069  Denver 

Peck,  G.  S _ 226  Majestic  Bldg ......Keystone  6511  Denver 

Perkins,  C.  C _ -907  Republic  Bldg.  Keystone  6712  . ...Denver 

Perkins,  Earl  J 958  Metropolitan  Bldg Keystone  4637  .....  Denver 

Perrin,  J.  B.  730  Metropolitan  Bldg.  Keystone  8083  ..  Denver 

Pcrrott,  E.  W. 1024  Republic  Bldg . Keystone  6084  — Denver 

Perry,  R.  B 637  Republic  Bldg ...  Keystone  0343  ...Denver 

Pershing,  Howell  T 706  Metropolitan  Bldg ..  Keystone  2022  Denver 

Phillips,  Samuel  Grover  529  Majestic  Bldg.  Main  0458  Denver 

Philpott,  Ivan  W 920  Metropolitan  Bldg.  Keystone  5304  Denver 

Philpott,  J A. 202  Metropolitan  Bldg Tabor  2985  Denver 

Philpott,  O.  S.  —432  Metropolitan  Bldg. Keystone  2829  ...Denver 

Plaugher,  Lee  Roy 1025  Sherman  St. Main  6488  Garfield 

Pollard,  J.  W 1217  Republic  Bldg —Main  3801  — Denver 

Pollock,  C.  R._ 704  Republic  Bldg Tabor  7516  Denver 

Porter,  W.  C.  1120  Republic  Bldg ___ .—Tabor  S610  Denver 

Postma.  George  S 1590  So.  Pearl  St — Spruce  3044  Denver 


December,  1933 
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DENVER  (Continued) 


Name  Address 

Pothuisje,  P.  J 638  Majestic  Bldg 

Potter,  S.  B 220  Republic  Bldg 

Powell,  Cuthbert 1378  Humboldt  St 

Pratt,  E.  S 737  Republic  Bldg 

Prey,  Duval  304  Republic  Bldg 

Price,  Craig  100  Metropolitan  Bldg- 

Prinzing,  J.  F 717  Republic  Bldg. 

Purcell,  J.  W 3788  Walnut  St.. 

Ramsey,  R.  T 366  Metropolitan  Bldg 

Rees,  Maurice  H 2810  E.  17th  Ave 

Reilly,  J.  J 1931  Eudora  St 

Reynolds,  Edna  M 920  Republic  Bldg 

Richards,  D.  F 804  Republic  Bldg — 

Rilance,  C.  D 904  Republic  Bldg 

Ritterspach,  F.  J 820  Metropolitan  Bldg 

Robb,  William  J 309  Insurance  Bldg 

Robinson,  E.  F 734  Republic  Building.. 

Roe,  J.  F 304  Equitable  Bldg 

Rogers,  F.  E 802  Majestic  Bldg 

Rothwell,  W.  D 438  Republic  Bldg. 

Ruddy,  James  404  Republic  Bldg — 

Ruegnitz,  L.  H 1717  Downing  St 

Russell,  James  E 820  Metropolitan  Bldg 

Ryan,  J.  G 723  Mack  Bldg 

Safarik,  L.  R 1017  Republic  Bldg 

Saks,  H.  S 312  17th  St 

Sams,  L.  V -1010  Republic  Bldg 

Savage,  Raymond  J 633  Republic  Bldg 

Sawyer,  K.  C ....516  Republic  Building 

Scherrer,  E A 216  Republic  Bldg 

Schmidt,  E.  A 1040  Jackson  St 

Schoonover,  J.  A 610  Republic  Bldg 

Schroeder,  R.  H.. __  736  Metropolitan  Bldg 

Schwatt,  Herman  ;.. J.  C.  R.  S 

Searle,  Hester  B .1413  Welton  St 

Sears,  Thad  P Medical  Dept.  Denver  Tramway  Co 

Sedwick,  W.  A.... 833  Republic  Bldg 

Seebass,  A.  R 509  Insurance  Bldg 

Sells,  V.  E 2239  E.  Colfax 

Sevier,  C.  E 418  Republic  Bldg 

Sewall,  Henry  1360  Vine  St 

Seyler,  Anna  G 322  Republic  Bldg 

Shea,  R.  M 1244  Grant  St. 

Shields,  J.  M.. 262  Metropolitan  Bldg 

Shollenberger,  C.  F 2836  Federal  Blvd 

Simon,  S.  1218  Republic  Bldg 

Sims,  Harry  J 23  E.  Iowa  Ave 

Smith,  Charles  509  Republic  Bldg 

Smith,  Guy  W 806  Metropolitan  Bldg 

Smith,  R.  G 306  Metropolitan  Bldg 

Snyder,  H.  W 832  Republic  Bldg 

Sommer,  H.  O Y.  M.  C.  A 

Spangelberger,  M.  A 604  Republic  Bldg 

Spicer,  C.  M 1106  Republic  Bldg 

Staeck,  F.  C.~_ 2257  W.  32nd  Ave 

Stahl,  A.  W 1778  Gilpin  St 

Stander,  T.  C 832  Republic  Bldg; 

Stander,  T.  R. 613  Republic  Bldg 

Staunton,  A.  G 835  Republic  Bldg 

Stein,  Herman  B 310  Republic  Bldg 

Stephenson,  F.  B 452  Metropolitan  Bldg 

Stevens,  J.  L 66  Knox  Ct 

Strickler,  D.  A 1520  York  St ... 

Struthers,  J.  E 904  Republic  Bldg 

Stuver,  H.  W 324  Majestic  Bldg 

Sunderland,  W.  E 70S  Republic  Bldg 

Swaggart,  Luman  B 27  E.  1st  Ave 

Swerdfeger,  E.  B 1763  Gilpin  St 

Swigert,  J.  L 1102  Republic  Bldg. 

Taylor,  H.  L 413  Majestic  Bldg 

Tepley,  Leo  V 804  Republic  Bldg 

Thayer,  M.  D 527  Majestic  Bldg. 

Thomas,  Atha 418  Republic  Bldg 

Thompson,  N.  A.  1 946  Metropolitan  Bldg 


Telephone  Society 

Main  3539  Denver 

Tabor  6715  __ Denver 

York  2343  Denver 

.Tabor  2672  Denver 

Keystone  0294  Denver 

Main  4187  Denver 

Keystone  5713  Denver 

Keystone  6911  Denver 

Main  4619  _ Denver 

Res.  Franklin  0891 Denver 

York  3740  Denver 

Keystone  4980  Denver 

Tabor  4761  ; Denver 

Keystone  6429  Denver 

Keystone  3124  Denver 

Main  1422  Denver 

Main  3945  Denver 

_Tabor  1162  Denver 

Tabor  8513  Denver 

Talior  3981  Denver 

Tabor  6038  Denver 

Tabor  5369  Denver 

Keystone  3792  Denver 

Main  0834  __ Denver 

Keystone  8507  Denver 

Main  6884  Denver 

Main  1486  .1 Denver 

_Tabor  1819  Denver 

Main  2646  Denver 

Keystone  1624  Denver 

York  6837R  ..Denver 

Tabor  3314  Denver 

Tabor  6776  -Denver 

Keystone  3161  Denver 

Keystone  7733 Denver 

Main  Sill  Denver 

Tabor  1941  Denver 

Main  1422  Denver 

..Franklin  2713  Denver 

Keystone  3289  Denver 

York  1474  Denver 

._Tabor  4041  Denver 

Keystone  0354  Denver 

Tabor  4594  Denver 

Gallup  1730R  i Denver 

Keystone  3417  Denver 

Pearl  0211  Denver 

Main  5191  Denver 

Keystone  5464  1 Denver 

Main  0738  Denver 

Tabor  6309  Denver 

Keystone  8251  Denver 

Keystone  0108  Denver 

Keystone  2571  Denver 

Gallup  1153  Denver 

York  9064  Denver 

Tabor  6309  Denver 

Main  4823  . Denver 

Tabor  1941  « Denver 

Main  1333  Denver 

Tabor  4208  Denver 

Spruce  8920  Denver 

York  1693  ...Denver 

Main  0813  Denver 

Main  1968  Denver 

Main  0560  Denver 

Pearl  7679  Denver 

York  3300  Denver 

Main  6509  Denver 

Main  0424  , Denver 

Tabor  2008  Denver 

Tabor  2766  Denver 

Keystone  5289  Denver 

Main  2232  ..Denver 
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DENVER  (Continued) 


Name 

Address 

Telephone 

Society 

Thulin,  H.  F 

.104  Broadway  

_ . ..Spruce  0995 

Denver 

Tower,  F.  A 

302  Quincy  Bldg 

Keystone  2444 

Denver 

Townsend,  Guy  W 

..556  Metropolitan  Bldg.  ..  . 

...Main  2755 

Denver 

Troute,  F.  R 

1290  So.  High  St. 

..Pearl  3453  ..  . 

Denver 

Trumbauer,  C.  A 

3409  York  St 

York  5490 

Denver 

Ulmer,  H.  D 

,_407  Mack  Bldg. 

Tabor  6632 

Denver 

Van  Meter,  L.  M. 

834  Republic  Bldg 

Tabor  7978 

Denver 

Van  Meter,  S.  D. 

1621  Court  PI.  “ . 

Main  1897  ..  .. 

Denver 

Van  Meter,  Virginia  C. 

1621  Court  PI 

. Main  1897  . 

Denver 

Van  Stone,  L.  M.  . - 

..203  Metropolitan  Bldg. 

Main  1002 

Denver 

Van  Stone,  W.  D. 

1578  Humboldt  St 

York  2.34.3 

Denver 

Van  Zant,  C.  B 

460  Metropolitan  Bldg. .. 

Keystone  746.3 

Denver 

Verploeg,  Ralph  H 

1850  Gilpin  St 

Franklin  4772 

Denver 

Von  Detten,  H.  J.  

..1578  Humboldt  St . 

Vnrk  7.34.3 

Denver 

Wade,  L.  H.  ...  

81 7 Majestic  Rldg. 

Keystone  767.3 

Denver 

Waggener,  W.  R.  

220  Metropolitan  Bldg 

.Main  0351  . 

Denver 

Walker,  Chas.  E 

Tahor  7665 

. Denver 

Wallace,  G.  C 

910  Republic  Bldg. 

Keystone  803  7 

Denver 

Waring,  James  J 

203  Metropolitan  Bldg 

Main  1007 

Denver 

Warner,  G.  R 

1206  Republic  Bldg. 

Keystone  5124 

Denver 

Wasson,  W.  W.  ..  ... 

246  Metropolitan  Bldg 

Tahor  .30.3  7 

Denver 

Waters,  P.  A.  

..  . 309  Federal  Building 

Keystone  4151 

Denver 

Wear,  Harry  H 

...915  Republic  Bldg 

Tabor  8.311 

.Denver 

Weatherford,  J.  E 

..  . 300  United  Securities  Bldg. 

Franklin  2715  ... . ..  

Denver 

Weiner  Morris 

1035  Republic  Bldg. 

Tabor  6817  

Denver 

Weinstein,  Sidney  S.  .. 

83  So  Rrnadway 

Pearl  7958  

Denver 

Weiss,  F.  H.  ._  .. 

1449  Pennsylvania  St 

Keystone  0996  .. 

. Denver 

Whitaker,  H.  L. 

..  .1234  Republic  Bldg. 

Main  2759  

Denver 

Whitaker,  W.  0. 

1235  Republic  Bldg. 

Tabor  0626  — 

.Denver 

Whitehead,  R.  W. 

. ...4200  E.  9th  Ave. 

York  85CO  

Denver 

Whiteley,  P.  W. 

818  Metropolitan  Rldg, 

Tabor  6063  ... . 

Denver 

Wilcox,'  H W. 

904  Republic  Bldg. 

Keystone  3538  ..  ....  . ~ .. 

Denver 

Williams,  G.  Z.  .. . 

456  Metropolitan  Bldg. 

Tabor  1671  

Denver 

Williams.  Sherman 

346  Metronolitan  Rids. 

Main  1506  ... . 

Denver 

Williams.  William  Whitf.ridee  AOA  Maiestic  Ride. 

Tabor  4312  ...  — 

Denver 

Willis,  C.  H. 

307  Railway  Exchange  Bldg. 

Tabor  8418  . 

Denver 

Wilson,  A.  Lawrence 

606  Metropolitan  Bldg. 

Main  4543  

Denver 

Wilson,  R.  E. 

1008  Republic  Bldg ..  

- — Tabor  8324  

Denver 

Winemiller,  L.  H. 

404  Republic  Rldg. 

..Keystone  4812  

Denver 

Withers,  Sanford  M. 

304  Republic  Bldg 

Keystone  8633  

Denver 

Wolf,  J.  A. 

310  Repnhlic  Rldg. 

Tabor  1416  

Denver 

Wolfe,  A.  M . 

636  Republic  Rldg 

Main  3470  . 

Denver 

Wollenweber,  L.  C. 

808  Republic  Bldg. 

Keystone  8443  

Denver 

Wollgast,  Geo.  F. 

1448  So.  Broadway 

Spruce  5118  

Denver 

Woodcock,  W.  C. 

315  Emerson  St. 

Pearl  8464  

Denver 

Work,  Hubert  

521  Brown  Palace  Hotel 

Tabor  6692  

Pueblo 

Work,  Philip 

324  Metropolitan  Bldg. 

Keystone  8333  

Denver 

Workman,  Cloyd  W. 

.1078  So.  Gavlord  St. 

Pearl  6690  

Denver 

Worthington,  A.  K 

1554  California  St. 

Denver 

Wrieht.  G M. 

.3.31  Mack  Rldg 

Main  2426  

Denver 

Yegge,  W.  B 

4.36  Metropolitan  Rldg 

Main  1346  

Denver 

Yont,  Kate  E.  G.  

Box  163,  Highlands  Station 

Gallup  4649  

Denver 

Young,  H.  B.  

..  330  Republic  Bldg. 

. Tabor  1062  

Denver 

Zarit,  John  I.  ......... 

766  Metropolitan  Rldg 

Tabor  4289  

Denver 

Zimmerman,  William  

...  .509  Mack  Bldg 

Keystone  4837  — 

Denver 

DOLORES,  COLORADO 


Lefurgev,  H.  C. 

Dolores 

Dolores  44 

. San  Juan 

Burnett,  A.  L 

DURANGO,  COLORADO 

..  Kruschke  Bide.  Duraneo  212 

....  ..  San  Juan 

Darling,  J C. 

. Century  Bldg. 

...  Durango  60 

San  Juan 

Elliott.  W.  M. 

946  Main  

Durango  322.... 

. San  Juan 

Downing,  R.  L. 

126  W.  9th  St. 

Durango  161 

San  Juan 

Haggart,  John  

. Century  Bldg.  . .. 

. .Durango  330J 

. San  Juan 

Lingenfclter,  H.  A 

102  E.  8th  St. 

.Durango  203 

San  Juan 

Rensch,  0.  B.  

...Century  Bldg. 

Durango  441 

San  Juan 

Mitchell,  Lee  Roy .... 

EADS,  COLORADO 

...Eads  ...  

Eads  22 

Prowers 

Hotopp,  T.  M.  H 

EAGLE 

. Eagle  

...Eagle  48  F.  2 ... 

Garfield 

December,  1933 


505 


Name 

Corbin,  E.  A 

Hall,  A.  Z 

Holden,  E.  G 

Rupert,  H.  S. 


Bailey,  George  P. 
Sunderland,  O.  R. 


Denney,  R.  H 


Alldredge,  H.  H. ... 

Isbell,  N.  Paul.. 

Simon,  John  


Bixler,  C.  W 

Cooke,  M.  W 


EATON,  COLORADO 


Address  Telephone 

Eaton  Eaton  6 

Eaton  Eaton  13S  

-Eaton  Eaton  27  

Eaton  Eaton  123 


EDGEWATER,  COLORADO 

1393  Sheridan  Boulevard  Lakewood  314  

2503  Benton  St Gallup  2796  

ELBERT,  COLORADO 

Elbert  Elbert  242  

ENGLEWOOD,  COLORADO 

3503  So.  Broadway Englewood  7W  

3176  So.  Acoma  Street Englewood  7W  

3345  So.  Broadway Englewood  192W  

ERIE,  COLORADO 

Erie  Erie  22-Rl  _. 

Box  192  Erie  22-Rl 


Society 
— Weld 
...Weld 

.....Weld 

Weld 


Denver 

Denver 


Denver 


Denver 

Denver 

Arapahoe 


Boulder 

Boulder 


ESTES  PARK,  COLORADO 

Battock,  Benjamin  H .Estes  Park  

Mall,  Jacob  O .Estes  Park  ...Estes  Park  78  . 

Weist,  Roy  F.  Estes  Park  Estes  Park  41 

EVANS,  COLORADO 

Averill,  H.  W Evans  Evans  44-Fl 


EVERGREEN,  COLORADO 

Mason,  George  E Box  22,  Evergreen 

FAIRPLAV,  COLORADO 

Burlingame,  Robert  M — Fairplay  Fairplay  34  

FLAGLER,  COLORADO 

Reid,  E.  W. Flagler  __._Flagler  82  

FLORENCE,  COLORADO 

Adkinson,  Royal  C Blunt  Bldg.  Florence  128  

Hutton,  Vardry  A Blunt  Bldg.  Florence  152  

Rupert,  L.  E 119  E.  2nd  St Florence  16  

Waroshill,  A.  D. Daniels  Blk.  Florence  218  


FORT  COLLINS,  COLORADO 


Beebe,  N.  L. Robertson  Bldg.  _ 

Brown,  Thad  C Albert  Bldg.  

Brownell,  W.  F. Colorado  Bldg.  

Carey,  J.  D. Poudre  Valley  National  Bank  Bldg. 

Carroll,  Frank  Robertson  Bldg.  

Cram,  Victor  E Physicians  Bldg.  

Dickey,  L.  D 210  Colorado  Bldg 

Garrison,  G.  E.  Robertson  Building  

Gleason,  R.  L Robertson  Bldg.  

Halley,  S.  C Colorado  Bldg.  

Hartshorn,  Daune  F Physicians  Bldg.  

Hartshorn,  F.  H Physicians  Bldg.  

Haughey,  I.  W 203  Trimble  Bldg 

Honstein,  C.  E Wilson  Bldg.  

Humphrey,  F.  A Trimble  Bldg 

Lee,  Robert  M.  Physicians  Building  

Little,  Lowell Colorado  Bldg 

McHugh,  P.  J P.  O.  Box  194 

Morrill,  E.  L. 633  Remington  St 

Platz,  C.  H Colorado  Bldg 

Taylor,  T.  Clarkson Physicians  Bldg 


— Ft.  Collins  343W  ... 

Ft.  Collins  170W 

.Ft.  Collins  219W 

Ft.  Collins  204.. 

Ft.  Collins  2041W.— 

..  Ft.  Collins  1048W 

Ft.  Collins  395W 

-Fort  Collins  219W 

Ft.  Collins  440W 

.....Ft.  Collins  323 

Ft.  Collins  321 W 

.....Ft.  Collins  321W 

Ft.  Collins  263W 

.....Ft.  Collins  101W 

.....Ft.  Collins  560W 

.....Fort  Collins  460W 
Ft.  Collins  669W 

— Ft.  Collins  50W. 

....Ft.  Collins  187  

Ft.  Collins  889W. 

..._Ft.  Collins  400 


FORT  LUPTON,  COLORADO 

Monismith,  A.  T Fort  Lupton  Ft.  Lupton  6J 


Bondurant,  Alphaeus  J Fort  Lyon 

Cassidy,  F.  C. Fort  Lyon 

Fulwider,  Robert  M ..Fort  Lyon 

Jackson,  B.  F.  Fort  Lyon 


FORT  LYON,  COLORADO 

Las  Animas  82 

- ..Las  Animas  82  

Las  Animas  82 

Las  Animas  82 


Denver 

Larimer 

Larimer 


Weld 

...  Denver 


Denver 


Kit  Carson 


Fremont 

Fremont 

Fremont 

Fremont 


Larimer 

Larimer 

Larimer 

Larimer 

Larimer 

Larimer 

— Larimer 

Larimer 

Larimer 

..Larimer 

Larimer 

Larimer 

Larimer 

— - — Larimer 

Larimer 

Larimer 

...Larimer 

Larimer 

Larimer 

Larimer 

Larimer 


Weld 


Otero 

Otero 

....  Otero  & Denver 
Otero 
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FORT  MORGAN, 

COLORADO 

Name 

Address 

Telephone 

Clark,  I.  J 

Box  577  

Ft.  Morgan  499 .... 

Johnson,  Harrv  A. 

. Morgan  County  Bank  Bldg. 

Ft.  Morgan  37W 

Lockwood,  F.  W. 

First  National  Bank  Bldg. 

Ft.  Morgan  137 

Williams,  A.  F 

220  E.  Beaver  Ave. . .. 

Ft.  Morgan  18 

Woodward,  Paul  E 

220  E.  Beaver  Ave 

Ft.  Morgan  18 

FOWLER,  COLORADO 

Van  Der  Schouw,  G.  E Fowler  Fowler  50W 


FREDERICK,  COLORADO 

McCabe,  F.  G Frederick  Frederick  42 

FRUITA,  COLORADO 

Orr,  James  S _Fruita  Fruita  4W 

White,  H.  W Fruita  _ Fruita  SW 


Society 

Morgan 

Morgan 

Morgan 

.Morgan 

Morgan 


Otero 


Boulder 


Mesa 

Mesa 


GILMAN,  COLORADO 

Nutting,  B.  E Gilman  Gilman  20J  Chaffee 

GLENWOOD  SPRINGS,  COLORADO 

First  National  Bank  Bldg Glenwood  Springs  291W Garfield 

First  National  Bank  Bldg Glenwood  Springs  162 Garfield 

Glenwood  Springs  Glenwood  Springs  162 Garfield 

Citizens  National  Bank  Bldg Glenwood  Springs  63 W Garfield 

First  National  Bank  Bldg Glenwood  Springs  2SW Garfield 

GOLDEN,  COLORADO 

Garvin,  D.  E SIS  12th  St Golden  68  Denver 

Howlett,  R.  G Golden  Golden  99  Denver 

Robinovitch,  Louise  G Golden  Denver 


Cavanagh,  J.  L 

Crook,  W.  W 

Evans,  W.  W. 

Hopkins,  G.  A. 

Porter,  R.  B ! 


GRANADA,  COLORADO 

Thompson,  Lewis  N. -Granada 


Prowers 


GRAND  JUNCTION,  COLORADO 

Bull,  H.  R Canon  Bldg.  Grand 

Cary,  G.  C .Canon  Bldg Grand 

Day,  H.  S Fair  Bldg.  Grand 

Ford,  J.  E Reed  Bldg.  Grand 

Hanson,  K.  Canon  Bldg.  .... Grand 

McDonough,  F.  J Grand  Valley  Bank  Bldg Grand 

Munro,  E.  H Canon  Bldg.  Grand 

Peterson,  E.  H Margery  Bldg.  Grand 

Reed,  C.  W Margery  Bldg.  Grand 

Sickenberger,  J.  U Grand  Valley  Bank  Bldg Grand 

Taylor,  A.  G. Currie  Bldg.  Grand 

Tupper,  Harvey  M 26  Canon  Blk Grand 

GRAND  VALLEY,  COLORADO 

Miller,  Fred  H.  Grand  Valley  Grand 


Junction  101 Mesa 

Junction  839 Mesa 

Junction  403 Mesa 

Junction  908 W Mesa 

Junction  101 Mesa 

Junction  79 Mesa 

Junction  839 Mesa 

Junction  29 Mesa 

Junction  904 Mesa 

Junction  926 Mesa 

Junction  333 W ___Mesa 

Junction  740 Mesa 

Valley  33  Garfield 


GREELEY,  COLORADO 

Allen,  W.  P 822*4  9th  St Greeley 

Atkinson,  T.  E. Coronado  Bldg.  Greeley 

Bennell,  O.  E Greeley  Union  National  Bank  Bldg Greeley 

Broman,  O.  F Greeley  Bldg.  Greeley 

Dyde,  C.  B.  Park  Place  Bldg Greeley 

Fezer,  Florence 811  12th  St Greeley 

Fuqua,  J.  W 800%  9th  St... Greeley 

Graham,  R.  F 1129  7th  St Greeley 

Harmer,  W.  W Greeley  Bldg.  Greeley 

Haskell,  E.  E..__ ....Route  3,  Box  95 Greelev 

Hickman,  W.  E. 1522  Eighth  Ave Greeley 

Knowles,  E.  W Greeley  Bldg.  Greeley 

Lehan,  J.  W Park  Place  Bldg Greeley 

Lux,  Leo  L Greeley  Bldg.  Greeley 

Madler,  N.  A Greeley  Bldg. Greeley 

Mead,  Ella  A Coronado  Bldg.  Greeley 

Peppers,  Tracy  D Central  Bldg Greeley 

Ringle,  C.  A. Coronado  Bldg.  Greeley 

Schoen,  W.  A.  Greeley  Bldg.  Greeley 

Spaulding,  W.  F Greeley  Bldg.  Greeley 

Thompson,  W.  E. Greeley  Bldg Greeley 

Von-Den-Steinen,  Edward  State  Teachers  College  Greeley 

Weaver,  J.  A Greeley  Bldg Greeley 

Webster,  W.  W 202  Greeley  Building Greeley 

Wilmoth,  T.  C Central  Bidg.  Greeley 

Woodcock,  Burgett  Box  1376  Greeley 


19  Weld 

65  Weld 

163  Weld 

528  Weld 

61W  Weld 

1944  Weld 

1369W  Weld 

1515  Weld 

SOW  Weld 

147  Weld 

1460  Weld 

69W  Weld 

28-F1 Weld 

107W Weld 

25  Weld 

91  Weld 

147  Weld 

65  Weld 

03 5 W Weld 

261  Weld 

23-F1  Weld 

2000  Weld 

70  W Weld 

147  Weld 

3 SOW  Weld 

64 J .....  Weld 
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GROVER,  COLORADO 

Name  Address  Telephone  Society 

Levine,  S.  J Grover  Weld 


GUNNISON,  COLORADO 

McDonough,  J.  P Gunnison  Gunison  147  

HAXTUN,  COLORADO 

Kinzie,  J.  W.  Haxtun  Haxtun  105-R3 

Lubchenco,  Portio  McKnightMcKnight  Hospital  _. Haxtun  117R3  

McKnight,  J.  H Haxtun  Haxtun  117-R3 

Mooney,  W.  E Haxtun  Haxtun  112-R3  

HAYBRO,  COLORADO 

Newland,  D.  E Haybro  

HAYDEN,  COLORADO 

Whittaker,  D.  L Hayden  Hayden  61  

HOLLY,  COLORADO 

Casbum,  F.  E. Holly  Holly  30W  

HOLYOKE,  COLORADO 

Gardner,  W.  R Holyoke  Holyoke  6002 

Hill,  H.  C Holyoke  Holyoke  6500 

Means,  F.  M Holyoke  Holyoke  4302  

HOTCHKISS,  COLORADO 

Myers,  James  T Hotchkiss  ..  .. 

HUGO,  COLORADO 

Thompson,  James  E Hugo  

ILIFF,  COLORADO 

Houf,  H.  W.  Jliff Iliff  7 1 


JOHNSTOWN,  COLORADO 

Jones,  Glenn  A Johnstown  .Johnstown  57W 

JULESBURG,  COLORADO 

Folsom,  C.  H Julesburg  Julesburg  17W  

KERSEY,  COLORADO 

Van  Landegham,  F.  P.  N.....  Kersey  Greeley  Red  57-J3  

KIRK,  COLORADO 

Blanchard,  L.  W.  Kirk  

KLINE,  COLORADO 

Smith,  C.  D.  Kline  Call  Long  Distance 

KREMMLING,  COLORADO 

Sudan,  A.  C Kremmling  Kremmling  3 

LAFAYETTE,  COLORADO 

Braden,  J.  M Lafayette  Lafayette  24W  

Porter,  V.  W Lafayette  Lafayette  63  l 

LA  JUNTA,  COLORADO 

Calonge,  G.  E McNeen  Bldg _ La  Junta  186  

Cooper,  Thomas  J Colorado  Trust  Bldg La  Junta  84  

Farnsworth,  M.  A _La  Junta  La  Junta  1 1 5 

Groshart,  O.  D Lamb  Bldg La  Junta  330  

Hansen,  A.  S 401  Smithland  Ave .La  Junta  210 

Johnston,  R.  S 401  Smithland  Ave La  Junta  210 

Morse,  C.  E McNeen  Bldg La  Junta  167 

Stickles,  Albert. La  Junta  La  Junta  2 

LAMAR, COLORADO 

Bumett,  N.  M Lamar  Lamar  2 

Gale,  Scott  A 104  W.  Olive  St.,  Lamar  Lamar  188W 

Knuckey,  Clyde  T 200%  So.  Main  St Lamar  92W  

Likes,  L.  E Lamar  Lamar  305 W 

Rummell,  R.  J 200 So.  Main  St. ...  Lamar  74W  


Chaffee 


Northeast 

Northeast 

Northeast 

Northeast 


Northwestern 


Northwestern 


Prowers 


Northeast 
...  Northeast 
Northeast 


Delta 


Denver 


Northeast 


Weld 


Northeast 


Weld 

._  Weld 


San  Juan 

Northwestern 

Boulder 

Boulder 


Otero 

Otero 

Otero 

Otero 

Otero 

Otero 

Otero 

Otero 


Prowers 

Prowers 

Prowers 

Prowers 

Prowers 


508 


Colorado  Medicine 


Name 

Wilkinson,  W.  L. 

Address 

La  Salle  .... 

LA 

SALLE,  COLORADO 

T elephone 

. . La  Salle  18 

Society 

Weld 

Gaines,  Joseph  R.  ... 

.Las  Animas 

LAS 

ANIMAS,  COLORADO 

..  Las  Animas  348 

Hagerman,  S.  V 

Las  Animas 

Las  Animas  9 

Otero 

Lee,  P.  A. 


La  Veta 


Condon,  Charles  E Leadville 

McDonald,  Franklin  J.___ Leadville 

Strong,  J.  C Leadville 


Kennedy,  G.  A Limon 


LA  VETA,  COLORADO 


....  ..  La  Veta 

18  .... 

Huerfano 

LEADVILLE,  COLORADO 

Leadville 

10  

Lake 

... Leadville 

121  .... 

Lake 

Leadville 

72W  . 

Lake 

LIMON,  COLORADO 

.Limon  19W 

Denver 

LITTLETON,  COLORADO 

Crysler,  W.  C Coors  Bldg.  Littleton  44  Arapahoe 


Moore,  G.  C First  National  Bank  Bldg. ___ Littleton  132W  ...  Denver 

Otte,  J.  E..._ — 169  N.  Logan ...Littleton  211  Res.  10M Denver 


LONGMONT,  COLORADO 

Andrew,  John  Longmont  Hospital  Longmont  32 J Boulder 

Dietmier,  H.  R _ Longmont  Hospital  Longmont  25  Boulder 

Hageman,  George  R Longmont  Hospital  Longmont  867 J Boulder 

Jemigan,  V.  J 615  4th  Ave Longmont  247  _ Boulder 

Matlack,  J.  A Longmont  Hospital  . Longmont  137  Boulder 

Sidwell,  C.  E Longmont  Hospital  Longmont  200J  Boulder 

White,  W.  J 662  4th  Ave Longmont  50  ...  Boulder 

Woods,  W.  P 662  4th  Ave Longmont  51  Boulder 

LOUISVILLE,  COLORADO 

Bartholomew,  J.  D Louisville  _ ..Louisville  Boulder 

Miller,  R.  B.. 1 Louisville  Louisville  18W  — Boulder 

Snair,  W.  L Louisville  _ Louisville  81  Boulder 


LOVELAND,  COLORADO 

Adams,  B.  L. Larimer  County  Bank  Bldg Loveland  52  Larimer 

Gasser,  John  J 428  Lincoln  Ave Loveland  656  Larimer 

Gasser,  W.  P..__. 428  Lincoln  Ave .Loveland  656  Larimer 

Joslyn,  S.  A. State  Mercantile  Bldg. ....Loveland  84  _Larimer 

McFadden,  J.  G.  _433  N.  Lincoln  Ave Loveland  16  _ Larimer 

Stewart,  M.  J Larimer  County  Bank  Bldg Loveland  171  Larimer 

Woern,  W.  H Loveland  Loveland  _ Larimer 

Wright,  R.  E 349  Jefferson  Ave. -Loveland  152  Larimer 

MANCOS,  COLORADO 

Trotter,  J.  R.  Mancos  Mancos  60M  San  Juan 


MANITOU,  COLORADO 

Beck,  L.  H.  Manitou  ...... Hyland  10 El  Paso 

Winston,  A.  L Manitou  - Hyland  2 El  Paso 


MANZANOLA,  COLORADO 

Adams,  V.  K ...Manzanola  Manzanola  24W  .._ Otero 

McPHEE,  COLORADO 

Speck,  R.  T. McPhee  McPhee  45-J3  .....  San  Juan 

MEEKER,  COLORADO 

Farthing,  C.  H Meeker  Meeker  59  Garfield 

MOUNT  HARRIS,  COLORADO 

Sloan,  W.  W Mount  Harris  Hayden  92-J2  Northwestern 

MONTROSE,  COLORADO 

Brethouwer,  C.  G Box  247  Montrose  399  _ Montrose 

Didrickson,  F.  G 602  Main  St Montrose  29  — Montrose 

Knott,  Isaiah Keller  Bldg.  Montrose  99W  Montrose 

Lockwood,  Chas.  E Keller  Bldg.  Montrose  13 7 W Montrose 

Spring,  John  A 602  Main  St.  Montrose  29  Montrose 

MORLEY,  COLORADO 

Parker,  Thadd  Morley  Las  Animas 
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NEW  RAYMER,  COLORADO 

Name  Address  Telephone  Society 

Olson,  D.  G New  Raymer  Call  Long  Distance  Weld 

OAK  CREEK,  COLORADO 

Courtney,  R.  F Oak  Creek Oak  Creek  73 Northwestern 

Morrow,  E.  L Oak  Creek Oak  Creek  29 Northwestern 

OLATHE,  COLORADO 

Winningham,  J.  J Olathe  Olathe  126  Montrose 

OLNEY  SPRINGS,  COLORADO 

Hipp,  J.  A Olney  Springs  Ordway  85-R4  Crowley 

ORDWAY,  COLORADO 

Desmond,  Wm.  M Ordway  Ordway  154  Crowley 

OVID,  COLORADO 

Peterson,  A.  E Ovid  Ovid  39  Northeast 

PAGOSA  SPRINGS,  COLORADO 

Miskoweic,  A. Pagosa  Springs Call  Long  Distance San  Juan 


PAONIA,  COLORADO 

Hazlett,  H.  W.  Paonia  .Call  Long  Distance. 

PH  IPPSBURG,  COLORADO 

Fleming,  W.  S.  Phippsburg  . Oak  Creek  70-Rl.__ 

PIERCE,  COLORADO 

Mitchell,  D.  M Pierce  Pierce  4W  


Delta 

Northwestern 

Weld 


PLATTEVILLE,  COLORADO 

Kern,  B.  F Platteville-  Platteville  8W Weld 

Scheldt,  J.  H. Platteville  Platteville  8W  Weld 

PORTLAND,  COLORADO 

Davis,  T.  A Portland  Florence  186- J 1 Fremont 

PRITCHETT,  COLORADO 

Bryant,  W.  A _Pritchett  Pritchett  46W  Prowers 


PUEBLO,  COLORADO 

Baker,  W.  T.  H 702  No.  Main  St Pueblo 

Black,  H.  A 702  No.  Main  St Pueblo 

Bordner,  Alta  E State  Hospital  Pueblo 

Buck,  W.  E New  City  Hall Pueblo 

Burkhard,  Edwin  D 427  Col.  Bldg Pueblo 

Caldwell,  C.  N Thatcher  Bldg Pueblo 

Clyman,  Irving Central  Block,  Pueblo Pueblo 

Corry,  E.  H Corwin  Hospital  Pueblo 

Craighead,  J.  W Corwin  Hospital  Pueblo 

Crozier,  R.  B 513  Broadway  Pueblo 

Davis,  Roy  E Colorado  Fuel  & Iron  Co.  Dispensary.. Pueblo 

Draper,  P.  A Woodcroft  Hospital  Pueblo 

Dunlop,  Josephine  N Corwin  Hospital  Pueblo 

Earnest,  Clarence  E 414  Thatcher  Bldg Pueblo 

Epler,  Crum  Woodcroft  Hospital  ..  Pueblo 

Farley,  John  B 544  Thatcher  Bldg Pueblo 

Finney,  R.  H Corwin  Hospital  Pueblo 

Geissinger,  J.  D 702  No.  Main  St Pueblo 

Glather,  A.  W State  Hospital  Pueblo 

Heller,  F.  M 650  Thatcher  Bldg Pueblo 


Hopkins,  G.  H 

Hutchinson,  Wm.  _ 

Ireland,  P.  M 

James,  W.  A 

Johnston,  W.  S 

LaMoure,  H.  A 

Lassen,  Fritz  

Low,  H.  T 

Lowe,  Wilbur 


702  No.  Main  St Pueblo 

C.  F.  & I.  Dispensary Pueblo 

430  Colorado  Bldg. ....  ...Pueblo 

C.  F.  & I.  Dispensary Pueblo 

208  Colorado  Bldg. Pueblo 

St.  Mary  Hospital  Annex ..Pueblo 

702  No.  Main  St .Pueblo 

626  Thatcher  Bldg.  Pueblo 


232  Colorado  Bldg. 

Luqueer,  F.  A 702  No.  Main  St. 

Marmaduke,  C.  V Colorado  Bldg 

Mast,  W.  H.  402  Colorado  Bldg. 

Maynard,  C.  W 702  No.  Main  St. .. 

McDonnell,  J.  J 103  Broadway  


Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 


6000  

6000  

3451  

205  

679  

483  

1500R  

1210  

1210  

2189  

5800  

84  

1210  

86  

84  

483  

1210  

6000  

3451  

400  

6000  

5800  

2078  

5800  

50  

4760  

6000  

400  

1936  

6000  

1936  

4688  

6000  

232  


Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 

Pueblo 
Pueblo 
Pueblo 
Pueblo 
....  Pueblo 
...  Pueblo 

Pueblo 

Pueblo 

....  Pueblo 
Pueblo 
....  Pueblo 
...  Pueblo 
Pueblo 
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PUEBLO  (Continued) 


Name 


Address 


Telephone 


Society 


Merriman,  Amherst  Colorado  Bldg.  Pueblo 

Myers,  George  M 702  No.  Main  St.  .. Pueblo 

Nelson,  Samuel  216  Colorado  Bldg.  Pueblo 

Nicoletti,  Frank 302  Colorado  Bldg Pueblo 

Norman,  J.  S Corwin  Hospital  Pueblo 

Pattee,  J.  J Thatcher  Bldg Pueblo 

Peirce,  F.  J 650  Thatcher  Bldg Pueblo 

Rice,  George  E .702  No.  Main  St. Pueblo 

Rich,  W.  F Thatcher  Bldg Pueblo 

Robe,  R.  C Thatcher  Bldg.  Pueblo 

Rosenbloom,  Julius  Lee Colorado  State  Hospital Pueblo 

Rusk,  H.  S Colorado  Bldg Pueblo 

Schwer,  J.  L 522  Thatcher  Bldg. ..Pueblo 

Senger,  William  -Corwin  Hospital  Pueblo 

Singer,  W.  F 114  W.  9th  St.  Pueblo 

Snedec,  J.  F,... 650  Thatcher  Bldg Pueblo 

Steinhardt,  E.  H... Basement  City  Hall. Pueblo 

Stoddard,  T.  A Thatcher  Bldg.  Pueblo 

Streamer,  C.  W 401  Colorado  Bldg Pueblo 

Taylor,  R.  R. Thatcher  Bldg.  Pueblo 

Thompson,  J.  W Thatcher  Bldg Pueblo 

Unfug,  G.  A. 316  Colorado  Bldg Pueblo 

Vogt,  H.  J 103  Broadway  Pueblo 

Ward,  L.  L 316  Colorado  Bldg. Pueblo 

White,  J.  W.  - 702  No.  Main Pueblo 

Wolf,  John  G.  335  Colorado  Bldg Pueblo 

Woodbridge,  J.  H. 650  Thatcher  Bldg Pueblo 

Zimmerman,  F.  H. ..Colorado  State  Hospital  Pueblo 


1460  Pueblo 

6000  =._ Pueblo 

1871.  if  no  ans.  1900  ...  Pueblo 

1319  Pueblo 

1210  Pueblo 

241  ! Pueblo 

432  Pueblo 

6000  Pueblo 

1154  Pueblo 

333  Pueblo 

3451  Pueblo 

174  ...Pueblo 

282  Pueblo 

1210  Pueblo 

80  _... Pueblo 

400  Pueblo 

3865  Pueblo 

483  Pueblo 

140  Pueblo 


587,  if  no  ans.  1210 Pueblo 

480  Pueblo 

383  Pueblo 

232  - Pueblo 

383  Pueblo 

6000  Pueblo 

153  Pueblo 

400  — t Pueblo 


34S1  - Pueblo 


RIDGE,  COLORADO 

Pershing,  C.  L. Ridge  Arvada  133  Denver 


RIFLE,  COLORADO 

Clagett,  O.  F. Rifle  ..Rifle  63W 

Sands.  G.  M. Rifle  Rifle  85  .. 


Garfield 

Garfield 


ROCKY  FORD,  COLORADO 

Baker,  G.  M. 409  S.  Main  Rocky  Ford  318J 

Blotz,  B.  B First  National  Bank  Bldg.  Rocky  Ford  100 

Blotz,  B.  F. First  National  Bank  Bldg Rocky  Ford  100 

Fenton,  W.  C 918  Elm  Ave. Rocky  Ford  363J 

Lawson,  J.  A.  2091/2  No.  Main  St. Rocky  Ford  SOJ 

SAGUACHE,  COLORADO 

Gotthelf,  I.  L ...Saguache  Saguache  86F1  

Shippev,  O.  P Saguache  Saguache  23 


Crowley 

Otero 

Otero 

Otero 

Otero 


San  Luis  Valley 
San  Luis  Valley 


Bender,  A.  J 

Cochems,  F.  N 

Curfman,  George  H 

Fuller,  C.  R 

Larimer,  G.  W 

Parker,  O.  T 

Thompson,  L.  E 

SEGUNDO,  COLORADO 

Drisdale,  W.  E Segundo  Trinidad  0312-J2 

SEIBERT,  COLORADO 

McBride,  William  L Seibert  Seibert  14-W  

SIMLA,  COLORADO 

Groves,  Dale  O. Simla  Simla  5-H2 

SOMERSET,  COLORADO 

McConnell,  J.  E Somerset  Call  Long  Distance 

STEAMBOAT  SPRINGS,  COLORADO 

Turner,  Duane  Steamboat  Springs  Steamboat  Springs  103 

Willett,  F.  E. Steamboat  Springs  Steamboat  Springs  44 


SALIDA,  COLORADO 

Hively  Bldg.  Salida  27  _... 

Third  & G Sts. Salida  63  

1st  & F Sts Salida  156  .... 

1st  & F.  Sts Salida  80 

Rio  Grande  Hospital Salida  145W 

Sandusky  Bldg —Salida  50 

Woolworth  Bldg Salida  133 


Lake 

Lake 

Chaffee 

Chaffee 

Chaffee 

Chaffee 

Chaffee 


Las  Animas 


Kit  Carson 


El  Paso 


Delta 


Northwestern 

Northwestern 
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STERLING,  COLORADO 

Name  Address  Telephone  Society 

Daniel,  J.  H Henderson  Bldg.  Sterling  242 W Northeast 

Elliff,  E.  A 108  No.  3rd  St Sterling  993W  Northeast 

Hummel,  E.  P Commercial  Bldg Sterling  S01W  Northeast 

Latta,  C.  J 123  So.  2nd  St Sterling  468W  Northeast 

Naugle,  J.  E Henderson  Bldg.  . Sterling  787  Northeast 

Palmer,  F.  E Henderson  Bldg.  Sterling  327W Northeast 

Schmitt,  O.  J 123  So.  2nd  St Sterling  323-W  Northeast 

Tripp,  C.  I 123  So.  2nd  St Sterling  178W  Northeast 

STRASBURG,  COLORADO 

Lewark,  Sarah  D.  H. Strasburg  Strasburg  1 Arapahoe 


SWINK,  COLORADO 


Stanley,  George  B. 

Box  185  

Swink  499 J3  .... 

Weld 

TELLURIDE, 

COLORADO 

Parker,  J.  J 

—Telluride  

Telluride 

20 

TIOGA,  COLORADO 

Fowler,  J.  R. 

.Tioea  . . . 

Walsenhure  08- T1 

Huerfano 

TRINIDAD,  COLORADO 

105  E.  Main  St.. 

..Trinidad 

82  — 

....  Las  Animas 

201%  E.  Main  St.... 

- Trinidad 

1260  - 

Las  Animas 

Albi,  M C 

Turner  Bldg.  

..Trinidad 

1 

Las  Animas 

Reshoar,  Ren  R. 

234%  No.  Commercial  St 

Trinidad 

3 ....  

Las  Animas 

McCormick  Bldg _ 

Trinidad 

346  

Las  Animas 

Costigan,  D.  D. 

Opera  House  Bldg 

:..  .Trinidad 

15  

Las  Animas 

Espey,  J.  G. 

Main  & Animas  Sts. 

Trinidad 

2 

Las  Animas 

Espey,  John  R. 

335  E.  Main  St 

. Trinidad 

67  

Las  Animas 

Freudenthal,  Alfred 

Samuel  Bldg.  ...  

....  —Trinidad 

356  .. 

Las  Animas 

McClure,  Charles  O. 

127  No.  Commercial  St 

Trinidad 

447W  

Las  Animas 

Newhurn,  Walter  L. 

Opera  House  Bldg 

Trinidad 

848  

Las  Animas 

Richie,  Lee  T. 

McCormick  Bldg.  

Trinidad 

163  

Las  Animas 

Thompson,  David  G. 

201%  E.  Main  St 

Trinidad 

281  . 

Las  Animas 

TWO  BUTTES, 

COLORADO 

Verity,  William  P. 

Two  Buttes  

.Two  Buttes  ST 

Prnwprs 

VICTOR,  COLORADO 

Condit.  E.  G. 

Victor  

. Crinnle  Creek  99 

San  Juan 

WALSENBURG, 

COLORADO 

Andrews,  George  D. 

513  Main  St. 

....  .Walsenburg  134W 

Huerfano 

Chapman,  W.  S. 

118  E.  Sth  St 

Walsenhnrg  324 

Huerfano 

Lamme,  J.  M. 

..Lamme  Bros.  Hospital 

....  ..Walsenburg  178  

Huerfano 

Lamme,  S.  J.  

Lamme  Bros.  Hospital  .. . . 

— Walsenburg  178  

Huerfano 

Matthews,  P.  G. 

Kearns  Rldg, 

Walsenburg  92W  — 

Huerfano 

Noonan,  George  M._ .. 

118  E.  5th  St 

Walsenbure  324  

Huerfano 

WELDONA,  COLORADO 

Haw'thome,  H.  M .... 

Weldona  

Weldona 

3 

. Morgan 

WELLINGTON, 

COLORADO 

Betts,  F.  A.. Wellington  Wellington  8 Larimer 


WHEATRIDGE,  COLORADO 


Masten,  A.  R. 

. Lutheran 

Sanitarium  . Arvada  633 

Denver 

Housel,  C.  L. 

....  ....  .Wiley  

WILEY,  COLORADO 

Wiley  54  

Prowers 

Bartz,  L.  E 

. ..Windsor 

WINDSOR,  COLORADO 

Windsor  5 

..  Weld 

Nelson,  G.  E 

- Windsor 

....  Windsor  113  

Weld 

Sabin,  C.  W Windsor  ....  Windsor  113  Weld 


WOODMEN,  COLORADO 

Harris,  C.  E Woodmen  Main  1018  F3  Paso 


Schultz,  H.  H.  . 

WnoHmpn 

..  Main  1018 

Ei  Paso 

Buchanan,  Lawrence  D. 

W ray  

WRAY,  COLORADO 

_.Wrav  138  

Northeast 

Male,  J.  T 

..  Yampa  

YAMPA,  COLORADO 

. .Vampa  17  

Northwestern 
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YUMA,  COLORADO 

Name  Address  Telephone  Society 

Bennett,  C.  J Yuma  Yuma  73 Northwestern 

Flaten,  A.  P Yuma  Yuma  278  — Morgan 

OUT  OF  STATE 

Name  Address 

Allison,  James  G Wheatland  

Anderson,  George  M Boyd  Bldg.  

Andrus,  L.  F Hotel  De  Vargas . 

Chamey,  Herman  Oneida  County  Hospital  

Cook,  R.  C. Veterans’  Administration  Hospital 

Cornell,  H.  M _Dulce  

Dunham,  Jas.  I Chama  

Dunkle,  Frank Philadelphia  

Earp,  J.  R Box  750  

Ellis,  A.  G Bangkok  

Eyerly,  T.  L.  Wichita  ... _ 

Harvey,  E.  A 

Howard,  C.  J U.  S.  Veterans  Hospital — 

Johnson,  E.  R __Fort  Mackenzie  

Jones,  S.  Fosdick  .... 710  So.  Orange  Grove  Avenue 

Kampmeier,  Rudolph  H. -Louisiana  State  University 

Koplowitz,  J.  E ..Baltimore  .... . 

Laverty,  Lucius  F,.._ 6C8  South  Williams  St. 

Lee,  George  F.  Hot  Lake  Sanitarium 

McArthur,  A.  W Chillicothe  

McCracken,  Chas.  P.  Jonesboro  

McGill,  Earl  D 3923  Warwick  Blvd 

Menkel,  H.  C Simla  

Nelson,  H.  H— Fort  Stanton  ....  

O’Byrne,  George  T 414  Steiner  Bldg..— 

Plank,  J.  R Charity  Hospital  

Price,  Ligon  Fairmount  Hospital  No.  6._ 

Pugh,  C.  G Laramie  

Reid,  H.  S Desert  Inn  

Richardson,  H.  L 1344  Connecticut  Ave .• 

Richie,  G.  T. Sunrise  

Salisbury,  E.  I 326  Park  Blvd 

Schwer,  Carl  Box  309  

Sorenson,  George  367  Cumberland  St 

Stemen,  W.  E 765  Bedford  Road 

Tidd,  C.  H.  539  N.  Hoover 

Tirador,  P.  A.  Chilocco 


HONORARY  MEMBERS 


Richard  C.  Cabot  . 

Cambridge,  Mass. 

John  Ridlon 

Newport,  R.  I. 

Livingston  Farrand  

Ithaca,  N.  Y. 

William  Robert  Tvndale 

Salt  Lake  City,  Utah 

Chas.  H.  Mayo  

Rochester,  Minn. 

L . B . W ilson 

Rochester,  Minn. 

Lewis  Linn  McArthur 

Chicago,  HI. 

ASSOCIATE 

MEMBERS 

Name 

Local  Address 

Postoffice 

Constituent  Society 

W.  C.  Bane  ... 

1005  Republic  Bldg. 

. ....  Denver  „ 

.....  ... Denver 

N.  W.  Bell  rose 

..Eaton  ....  

Eaton 

Weld 

Sherman  G.  Bonney.  ..  

.115  W.  First  St. 

DeKalb,  Illinois  . 

Denver 

D.  I.  Christopher  ...  . 

..1028  N.  Wahsatch  St. 

Colorado  Springs 

. El  Paso 

Edgar  F.  Conant 

823  Republic  Bldg. 

Denvpr 

Denver 

George  B.  Crews . 

..3135  W.  44th  Ave..... 

Denvpr 

Denver 

M.  R.  Fox .... 

Boulder  ....  

Boulder  

Northeast 

Gorsuch,  John  C.  

...334  Mack  Bldg. 

Denver 

Denver 

William  W.  Grant  . 

. 930  Pennsylvania  St. 

Denver 

Denver 

William  Greig  ..  

1267  Pearl  St 

Denver  

Northeast 

Allen  H Harris 

969  Acoma  St. 

Denver  . ... . 

. Denver 

A.  T Haves 

505  Republic  Bldg. 

Denver  

......  Denver 

Hickey,  C.  G. .... 

82.3  Republic  Building 

Denver  

Denver 

E.  C.  Hill  

1101  E.  Alameda  Ave. 

Denver 

..  Denver 

W.  P.  Hunnicutt  

—Hawthorne  

Hawthorne.  Calif. 

. Pueblo 

Lt.  Col.  Paul  C.  Hutton 

San  Francisco.  Calif Denver 

Kelsey,  Otis  H. 

.633  Majestic  Bldg.  . 

Denver  

Denver 

Charles  Jaeger 

632  Republic  Bldg. 

Denver  ....  

Denver 

M Kleiner 

1024  Republic  Bldg. 

Denver  ...  

Denver 

Leavitt,  Bvron  C.  . 

Millbrook 

Millbrook,  Mass. 

Denver 

George  F.  Libby 

1319  Wilmot  Place 

Victoria,  B.  C... 

Denver 

Lorenz  B.  Lockard 

...655  Gaylord  St. 

Denver  

Denver 

Minnie  C.  T.  Love 

.175  So.  Lafavette  St.  

. ...  ...Denver  

Denver 

Postoffice  Society 

Wheatland,  Wyo.  Boulder 

Cheyenne,  Wyo.  ., Denver 

Las  Vegas,  New  Mexico  Denver 

_Rome,  N.  Y Pueblo 

Excelsior  Springs,  Mo.  .. Otero 

Duke,  N.  M , San  Juan 

• Chama,  N.  M San  Juan 

Philadelphia,  Pa Chaffee 

Santa  Fe,  N.  M Denver 

Bangkok,  Siam  El  Paso 

Wichita,  Kansas Huerfano 

Boston,  Mass.  Denver 

Rutland  Heights,  Mass ~ Denver 

Sheridan,  Wyo ...  Morgan 

Pasadena,  Calif Denver 

New  Orleans,  La.  Pueblo 

Baltimore,  Maryland  .....  Denver 

Bay  City,  Mich Denver 

Hot  Lake,  Ore Denver 

..Chillicothe,  Mo.  Delta 

Jonesboro,  Arkansas  El  Paso 

Kansas  City,  Mo Denver 

Simla,  India  Denver 

Fort  Stanton,  N.  M Denver 

Lima,  Ohio  Otero 

New  Orleans,  La Denver 

Fairmount,  W.  Va Denver 

Laramie,  Wyo.  Larimer 

Palm  Springs,  Calif.  Denver 

Washington,  D.  C. El  Paso 

Sunrise,  Wyo.  Denver 

Marion,  Ohio  Denver 

—Sedro  Woolley,  Wash Denver 

Glendale,  California  Otero 

Gross  Point  Park,  Mich Denver 

Whittier,  Calif.  Delta 

Chilocco,  Oklahoma  _ Pueblo 
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ASSOCIATE  MEMBERS  (continued) 

Name  Local  Address  Postoffice  Constituent  Society 

Macomber,  G.  N 1415  Welton  Street ‘-Denver  Denver 


J.  H.  McKay 505  Republic  Bldg.  Denver  Denver 


H.  W.  McLauthlin 

532  Republic  Bldg 

..Denver  .....  .... 

Luke  McLean  

311  E.  Evans  Ave. 

.Pueblo 

J.  H.  Madden 

.1401  W.  Colorado  Ave.  

— Colorado  Springs 

Wilbur  F.  Martin 

1303  N.  Tejon  St.  

— Colorado  Springs 

Samuel  W.  Miller 

1584  Harrison  St 

Ogilbee,  H.  M 

Manitou  

Manitou 

Queal,  E.  B 

Physicians  Bldg.  

. . Boulder  

Ramaley,  Francis  

972  Pleasant  St 

...  Boulder 

J.  E.  Scanned 

East  Andover  

...  New  Hampshire 

0.  W.  Spicer 

423  N.  Weber  St.  

Colorado  Springs 

F.l  P 

G.  W.  Stiles 

440  P O Rldg 

Denver 

C.  F.  Taylor 

802  W.  13th  St 

Pueblo 

Tennant,  C.  E. 

1254  School  St ... 

....  Chehalis,  Wash. 

Horace  G.  Wetherill 

1085  W.  Franklin  St.  

Monterey,  Calif. 

White,  H.  T ‘ 

4201  W.  49th  Ave 

. Denver 

Newton  Wiest  

1754  Albion  St 

Denver 

Sara  C.  Wilcox 

....904  Republic  Bldg. 

Denver 

Aubrey  H.  Williams .... 

1024  Republic  Bldg.  

Denver  

Denver 

THIS  DIRECTORY  IS  REMOVABLE 


The  foregoing  directory  of  members, 
corrected  to  November  25,  1933,  has  been 
purposely  placed  in  the  exact  center  of  the 
bound  pages  of  this  issue  of  Colorado  Medi- 
cine. Readers  wishing  to  separate  it  from 
the  journal  and  keep  it  for  handy  desk  ref- 
erence can  do  so  without  tearing  its  pages 
or  injuring  the  remainder  of  the  issue.  Bend 
back  the  wire  stitches  between  pages  504 
and  505,  and  remove  the  twenty-page  di- 
rectory (pages  495  to  514  inclusive!. 

The  Executive  Secretary  will  deeply  ap- 
preciate immediate  notification  of  any  error 
that  may  have  crept  into  this  directory. 

A few  reprints  of  the  directory  will  be 
prepared  and  will  be  available  at  twenty- 
five  cents  per  copy,  from  the  Executive 
Office  of  the  Society. 
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Colorado  State  Medical  Society 
Officers,  1933-1934 

President:  Gerald  B.  Webb,  Colorado  Springs. 

President-elect:  N.  A.  Madler,  Greeley. 

Vice  Presidents:  First,  Frank  E.  Rogers,  Denver;  Sec- 
ond, A.  G.  Taylor,  Grand  Junction;  Third,  C.  E. 
Sidwell,  Longmont;  Fourth.  Ward  C.  Fenton,  Rocky 
Ford. 

Constitutional  Secretary:  John  S.  Bouslog,  Denver. 

Treasurer:  Leo  W.  Bortree,  Colorado  Springs. 

(The  above  officers  constitute  the  Board  of  Trustees 
of  the  Society.) 

Executive  Secretary:  Mr.  H.  T.  Sethman,  537  Republic 
Building,  Denver.  Telephone,  KEystone  0870. 

Delegates  to  American  Medical  Association:  Senior, 
John  W.  Amesse,  Denver;  Alternate,  A.  J.  Markley, 
Denver;  Junior,  Crum  Epler,  Pueblo;  Alternate,  John 
B.  Crouch,  Colorado  Springs. 

Councillors : Term  Expires 

District  No.  1 F.  W.  Lockwood,  Fort  Morgan  1936 

District  No.  2 Ella  A.  Mead,  Greeley  1936 

District  No.  3 George  P.  Lingenfelter,  Denver  ..  1936 

District  No.  4 C.  T.  Knuckey,  Lamar ; 1935 

District  No.  5 George  D.  Andrews,  Walsenburg  1935 

District  No.  6 C.  Rex  Fuller,  Salida 1935 

District  No.  7 A.  L.  Burnett,  Durango 1934 

District  No.  8 Lee  Bast,  Delta  1934 

District  No.  9 W.  W.  Crook,  Glenwood  Springs, 

Chairman  1934 


Standing  Committees,  1933-1934 

Credentials:  John  S.  Bouslog,  Denver,  Chairman;  Har- 
old T.  Low,  Pueblo;  John  A.  Sevier,  Colorado 
Springs. 

Scientific  Work:  Kenneth  D.  A.  Allen,  Denver,  Chair- 
man; Burgett  Woodcock,  Greeley;  G.  Burton  Gilbert, 
Colorado  Springs. 

Arrangements:  John  B.  Hartwell,  Colorado  Springs, 
Chairman;  William  A.  Campbell,  Jr.,  Colorado 
Springs;  Carl  S.  Gydesen,  Colorado  Springs. 

Public  Policy:  Charles  O.  Giese,  Colorado  Springs, 
Chairman;  Walter  W.  King,  Denver,  Vice  Chairman; 
H.  R.  McKeen,  Denver;  Gerrit  Heusinkveld,  Denver; 
Harvey  W.  Snyder,  Denver;  James  J.  Waring,  Den- 
ver; Lanning  E.  Likes,  Lamar;  W.  W.  Harmer, 
Greeley;  Charles  H.  Platz,  Fort  Collins;  Gerald  B. 
Webb,  Colorado  Springs,  ex-officio;  John  S.  Bouslog, 
Denver,  ex-officio;  Mr.  H.  T.  Sethman,  Denver, 
ex-officio. 

Publication:  C.  S.  Bluemel,  Denver  (1934);  William  H. 
Crisp,  Denver  (1935);  C.  F.  Kemper,  Denver  (1936). 

Medical  Defense:  T.  D.  Cunningham,  Denver  (1934), 
Chairman;  Casper  F.  Hegner,  Denver  (1935);  Frank 
B.  Stephenson,  Denver  (1936). 

Medical  Education  and  Hospitals:  J.  A.  Sevier,  Colo- 
rado Springs,  Chairman ; Royal  H.  Finney,  Pueblo ; 
Thad  P.  Sears,  Denver. 

Library  and  Medical  Literature:  George  A.  Boyd,  Colo- 
rado Springs,  Chairman;  E.  D.  Downing,  Denver; 
F.  W.  Kenney,  Denver. 

Cooperation  with  Allied  Professions:  M.  O.  Shivers, 
Colorado  Springs,  Chairman;  H.  S.  Finney,  Denver; 
John  R.  Evans,  Denver. 

Medical  Economics : Philip  Hiilkowitz,  Denver,  Chair- 
man; Claude  E.  Cooper,  Denver;  F.  Julian  Maier, 
Denver. 

Necrology:  George  M.  Blickensderfer,  Denver,  Chair- 
man; John  F.  McConnell,  Colorado  Springs;  C.  W. 
Streamer,  Pueblo. 

Special  Committees,  1933-1934 

Postgraduate  Clinics:  C.  E.  Harris,  Woodmen,  Chair- 
man; Maurice  H.  Rees,  Denver;  Nolie  Mumey,  Den- 
ver; O.  M.  Gilbert,  Boulder;  Fred  M.  Heller,  Pueblo. 

Military  Affairs:  George  P.  Lingenfelter,  Denver, 


Chairman;  John  W.  Amesse,  Denver;  Robert  M. 
Fulwider,  Fort  Lyon;  Louis  V.  Sams,  Denver;  W.  P. 
McCrossin,  Colorado  Springs. 

Advisory  to  the  School  of  Medicine:  Frank  B.  Stephen- 
son, Denver,  Chairman;  John  S.  Bouslog,  Denver; 
T.  D.  Cunningham,  Denver;  C.  E.  Sidwell,  Longmont; 
Charles  O.  Giese,  Colorado  Springs. 

Cancer  Education:  Lyman  W.  Mason,  Denver  (1936), 
Chairman ; Charles  T.  Ryder,  Colorado  Springs 
(1936);  John  B.  Hartwell,  Colorado  Springs  (1936); 
C.  W.  Maynard,  Pueblo  (1935);  W.  W.  Wasson, 
Denver  (1935);  H.  S.  Finney,  Denver  (1935);  Wil- 
liam H.  Halley,  Denver  (1934) ; K.  D.  A.  Allen,  Den- 
ver (1934);  W.  W.  Haggart,  Denver  (1934). 

Nursing  Education:  Frank  E.  Rogers,  Denver,  Chair- 
man; H.  A.  Black,  Pueblo;  C.  T.  Knuckey,  Lamar. 
Cooperation  with  Board  of  Health:  E.  N.  Chapman, 
Colorado  Springs,  Chairman;  John  W.  Amesse,  Den- 
ver; Margaret  Long,  Denver. 

Workmen’s  Compensation  Affairs:  Peter  0.  Hanford, 
Colorado  Springs,  Chairman;  A.  S.  Cecchini,  Denver; 
J B.  Farley,  Pueblo. 

Constituent  Societies 
Meeting  Dates;  Secretaries 

Arapahoe  County — Last  Monday  of  each  month; 
secretary,  W.  C.  Crysler,  Littleton. 

Boulder  County — Second  Thursday;  secretary,  Mar- 
garet L.  Johnson,  Boulder. 

Chaffee  County — First  Tuesday  of  each  month;  sec- 
retary, C.  Rex  Fuller,  Salida. 

Crowley  County — Second  Wednesday  of  each  month; 
secretary,  J.  A.  Hipp,  Olney  Springs. 

Delta  County — Last  Friday  of  each  month;  secretary, 
Lee  Bast,  Delta. 

Denver  County — First  and  third  Tuesday  of  each 
month;  secretary,  O.  S.  Philpott,  Denver. 

El  Paso  County — Second  Wednesday  of  each  month; 
secretary,  Carl  S.  Gydesen,  Colorado  Springs. 

Fremont  County — Fourth  Monday  of  each  month : 
secretary,  Archie  Bee,  Canon  City. 

Garfield  County — Last  Thursday  of  each  month ; 
secretary,  W.  W.  Evans,  Glenwood  Springs,  Colo. 

Huerfano  County — Third  Thursday  of  each  month; 
secretary,  G.  M.  Noonan,  Walsenburg,  Colo. 

Kit  Carson  County — Quarterly,  first  Monday  of  De- 
cember, March,  June  and  September;  secretary,  W. 
L.  McBride,  Seibert. 

Lake  County — First  Thursday  of  each  month;  secre- 
tary, J.  C.  Strong,  Leadville. 

Larimer  County — First  Wednesday  of  each  month; 
secretary',  Duane  Hartshorn,  Fort  Collins. 

Las  Animas  County — First  Friday  of  each  month; 
secretary,  C.  O.  McClure,  Trinidad. 

Mesa  County — Third  Tuesday  of  each  month ; secre- 
tary, H.  M.  Tupper,  Grand  Junction. 

Montrose  County — First  Thursday  of  each  month; 
secretary,  C.  E.  Lockwood,  Montrose. 

Morgan  County — Last  Monday  of  each  month;  secre- 
tary, Paul  E.  Woodward,  Fort  Morgan. 

Northeast  Colorado — Second  Thursday  in  each 

month;  secretary,  E.  P.  Hummel,  Sterling. 

Northwestern  Colorado— Second  Thursday  of  each 
month;  secretary,  Duane  Turner,  Steamboat  Springs. 

Otero  County — Second  Friday  of  each  month; 
secretary,  C.  E.  Morse,  La  Junta. 

Prowers  County — First  Tuesday  of  each  quarter;  sec- 
retary, R.  J.  Rummell,  Lamar,  Colo. 

Pueblo  County — First  and  Third  Tuesday  of  each 
month;  secretary,  J.  L.  Rosenbloom,  Pueblo. 

San  Juan — Second  Saturday,  January  and  altemat- 
months;  secretary,  R.  L.  Downing,  Durango. 

San  Luis  Valley — Fifteenth  of  each  month;  secretary 
Sidney  Anderson,  Alamosa. 

Weld  County — First  Monday  of  each  month;  seer 
tary,  Tracy  D.  Peppers,  Greeley,  Colo 
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PROCEEDINGS  OF  THE  HOUSE  OF  DELE- 
GATES 

(Continued  from  Page  494) 

THIRD  MEETING  OF  THE  HOUSE  OF 
DELEGATES 

10:15  a.  m.,  September  16,  1933 

The  meeting  was  called  to  order  at  10:15  o'clock 
by  President  Webb. 

The  Executive  Secretary  called  the  roll  and  an- 
nounced a quorum. 

Dr.  W.  I’.  Woods,  alternate  to  Dr.  .John  Andrew 
of  Boulder  County,  was  seated  by  consent  of  the 
House. 

Dr.  John  Gasser,  alternate  to  Dr.  C.  H.  Platz  of 
Larimer  County,  was  seated  by  consent  of  the 
House. 

The  Executive  Secretary  read  minutes  of  the 
previous  two  sessions  of  the  House  of  Delegates. 
Upon  motion  of  Dr.  Danielson,  seconded  and  ear- 
ned, these  minutes  were  approved. 

The  President  announced  that  the  next  order  of 
business  was  election  of  officers.  There  were  no 
nominations  from  the  floor.  Dr.  Fulwider  moved 
that  since  there  was  no  contest  for  any  of  the 
offices,  the  candidates  named  by  the  Nominating 
Committee  (See  Page  491)  be  elected  by  accla- 
mation. The  motion  was  carried.  Dr.  Garwood 
moved  that  the  Secretary  cast  the  unanimous  bal- 
lot for  the  nominees  submitted  by  the  Nominat- 
ing Committee.  Motion  seconded  by  Dr.  Daniel- 
son and  carried.  The  Executive  Secretary  cast 
the  ballot  as  instructed. 

The  Committee  on  Public  Policy  presented  the 
following  report : 

September  15,  1933. 
Mr.  President  and  members  of  the  House  of  Dele- 
gates : 

Your  Committee  on  Public  Policy  having  con- 
sidered the  Resolution  concerning  the  gift  to  the 
State  of  Colorado  of  the  Agnes  Memorial  Sani- 
tarium begs  to  submit  the  following  report : 

We  are  reminded  that  the  House  of  Delegates 
has  previously  acted  in  adverse  manner  on  this 
proposal. 

We  are  also  reminded  that  some  of  those  of  our 
profession  who  sponsor  this  resolution  have  both 
publicly  and  privately  stated  that  the  members 
of  this  Committee  do  not  properly  understand 
tuberculous  problems  since  they  are  suigeons  and 
internists  who  have  not  sufficient  contact  with 
the  tuberculous  to  enable  them  to  judge  of  either 
the  needs  of  or  for  such  an  institution. 

And  since  our  honored  new  President,  Gerald 
B.  Webb,  is  so  prominently  identified  with  the 
problems  of  the  care  of  this  malady,  his  appoint- 
ments to  the  new  Public  Policy  Committee  will 
assuredly  show  such  competence  in  this  particular 
that  the  existing  Committee  feel  that  a problem 
of  such  importance  should  be  given  the  courtesy 
of  their  consideration. 

This  Committee  recognizes  that  there  is  a very 
vital  problem  in  the  State’s  institutional  care  of 
the  indigent  tuberculous  and  particularly  is  this 
true  as  to  childhood  tuberculosis. 

In  recognition  of  the  tremendous  service  ren- 
dered the  people  of  our  State  with  such  purely 
unselfish  spirit  as  has  been  evidenced  for  years 
by  Doctor  Johanna  Gelien  and  a host  of  other 
competent  humanitarian  workers  who  sponsor  this 
resolution,  we  most  respectfully  urge  you,  Mr. 


President,  to  re-refer  this  momentous  question  to 
your  new  Public  Policy  Committee. 

Very  respectfully  submitted, 

W.  W.  KING,  Chairman, 

H.  R.  McKEEN, 

G.  HEUSINKVELD, 

O.  D.  GROSHART, 

A.  C.  HOLLAND, 

L.  W.  FRANK. 

Dr.  Garwood  moved  that  the  report  of  the  Com- 
mittee be  adopted.  Motion  seconded  and  car- 
ried. 

Dr.  Low:  “Mr.  President,  at  this  time  I think  it 
is  proper  that  this  House  of  Delegates  should  of- 
fer a vote  of  thanks  to  those  of  the  local  commit- 
tees and  all  others  who  have  contributed  to  mak- 
ing this  meeting  such  a success.  I therefore  move 
that  the  Secretary  be  instructed  to  write  letters 
to  all  concerned  thanking  them  for  their  services 
in  this  connection.” 

Motion  -was  seconded  and  carried. 

There  were  no  further  reports  of  Reference 
Committees. 

The  President  called  for  unfinished  business. 

Mr.  Sethman:  “Mr.  President,  under  unfinished 
business  is  final  consideration  of  the  amendments 
to  the  by-laws  presented  under  instructions  of  the 
Board  of  Trustees  to  carry  into  effect  the  Consti- 
tutional amendments  adopted  Thursday  morning, 
increasing  the  number  of  Councillor  Districts 
from  five  to  nine.” 

Dr.  Rortree  moved  adoption  of  the  amendment 
to  Chapter  IX  of  the  by-laws  as  printed  in  the 
Handbook  (See  Page  470).  Motion  seconded  by 
Dr.  Barnard  and  carried. 

Mr.  Sethman:  “The  next  unfinished  business  on 
the  desk  is  the  amendment  to  the  by-laws  offered 
Thursday  evening  by  Dr.  Garwood, — amendment 
to  Chapter  X,  Section  11,  line  4,  to  insert  the 
words  ‘and  nursing’  between  the  word  ‘veterinary’ 
and  the  word  ‘professions.’  That  is  the  section 
setting  up  the  duties  of  the  Committee  on  Cooper- 
ation with  Allied  Professions  and  will  make  the 
sentence  read : ‘The  Committee  on  Cooperation 
with  Allied  Professions  shall  represent  the  So- 
ciety in  its  relations  with  the  official  associations 
in  this  State  of  the  dental,  pharmacal,  veterinary 
and  nursing  professions'.” 

This  amendment  wras  adopted,  on  motion  regu- 
larly carried. 

Mr.  Sethman:  “The  next  piece  of  unfinished 
business  on  the  desk  is  the  adoption  of  that  por- 
tion of  the  report  of  the  Committee  on  Audits 
and  Appropriations  which  was  segregated  upon 
request  of  Dr.  Garwood.  That  was  the  clause  in 
the  report  referring  to  the  appropriation  of  $300 
to  be  used  by  the  University  of  Colorado  School 
of  Medicine  and  Hospitals  for  establishing  the 
penalty  questionnaire  system  of  admissions,  as 
prepared  jointly  by  the  Advisory  Committee  of 
this  Society  and  the  dean  and  superintendents  of 
the  hospitals.* 


♦It  would  appear  that  the  segregation  here  men- 
tioned, and  the  subsequent  motions,  discussion, 
and  votes  in  connection  therewith,  were  unneces- 
sary and  out  of  order  in  view  of  the  fact  (See 
Page  490)  that  Dr.  Garwood’s  original  motion 
was  lost  for  want  of  a second,  that  under  a ruling 
of  the  Chair  the  entire  report  of  the  Committee 
was  before  the  House  for  adoption,  and  that  a mo- 
tion adopting  the  whole  report  was  regularly  car- 
ried. Without  a detailed  transcript  available  at 
the  later  meeting,  officers  and  delegates  failed  to 
remember  correctly  the  previous  action  and  the 
procedure  continued  on  the  assumption  that  the 
clause  in  question  had  been  segregated. — Sec’y. 
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“The  clause  that  was  segregated  read : * that 

the  House  appropriate  from  the  Society’s  educa- 
tional fund  reserves  the  sum  of  three  hundred 
dollars  to  be  used  by  the  administration  of  the 
Colorado  School  of  Medicine  and  Hospitals  in  es- 
tablishing the  penalty  questionnaire  system  of 
admissions  as  prepared  jointly  by  the  Advisory 
Committee  of  this  Society  and  the  Dean  and  Sup- 
erintendent of  the  Hospitals’.” 

Dr.  McClanahan:  “Mr.  President,  my  local  So- 
ciety commissioned  me,  when  I came  over  here, 
to  introduce  a resolution  calling  for  a reduction 
in  our  annual  dues  to  the  State  Medical  Society 
from  ten  dollars  to  five  dollars. 

“I  canvassed  some  of  the  members  to  find  out 
what  prospect  there  was  of  obtaining  a favorable 
vote  on  the  adoption  of  such  a resolution  and  I 
saw  very  quickly  that  it  didn't  have  a Chinaman’s 
chance,  and  having  been  very  ill  the  day  before, 
I was  not  in  a good  enough  fighting  mood  to  im- 
prove its  chances. 

“I  won’t  introduce  that  resolution,  but  I will 
oppose  any  expenditures  that  tend  to  increase 
these  dues.  Why,  twenty  years  ago  our  annual 
dues  in  this  Society  were  three  dollars!  Now  they 
are  ten  dollars!  They  have  crept  up  impercept- 
ibly and  in  addition  to  those  dues  we  pay  regis- 
tration fees.  We  allow  these  things  to  creep  upon 
us  without  any  protest,  and  it  won’t  b°  very  long 
at  this  rate  until  we  have  to  pay  our  entire  in- 
come in  order  to  maintain  our  standing  in  the 
State  Medical  Society. 

“I  hope,  gentlemen,  that  you  will  vote  this  pro- 
posal down.” 

Dr.  Low:  “If  Dr.  McClanahan  will  investigate 
this  report,  he  will  find  out  that  including  this 
three  hundred  dollar  appropriation  we  have  re- 
duced the  budget  thirty-one  hundred  dollars  be- 
low what  we  expended  last  year. 

“Furthermore,  this  is  a just  and  right  proposal. 
We  had  a special  meeting  of  the  House  of  Dele- 
gates in  Denver  in  which  several  matters  came 
up  that  have  since  been  threshed  out  To  help 
thresh  those  matters  and  settle  the  difficulties 
involved,  we  have  decided  that  the  thing  to  do 
is  to  change  the  method  of  admission  of  patients 
to  the  General  Hospital.  Therefore,  after  due 
consideration,  we  are  thoroughly  in  accord  with 
this  idea  of  giving  the  Colorado  General  Hospital 
Superintendent  sufficient  funds  to  make  the 
proper  questionnaire,  so  that  these  patients  may 
enter  on  their  own  penalty.  That  will  settle  the 
situation. 

“The  State  has  not  given  them  any  money  to 
do  so.  In  order  to  settle  our  own  difficulties  we 
felt  this  was  right,  proper,  and  just,  and  I hope 
you  will  vote  it.” 

Dr.  Bortree:  “For  the  information  of  Dr.  Mc- 
Clanahan and  those  other  delegates  who  are  not 
fully  aware  of  the  situation,  this  expenditure  is 
to  be  made  not  from  dues  but  from  our  accumu- 
lated reserves  in  the  fund  for  the  education  of 
the  public,  which  fund  today  stands  at  $5,404.59. 
This  three  hundred  dollars  will  come  out  of  this 
fund  and  will  not  be  an  increased  expenditure  on 
the  part  of  any  member  of  the  Society." 

Dr.  Garwood:  “Mr.  President,  I’d  like  to  ask 
Dr.  Rees  a question  on  this  matter.  Is  this  a 
purely  administrative  matter  that  is  in  his  hands? 
Or  does  it  interfere  with  the  State  law  in  any 
way,  or  in  any  way  attempt  to  simplify  this  law 
or  administer  it  in  a different  way  than  the  way 
in  which  it  has  been  administered?” 

Dr.  Rees:  “Mr.  President  and  Members  of  the 
House  of  Delegates:  In  the  first  place  I’d  like 
to  state  that  this  was  not  a request  from  the 
institution : it  was  a suggestion  that  came  from 


outside  the  institution  from  people  who  knew 
our  extreme  financial  situation. 

“So  far  as  the  law  is  concerned,  the  law  simply 
states  that  patients  shall  be  admitted  on  forms 
devised  by  the  administration  of  the  institution. 
We  have  the  power  in  the  institution  to  use  what- 
ever forms  we  see  fit  to  use,  and  the  content  of 
those  forms  is  entirely  in  our  own  hands.” 

Dr.  Stephenson:  “I  think  perhaps  the  question 
in  Dr.  McOanahan’s  mind  is  not  whether  such  a 
questionnaire  should  be  issued,  but  why  the  ex- 
pense should  be  borne  by  the  Colorado  State 
Medical  Society  to  correct  abuses  that  exist  in 
the  admissions  at  Colorado  General  Hospital. 

“I  may  answer  that  by  saying  that  I had  the 
pleasure  of  meeting  with  the  Advisory  Committee 
most  of  the  times  it  met.  Toward  the  end  of 
our  series  of  meetings  we  were  astounded  to 
discover  that  the  abuses  of  the  admissions  were 
largely  carried  on  by  doctors  themselves  and  by 
county  commissioners.  In  investigating  a large 
number  of  complaints  that  were  turned  in  by 
doctors,  we  found  that  in  every  instance  the  abuse 
was  by  the  referring  doctor. 

“The  reasons  for  those  abuses  may  be  many. 
One  is  that  the  doctor  is  approached  by  the  pa- 
tient with  a request  to  go  in  to  the  Hospital. 
The  doctor  is  embarrassed  in  the  situation  and 
hates  to  refuse. 

“In  other  instances  local  jealousies  are  respon- 
sible and  the  doctor  who  has  a case  that  needs 
attention  cut  of  his  particular  field  of  practice, 
rather  than  refer  that  case  to  a local  confrere, 
will  send  him  to  the  state  hospital. 

“Now  we’d  just  as  well  call  a spade  a spade. 
The  attitude  of  the  State  Society  is  that  the 
doctors  themselves  over  the  State  need  educa- 
tion in  the  handling  of  these  patients.  Such  ques- 
tionnaires as  these  would  relieve  embarrassment 
(those  who  were  abusing  through  that  cause)  and 
it  would  prevent  other  doctors  from  wilfully  abus- 
ing their  rights. 

“So.  we  felt  that  the  Society  could  well  spend 
a little  money  in  educating  its  doctors  against 
these  abuses.  I don’t  know  any  other  way  in 
which  that  could  be  better  done  than  by  making 
this  small  expenditure.  This  questionnaire  would 
relieve  the  doctor  of  embarrassment  and  would 
prevent  him  from  wilfully  abusing  his  rights.” 

Dr.  McClanahan:  “I  simply  wish  to  make  it 
plain  that  my  position  on  this  question  was  taken 
in  full  view  of  the  fact  that  these  questionnaires 
are  desirable  and  in  full  view  of  the  fact  that 
drastic  reductions  had  been  made  in  the  budget. 

“Dr.  Low  will  recall  that  in  our  report  on  the 
Reports  of  Officers  we  especially  commended  this 
drastic  reduction  and  recommended  still  further 
reductions  wherever  that  might  be  possible. 

“It  has  been  mentioned  by  several  speakers 
here  that  this  additional  expense  will  not  come 
out  of  the  annual  dues,  but  out  of  a reserve  fund. 
Gentlemen,  that  is  an  evasion  of  the  question. 
That  is  the  way  expenses  always  come.  We  take 
it  out  of  the  reserve  fund  until  the  reserve  fund 
is  exhausted  and  then  it  comes  out  of  dues. 

“I  also  took  my  position  in  full  view  of  the 
fact  that  anyone  who  recommends  a reduction 
of  expenditures  by  a public  body  is  an  unpopular 
person.  We  always  want  our  taxes  cut  down, 
but  we  want  everybody  else’s  taxes  raised  so 
that  we  can  keep  on  spending.  Although  I seem 
to  be  absolutely  alone,  I am  perfectly  sure  that 
I am  right.” 

Dr.  Fowler:  “It  would  appear  that  the  privi- 
lege of  a doctor  to  refer  cases  into  the  Colorado 
General  Hospital  was  a thing  of  some  moment. 
Would  it  not  be  well,  then,  for  the  administration 
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of  the  Medical  School  and  Hospital  to  have  the 
privilege  or  perhaps  the  duty  of  telling  any  man 
that  if  he  abuses  this  privilege  he  is  placed  on 
a black  list  and  can’t  get  a patient  in  there  for 
the  next  one,  two  or  three  years?” 

There  was  an  immediate  denial  of  the  legality 
of  such  course  by  many  members  of  the  House. 

Dr.  Lamme:  “Who  shall  make  out  these  ques- 
tionnaires? That  is  the  interesting  thing  to  me. 
And  how  binding  are  they  after  they  are  made 
out? 

“I  am  not  familiar  at  all  with  the  report  sys- 
tem, but  I am  very  much  against  any  more  detail 
work  being  thrown  upon  the  doctor  in  the  rural 
districts.  If  this  thing  is  supposed  to  be  taken 
care  of  by  the  county  officials,  all  well  and  good. 
Personally,  not  being  familiar  as  I should  be  with 
the  particular  question,  I doubt  very  much  wheth- 
er it  will  do  a great  deal  of  good. 

“Any  man  who  comes  in  and  wants  admission 
to  the  General  Hospital,  just  for  the  sake  of  the 
signature,  will  be  only  too  glad  to  sign  up  even 
in  the  presence  of  a notary,  to  gain  that  admis- 
sion. 

“I  can’t  help  but  think  that  this  question  is 
exaggerated.  We  see  one  case  of  abuse  and  we 
magnify  that  case  to  such  an  extent  that  we 
think  the  abuses  are  very  much  out  of  propor- 
tion to  what  they  really  are. 

“I  wouldn’t  be  in  favor  of  any  more  detailed 
work  for  the  doctor.  I feel  our  financial  commit- 
tee can  decide  as  to  the  advisability  of  expending 
this  money.  If  it’s  a good  thing,  go  ahead,  but 
for  the  Lord’s  sake  let’s  not  pile  any  more  detail 
work  upon  the  doctor.  I can’t  see  that  this  pro- 
posed plan  offers  very  much  advantage  over 
the  regular  blanks  if  we  use  common  sense  in 
choosing  the  patients  who  use  them.” 

Dr.  Rees:  “I’d  like  to  answer  some  questions 
that  have  been  raised  here. 

“I  have  worked  in  close  contact  with  this  Ad- 
visory Committee  all  year.  We  worked  this  thing 
out  together.  It  is  a thing  that  the  institution 
wants.  In  fact,  it  is  a thing  that  we  had  in  mind 
even  before  it  was  taken  up  with  the  committee. 
We  believe  that  the  committee  has  worked  out  a 
very  excellent  questionnaire,  and  we  believe  that 
it  will  solve  a lot  of  these  troubles. 

“So  far  as  throwing  work  on  the  doctor  is 
concerned,  the  questionnaire  is  made  out  in  such 
a way  that  the  patient  who  applies  to  the  doctor 
will  fill  out  the  questionnaire.  Suppose  the  pa- 
tient comes  in  to  Dr.  So-and-So  and  wants  to 
come  to  the  Colorado  General  Hospital.  The 
Doctor  says,  ‘I  don’t  know  whether  you  can  get 
in  there  or  not.  You  will  have  to  fill  out  this 
form,  it  must  be  taken  before  a notary  public 
and  sworn  to.’ 

“Then  the  patient  takes  this  questionnaire,  he 
fills  it  out  and  when  he  comes  to  sign  his  name 
he  finds,  there  written,  the  penalty  for  perjury. 
The  law  on  perjury  is  put  right  on  the  form.  He 
has  to  sign  with  that  right  before  him.  We  be- 
lieve that  a patient  will  hesitate  in  signing  one 
of  those  things  if  he  has  any  dishonest,  statements 
in  it. 

“One  of  the  principal  difficulties  that  we  have 
found  is  that  doctors  say : ‘When  a patient  comes 
into  my  office  I don’t  dare  turn  him  down  if  he 
wants  to  go  to  the  Colorado  General  Hospital 
because  if  I turn  him  down  he  will  be  sore  at 
me  and  he  will  shop  around  and  eventually  come 


to  some  doctor  who  will  send  him  in  to  the 
Colorado  General  Hospital  and  then  this  patient 
becomes  a friend  of  the  doctor  referring  him  in.’ 
I believe  that  this  method  will  prevent  that  shop- 
ping around. 

“I  don't  think  the  committee  claims  (and  I am 
sure  I don’t)  that  this  will  solve  all  the  difficulties. 
A State  institution  is  always  going  to  have  prob- 
lems and  difficulties.  This  will  not  be  100  per 
cent,  but  I believe  it  will  go  to  at  least  75  per 
cent  in  solving  the  difficulties.  There  will  be 
other  things  that  will  have  to  be  ironed  out  at 
a later  date,  but  we  can  never  be  absolutely  per- 
fect.” 

Dr.  Woodcock:  “In  Weld  County  we  have  used 
this  system  of  questionnaire  in  a very  similar  con- 
dition of  affairs.  The  doctors  in  the  outlying  dis- 
tricts send  patients  in  without  any  recommenda- 
tion or  without  any  questionnaire.  These  are 
turned  down  until  the  questionnaire  has  been 
produced. 

“The  doctors  in  the  community  from  which 
these  patients  come  know  more  about  their  finan- 
cial condition  than  we  could  determine  by  an  in- 
vestigation from  a long  distance. 

“This  has  worked  marvelously  in  Weld  County, 
this  sort  of  a questionnaire.  It  only  takes  a few 
minutes  for  the  doctor  to  sign,  with  the  help  of 
the  patient  or  the  family  requesting  admission 
to  the  county  hospital.” 

Dr.  Lamme:  “I  still  think  these  questionnaires 
should  be  filled  out  and  the  information  solicited 
at  the  State  Hospital.” 

Vote  was  taken  on  expenditure  of  the  $300  for 
these  forms,  and  it  was  carried  affirmatively. 

President  Webb  asked  for  further  new  business. 

Dr.  Garwood:  “Mr.  President,  there  was  a mat- 
ter brought  to  by  attention  by  the  President  of 
the  State  Board  of  Health  last  evening  and  I’d 
like  to  bring  it  up  as  a matter  of  new  business, 
if  it  be  agreeable.” 

By  consent  of  two-thirds  of  the  House,  consent 
was  granted  for  presentation  of  Dr.  Garwood’s 
subject. 

Dr.  Garwood:  “The  President  of  the  State 
Board  of  Health  requested  that  a committee  of 
three  be  appointed  to  assist  him  in  ironing  out 
the  health  situation  in  this  state.  I think  that 
it  would  be  wise  for  us  to  appoint  a committee 
to  cooperate  with  him. 

“I  therefore  move  that  a committee  of  three 
be  appointed  by  the  President  to  cooperate  with 
the  State  Board  of  Health  in  ironing  out  the 
health  difficulties  of  the  State.” 

President  Webb:  “The  Public  Policy  Committee 
would  naturally  take  hold  of  that,  but  I believe 
in  the  recommendations  from  the  Public  Health 
Service  in  Washington  there  was  a suggestion 
along  your  line, — to  have  the  State  Medical  So- 
ciety appoint  a special  committee.” 

Dr.  Garwood:  “If  I may  say,  the  President  of 
the  State  Board  of  Health  requested  a committee 
of  three  as  being  easier  to  get  together.  He  wanted 
especially  a cooperative  committee  to  really  do 
something,  in  earnest.” 

Dr.  Garwood’s  motion  was  seconded  by  Dr. 
Danielson  and  carried  unanimously. 

Dr.  Bortree:  “Mr.  Chairman,  I move  that  the 
sixty-third  annual  session  of  the  House  of  Dele- 
gates of  the  Colorado  State  Medical  Society  be 
adjourned  sine  die.” 

The  motion  was  seconded  and  carried,  and  the 
House  adjourned  sine  die. 
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PROCEEDINGS  OF  THE  GENERAL 
MEETINGS* 

2:00  p.  m.  September  14th,  1933 

President  Stephenson:  “Members  of  the  Society 
and  Guests:  We  are  now  convening  the  Sixty- 
third  Annual  Session  of  the  Colorado  State  Med- 
ical Society.  It  becomes  my  duty  to  relinquish 
my  office  and  this  symbol  of  authority.  This 
would  be  an  unpleasant  duty  but  for  the  fact  that 
I am  able  to  turn  over  the  gavel  to  the  gentleman 
of  distinction  whom  you  have  chosen  to  represent 
you  for  the  coming  year. 

“I  am  going  to  ask  two  of  Dr.  Gerald  B.  Webb’s 
fellow  townsmen  to  escort  him  to  the  stage — Dr. 
Boyd  and  Dr.  Faust.” 

Dr.  Boyd  and  Dr.  Faust  escorted  Dr.  Webb  to 
the  stage  and  Dr.  Stephenson  passed  the  gavel 
to  Dr.  Webb. 

President  Webb:  “To  be  honored  by  one's  own 
State  is  the  greatest  honor  that  any  man  can 
receive,  and  I am  most  grateful  to  you  for  having 
given  me  such  a high  office.  I shall  attempt  to 
live  up  to  the  record  of  my  predecessors  like  Dr. 
Stephenson  and  the  others  who  have  gone  before. 

“At  this  moment,  before  we  start  the  scientific 
program,  I want  to  thank  Dr.  Gilbert,  Dr.  Harris, 
Dr.  Drea  and  Dr.  Crouch  for  their  work  in  arrang- 
ing this  meeting.  As  you  know,  the  weather  man 
has  interfered  with  it  somewhat. 

“The  first  paper  on  the  program  today  is  that 
of  Dr.  Burkliard  of  Pueblo  on  ‘Obstetric  Mortal- 
ity.’ I am  glad  that  Dr.  Burkliard  has  been  able 
to  come.” 

The  paper  was  read  by  the  essayist. 

Papers  were  then  read  on  the  following  sub- 
jects : “Obstetrics  in  the  Small  General  Hospital,” 
by  N.  L.  Beebe,  M.D.,  of  Fort  Collins  : 

“Cervical  Caesarean  Section,”  by  P.  W.  White- 
ley,  M.D.,  of  Denver. 

Discussion  of  papers  on  obstetrics  was  by  Drs. 
Thomas  A.  Stoddard,  Pueblo ; C.  T.  Knuckey.  La- 
mar; E.  L.  Harvey,  Denver;  Merrill  Jobe,  Den- 
ver; Gerrit  Heusinkveld,  Denver;  President  Webb, 
and  closing  remarks  by  Drs.  Burkliard,  Beebe 
and  Whiteley. 

A short  recess  was  followed  by  the  presentation 
of  the  following  papers: 

“Fifteen  Years  of  Country  Practice,”  by  W.  B. 
Hardesty,  M.D.,  Bertlioud;  “The  Early  Recognition 
and  Treatment  of  Malignancy  of  the  Skin,”  by 
G.  P.  Lingenfelter,  M.D.,  and  J.  V.  Ambler,  M.D., 
Denver;  “Primary  Carcinoma  of  the  Lung.  Simu- 
lating Tuberculosis,”  by  I.  D-.  Bronfin,  M.D.,  of 
Denver;  and  “Carcinoma  of  the  Oesophagus,”  by 
C.  O.  Giese,  M.D..  of  Colorado  Springs.  E.  W. 
Perrott,  M.D.,  Denver,  presented  a paper  on  “Sar- 
coma of  the  Cervix  Uteri.” 

The  series  of  papers  just  named  were  discussed 
by  Drs.  Leonard  Freeman,  Denver ; Paul  H.  Gutt- 
man,  Denver ; Fred  O.  Kettlekamp,  Colorado 
Springs,  and  C.  H.  Darrow,  Denver.  Dr.  Ambler 
spoke  on  the  paper  presented  by  Dr.  Lingenfelter 
and  presented  slides.  Dr.  Bronfin  made  some 
closing  remarks,  as  did  Dr.  Giese. 

The  session  thereupon  adjourned. 


♦Addresses,  papers,  and  discussions  which 
formed  the  scientific  proceedings  of  the  General 
Meetings  and  which  have  not  been  published  in 
this  or  in  the  November  or  October,  1933,  issues, 
will  be  published  in  succeeding  issues  ot  Colorado 
Medicine. 


9:00  a.  m.,  September  15th,  1933 

President  Webb  called  the  meeting  to  order 
and  the  program  proceeded  as  follows  : 

“Therapeutic  Uses  of  Urinary  Proteose,”  by 
Richard  W.  Whitehead,  M.D.;  Ward  Parley,  M.D., 
and  P.  A.  Dickman.  M.D.,  Denver. 

“The  Clinical  Application  of  the  Ketogenic 
Diet,”  by  R.  K.  Dixon,  M.D.,  Denver. 

Discussion  on  the  first  paper  was  by  Drs.  A.  J. 
Markley,  Denver ; Paul  Hildebrand,  Brush,  George 
Piness,  Los  Angeles,  Calif.,  and  William  H. 
Mast,  Pueblo;  and  discussion  was  closed  by  Dr. 
Whitehead.  There  was  no  discussion  of  Dr. 
Dixon's  paper. 

“The  Food  Factor  in  Allergy,”  by  George  Piness, 
M.D.,  Los  Angeles,  Calif.  Discussion  was  by  Drs. 
Melville  Black,  Denver;  T.  D.  Cunningham,  Den- 
ver; W.  C.  Howell,  Colorado  Springs;  W.  W. 
Wasson.  Denver,  and  by  Dr.  Piness,  in  closing. 

“Brain  Abscess,”  by  C.  H.  Darrow,  M.D.,  Den- 
ver, was  read  by  the  author,  as  was  a paper  on 
“Brain  Tumors,”  by  J.  R.  Jaeger,  M.D.,  Denver; 
and  paper  on  “Narcolepsy,”  by  I,.  E.  Daniels, 
M.D.,  Denver. 

These  three  papers  were  discussed  by  Dr.  Frank 
R.  Spencer,  Boulder;  closed  by  Drs.  Darrow, 
Jaeger  and  Daniels. 

“Improved  Surgical  Prognosis  in  Simple  Glau- 
coma,” was  read  by  the  author,  Wm.  H.  Crisp, 
M.D.,  Denver,  and  discussed  by  Drs.  Melville 
Black  and  R.  W.  Danielson,  Denver,  and  closed 
by  Dr.  Crisp. 

The  meeting  then  adjourned  until  2 p.  m. 


2:00  p.  m.,  September  15th,  1933 

The  session  was  called  to  order  by  President 
Webb  at  2:10  o’clock. 

President  Webb:  “Previous  to  introducing  Dr. 
W.  W.  King,  your  first  vice  president,  I wish  to 
say  that  Dr.  Hanford  told  me  the  Colorado  State 
Bar  Association  has  given  up  holding  its  meeting 
this  year.  This  makes  it  all  the  more  marvelous, 
really,  that  we  have  had  such  a wonderful  at- 
tendance under  these  conditions. 

“Dr.  King,  I hand  you  the  gavel  for  the  after- 
noon.” 

Chairman  King:  “The  first  thing  in  order  is 
the  address  of  our  distinguished  President.  It  is 
my  pleasure  to  introduce  Dr.  Gerald  B.  Webb." 

Dr.  Webb  read  his  Presidential  Address. 

Dr.  King  called  on  Dr.  F.  H.  Zimmerman  of 
the  Colorado  Neurological  Society  to  introduce 
Dr.  J.  Jay  Keegan  of  the  University  of  Nebraska, 
at  Omaha. 

Dr.  Zimmerman:  “Mr.  President  and  Members 
of  the  Colorado  State  Medical  Society:  It  is  again 
the  pleasure  of  the  Colorado  Neurological  Society 
to  present  a guest  speaker  to  the  State  Medical 
Society.  Our  speaker  for  today  is  Dr.  J.  Jay 
Keegan  of  the  University  of  Nebraska.  Dr. 
Keegan  was  formerly  Dean  of  the  Medical  School, 
later  Professor  of  Neurosurgery  and  has  recently 
been  elected  Professor  of  Surgery  at  the  Univer- 
sity of  Nebraska.  I know  that  Dr.  Keegan  will 
have  matters  of  interest  to  all  of  you.  I present 
Dr.  Keegan.” 

Dr.  Keegan  react  a paper  on  “Surgical  Indica- 
tions in  Head  Injuries.” 

Chairman  King:  “I  am  sure  we  all  feel  very 
much  indebted  to  both  Dr.  Keegan  and  the 
Neurological  Society  for  this  most  practical  pa- 
per. 

“I  see  that  Dr.  F.  L.  Beck,  the  Wyoming  State 
Society's  President,  is  here.  We  welcome  you, 
Dr.  Beck,  as  an  honor  guest  and  we  would  be 
glad  to  have  you  come  to  the  platform." 

Dr.  Beck:  “It  gives  me  a great  deal  of  pleasure 
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to  be  present  at  your  meeting  this  year.  I am 
sure  you  will  have  a very  enjoyable  time.  I am 
having  one.  Thank  you.” 

The  following  papers  were  then  presented: 

“Cardiac  Syphilis;  a Clinical  Study,”  by  C.  T. 
Burnett,  M.D.,  and  C.  A.  Rymer,  M.D.,  Denver. 

“Coronary  Thrombosis ; the  Acute  Indigestion 
of  Coronary  Thrombosis  and  the  Electrocardio- 
graph,” by  Maurice  Katzman,  M.D.,  Denver. 

“The  Surgical  Treatment  of  Adhesive  Pericar- 
ditis,” by  John  M.  Foster,  Jr.,  M.D.,  Denver. 

The  above  papers  were  discussed  by  Drs.  C.  T. 
Burnett  and  W.  B.  Yegge,  Denver. 

“Avoidance  of  Pulmonary  Complications  From 
Intravenous  Arsenicals,”  was  read  by  the  author, 
George  C.  Shivers,  M.D.,  Colorado  Springs. 

“The  X-ray  Determination  of  Small  Intestine 
Obstruction  Without  the  Use  of  Opaque  Media,” 
was  read  by  the  author,  K.  D.  A.  Allen,  M.D.,  of 
Denver. 

Discussion  by  Drs.  R.  E.  Holmes,  Canon  City,  on 
Dr.  Shivers’  paper ; and  W.  W.  Wasson,  Denver, 
on  Dr.  Allen's  paper. 

Dr.  Katzman  added  to  the  discussion  of  his 
paper;  Dr.  Shivers  closed  discussion,  and  Dr. 
Allen  thanked  Dr.  Wasson  for  discussing  the  for- 
mer’s paper. 

The  meeting  then  adjourned. 


9:C0  a.  m.,  September  16th,  1933 

The  session  was  called  to  order  by  President 
Webb  at  9 a.  m.  Papers  were  presen: ed  as  fol- 
lows : 

“Osteoporosis  of  the  Carpal  Bones,”  by  Duval 
Prey,  M.D.,  Denver. 

“Recurrent  Dislocation  of  the  Shoulder,”  by 
J.  S.  Norman,  M.D.,  Pueblo. 

Papers  were  discussed  by  Drs.  Leonard  Free- 
man, Denver;  O.  S.  Fowler,  Denver,  and  Presi- 
dent Webb. 

President  Webb:  “Is  there  an  official  of  the 
Rocky  Mountain  Orthopedic  Club  present?  Dr. 
Packard,  would  you  introduce  Dr.  Forrester,  our 
guest  speaker?” 

Dr.  R.  G.  Packard:  “The  Rocky  Mountain  Or- 
thopedic Club  takes  great  pleasure  this  morning 
in  introducing  as  guest  speaker  a man  from  Chi- 
cago who  not  alone  has  made  himself  a distin- 
guished traumatic  surgeon,  but  who  has  also  been 
good  enough  to  devote  a good  part  of  his  time 
to  teaching.  Many  of  us  know  his  last  book, 
“Imperative  Traumatic  Surgery,”  published  some 
four  years  ago. 

“I  am  glad  to  have  the  privilege  this  morning 
of  introducing  Dr.  Claude  R.  G.  Forrester,  of  Chi- 
cago, who  will  address  us  on  “The  Use  of  I.ocal 
Anesthesia  in  Treatment  of  Fractures,  Together 
with  Ambulatory  After-Care.” 

Dr.  Forrester’s  presentation  was  in  the  form  of 
two  reels  of  films  illustrating  his  subject. 

Dr.  Packard:  “I  am  sure  we  have  all  been  very 
much  interested  in  the  films  by  Dr.  Forrester. 
The  Society  feels  very  much  indebted  to  him 
for  having  come  from  Chicago  to  give  us  this 
very  interesting  presentation  that  is  for  every 
man,  instead  of  just  for  the  man  who  is  doing 
only  fracture  work. 

“Dr.  Forrester  has  some  splints  in  the  exhibit 
room  that  he  will  be  very  glad  to  show  to  anyone 
who  is  interested.” 

“We  are  also  very  much  to  be  complimented 
on  having  with  us  Dr.  Hawley  from  Bridgeport, 
Conn.,  of  whom  all  of  you  know  something.  Dr. 
Hawley  has  been  kind  enough  to  get  up  and  give 
us  a film  showing  his  new  table.” 

Dr.  Hawley  showed  films  of  his  newly  remod- 
eled fracture  table. 


Dr.  Packard:  “Thank  you,  Dr.  Hawley.  We 
have  enjoyed  those  films  very  much. 

“Dr.  Hawley  has  a table  in  the  exhibit  room 
and  will  be  very  glad  to  demonstrate  it,  or  his 
son  who  is  with  him  at  this  time,  will  be  very 
glad  to  answer  questions  regarding  it.” 

Dr.  Garwood:  “Mr.  Chairman,  I'd  like  to  move 
that  a rising  vote  of  thanks  be  extended  to  Dr. 
Forrester  and  to  Dr.  Hawley  for  these  magnificent 
demonstrations.” 

The  motion  was  seconded  and  carried  by  a 
rising  vote. 

The  meeting  thereupon  adjourned,  to  meet  at 
2 p.  m. 


2:00  p.  m.,  September  16th,  1933 

The  session  was  called  to  order  by  President 
Webb  at  2 p.  m. 

President  Webb:  “I  will  call  on  Dr.  G.  M. 
Blickensderfer  to  present  the  report  of  the  Com- 
mittee on  Necrology.” 

Dr.  Blickensderfer:  “Mr.  President,  will  you 
kindly  ask  the  members  to  rise  while  I read  the 
names  of  members  of  this  Society  who  have  de- 
parted this  life  during  the  past  year?” 

The  members  rose.  Dr.  Blickensderfer  then 
read  his  report,  as  follows : 

REPORT  OF  THE  COMMITTEE  ON 
NECROLOGY 

A.  L.  Fugard,  Pueblo,  Sept.  16,  1932. 

David  Thompson,  Denver,  November  22,  1932. 

J.  W.  Craig,  Loveland,  December  8,  1932. 

Noah  Dymenberg,  Minturn,  December  24,  1932. 

W.  C.  Keller,  Genoa,  December  26,  1932. 

B.  Frank  Walters,  Durango,  January  19,  1933. 

H.  L.  Williams,  Flagler,  February  22,  1933. 

W.  W.  Hills,  Colorado  Springs,  March  15,  1933. 

Col.  E.  H.  Bruns,  Aurora,  March  16,  1933. 

Wm.  M.  Spitzer,  Denver,  March  17,  1933. 

F.  Dewey  Bishop,  Denver,  March  19,  1933. 

H.  G.  Harvey,  Denver,  April  15,  1933 

Carbon  Gillaspie,  Boulder,  May  5,  1933. 

V.  T.  Dewar,  Grand  Junction,  May  25,  1933. 

W.  E.  Hays,  Sterling,  July  3,  1933. 

A little  more  laughter,  a little  more  tears, 

And  we  shall  have  told  our  increasing  years, 

The  book  is  closed  and  the  prayers  are  said, 
And  we  are  a part  of  the  countless  dead. 

Thrice  happy,  then,  if  some  soul  can  say, 

“I  lived  because  he  has  passed  my  way.” 

G.  M.  BLICKENSDERFER,  Chairman, 
john  f.  McConnell, 

LEE  BAST. 

The  Executive  Secretary  then  gave  a summary 
of  the  proceedings  of  the  House  of  Delegates  dur- 
ing the  Sixty-third  Annual  Session.  This  included 
announcement  of  the  new  officers  elected  by  the 
House  to  serve  the  Society  for  the  ensuing  year. 

President  Webb:  “We  won’t  have  time  to  in- 
troduce all  the  new  officers,  who  have  been  so 
well  selected,  but  I will  ask  Dr.  Work  and  Dr. 
Blickensderfer  to  escort  Dr.  N.  A.  Madler,  your 
President-elect,  to  the  platform.” 

Dr.  Madler:  “Mr.  President,  Fellow  Members 
of  the  State  Society  and  Guests : It  is  with  a deep 
sense  of  gratitude,  responsibility,  and  humility 
that  I stand  before  you  today. 

“If  it  was  predestined  that  I should  be  chosen 
to  lead  you  for  a year,  what  could  be  more  fitting 
than  that  the  event  should  occur  in  the  city  of 
Colorado  Springs,  because  it  is  just  sixteen  years 
ago  that  I landed  in  Colorado  Springs,  rather 
down  physically  and  mentally,  and  it  should  also 
be  fitting  that  I should  follow  in  the  footsteps 
and  be  led  by  the  very  man  who  put  me  back 
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where  I am  today, — none  other  than  our  honored 
President,  Dr.  Webb. 

“As  you  all  know,  troublous  times  are  ahead 
of  the  medical  profession  in  the  United  States. 
Troublous  times  are  ahead  of  the  medical  profes- 
sion in  Colorado.  That  was  excellently  portrayed 
to  you  in  two  addresses  yesterday. 

“Shall  we  be  able  to  maintain  the  traditions  of 
our  profession?  Or  shall  we  willingly  or  by  com- 
pulsion drift  with  the  tide?  In  trying  to  promul- 
gate those  things  which  we  think  ai  e best  for 
the  medical  profession  and  best  for  the  people, 
shall  we  be  acclaimed,  or  shall  we  be  accused  of 
selfishness  and  self-interest?  That  remains  to 
be  seen  during  the  next  two  years. 

“I  am  willing  to  shoulder  the  responsibility ; 
but  in  doing  so  I ask  for  your  indulgence  and 
your  hearty  cooperation.  I want  you  to  remember 
that  like  you  I am  human,  and  to  be  human  is 
to  err.  We  shall  undoubtedly  make  mistakes. 

“Again,  I wish  to  thank  you  from  the  bottom 
of  my  heart.” 

President  Webb:  “I  fear  that  time  will  not  al- 
low us  to  introduce  all  the  new  officers,  but  they 
should  have  our  heartiest  congratulations.” 

The  scientific  program  was  then  taken  up.  The 
order  in  which  papers  were  presented  follows: 

“The  Relationship  of  Pharmacy  to  Medical  Eco- 
nomics,” read  by  the  author,  Paul  G.  Stodghill, 
R.I'h.,  Denver,  Guest  from  the  Colorado  Pharmacal 
Association. 

“Differential  Diagnosis  of  Lesions  of  the  Colon,” 
read  by  the  author,  L.  S.  Faust,  M.D.,  Denver. 

Discussion  by  Drs.  Frank  Stephenson,  and  T. 
Leon  Howard,  Denver,  and  by  Dr.  Faust  in  clos- 
ing. 

“Transurethral  Resection  of  Bladder  Neck  Ob- 
structions,” presented  by  Budd  C.  Corbus,  M.D., 
Chicago,  in  the  form  of  a motion  picture  film, 
with  explanatory  remarks. 

Discussion  on  the  film  by  Drs.  T.  Leon  Howard, 
Denver;  O.  S.  Fowler,  Denver,  and  Harold  T. 
Low.  Pueblo. 

“Anatomical  and  Functional  Damage  to  the 
Adrenal  Glands  in  Visceroptosis,  especially  in 
Renoptosis,”  read  by  the  author.  O.  S.  Fowler, 
M.D.,  of  Denver. 

The  paper  was  discussed  by  Drs.  George  Z. 
Williams,  Denver;  Paul  C.  Carson,  Denver;  Law- 
rence Dickey.  Fort  Collins;  John  B.  Hartwell, 
Colorado  Springs,  and  by  Dr.  Fowler  in  closing. 

“Tumors  of  the  Thyroid  Gland,"  read  by  the 
author,  Paul  M.  Ireland,  M.D.,  Pueblo. 

“Blood  Pictures  in  Average  Healthy  Infants 
During  the  First  Six  Months,"  presented  by  the 
author,  A.  H.  Washburn,  M.D..  of  the  Child  Re- 
search Council,  University  of  Colorado,  Denver. 

Discussion  by  President  Webb:  Drs.  Frank 
B.  Stephenson,  Denver,  and  E.  N.  Chapman,  Colo- 
rado Springs. 

President  Webb:  “This  concludes  the  Sixty- 
third  Annual  Session  of  the  Colorado  State  Med- 
ical Society.  I want  to  thank  all  for  their  attend- 
ance, their  punctuality,  and  all  they  have  done 
to  make  the  meeting  a success.” 

ADJOURNMENT. 


Registration  Statistics 

Members,  352;  Guests,  5;  Visitors,  71;  Exhib- 
itors, 20  ; total,  448.  These  figures  are  exclusive 
of  Woman’s  Auxiliary  and  women  visitors  not 
doctors. 

The  foregoing  minutes  of  the  House  of  Dele- 
gates and  the  General  Meetings  are  hereby  re- 
spect full v submitted  to  the  Society. 

HARVEY  T.  SETHMAN, 
Executive  Secretary. 
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The  Month’s 
Committee  Work 

FOURTEEN  meetings  of  State  Society  Commit- 
tees, each  one  important  to  the  welfare  of 
individual  members  of  the  Society,  were  held  in 
the  Executive  Office  in  the  thirty  days  that  have 
passed  since  our  last  issue  went  to  press.  These 
included  three  lengthy  meetings  of  the  Committee 
on  Medical  Defense,  three  of  the  Public  Health 
Committee,  three  of  the  Advisory  Committee  to 
the  Sc  lool  of  Medicine,  including  an  important 
joint  conference  with  the  Board  of  Regents  of  the 
University  of  Colorado,  two  meetings  of  the  Com- 
mittee on  Medical  Economics,  and  one  each  of 
the  Committees  on  Scientific  Work,  Postgraduate 
Clinics,  and  Cooperation  with  Allied  Professions, 
the  last-named  meeting  at  the  Cosmopolitan  Hotel. 

Since  this  issue  must  carry  the  detailed  pro- 
ceedings of  the  Colorado  Springs  Annual  Session, 
space  does  not  permit  reports  of  the  activities  of 
each  of  these  committees.  Members  are  requested 
to  watch  for  the  reports  in  the  January  issue. 

* <4  * 

State  Society  Committee 
Acts  on  Sewage  Question 

AFTER  a study  of  facts  bearing  out  recent 
contentions  of  the  Colorado  State  Board  of 
Health,  our  State  Society's  newest  special  com- 
mittee, that  on  cooperation  with  the  Board  of 
Health,  issued  a strong  open  letter  to  state  offi- 
cials and  Denver  city  officials,  urging  immediate 
construction  of  a modem  sewage  disposal  plant 
for  Denver. 

The  letter  was  addressed  to  the  Governor,  all 
members  of  the  State  Board  of  Healih,  the  State 
Engineer  and  the  State  Sanitary  Engineer.  Den- 
ver officials  who  received  it  included  the  mayor, 
the  manager  of  improvements,  the  manager  of 
health  and  charity,  all  members  of  the  city  coun- 
cil, the  public  school  health  department,  officers 
of  the  Denver  Chamber  of  Commerce,  the  Denver 
Public  Health  Council,  and  ether  organizations. 
The  letter  is  reproduced  in  full,  as  follows: 

AN  OPEN  LETTER 

To  All  Those  Upon  Whom  Rests  the  Responsibil- 
ity for  the  Health  of  the  Citizens  of  Denver 
and  Its  Environs : 

We,  the  undersigned  Committee  representing 
the  Colorado  State  Medical  Society,  have  exam- 
ined the  data  presented  to  the  Colorado  State 
Roard  of  Health  by  the  State  Sanitary  Engineer, 
the  State  Department  of  Bacteriology,  the  Depart- 
ment of  Bacteriology  of  the  University  of  Colo- 
rado*, and  the  United  States  Public  Health  Serv- 
ice. We  are  entirely  satisfied  that  a most  de- 
plorable condition  exists  which  endangers  the 


♦Editor's  Note:  Since  this  letter  was  originally 
issued,  it  has  been  learned  that  the  reports  made 
to  the  State  Board  of  Health  from  the  University 
of  Colorado  did  not  emanate  from  the  “Depart- 
ment of  Bacteriology,”  but  rather  from  the  De- 
partment of  Chemistry. 


health  of  every  man,  woman,  and  child  living  in 
Denver  and  along  the  South  Platte  river  as  far 
as  the  Nebraska  State  Line. 

There  is  unquestionable  evidence  that  the  pres- 
ent method  of  sewage  disposal  by  Denver  is  con- 
taminating the  waters  of  the  South  Platte  river 
with  typhoid  and  colon  bacilli.  This  water  is 
used  in  irrigating  truck  gardens,  where  most  of 
the  vegetables  consumed  in  Denver  and  the  Den- 
ver trade  area  are  raised.  Examination  of  these 
irrigated  fields  below  Denver  showed  fecal  mate- 
rial in  close  contact  with  the  vegetables  them- 
selves. Vegetables  coming  into  the  Denver  mar- 
ket from  this  area  have  been  examined  by  com- 
petent bacteriologists.  Even  after  thorough  wash- 
ing these  vegetables  have  been  found  to  be  con- 
taminated with  organisms  which  are  associated 
with  human  excreta. 

There  is  little  doubt  that  the  very  high  inci- 
dence of  typhoid  fever,  dysentery,  and  the  diar- 
rheas of  infancy  in  this  vicinity  is  directly  due 
to  the  fact  that  the  people  of  Denver  have  to 
eat  vegetables  irrigated  by  sewage-laden  water. 

The  infant  mortality  rate  in  Colorado  is  a dis- 
grace to  the  state.  It  is  44  per  cent  higher  than 
in  the  United  States  Registration  area  as  a whole. 
It  is  80  per  cent  higher  than  in  Kansas.  It  is 
36  per  cent  higher  than  in  Wyoming,  64  per  cent 
higher  than  in  Utah,  and  92  per  cent  higher  than 
in  Nebraska,  according  to  the  latest  available  fig- 
ures of  the  United  States  Public  Health  Service. 
Much  of  this  high  infant  mortality  occurs  in 
Denver  and  along  the  line  of  the  South  Platte 
river  from  Denver  to  the  state  line.  It  is  undoubt- 
edly caused  in  part  by  the  fact  that  children  in 
the  above-named  district  eat  sewage-contaminated 
food. 

The  situation  has  assumed  such  dangerous  pro- 
portions that  federal  officials  are  now  seriously 
considering  an  edict  to  bar  vegetables  raised  in 
this  area  from  interstate  commerce. 

As  long  as  Denver  continues  to  dump  raw  sew- 
age into  the  South  Platte  River,  nothing  can 
improve  the  existing  condition,  for  the  city  must 
of  necessity  obtain  most  of  its  truck-garden  pro- 
duce from  this  area,  and  the  life  and  health  of 
every  citizen  is  therefore  in  constant  danger. 

We  cannot  urge  too  strongly  that  you  who  are 
responsible  for  the  health  of  the  people  of  Denver 
take  immediate  steps  to  eliminate  this  unneces- 
sary hazard.  The  way  to  do  this  is  to  construct 
a modern  sewage  disposal  plant  for  the  city  with- 
out further  delay. 

At  this  time  the  United  States  Government  is 
most  generous  in  advancing  money  for  sewage 
disposal  plants.  We  urge  that  no  time  be  lost 
in  requesting  a government  lean  for  such  a plant 
since  funds  for  public  works  of  this  nature  may 
soon  be  exhausted. 

We  further  urge  that  such  a proposal  to  either 
the  government  or  the  voters  of  Denver  shall  not 
be  entangled  in  a request  for  other  appropriations. 
Should  such  a proposal  fail  because  )t  has  been 
lumped  with  a less  vital  project  or  because  you 
have  not  acted  immediately  and  energetically, 
the  responsibility  for  a wretched  situation  must 
lie  directly  at  your  door. 

Very  truly  yours, 

THE  COLORADO  STATE  MEDICAL  SOCIETY. 
By  E,  N.  CHAPMAN,  M.D.,  Colorado  Springs, 

Chairman, 

JOHN  W.  AMESSE,  M.D.,  Denver, 

MARGARET  LONG,  M.D.,  Denver. 
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COLORADO  OPHTHALMOLOGICAL  SOCIETY 
October  21,  1933 

DR.  GUY  HOPKINS,  Presiding 

Congenital  bilateral  external  rectus  paralysis: 

Dr.  V.  H.  Brobeck  presented  a case  of  congenital 
bilateral  external  rectus  paralysis  in  a girl,  aged  5. 
The  eyes  were  straight  in  primary  position.  No 
operative  procedure  was  indicated. 

Injury  with  a circular  saw;  avulsion  of  the  optic 
nerve:  Dr.  V.  H.  Brobeck  also  presented  the  case 
of  a man  struck  in  the  face  with  a large  piece  of 
wood  thrown  from  a circular  saw.  The  nose  was 
split  widely  apart,  the  lesion  running  up  into  the 
brow,  with  a prolapse  of  the  left  eye  ball.  There 
was  partial  dislocation  of  the  lens  and  avulsion  of 
the  optic  nerve.  Five  weeks  following  the  injury 
a large  piece  of  wood  was  extracted  from  the  tis- 
sues of  the  upper  orbit,  causing  a low  grade  cellu- 
litis. The  third  nerve  was  injured  and  the  optic 
nerve  was  destroyed. 

Dynamite  explosion;  multiple  foreign  bodies  in 
both  eyes:  Dr.  V.  H.  Brobeclt's  third  case  pre- 
sented was  that  of  a man  injured  in  a dynamite 
explosion  in  a mine.  The  upper  two-thirds  of  the 
face  and  scalp  were  severely  injured  by  innumer- 
able small  pieces  of  powder  and  rock.  The  upper 
lids  of  both  eyes  were  ragged  and  torn,  with  loss 
of  tissue  and  bone  at  the  inner  third  of  each  lower 
lid.  Both  lacrimal  sacs  had  been  torn  away.  The 
right  eye  was  so  badly  injured  that  enucleation 
was  necessary.  In  the  left  eye  there  were  foreign 
bodies  in  the  cornea  and  conjunctiva.  There  was 
beginning  traumatic  cataract  with  foreign  bodies 
in  the  lens.  The  vision  was  only  for  large  objects. 

Retinal  detachment  with  cyclitic  membrane:  Dr. 
G.  H.  Stine  presented  a case  of  retinal  detachment 
with  cyclitic  membrane,  probably  due  to  an  injury 
fifteen  years  previously.  The  eye  was  totally  blind. 
A diagnosis  of  intraocular  tumor  was  also  con- 
sidered, and  enucleation  of  the  eye  was  advised. 

Tuberculous  sclerokeratitis:  Dr.  G.  H.  Stine  also 
presented  a case  of  tuberculous  sclerokeratitis  in 
an  otherwise  healthy  young  man,  aged  22.  There 
was  an  episcleritic  nodule  near  the  lower  temporal 
limbus  and  deep  corneal  opacities  in  the  temporal 
and  central  cornea.  A local  and  focal  reaction  to 
.001  mg.  of  tuberculin  had  occurred.  The  condition 
responded  very  well  to  local  treatment  and  weekly 
injections  of  gradually  ascending  doses  of  B.  E. 

GEORGE  H.  STINE,  Recorder. 


THE  COLORADO  SOCIETY  OF  CLINICAL 
PATHOLOGISTS 

The  regular  fall  meeting  of  the  Colorado  Society 
of  Clinical  Pathologists  was  held  October  21  with 
an  attendance  of  twenty.  Dinner  was  served  at 
the  Farisienne  Rotisserie,  after  which  the  society 
adjourned  to  the  Medical  School  for  the  scientific 
program. 

Dr.  Carl  IV.  Maynard  of  Pueblo  presented  the 
Lewis  and  Canti  films  illustrating  embryonic  and 
cancer  cell  tissue  culture. 

The  following  officers  were  elected  for  the  en- 
suing year:  Dr.  Louisa  T.  Black,  president;  Dr. 
Paul  Carson,  vice-president ; Dr.  Paul  Garvin,  sec- 
retary-treasurer. PAUL  D.  GARVIN, 

Secretary. 


DENVER  COUNTY 

The  first  November  meeting  of  the  Medical  So- 
ciety of  the  City  and  County  of  Denver  was  held 


November  7,  in  the  Auditorium  of  the  Capitol  Life 
Building. 

Dr.  James  Burris  Perrin  was  elected  to  member- 
ship. 

A report  of  the  Committee  on  Relations  with 
Denver  General  Hospital  was  given  by  Dr.  George 
L.  Monson.  Dr.  Monson  stated  that  efforts  were 
being  made  by  this  committee  to  have  the  Denver 
General  Hospital  use  the  same  questionnaire  in 
the  admission  of  patients  as  that  used  by  Colo- 
rado General  Hospital.  The  committee  also  sug- 
gested that  Denver  police  make  an  effort  to  find 
out  the  physician  and  hospital  of  the  patient’s 
choice. 

Dr.  Paul  Connor  discussed  the  question  of  a 
Denver  sewage  disposal  plant.  A letter  from  the 
Denver  Chamber  of  Commerce  requesting  infor- 
mation on  this  subject  was  read  by  the  secretary. 
Dr.  A.  L.  Beaghler  reported  that  the  Platte  River 
Contamination  Committee  report  was  not  ready  at 
this  time.  A motion  was  made  and  passed  by  the 
society  approving  the  erection  of  a sewage  dis- 
posal plant. 

The  following  reports  of  Committees  were  read 
and  approved  by  the  Society:  Committee  on  Re- 
lations with  Public  Schools,  by  Dr.  Roy  P.  Forbes; 
Committee  on  Professional  Charities,  by  Dr.  Wm. 
H.  Halley;  Committee  on  Dues,  by  Dr.  G.  M.  Blick- 
ensderfer;  Committee  on  Medical  Economics,  by 
Dr.  Philip  Hillkowitz;  and  Committee  on  Work- 
men’s Compensation,  by  Dr.  W.  W.  King. 

Mr.  Benson  of  the  Collection  Agency  gave  a talk 
on  collections.  A motion  was  made  and  passed 
to  appoint  a committee  of  three  to  meet  with  a 
like  committee  of  dentists  and  a committee  from 
Mr.  Benson's  office. 

Dr.  B.  B.  Jaffa  reported  for  the  Board  of  Health 
concerning  the  status  of  the  smallpox  situation. 
Dr.  G.  M.  Blickensderfer  read  a report  from  the 
Board  of  Trustees  regarding  a new  “ways  and 
means  fund’’  for  entertainments  and  procuring  of 
out-of-town  speakers. 

O.  S.  PHILPOTT,  Secretary. 

* * * 

EL  PASO  COUNTY 

The  regular  monthly  meeting  of  the  El  Paso 
County  Medical  Society  was  held  at  the  Day  Nurs- 
ery on  Wednesday,  November  8. 

Dr.  Geo.  H.  Stine  talked  on  “The  Treatment  of 
Strabismus,"  and  Dr.  Wm.  C.  Black  of  the  Uni- 
versity of  Colorado  Medical  School  spoke  on 
“Agranulocytosis,"  recent  investigations,  particu- 
larly that  of  Morris  and  Addison  (Gastric  Hor- 
mone). CARL  S.  GYDESEN,  Secretary. 

* * * 

MESA  COUNTY 

The  regular  meeting  of  the  Mesa  County  Medi- 
cal Society  was  held  October  17  at  the  La  Court 
Hotel  in  Grand  Junction. 

Dr.  E.  H.  Peterson  gave  a talk  on  “Cirrhosis  of 
the  Liver,”  and  Mr.  Robert  Whipple  talked  on 
“Ascheim-Zondeck  Test  for  Pregnancy.” 

H.  M.  TUPPER,  Secretary. 

* * * 

PUEBLO  COUNTY 

Dr.  C.  H.  Darrow  of  Denver  was  the  guest 
speaker  of  the  first  November  meeting  of  the 
Pueblo  County  Medical  Society  held  at  the  Hotel 
Congress,  Tuesday,  November  7,  1933.  Dr.  Dar- 
row gave  an  interesting  paper  on  the  “Increasing 
Use  of  the  Bronchoscope.”  Dr.  Harvey  Rusk  dis- 
cussed the  paper. 

The  second  November  meeting  was  held  Tues- 
day, November  21,  at  the  Congress  Hotel.  Dr.  H. 
A.  Black  delivered  a paper  on  “Treatment  of  In- 
operable Carcinoma  of  the  Uterus.” 

J.  L.  ROSENBLOOM,  Secretary. 
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Our  President’s 
M essage 

T^lsewhere  will  be  found  a message  from 
our  President,  F.  L.  Beck.  Read  and 
think  over  what  Dr.  Beck  has  written. 
There  is  much  food  for  thought  and  some- 
thing must  be  worked  out  along  the  paths 
suggested  by  our  President. 

<«  * <« 

Colorado 
Tick  Fever 

W/HEN  ^e  term  Tick  Fever  is  used  in 

y Wyoming,  most  of  the  Wyoming  phy- 
sicians think  in  terms  of  the  Rocky  Moun- 
tain spotted  fever.  Personally  we  have 
never  liked  the  expression  "Rocky  Moun- 
tain Spotted  Fever,’"  as  we  have  felt  it  was 
too  limited.  This  same  disease  is  found 
elsewhere  and  not  confined  to  the  Rocky 
Mountain  region.  It  occurs  in  the  eastern 
states,  in  the  counties  bordering  the  Medit- 
erranean Sea,  in  South  America  and  else- 
where. 

It  is  true  that  it  has  been  given  more  study 
in  the  Rocky  Mountain  region  and  perhaps 
for  that  reason  it  is  appropriate  to  use  that 
designation.  There  is  another  disease  now 
known  as  “Colorado  Tick  Fever,"  that  has 
not  been  so  carefully  studied  by  the  western 
physicians,  but  which  must  be  given  more 
attention.  It  is  not  the  same  disease  as 
Rocky  Mountain  Spotted  Fever,  and  we 
believe  that  many  cases  are  occurring  out- 
side of  Colorado  and  even  in  Colorado  that 
are  not  being  diagnosed  as  such. 

To  refresh  our  minds,  let  us  consider  the 
outstanding  characteristics  of  "Colorado 
Tick  Fever."  First  it  is  transmitted  by  the 


wood  tick  just  the  same  as  Rocky  Mountain 
Spotted  Fever,  Tularemia,  and  Tick  Paral- 
ysis. It  follows  the  bite  of  the  wood  tick 
(Dermacentor  andersoni),  but  the  onset  is 
more  severe  and  the  fever  rises  faster  in  a 
shorter  time  and  the  pulse  rate  is  higher 
than  in  Spotted  Fever.  Then  the  fever 
drops  in  a day  or  two  only  to  shoot  up 
again  as  a second  phase.  But  there  are  no 
spots  as  in  the  case  of  true  Rocky  Mountain 
Spotted  Fever.  Colorado  Tick  Fever  is  ac- 
companied by  more  pains  in  the  back,  joints 
and  legs,  and  the  onset  is  more  stormy  than 
in  cases  of  Rocky  Mountain  Spotted  Fever. 

All  attempts  to  reproduce  the  infection 
in  laboratory  animals  by  inoculations  have 
failed.  Blood  from  the  Colorado  Fever  pa- 
tients will  not  agglutinate  proteus  X organ- 
isms in  significant  titer. 

We  hope  to  devote  part  of  one  day  in 
arranging  the  program  for  the  next  annual 
meeting  of  the  Wyoming  State  Medical  So- 
ciety to  the  subject  of  the  wood  tick  and  the 
diseases  it  can  transmit  to  man.  Papers  are 
requested  on  these  subjects.  There  are  men 
in  Wyoming,  Montana,  and  Colorado  who 
can  and  ought  to  write  these  papers  and 
give  their  knowledge  to  the  medical  world. 

Doctors  are  not  better  or  brainier  than 
other  men.  By  and  large,  physicians  are 
just  as  inclined  to  smoke  too  much,  eat  too 
much,  drink  too  much  as  are  the  rest  of  us. 
They  are  not  better  sons,  husbands,  or 
fathers. 

Yet  if  you  balance  the  books  of  the  events 
of  the  last  fifty  years,  and  write  down  the 
lasting  achievements  of  this  half  century, 
you  will  find  the  medical  men  not  far  from 
the  top  of  your  list. — Collier’s. 
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ANENT  MEDICAL  CARE  OF  THE  INDIGENT  IN  WYOMING 

F.  L,  BECK.  M.D.* 

CHEYENNE 


Dr.  R.  K.  Packard  of  Chicago  says,  in  a 
paper  published  in  a recent  number  of  the 
Illinois  Medical  Journal,  “I  do  not  think  I 
would  be  far  out  of  the  way  by  saying  that 
90  per  cent  of  the  medical  care  of  indigents 
in  the  United  States  at  the  present  time  is 
being  given  by  the  medical  profession  free. 
In  a communication  recently  mailed  to  the 
Secretary  of  the  State  Medical  Society  of 
every  state  in  the  Union  and  by  further  cor- 
respondence with  nearly  fifty  other  people 
who  are  familiar  with  this  work,  it  is  clearly 
demonstrated  that  in  the  vast  majority  of 
indigent  work  the  physician  is  not  paid.  In 
fact,  in  90  per  cent  of  the  correspondence 
received  it  was  stated  that  physicians’  serv- 
ices were  free.  It  is  generally  assumed,  for 
some  reason  or  other,  perhaps  through  cus- 
toms of  years  gone  by,  that  it  is  his  duty  to 
render  his  services  to  indigents  free  of 
charge.’’ 

In  the  last  very  few  years  various  plans 
have  been  proposed  here  and  there  for  the 
more  satisfactory  medical  care  of  the  indi- 
gent and  for  rendering  the  attending  physi- 
cian some  compensation  for  his  work.  The 
plan  which  has  seemed  the  most  acceptable 
is  the  so-called  Iowa  Plan  or  some  modifi- 
cation of  it.  This  plan  contracts  with  the 
County  Commissioners  to  furnish  service  to 
the  indigent  poor  for  a certain  sum  per  year. 
Members  of  the  society  who  desire  to  share 
in  this  service  sign  an  agreement  to  have 
the  society  act  as  their  agent  in  negotiating 
such  a contract  with  the  County,  and  they 
agree  to  do  the  work  when  called  upon. 

In  other  counties  in  Iowa,  Minnesota,  and 
Wisconsin  a scale  of  fees  is  agreed  upon 
ranging  from  one-fourth  to  one-half  the 
regular  schedule,  the  County  paying  upon 
presentation  of  bills. 

Pusey  said,  in  his  President's  Address  to 
the  Secretaries  of  State  Medical  Societies 
assembled  in  Chicago  last  November,  "Med- 
icine undertakes  to  do  its  full  share  of  prac- 
tice for  the  indigent  without  compensation. 
It  recognizes  that  the  experience  which  prac-’ 

*President,  Wyoming  State  Medical  Society. 


titioners  get  in  this  way,  especially  in  insti- 
tutions, matures  skill  and  judgment,  and  thus 
furnishes  partial  or  full  compensation  for 
some  of  this  practice.  It  accepts  a large  part 
of  the  charity  practice  which  it  does  as  a 
proper  contribution  by  the  profession  to 
the  welfare  of  mankind.  But  it  points  out 
that  medicine’s  traditional  spirit  in  this  re- 
spect is  abused;  that  the  support  of  the  indi- 
gent, including  the  supplying  of  their  medi- 
cal necessities,  is  an  obligation  of  society 
as  a whole.  Accordingly,  medicine  should 
take  the  position  that  communities  should 
carry  their  obligation  for  the  medical  care 
of  the  sick  poor,  and  the  profession  should 
resist  the  tendency  that  exists  of  unduly  im- 
posing this  burden  on  the  profession." 

In  Wyoming,  as  I suppose  in  every  other 
state,  funds  have  been  contributed  by  coun- 
ties, by  municipalities,  charitable  organiza- 
tions and  individuals  for  providing  food, 
clothing,  shelter,  and  fuel  for  the  poor,  but 
so  far  as  I know,  no  provision  has  been 
made  for  providing  medical  care,  it  evi- 
dently being  taken  for  granted  that  the 
doctors  would  furnish  that  in  addition  to 
their  share  in  taxation  and  their  cash  con- 
tributions for  the  support  of  many  charities. 
One  exception  to  this  is  the  employment  of 
county  physicians  whose  usual  work  is  that 
of  caring  for  transients,  prisoners,  and  in- 
mates of  the  poor  farm. 

So  far,  the  State  of  Wyoming  has  not 
contributed  to  any  such  charities.  During 
the  last  year  or  two  some  federal  funds  have 
been  available — a small  amount  in  outright 
donation  in  emergencies,  and  an  equal 
amount  to  be  matched  with  local  relief  funds 
in  the  proportion  of  one  dollar  to  three.  So 
far  as  I have  been  able  to  learn,  none  of 
these  funds  have  been  used  to  pay  for  medi- 
cal service.  But  now  the  federal  govern- 
ment, through  the  Federal  Emergency  Relief 
Administration,  has  ruled  that  under  pre- 
scribed limitations  these  funds  may  be  so 
used  in  the  treatment  of  persons  who  are 
receiving  the  benefit  of  relief  funds.  The 
plan  governing  such  use  of  federal  funds  is 
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outlined  in  Bulletin  No,  7 of  the  Relief  Ad- 
ministration. It  is  also  published  in  the 
Journal  of  the  A.  M.  A.  of  September  23, 
page  1026. 

At  the  present  time  the  State  of  Wyoming 
is  receiving  very  little  of  these  funds  for 
the  reason  that,  even  though  the  counties 
and  municipalities  did  contribute  large  sums 
for  the  care  of  the  poor,  especially  tran- 
sients, two  or  three  years  ago,  the  local 
appropriations  for  these  causes  have  been 
dwindling  until  now  the  Government’s  share 
of  one  dollar  to  three  dollars  of  local  funds 
is  almost  insignificant. 

Recent  reports  show  that  there  are  from 
ten  to  twelve  thousand  unemployed  men  in 
Wyoming,  a very  large  proportion  being 
heads  of  families,  and  every  responsible  esti- 
mate from  communities  where  need  exists 
predicts  the  coming  winter  will  bring  great- 
er demands  than  ever  upon  relief  funds. 
Governor  Miller  is  very  much  concerned 
about  this  situation.  While  he  would  be 
opposed  to  the  appropriation  of  funds  for 
relief  purposes  if  the  counties  and  munici- 
palities can  take  care  of  the  matter,  it  ap- 
pears that  they  are  not  thus  able,  and  that 
if  we  are  to  secure  any  federal  funds  of 
consequence  to  assist  in  relief  the  State  must 
furnish  in  some  way  a large  part  of  the 
basic  fund  to  match  up  with  that  coming 
from  Washington.  No  doubt  this  was  in 
the  governor’s  mind  when  the  call  was  made 
for  a special  session  of  the  legislature. 

Now,  if  there  is  to  be  any  change  from 
the  old  custom  of  having  the  physicians, 
dentists,  and  nurses  furnish  all  the  medical, 
surgical,  obstetrical,  dental  and  nursing 
care  of  the  indigent  gratis  it  will  be  neces- 
sary for  each  of  these  professions  to  con- 
tract with  the  relief  agencies  to  furnish  its 
part  of  that  service  according  to  the  rules 
laid  down  by  the  Federal  Relief  Administra- 
tion. I think  you  will  agree  with  me,  on 
reading  these  rules,  that  they  are  very  fair, 
explicit,  and  sufficiently  complete. 

This  writer  is  not  insisting  that  the  physi- 
cians of  the  state  shall  undertake  the  plan 
here  proposed.  However,  it  is  undoubtedly 
true  that  many  in  our  ranks  are  fast  ap- 
proaching the  time  when  they  themselves 


must  be  the  recipients  of  bounty.  Reports 
recently  received  show  that  a number  are 
receiving  compensation  for  not  more  than 
25  per  cent  of  their  work,  and  some  for  as 
little  as  10  and  even  5 per  cent.  Many 
nurses  are  in  no  better  circumstances,  and 
certainly  some  dentists  are  not  in  position 
to  be  dispensing  charity. 

Accepting  the  probability  that  the  profes- 
sions in  a number  of  counties  will  desire  to 
enter  into  agreement  with  the  County  Com- 
missioners or  other  agencies  handling  relief 
funds  for  the  care  of  the  indigent  sick,  a 
committee  representing  the  State  Medical 
Society  has  been  appointed  to  act  in  an 
advisory  capacity  with  the  State  Relief  Com- 
mittee. It  will  also  be  the  duty  of  this  com- 
mittee to  formulate  a schedule  of  fees  which 
may  be  charged  for  this  class  of  work.  It 
will  be  essential  that  each  County  Medical 
Society  have  a similar  committee  to  act 
with  the  County  Relief  Committee  or  Com- 
missioners. 

I think  it  should  not  be  designed  that  this 
plan  be  limited  to  work  paid  for  by  federal 
funds.  I can  see  no  reason  why  any  family 
being  cared  for  by  relief  funds  from  any 
source  should  not  be  permitted  to  employ 
its  own  physician  and  he  be  recompensed 
according  to  this  arrangement. 


©bituary 


A.  if.  Soft- 

On  October  2,  1933,  Dr.  Hoff  passed  on  at  his 
home  in  Casper  following  an  illness  of  one  month’s 
duration.  He  had  retired  from  active  practice 
at  Casper  and  in  looking  back  he  could  recall 
many  of  the  early  days  in  Natrona  County 

He  was  born  September  5,  1858.  His  medical 
work  was  taken  at  Drake  University.  He  was  a 
charter  member  of  the  Casper  Chamber  of  Com- 
merce when  it  was  organized  in  1903.  For  many 
years  he  was  one  of  the  leading  physicians  and 
surgeons  of  Casper.  During  the  early  days  he 
made  his  distant  calls  by  horse  and  buggy,  or  on 
horseback  when  the  old  gumbo  roads  were  not 
passable  with  a buggy.  He  was  a public  spirited 
citizen  and  gave  to  Casper  his  best  services. 

Dr.  Hoff  turned  his  business  over  to  Dr.  J.  C. 
Kamp  and  entered  the  sheep  business  for  several 
years  until  his  retirement. 

Mrs.  Francis  Carel  of  Keokuk,  Iowa,  is  a daugh- 
ter. The  doctor  also  adopted  a girl  and  a boy, 
Eva  and  Edward  Hoff.  Dr.  Hoff’s  wife  died  three 
years  ago.  Casper  has  lost,  in  Dr.  Hoff’s  death, 
one  of  the  truest  type  of  the  beloved  country 
doctors  of  yesterday.  E.  \Y. 
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WYOMING  STATE  MEDICAL 

SOCIETY 

Name 

Address 

Society 

1933  Membership 

Lauzer,  E.  S.  

Rock  Springs 

Sweetwater 

Lenz,  D.  S. 

Casper 

Natrona 

Lewellen,  J.  D. 

Cody  

Northwestern 

Name 

Address 

Society 

Magrath,  F.  E. 

Cheyenne  

Laramie 

Anderson,  G.  M 

Cheyenne  

Laramie 

Meredith,  L.  C. 

Shari  dan 

Sheridan 

Arobgast,  H.  J.  .... 

Rock  Springs 

Sweetwater 

Mills,  F.  A. 

Powell  

Northwestern 

Baker,  George  E 

.Casper  

Natrona 

♦Mitchell,  Albert  R. 

Lincoln 

Nebraska 

Barber,  Raymond-—. 

..Rawlins  

Carbon 

Morad,  N.  E. 

Casper 

Natrona 

Beach,  G.  0. 

Casper  

Natrona 

Myre,  S.  L.  

.Greybull 

. Northwestern 

Beard,  C.  Y. 

Cheyenne  

Laramie 

Mylar,  W.  K.  

Cheyenne  

Laramie 

Beck,  F.  L. 

Cheyenne 

Laramie 

McDermott,  W.  0. 

Casper 

Natrona 

Boesel,  R.  J.  . 

Cheyenne  

Laramie 

McDill,  Wilson  F. 

Dines 

Sweetwater 

Bunten,  W.  Andrew 

Cheyenne  

Laramie 

McHenry,  J.  C 

Gillette  . 

Natrona 

Carr,  J.  E.  

..Sheridan  

Sheridan 

McLellan,  A.  

Casper  

Natrona 

Carter,  C.  Danna 

Thermopolis  .... 

Hot  Springs 

Nagle,  J.  B.  

Worland  

Northwestern 

Clegg,  E.  G 

Monarch  

Sheridan 

Nelson,  John  R. 

Casper 

Natrona 

Cogswell,  J.  G. 

.Riverton 

Fremont 

Nelson.  N.  C 

.Cheyenne  ...  . 

Laramie 

Conway,  J.  H 

. < 'heyenne 

Laramie 

Noyes,  E.  F. 

Dixon 

Carbon 

Crandall,  Myron  L. ... 

Rawlins  

...  Carbon 

Nut  tail,  O.  T. 

Gebo  

Hot  Springs 

Crane,  R.  E. . 

Sheridan 

Sheridan 

Olson,  Evald 

Meeteetse 

Northwestern 

Dacken,  Y.  R 

-Cody 

Northwestern 

Phelps,  Geo.  H. 

Chevenne  

Laramie 

Dale,  E.  E 

..Edgerton 

Natrona 

Phifer,  F.  W. 

Wheatland 

State 

Davis,  Augustus 

Superior 

Sweetwater 

Rae,  H.  B. 

Wheatland 

....  State 

Day,  W.  R.  

Cheyenne 

Laramie 

Read,  Paul  S. 

Worland  

Northwestern 

*Dean,  T.  A. 

..Casper 

Natrona 

Reeve,  Roscoe 

Casper  

Natrona 

Denison,  E.  G 

. Sheridan 

Sheridan 

Replogle,  J.  F. 

Lander  

Fremont 

Posner,  L.  E _ 

...Evanston 

Uinta 

Ritrhip  Oporgp  T. 

Wheatland 

State 

Fox,  G.  A. 

-Cheyenne 

Laramie 

♦Roder,  Claude  A. 

Omaha  . 

Nebraska 

Fuhrer,  J.  E ... 

..Reliance 

Sweetwater 

Sandon  O A. 

Bairoil 

Carbon 

Geis,  Neil  C 

-Casper  

Natrona 

Sanders,  R.  H. 

Rock  Springs 

Sweetwater 

Goff,  H.  L. 

Cheyenne 

Laramie 

Savory,  G.  B. 

Cheyenne  

Laramie 

Gorder,  J.  W 

Greybull  

Northwestern 

Schunk,  Wm. 

Sheridan  

Sheridan 

Graham,  ,T.  W.  

.Sunrise 

State 

Shingle,  J.  D. 

Cheyenne  ..  . 

Laramie 

Gray,  W.  0.  

. Worland  

Northwestern 

Smith,  W.  Francis  ... 

Lander  

Fremont 

Guthrie,  J.  B. 

( 'heyenne 

Laramie 

Steffen,  W.  A. 

Sheridan  

Sheridan 

“Hale,  Robert  W 

Thermopolis  ..... 

Hot  Springs 

Stevenson,  C.  E.  . 

Sheridan 

Sheridan 

Harris,  H.  T. 

Basin 

Northwestern 

Strader,  G.  L. 

Cheyenne  ... . ._ 

Laramie 

Harris,  C.  E. 

Basin 

Northwestern 

Stratton,  R 

Lyman 

...  Uinta 

Harvey,  H.  L. 

..Casper 

Natrona 

Stukenlioff,  H. 

Casper 

Natrona 

Hassed,  W.  H. 

Cheyenne 

Laramie 

Tabor,  Leonard  

Glenrock 

Natrona 

Holland,  J.  H. 

Evanston 

Uinta 

Taggart,  A.  T. 

Lodge  Grass, 

Mont.  Sheridan 

Horsley,  W.  W.  

Lovell 

Northwestern 

Taylor,  G.  W 

Grass  Creek 

Hot  Springs 

Horton,  F.,  Sr 

..Newcastle 

State 

Thompson,  A.  P.  

Evanston 

Uinta 

Holtz,  Paul  R. 

Lander 

Fremont 

Tonkin,  A.  B.  

Riv-erton  

Fremont 

♦Howe,  W.  E 

Cody  

Northwestern 

Trueblood,  R.  C.  

Cody  

. Northwestern 

Jar.ohy,  W.  K. 

■Rva.il  st  on 

Uinta 

Tucker,  Arthur 

Seattle  

State 

.Tamps  Gf»orgp  R. 

Natrona. 

Veach,  0.  L 

Sheridan  

Sheridan 

Jeffrey,  C.  W. 

Rawlins 

Carbon 

Wanner,  J.  G 

Rock  Springs 

Sweetwater 

Jewell,  E.  L.  

..Shoshoni  ........ 

Fremont 

Whalen,  J.  F.  ..  — .. 

Green  River 

Sweetwater 

Johnson,  S.  W. 

ShorifTan 

Sheridan 

Whedon,  Earl 

Sheridan  ..... ._ 

Sheridan 

Johnston,  G.  P 

- Cheyenne  

.... . Laramie 

Whitlock,  J.  R.  A. 

Powell  

. Northwestern 

Jump,  C.  E 

..Evanston  ... . 

....  Uinta 

Wicks,  J.  L.  

.Evanston  

Uinta 

Kamp.  J.  C. 

Casper 

Natrona 

Williams.  D.  B 

Evanston 

....  Uinta 

Kanable,  Russell  H.. 

..Basin  

Northwestern 

Williams,  L.  A 

.Laramie  

Albany 

Keith  M C 

Na  trona 

Wills,  C.  L 

l’areo  

Carbon 

Kinney,  O.  B.  C 

- Cody  

Northwestern 

Wilmoth,  L.  H 

Lander  

Fremont 

Krueger,  K.  E.  

-Winton  

...  Sweetwater 

Wilson,  J.  D.  

Rawlins 

Carbon 

Lacey,  W.  M 

...Cheyenne  

Laramie 

Woodward,  Stillman 

McFadden  .... . 

Carbon 

Lane,  F.  M.  

Cody  

Northwestern 

Larson,  C.  0 

Superior  

Sweetwater 

♦Honorary  Member. 
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BUILDING  THE  DOCTOR’S  SURPLUS 


During  the  time  I have  been  running  these 
articles  on  building  a surplus  I have  heard 
many  doctors  say,  “It  is  impossible  for  me 
to  start  building  at  this  time."  My  answer 
to  them  is,  “You  can!”  “You  should!’ 
“You  must!” 

I say  you  “can'  because  I know  of  doctors 
who  are  doing  so.  True,  these  doctors  are 
not  able  to  do  so  without  sacrifice,  but  it  is 
my  contention  that  the  doctor  has  two  fixed 
obligations;  his  savings  and  his  insurance. 
All  other  items  of  expense  should  be  ad- 
justed to  the  balance.  You  “can"  build 
your  surplus  by  investing  at  least  5 per 
cent  of  your  gross  collections.  This  will 
automatically  regulate  the  amount  invested 
each  month. 

You  “should”  because  now  is  an  oppor- 
tune time  to  start  building.  Even  though 
the  business  horizon  is  clouded  and  we  can- 
not see  clearly  into  the  future,  surely  we 
all  believe  in  the  future  growth  of  this  coun- 
try. Securities  are  on  the  bargain  counter. 
They  are  at  levels  which  merit  sacrifice  if 
necessary,  but  sound  securities  “should”  be 
bought.  Every  $10  invested  today  will  be 


worth  two,  three,  or  many  times  that  amount 
in  years  to  come. 

You  “must”  start  today  because  as  each 
day  passes  the  time  when  you  “must  retire 
draws  nearer.  Remember  the  doctor’s  earn- 
ing ability  is  limited  to  his  actual  working 
years.  From  the  nature  of  his  profession 
he  cannot  build  an  organization  which  will 
produce  earnings  without  him.  He  “must” 
build  his  future  income  now  while  he  is  him- 
self producing  an  income. 

Pause  now  for  a minute  and  calculate 
what  you  can  reasonably  expect  your  yearly 
collections  to  be,  based  on  an  average  for 
the  past  ten  years.  Take  5 per  cent  of  this 
amount  and  multiply  by  twenty,  add  to  it 
330  per  cent — the  result  will  be  a conserva- 
tive estimate  of  what  your  future  surplus 
should  be  if  you  will  follow  a well-construct- 
ed investment  plan  which  gives,  together 
with  other  necessary  elements,  appreciation 
of  principal  and  compounding  of  income. 
After  seeing  the  result  you  will  in  all  proba- 
bility say  to  yourself,  “I  can — I should — I 
WILL  begin  now  the  building  of  my  future 
income.” 

WOODFORD  MATLOCK,  JR. 
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Eliminate  the  Personal  Weakness: 

F 

The  average  investor  is  himself  a great  weakness 

in  his  investment  program  because: 

(1)  He  buys  on  tips  or  incompetent  advice, 

(2)  He  is  guided  by  public  opinion,  buying  in  a rising 
market, 

(3)  He  refuses  to  sell  a weakening  security  if  he  must 
take  a loss, 

(4)  He  does  not  give  proper  supervision  to  his  invest- 
ments, 

(5)  He  influences  his  investment  opinion  by  too  great 
optimism  or  unwarranted  fear. 

INVESTORS  MUTUAL  FUND  is  an  IMPERSONAL  investment  medium 
eliminating  the  personal  weakness  in  your  investment  program.  All  you 
need  to  do  is  to  make  systematic  investments  of  as  little  as  $10  a month. 
The  supervision  and  judgment  in  guiding  the  purchase  and  sale  of  your 
investments  is  capable,  proven  and  IMPERSONAL. 

SIDLO,  SIMONS,  DAY  COMPANY 

First  National  Bank  Bldg.  TAbor  6271  Denver,  Colo. 
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Colorado  Hospital 
Association  Annual  Meeting. 

npHE  Colorado  Hospital  Association  held 
its  annual  meeting  at  the  Cosmopolitan 
Hotel,  Denver,  on  November  15  and  16, 
1933.  From  the  standpoint  of  attendance 
and  quality  of  the  program  presented,  it  was 
the  most  successful  convention  which  the 
association  has  ever  held.  One  hundred 
twenty-five  members  and  guests  were  pres- 
ent at  the  annual  banquet. 

An  account  will  not  be  given  here  of  the 
splendid  papers  presented  on  the  program, 
as  these  papers  will  be  printed  in  this  column 
from  time  to  time  during  the  year.  It  is  re- 
gretted that  they  cannot  all  be  printed  in 
this  first  issue. 

At  the  business  meeting  resolutions  were 
passed  expressing  the  sentiments  of  the  As- 
sociation as  follows: 

1.  Approving  the  work  of  the  American 
Hospital  Association  in  maintaining  a full- 
time representative  of  the  hospitals  in  Wash- 
ington, D.  C.,  and  recommending  to  the  vari- 
ous members  of  the  Association  that  they 
contribute  to  the  National  Association  a 
small  sum  to  help  defray  the  expenses  of  such 
a representative. 

2.  That  the  building  of  additional  hos- 
pitals in  the  State  of  Colorado  be  discour- 
aged until  the  available  vacant  space  in  the 
already  existing  hospitals  is  occupied. 

3.  That  new  legislation  on  sales  taxes 
should  exempt  hospitals  classified  as  charit- 
able institutions. 

4.  General  resolutions  thanking  those  re- 
sponsible for  the  success  of  the  annual 
meeting. 

Dr.  G.  Walter  Holden,  a former  president 
of  the  Association,  and  Mr.  George  A.  Col- 
lins, who  was  for  many  years  a member  of 
the  Association,  were  made  life  members  of 
the  Colorado  Hospital  Association. 


The  following  officers  and  trustees  were 
elected: 

Dr.  John  Andrew,  Longmont  Hospital, 
Longmont,  President-Elect:  Dr.  I.  D.  Bron- 
fin,  National  Jewish  Hospital,  Denver,  First 
Vice-President:  Sister  Cyril,  Seton  School 
of  Nursing,  Pueblo,  Second  Vice-President: 
Mr.  J.  E.  Swanger,  Modern  Woodmen  of 
America  Sanatorium.  Woodmen,  Colorado, 
Trustee,  term  to  expire  in  1933;  and  Mr. 
Frank  J.  Walter,  Saint  Luke's  Hospital, 
Denver,  Trustee,  term  to  expire  1938. 

Mr.  Guy  M.  Hanner,  who  was  made  Pres- 
ident-Elect at  the  last  annual  meeting,  be- 
came the  new  President:  Mr.  Walter  G. 
Christie,  Presbyterian  Hospital,  Denver,  was 
re-elected  Treasurer:  and  Mr.  William  S. 
McNary,  University  of  Colorado  School  of 
Medicine  and  Hospitals,  was  re-elected  Ex- 
ecutive Secretary. 

* * * 

The  new  president  of  the  Colorado  Hos- 
pital Association,  Mr.  Guy  M.  Hanner,  has 
not  appointed  his  committees  as  yet,  but  will 
do  so  just  as  soon  as  he  has  had  time  to  con- 
sider the  matter.  When  these  appointments 
are  made  they  will  be  published  in  this 
column. 


The  appointments  for  committees  of  the 
American  Hospital  Association,  made  by 
President  Faxon,  were  announced  last  week. 
Colorado  is  represented  on  the  Nominating 
Committee  by  Mr.  Frank  J.  Walter,  Super- 
intendent of  Saint  Luke’s  Hospital,  Denver, 
and  on  the  Autopsy  Committee  by  Dr.  Mau- 
rice H.  Rees,  Dean  of  the  University  of  Col- 
orado School  of  Medicine  and  Hospitals. 


Mr.  George  A.  Collins  of  Denver  has  been 
appointed  the  hospitals'  representative  in 
Washington,  D.  C.  It  will  be  his  duty  there 
to  protect  the  hospitals’  interests  in  relation 


December,  1933 


Thirteen 


Save  the  dates! 


Tell  your  friends! 

SECOND  ANNUAL 


Midwinter  Postgraduate  Clinics 

of  the 

COLORADO  STATE  MEDICAL  SOCIETY 

at  DENVER 

JANUARY  17,  18,  19,  1934 

(Wednesday,  Thursday,  Friday) 

Three  days  of  practical  clinics  following  closely  the  successful  plan  inaugurated 
one  year  ago,  with  the  addition  of  bedside  clinics  and  ward-walks  in  groups 
of  not  more  than  ten  persons  each. 

Using  the  facilities  of  the  Denver  General,  Denver  Children’s,  and  Colorado  General 
Hospitals.  Clinics  on  fractures,  obstetrics,  gynecology,  and  genito-urology  at 
Denver  General;  pediatrics  and  orthopedics  at  Children’s;  general  medicine, 
general  surgery,  eye,  ear,  nose  and  throat  and  miscellaneous  specialties  at  Colo- 
rado General. 

All  Doctors  of  Medicine  invited,  regardless  of  membership  in  the  Society. 

All  costs  reduced.  Registration  fee,  $1.00.  Complimentary  luncheons  served  at  the 
hospitals  each  day.  The  Clinics  are  arranged  for  Stock  Show  Week;  therefore, 
reduced  railroad  fares  from  all  points  in  the  State  will  apply. 

Note  that  there  will  be  NO  SPRING  CLINICS  sponsored  by  the  School  of  Medicine 
next  year.  These  State  Medical  Society  Clinics  will  supplant  them. 

Prepare  NOW  to  attend.  Full  details  and  program  later. 

Tell  your  friends!  Save  the  dates! 
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The  Tulane  University  of  Louisiana 
GRADUATE  SCHOOL  OF  MEDICINE 
Approved  by  the  Council  on  Medical 
Education  of  the  A.  M.  A. 

POSTGRADUATE  instruction  offered  in 
all  branches  of  medicine.  Courses  leading 
to  a higher  degree  have  also  been  insti- 
tuted. 

For  bulletin  furnishing  detailed 
information,  apply  to  the  . . . 

DEAN 

Graduate  School  of  Medicine 
1430  Tulane  Avenue  New  Orleans,  La. 
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to  the  industrial  codes  under  the  National 
Recovery  Act,  to  seek  for  them  exemption 
from  any  processing  tax  under  the  Presi- 
dent's recovery  program,  and  to  watch  the 
hospitals’  interests  during  the  coming  Con- 
gressional session.  This  is  an  important  ac- 
tivity for  the  welfare  of  the  hospitals 
throughout  the  country,  as  in  the  past  desir- 
able legislation  has  failed  of  enactment,  and 
undesirable  laws  have  been  passed,  only  be- 
cause the  legislators  were  not  advised  in 
these  matters  or  because  the  hospitals’  in- 
terests were  not  sufficiently  promoted 


WHAT  THE  DOCTOR  EXPECTS  OF 
THE  HOSPITAL* 

I'ETER  OLIVER  HANFORD,  M.  D. 

COLORADO  SPRINGS 

In  reference  to  the  days  of  standardiza- 
tion, perhaps  many  of  you  know  that  when 
this  subject  was  before  Denver  hospitals, 
it  was  my  privilege  to  preside  at  those  meet- 
ings. I came  as  an  out-of-town  man,  repre- 
senting the  College  of  Surgeons,  and  the 
question,  “Standardization.’  One  of  my 
friends,  Chief  of  Staff  of  one  of  the  hos- 
pitals, said  that  it  could  not  be  done,  that 
the  records  would  never  be  made  and  filed 
in  the  proposed  manner.  He  was  just  as 
certain  that  the  movement  was  doomed  to 
failure  as  the  drys  were  that  the  repeal 
amendment  would  receive  no  support.  I 
refer  to  these  days  because  I believe  that 
then  there  was  reflected  in  a somewhat  pe- 
riodic manner,  many  of  the  things  that  the 
doctor  expects  of  the  hospital.  Since  that 
time  we  have  gone  a long  way,  so  far  that 
it  seems  presumptuous  for  me  to  renumer- 
ate many  of  these  things  that  you  have  ac- 
cepted and  which  are  in  every  day  practice 
in  your  institutions.  However,  you  as  well 
as  we  from  time  to  time  hear  some  of  the 
echoes  of  this  movement,  and  until  the  com- 
ing generation  has  passed  into  complete  con- 
trol and  is  enumerated  among  those  retiring 
from  practice,  many  of  these  subjects  will  be 
considered  for  discussion.  Most  of  them 


♦Member  of  staff,  Beth-El  Hospital,  Colorado 
Springs.  Read  before  the  annual  meeting  of  the 
Colorado  Hospital  Association,  Nov.  11,  1933. 
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Mr.  F.  E.  Fields, 

Patterson  Building, 

City. 

Dear  Friend: 

As  I have  repeatedly  stated  to  you,  to  the  Home  Office, 
and  to  the  agent  who  "wrote  me,"  my  sincere  belief  is  that 
no  accident  and  health  insurance  company  could  possibly 
treat  its  policyholders  with  greater  fairness,  and  more  prompt 
compliance  with  policy  terms  than  your  company. 

Injured  in  May  of  this  year,  the  company  has  done  its 
utmost  to  make  my  severe  condition  more  pleasant.  In  fact, 
but  for  its  strict  compliance  with  the  terms  of  its  policy,  my 
family  would  have  suffered.  Please  consider  me  an  ardent 
salesman  of  your  policies. 

Your  friend, 

CHAS.  E.  FRIEND. 

Insurance  companies  cannot  relieve  sorrow,  but  they  do  much,  by  checks  promptly 
forwarded  to  pay  death  claims,  to  relieve  the  financial  embarrassments  of  the  family 
which  follow  the  events  which  cause  sorrow. 

During  1931  this  company  sent  more  than  FIVE  MILLION  DOLLARS  into  the 
homes  of  its  policyholders  to  meet  the  losses  occasioned  by  disability  and  death,  $95,- 
117.24  of  which  was  sent  to  homes  in  Colorado. 

All  our  policies  are  non-cancellable.  We  write  first  day  coverage  or  with  an  elim- 
ination of  5,  10,  30,  60  or  90  days  as  desired. 

We  write  any  form  of  life  insurance  desired. 

219  Patterson  Bldg.,  F.  E.  FIELDS,  St3.tC  Phone  KEystone  5813 

Denver,  Colo. 
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WHEEL  CHAIRS  FOR  SALE  OR  RENT 

WM.  JONES 

Maker  of  All  Kinds  of 

ORTHOPEDIC 

APPLIANCES 


Trusses,  Braces,  Abdominal  Supports 
Elastic  Hosiery,  Crutches,  etc. 


608-612  Fourteenth  St. 


Phone  KEystone  2702 
Denver,  Colo. 


Digitalis  Therapy 

DEMANDS 

Uniformity 

THE  Lederle  Tablets  of  Digitalis  were  perfected  as  a 
result  of  six  years’  experience  in  the  Cardiac  Clinics  of 
Greater  New  York  with  tablets  of  standardized  digitalis 
leal  having  a potency  of  i cat  unit  in  i V2  grains  of  pow- 
dered leaf. 

Only  digitalis  leaf  which  has  been  clinically  demon- 
strated to  possess  uniform  activity , is  used  in  the  prep- 
aration of  Lederle  Digitalis  Tablets. 

The  intravenous  method  of  Hatcher  and  Brody  used 
by  the  Lederle  Laboratories  directly  measures  the  car- 
diac effects  of  the  drug. 

Digitalis  Tablets  Lederle  are  supplied  in  packages 
containing  100  tablets  (5  tubes  of  20),  in  three  sizes: 
Vi  Cat  Unit  grain*),  1 Cat  Unit  (iH  grains*), 2 Cat 
Units  (3  grains*). 

*Thc  comparison  of  the  cat  unit  of  digitalis  to  the  grain  of  powdered  digitalis  leaf  re- 
fers to  the  leaf  selected  as  described  above  for  the  Lederle  product  namely,  that  one 
and  one-half  grains  of  the  powdered  leaf  assay  one  cat  unit.  In  the  above  table,  grains 
arc  stated  only  as  an  approximate  guide  to  the  physician  who  has  heretofore  based  his 
dosage  on  weight  or  volume. 

Literature  on  Request 

Distributed  by 

HEALY  & OWENS 

1400  Larimer  '•  Denver,  Colorado 

LEDERLE  LABORATORIES  INC. 

New  York 
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will  have  been  replaced  by  problems  bound 
to  develop  as  we  progress  in  the  perfection 
of  our  standards. 

I hoped  to  get  some  help  or  suggestions 
by  interviewing  the  men  in  the  corridors  in 
the  hospital,  asking  them  what  they  as  doc- 
tors expected  of  the  hospital.  The  answer 
was  about  as  varied  as  the  number  of  doc- 
tors invited  to  discuss  the  question.  How- 
ever, the  topic  most  prevalent  was  the  ques- 
tion of  nursing.  This  seemed  to  convey  the 
old  story  still  dear  to  the  hearts  of  many 
medical  men — many  modifying  or  qualify- 
ing their  statements  regarding  nursing  care, 
segregating  it  to  the  different  departments, 
chief  of  which  was  the  operating  room. 
When  asked  to  condense  their  ideas,  the 
problem  reduced  itself  to  that  which  might 
be  best  expressed  by  the  term  “Service.” 
The  nursing  question  presents  many  prob- 
lems which  I am  not  prepared  to  discuss; 
estimation  of  its  efficiency  is  as  varied  as 
the  number  of  men  entering  into  the  discus- 
sion. The  question  of  graduate  and  under- 
graduate nursing  is  most  important.  To 
many  of  you  the  greatest  responsibility  lies 
upon  those  institutions  which  have  training 
schools  for  nurses.  We  all  realize  that  these 
institutions  have  accepted  responsibility  for 
the  acts  of  certain  individuals  during  the 
entire  period  of  their  training  and,  while 
many  of  you  do  not  have  that  responsibility 
yet,  yours  is  perhaps  equally  as  great  be- 
cause you  must  provide  adequate  nursing 
and  a non-professional  staff  to  cooperate 
with  and  carry  out  the  orders  of  the  physi- 
cians. Fortunately  the  staff  usually  assumes 
the  responsibility  for  the  lectures  and  there- 
by enters  into  the  responsibilities  of  training 
the  nurses.  No  matter  how  great  the  num- 
ber of  lectures  and  adequate  the  personal 
instruction  given,  this  may  be  offset  by  an 
inadequate  non-professional  staff.  All  the 
technical  rules  and  routine  practice,  no  mat- 
ter how  thoroughly  developed,  may  go  for 
naught  by  blunder  on  the  part  of  this  non- 
professional staff  if  not  properly  trained  in 
the  same  manner  and  with  the  same  preci- 
sion that  the  nursing  staff  is  trained. 

Let  us  depart  for  a moment  from  these  two 
stringent  technical  rules  and  consider  the 
other  side  of  the  question.  The  hospital 
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originally  was  perhaps  what  we  may  know 
now  as  a “guest  house,’’  developing  there- 
fore certain  perfections  that  made  them  ap- 
peal to  the  communities  as  a fit  and  proper 
place  for  the  incapacitated.  It  is  along  the 
line  of  development  of  these  humanities  that 
I wish  to  speak  a word  for  the  patient  and 
for  the  doctor.  Personally  I feel  that  though 
we  are  doing  a wonderful  service  to  human- 
ity in  developing  to  the  highest  point  our 
technical  ideas,  yet  very  often  we  have  lost 
sight  of  some  of  the  more  humane  things  in 
the  cold  professional  attitude  assumed  to- 
ward the  patient.  If  there  should  be  one 
thing  which  I believe  whole  heartedly,  it  is 
that  you  all  might  develop  the  humanities 
to  a greater  degree  and  put  the  personal,  as 
well  as  the  professional,  touch  in  the  care 
of  the  patient.  It  is  in  the  development  of 
this  kindly,  gentle,  sincere  attitude  toward 
the  patient  that  we  so  often  find  lacking  in 
our  training  schools.  Queerly  enough  it 
seems  most  difficult  for  these  girls  to  ap- 
proach the  patient  in  this  kindly  interested 
manner.  We  know  the  homes  from  which 
these  girls  come  and  the  spirit  that  governs 
them.  We  know  that  their  interest  is  al- 
ways shown,  a loving  hand  is  held  out  to 
all  cases  of  sickness  or  distress,  but  per- 
haps by  our  own  attitude  in  teaching  these 
girls  we  instill  the  idea  that  it  is  not  ethical 
to  approach  them  with  this  attitude;  a word 
of  cheer  is  too  uncommon  in  our  hospitals 
because  of  the  strict  maintenance  of  profes- 
sional dignity. 

Now,  a word  as  to  the  occasional  doctor 
mentioned  above.  He  comes  to  the  institu- 
tion with  the  desire  for  the  best  of  the  pa- 
tient. Yet  every  day  we  see  that  there  are 
certain  men  who  are  unfamiliar  with  the  rec- 
ords, unfamiliar  perhaps  with  the  procedure 
of  obtaining  that  which  is  available  in  the 
institution.  I think  that  doctor  may  well 
demand  of  the  hospital  the  extension  of  the 
humanities,  a little  kindly  guidance,  a 
thoughtful  suggestion  or  two  from  the  rec- 
ord clerk,  a lively  interest  on  the  part  of 
the  laboratory  technician,  a nurse  genuinely 
unconstrained  and  who  offers  the  service 
which  makes  this  man  feel  that  he  has  come 
to  the  right  place.  It  should  make  him  feel 
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SHOE  REPAIRING 

HAND  WORK 

Special  attention  given  to  ortho- 
pedic work.  Arch  supports  made 
to  order. 


Will  call  for  and  deliver  your  work. 
Phone  KEystone  0093 

Christian  Teichman 

1606  Broadway  Opp.  Majestic  Bldg. 


TURKEYS— DUCKS— GEESE— CHICKENS 

Dressed  While  You  Wait 

Finest  Quality  Corn  and  Milkfed  Poultry 
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Tennyson 


Shelton  Poultry  Farm 

Open  Sundays 
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The  Fairhaven  Maternity  Hospital 

Mrs.  H.  E.  Lowther,  Superintendent 
1349  JOSEPHINE  YOrk  9393  DENVER 

A modernly  equipped,  ethically  conducted  private 
home  for  the  unfortunate  girl  who  deserves  sympathetic 
surroundings  as  well  as  the  proper  medical  attention. 
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Building  and  Loan  Shares 

7%  Full  Paid  Shares 

7%  Installment  Shares 

S 

6%  Optional  Payment  Shares 

T 

We  invite  you  to  investigate 
this  desirable  form  of  invest- 
ment. Let  our  representative 
help  you  select  the  plan  you 
want. 

We 

EMPIRE  SAVINGS 

Building  and  Loan  Ass’n 

1654  Welton  St.  Denver,  Colo. 

A Permanent  Guarantee  Capital  Ass’n 

Under  State  Supervision 

R WINDSOR 
MEADOW  GOLD 
MILK 

Milk  contains  those  essential 
growth  promoting  substances 
that  make  the  child  well  and 
strong  and  gives  him  the  im- 
pulse to  eat,  play  and  grow. 

Milk  builds  brain  and  brawn — 
healthy  minds  and  bodies. 

Milk  quickly  restores  the 
child’s  health  and  strength  when 
a condition  of  malnutrition  ex- 
ists. 


WINDSOR-MEADOW  GOLD 

MAin  5131 


that  here  is  a place  to  which  he  must  send 
more  of  his  patients  in  the  future  in  order 
that  they,  as  well  as  he,  may  get  that  service. 
Under  a strict  observance  of  the  rules,  he  is 
left  entirely  at  sea,  dependent  upon  the  sug- 
gestion of  the  staff  consultant.  His  per- 
sonal touch  with  the  patient  and  family  is 
immediately  severed  with  the  consequent 
loss  to  the  patient  of  nearly  all  trust  and 
faith  in  the  family  physician — a very  sacred 
thing. 

Not  in  the  order  of  greatest  value,  we  will 
consider  other  items  of  service.  You  will 
agree  with  me  that  the  food  problem  causes 
a great  deal  of  grief  to  you  and  is  the  hobby 
of  certain  men  who  comes  to  the  institution. 
One  doctor  states  frankly  that  whenever  it 
is  possible  he  will  return  to  a certain  Denver 
hospital  because  of  the  food  served  to  him 
there,  if  for  no  other  reason.  While  we  may 
accept  “guest  house  as  the  definition  of  the 
hospital,  we  do  not  want  to  put  in  the 
“boarding  house"  as  a further  definition. 
I personally  believe  that  all  of  them  mean, 
when  they  discuss  the  question  of  food,  that 
they  are  talking  about  a good  dietitian  and 
a proper  dietetic  laboratory,  so  maintained 
as  to  be  of  great  value  and  assistance  in  the 
provision  of  diets  for  those  cases  which  may 
depend  as  much  upon  this  form  of  treatment 
as  the  surgical  cases  depend  upon  the  op- 
erating room. 

Of  course  there  is  the  laboratory  service. 
There  is  also  the  x-ray  and  physical  therapy 
departments  which  include  the  lights  and 
rays  and  all  the  adjuncts  that  had  been  ac- 
cepted to  lend  their  additional  value  as  ther- 
apeutic agents. 

The  doctors  may  say  they  expect  their 
hospital  to  be  the  health  center  in  which  he 
may  play  a rather  prominent  part  in  the  care 
and  protection  of  his  patients.  He  should 
expect  the  hospital  to  teach  and  inspire  all 
friends  who  visit  the  patients  with  the  idea 
that  the  measures  exhibited  are  used  scien- 
tifically for  a legitimate  end  and  that  they 
represent  the  accepted  modern  teaching  of 
the  profession.  When  these  friends  take 
from  the  institution  these  facts,  they  will  be 
doing  their  part  in  the  education  of  the  local 
(Continued  on  Pase  24) 
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CRAGMOR 

SANATORIUM 

The  Cragmor  Sanatorium  is  an  institution  designed  especially  for  the 
treatment  of  tuberculosis;  but,  building  upon  the  soundest  principles  of 
medical  science  always,  it  also  recognizes  a need  for  mental  buoyancy. 

There  is  ever  an  air  of  human  happiness  about  the  place — caught  perhaps 
from  the  sunshine,  the  freshest  of  mountain  air,  the  delight  of  days  that 
will  not  allow  one  to  remain  ill ! 


Well  up  on  the  rise  of  Austin  Bluffs,  five  miles  from  the  heart  of  Colorado 
Springs,  Cragmor  commands  an  excellent  panorama  of  Pikes  Peak  and  the 
Rampart  Range.  Restful  but  not  oppressive  quiet  pervades  everywhere. 

Cragmor  Village,  in  connection  with  Cragmor  Sanatorium,  occupies  the 
wide  swing  of  Austin  Bluffs  to  the  east  of  the  sanatorium  proper  and  con- 
sists of  eighteen  commodious  homes  where  the  patients  may  continue  con- 
valescence under  the  supervision  of  the  Cragmor  Staff. 

For  Further  Information  Write  to  the  COLORADO  SPRINGS 

Physician-in-Chief  COLORADO 


WOODGROFT  HOSPITAI^-PUEBLO,  COLORADO 

Woodcroft  Hospital  was  established  in  1896  by  Dr.  Hubert  Work,  since  which  time  over  six 
thousand  cases  have  been  treated.  The  ideal  climate  of  Pueblo,  which  enjoys  almost  daily  sun- 
shine, is  an  advantageous  factor  in  the  location  of  this  hospital.  The  hospital  is  arranged  to 
care  for  all  forms  of  nervous  and  mental  diseases,  allowing  segregation  of  the  different  types 
and  thus  avoiding  unpleasant  contacts.  In  addition  to  the  strictly  neuropsychiatric  cases  we  also 
specialize  in  the  treatment  of  drug  addiction  and  alcoholism.  Hydrotherapy,  physiotherapy,  physi- 
cal exercise  and  other  therapeutic  measures  are  employed  when  indicated.  Special  emphasis  is 
placed  upon  occupational  therapy,  individual  care  and  attention,  and  an  endeavor  to  make  the 
surroundings  as  homelike  as  possible.  Tennis,  croquet,  pool,  miniature  golf  course  and  radio 
offer  means  of  recreation.  The  accommodations  range  from  single  room  with  or  without  bath 
to  rooms  en  suite.  Illustrated  booklet  will  be  sent  on  request. 

For  detailed  information  and  reservations  address 

CRUM  EPLER,  M.D.,  Superintendent 

P.  A.  DRAPER,  M.D.,  Resident  Physician  F.  M.  HELLER,  M.D.,  Neurologist  and  Internist 
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WIiAT  THE  DOCTOR  EXPECTS  OF 
THE  HOSPITAL 

(Continued  from  Page  20) 

community  by  the  dissemination  of  these 
facts.  He  may  further  expect  a continua- 
tion of  these  efforts  by  the  follow  up  work 
of  the  institution.  This  accepted  field  has 
been  confined  to  too  narrow  limits.  The  in- 
stitutions should  do  some  such  work  as  is 
done  by  non-professional  organizations,  such 
as  the  Junior  League.  While  the  League's 
follow  up  work  is  done  under  the  guidance 
of  the  profession,  yet  the  institutions  must 
feel  that  all  these  years  they  have  neglected 
the  things  expected  of  them,  and  to  their  own 
disadvantage.  Had  they,  during  all  these 
years,  engaged  themselves  in  follow  up 
work,  the  ultimate  result  on  nearly  every 
case  would  be  known  and  many  would  have 
revealed  suggestions  for  improved  service. 

Every  home  so  visited  would  give  oppor- 
tunity for  the  teaching  and  advancement  of 
hygiene  and  would  make  the  hospital  a cen- 
ter for  the  dissemination  of  accepted  facts  in 
the  knowledge  and  practice  of  medicine. 


In  the  event  of  a claim  for  damages  in 
connection  with  professional  services, 


/Etna  Professional 
Liability  Insurance 

affords  the  following  protection  to 
the  physician,  surgeon  or  dentist : 


1.  Safeguards  the  practitioner’s 
reputation  with  the  very  best 
of  legal  advice. 

2.  Wins  the  case  or — 

3.  Pays  the  judgment  within 
policy  limits. 

4.  Pays  court  costs  and  legal  ex- 
pense. 


^TNA  LIFE 
INSURANCE 
COMPANY 

Fred  E.  Breiscli,  Manager 


529  Midland  Savings  Building 
KEystone  6205 


HOSPITAL  PAYMENT  PLANS 

WALTER  G.  CHRISTIE* 

DENVER 

Economic  disturbances  create  in  business 
a much-needed  introspection.  These  past 
few  years  have  taught  business  many  new 
things.  The  manufacturers,  in  a great  num- 
ber have  discarded  old  methods  for  new  and 
added  to  old  fields  of  merchandising.  New 
outlets  and  the  retailers  are  developing  new 
methods  of  selling. 

The  hospital  business  is  a part  of  big  busi- 
ness. They  must  be  alert  to  new  ideas.  As 
a business  they  rank  fifth— the  iron  and  steel 
industry  ranking  first,  the  textile  group  sec- 
ond, the  chemical  group  third,  and  the  food- 
stuff group  forth.  The  investment  in  nearly 
seven  thousand  hospitals  in  this  country 
amounts  to  three  billion  dollars,  and  the  an- 
nual operating  cost  is  close  to  nine  hundred 
million  dollars.  Hospitals,  therefore,  must 
take  a leaf  from  the  notebook  of  business. 
The  directors  of  these  institutions  must  care- 

*Superintendeni,  Presbyterian  Hospital,  Denver. 
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Denver’s  only  heated  exclusive  downtown  auto  bath.  15,000  square  feet 
floor  space.  Using  nothing  but  pure  cold  water  in  washing  cars. 


WASHING  POLISHING  PERMANIZING 
Painting  Motor  Gleaning 

Upholstery  Dry-Cleaned 

All  cars  kept  inside  until  called  for.  Will  deliver  when  requested. 
Conscientious  attention  to  your  requirements  always. 

SHELLY’S  AUTO  BATH 

1545  Lincoln  TAbor  7534 

Adjoining  Perry- Jacobs  Rubber  Co’s.  Servicenter 


Day  storage — day  storage  for  your  car  with  warm  street-level  floor  space, 
$2.50  per  month.  It’s  just  a few  steps  from  the  medical  center,  and  re- 
member, it’s  fireproof. 
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A Complete  and  Competent 
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228  Fifteenth  Street 


Seven  years’  use 

has  demonstrated  the 
value  of 

The  Surgical  Solution 

MERCUROCHROME,  H.  W.  & D. 

in 

PREOPERATIVE  SKIN  DISINFECTION 

This  preparation  contains  2%  Mer- 
curochrome  in  aqueous-alcohol-ace- 
tone solution  and  has  the  advantages 
that : 

Application  is  not  painful. 

It  dries  quickly. 

The  color  is  due  to  Mercurochrome 
and  shows  how  thoroughly  this  anti- 
septic agent  has  been  applied. 

Stock  solutions  do  not  deteriorate. 

Now  available  in  4,  8 and  16  oz.  bottles 
and  in  special  bulk  package  for  hospitals. 
Literature  on  request 

HYNSON,  WESTCOTT  & DUNNING,  INC. 

BALTIMORE,  MARYLAND 


fully  scrutinize  the  operating  methods,  op- 
erating costs,  operating  income.  We  must 
be  prepared  to  scrap  precedent  and  obsolete 
methods.  Because  we  have  done  things  a 
certain  way  for  twenty  years  is  no  reason 
why  we  should  ignore  new  ideas.  We  must 
be  open-minded  and  alert  to  new  methods, 
ready  to  test  and  try,  and  then  to  adopt  if 
practical. 

These  days  when  income  is  dropping  fast- 
er than  expenses,  many  new  ideas  of 
financing  have  been  put  forward.  Every 
executive  is  looking  for  new  methods  of  re- 
ducing expenses  and  increasing  incomes.  A 
number  of  new  ideas  have  been  put  forward. 
The  writer  is  indebted  to  Hospital  Manage- 
ment and  to  C.  Rufus  Rorem  for  much  of  the 
following  material.  Among  these  ideas  are: 

Contract  with  authorities  for  hospital  care  of 
certain  classes  of  veterans. 

Brief  summaries  of  individual  cases  of  free  and 
part  free  work,  sent  to  wealthy  citizens  to  induce 
substantial  contributions  to  the  hospital. 

Plat  rates  based  on  advance  payment;  discounts 
for  full  payment  on  discharge. 

Acceptance  of  farm  products  and  livestock  in 
return  for  hospital  service. 

Revision  of  courtesy  discount  lists;  elimination 
from  discounts  of  extra  charges,  leaving  discounts 
applicable  to  room  rates  only. 

Salary  reductions  either  on  a flat  basis  or  a 
postponed  payment. 

Use  of  senior  students  to  replace  supervisors 
on  vacation. 

Establishment  of  charges  to  physicians  and 
personnel  for  meals  in  the  hospital  dining  room. 

Establishment  in  the  hospital  of  drug  store, 
flower  shop,  beauty  parlor. 

Use  of  insurance  idea  in  meeting  cost  of  hos- 
pital service. 

The  plan  that  seems  to  be  arousing  the 
greatest  interest  is  the  hospital  insurance 
plan.  As  this  seems  the  most  feasible  to  this 
writer,  and  has  the  most  far-reaching  influ- 
ence for  good,  this  plan  will  be  outlined  in 
detail. 

Only  a fraction  of  any  group  of  the  popu- 
lation is  afflicted  with  a severe  illness,  dur- 
ing the  year,  that  requires  hospitalization. 
But  on  a part  of  this  group  the  burden  falls 
very  heavily.  Too  often  hospitalization 
places  a financial  burden  on  the  wage- 
earner  that  he  either  cannot  pay  or  places 
on  him  a burden  of  debt  that  takes  months 
to  liquidate. 

Cost  of  sickness  is  compulsory  and  must 
be  met  by  the  patient,  the  public,  the  physi- 
cian, or  the  hospital.  A group  of  people  can 
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Yellow 

Cab 


'pHE  doctor  can  safely  recom- 
mend this  service  to  his  pa- 
tients for  trips  between  their 
homes  and  his  office,  or  to  the 
hospital. 


The  service  stands  on  a founda- 
tion of  long  experience  and  a 
never  ceasing  effort  to  maintain 
a standard  that  merits  the  ap- 
proval of  its  patrons. 


The  rates  are  within  reach  of 
every  pocketbook. 


Phone 

TAbor 

5151 


Owned  and  operated  by 


ROCKY  MOUNTAIN 
MOTOR  COMPANY 


Roe  Emery,  Pres. 


MALNUTRITION 


— especially  in  children  ivho  dislike  milk 


W'HILE  malnutrition  in  children  may  be  due  to 
premature  birth,  to  some  constitutional  de- 
bility or  the  development  of  some  serious  dis- 
ease, the  great  majority  of  cases  are  due  to  im- 
proper or  faulty  diet. 

Insufficient  milk  is  by  far  the  most  serious 
failing  in  children’s  diets.  This  is  due,  no  doubt, 
to  the  fact  that  so  many  youngsters  dislike  milk 
and  refuse  to  drink  it.  More  and  more  physicians 
are  meeting  this  problem  by  prescribing  Coco- 
malt— which  is  as  alluring  as  chocolate  soda  to 
children. 

Prepared  as  directed,  Cocomalt  adds  110  extra 
calories  to  a cup  or  glass  of  milk — increasing  the 
protein  content  45%,  the  carbohydrate  content 
184%,  the  mineral  content  (calcium  and  phos- 
phorus) 48%.  It  is  rich  in  Vitamin  D,  containing 
no  less  than  30  Steenbock  (300  ADMA)  units  of 
Vitamin  D per  ounce — the  amount  used  to  make  one 
drink.  (Licensed  by  Wisconsin  University  Alumni 
Research  Foundation.) 

This  rich  Vitamin  D content,  combined  with 
the  extra  calcium  and  phosphorous  provided  by  Coco- 
malt and  milk,  aids  substantially  in  the  develop- 
ment of  strong  bones  and  sound  teeth. 

At  grocery  and  drug  stores  in 
V2- lb.  and  1-lb.  vacuum-sealed  cans. 

Also  in  5-lb.  cans  for 
hospital  use,  at  a spe- 
cial price.  R.  B.  Davis 
Co.,  Hoboken,  N.  J. 

Free  to  Physicians 

Send  your  name  and 
address  for  a trial-size 
can  of  Cocomalt — free. 


Cocomalt  is  ac- 
cepted by  the 
Committee  on 
Foods  of  the 
American  Med- 
ical Association 


comalt 

DELICIOUS  HOT  OR  COLD 


Cocoamalt  is  composed  of  sucrose,  skim  milk, 
selected  cocoa,  barley  malt  extract,  flavoring  and 
added  Vitamin  D. 


ADDS  70%  MOKE!  FOOD-ENERGY  TO  M I l,K 

(Prepared  according  to  label  directions) 


R.  I>.  DAVIS  CO.,  Dept. BPl 2 Hoboken,  N.  J. 
Please  send  me  a full-sized  can  of  Cocomalt,  free. 

Name 

Address 

City State 
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Doctor:  Your  confidence  will  be  justified 
when  you  recommend 


Soluble  Tooth  Powder 


**Completely  solu- 
ble yet  incor- 
porating' excep- 
tionally valuable 
cleansing  and 
polishing  con- 
stituents** 

**S  c i e n t i fic  a 1 1 y 
accurate  and 
chemically  cor- 
rect in  composi- 
tion** 


**We  make  no 
therapeutic 
claims**  We  do 
suggest  this 
powder  as  a 
most  efficient 
means  of  aiding 
maintenance  of 
mouth  and  teeth 
cleanness** 


IT  IS  A Radical  Advance  in  Oral  Hygiene 


Guard  Your  Family  Against 
Cold  Draughty  Rooms 

INSTALL  A 


Uniform  heat  eliminates  cold 
and  sickness  from  your  home. 


Barnett  Fuel  & Oil  Co. 

3800  Wynkoop  Phones  KEystone 
Denver  2323-5700 


do  what  the  individual  cannot  do.  namely, 
budget  the  cost  of  hospital  care.  By  ‘group 
payment”  for  services  which  individuals  in 
a group  will  require,  numbers  of  people  can 
assure  themselves  of  the  proper  hospital  care 
at  costs  which  are  within  their  ability  to 
pay.  There  are  in  the  United  States  several 
plans  for  hospital  service  to  groups. 

For  almost  a decade  attempts  have  been 
made  to  set  up  hospital  insurance  plans  by 
which  individuals  may  pay  a fixed  sum  and 
be  guaranteed  hospital  care.  One  kind  of  a 
plan  is  that  by  which  a promoter  organizes 
an  association  for  sale  of  individual  policies. 
In  such  cases  the  hospital  is  paid  for  services 
rendered  the  insured,  covered  by  an  agree- 
ment. The  hospital  bears  no  financial  risk 
but  usually  agrees  with  the  association  to 
render  the  service  at  a discount  figure.  Plans 
of  this  type  when  organized  for  profit  have 
not  succeeded.  Some  groups  of  this  type 
organized  not  for  profit  have  been  in  exist- 
ence for  several  years,  such  as  Rockford 
(111.)  Hospital  Association  and  the  Thomp- 
son Trust  of  Brattleboro,  Vermont.  These 
have  been  in  operation  for  ten  years  but  are 
small,  having  under  500  members  each. 

A more  recent  and  comprehensive  hospital 
insurance  plan  has  been  that  in  which  the 
hospital  contracts  with  a group  of  policy- 
holders directly  or  through  an  association  to 
provide  certain  definite  services  at  an  agreed 
sum  per  person  per  year.  In  Dallas,  Texas, 
Baylor  University  Hospital  has  under  con- 
tract 8,000  employed  persons  and  the  Meth- 
odist Hospital  has  4,000.  The  terms  of  the 
contracts  are  similar.  Baylor  sells  the  con- 
tracts direct,  while  the  Methodist  Hospital 
sells  through  an  agency.  The  contract  pro- 
vides for  the  payment  of  50  cents  to  75  cents 
per  month.  The  hospital  agrees  to  provide, 
without  extra  charge,  hospital  service  when 
needed,  including  room  service,  laboratory 
routine,  routine  medicines,  surgical  dress- 
ings, operating  room — not  to  exceed  twenty- 
one  days  in  any  twelve  months  period.  After 
twenty-one  days  the  patient  pays  regular 
rates  less  a discount.  The  benefits  of  the 
plan  do  not  include  x-ray,  special  medicines, 
ampoules  or  serums,  or  doctors  or  special 
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Taylor-Made 

ARE  MADE  TO  SUIT  EVERY  NEED  FROM 
THE  LIGHTEST  WEIGHT  GIRDLE  TO 
THE  HEAVIER  SURGICAL  CORSET 

CORSETS 


ABDOMINAL  BELTS  WITH  CORSET  BACK 


SPINAL  CORSETS 


WITH  PELVIC  STEELS 
AND  SHOULDER  STRAPS 


A NEW  KENLASTIC  SEAMLESS  STOCKING  IS  MADE  WITH 

EXTENSION  HEEL 

CHAS.  B.  E.  TAYLOR 

Elizabeth  Kendrick  Taylor 

204-5  McClintock  Bldg.  1554  California  St. 

Denver,  Colorado 
Phone  MAin  2357 


DOCTOR! 

The  spirit  of  Cooperation  is  again  in 
evidence  at  Walgreens.  Your  prob- 
lem of  selecting  attractive  Christmas 
Gifts  at  prices  that  do  not  take  (‘The 
Joy  Out  of  Giving”  is  answered  here. 


WALGREEN  COMPANY 

The  Doctors’  Druggists 

METROPOLITAN  BLDG.  DENVER  KEystone  2301 
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Colorado  Medicine 


A Doctor’s  Suburban  Home 
A Private  Sanitarium 
A Foothill  Paradise 

for  sale 

9-room  house  with  acre  of  land  all  fenced. 
Fireplace,  kitchen  stove  and  hot  water 
heater  connected  with  fully  modern  bath 
and  kitchen.  Cemented  basement,  private 
lighting  system  electricity,  drilled  well  174 
feet  deep  under  electric  control.  Reservoir 
capacity  3,200  gal.  All  water  pipes  under 
ground,  and  frost-proof.  Garage  and  sun 
porch.  Back  porch  enclosed  with  wall 
board.  Sewerage  system  same  as  in  Bon- 
nie Brae  and  Cherry  Hills. 


LOCATED  NEAR  EVERGREEN, 
COLORADO 

Call  MAin  3325  for  Information 


nurses  fees,  or  use  of  such  equipment  as 
oxygen  tents,  etc. 

Contagious,  tuberculous,  and  mental  cases 
are  not  included  after  they  have  been  diag- 
nosed as  such.  Obstetrical  cases  receive  a 
50  per  cent  discount  on  hospital  service  after 
a period  of  nine  months'  membership.  In 
case  of  general  epidemics,  the  hospital  can 
cancel  its  obligation  by  a refund  of  the 
amount  paid  during  the  twelve  months. 

The  financial  arrangements  provide  a 
minimum  expense  to  the  hospital.  Groups  of 
employees  join  in  subscribing  to  the  hospital- 
ization plan.  They  collect  monthly,  quar- 
terly, semi-annually,  or  annually  and  make 
payment  to  the  hospital  or  its  agent. 

The  financial  experience  at  Dallas  indi- 
cates that  the  plan  in  effect  is  actuarially 
sound,  the  amounts  paid  to  the  hospital  be- 
ing sufficient  to  provide  a substantial  aver- 
age revenue  for  each  day  of  service.  Ap- 
proximately 10  per  cent  used  the  service 
during  the  year,  and  the  average  stay  was 
nine  days. 

Some  groups  receive  more  benefit,  the 
value  of  which  at  regular  rates  exceeds  the 
amount  paid  by  this  group  to  the  hospital. 
On  the  other  hand  other  groups  pay  more 
than  the  service  cost.  The  figures  from  the 
operation  of  this  plan  illustrate  that  sickness 
is  a hazard  to  the  individual,  yet  its  amount 
and  cost  can  be  predicted  with  reasonable 
accuracy  for  the  entire  group.  To  be  sure, 
the  twenty-one-day  limitation  does  not  pro- 
tect the  members  against  the  extreme  cost  of 
severe  illness,  nor  does  the  plan  provide  for 
costs  of  physicians’  fees  or  private  nurse 
fees.  The  advantage,  however,  is  a real 
one  to  the  patient.  The  group  hospital  plan 
enables  a large  number  of  individuals  jointly 
to  pay  costs  for  relatively  small  number  in 
the  group  who  need  hospitalization. 

It  is  surprising  to  many,  no  doubt,  that  a 
fee  of  75  cents  per  month  is  adequate  to  re- 
imburse a hospital  for  service  to  members. 
Whether  this  amount  is  adequate  for  all 
groups  can  be  proved  only  by  experience. 
Several  features  of  the  group  hospitaliza- 
tion plan  operate  to  make  it  advantageous 
to  the  hospital.  First,  a minimum  revenue  is 
assured  through  the  regular  contributions, 
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TO  THE  PHYSICIANS  OF  COLORADO 

We  Wish  You 

The  Compliments  of  the  Season 


CLEVELAND  and  MILLER,  Inc. 

CASUALTY  INSURANCE 

and 

INLAND  MARINE 


834  GAS  & ELECTRIC  BLDG. 


DENVER,  COLO. 


Dryco  Policy  and  Medical  Ethics 

AN  OPEN  LETTER  TO  THE  MEDICAL  PROFESSION 

FOR  many  years  we  have  been  telling  the  story  of  Dryco,  and  later  that  of 
Irradiated  Dryco,  to  the  medical  profession.  Physicians  have  shown  a gratify- 
ing interest  in  its  scientific  background  and  its  practical  success. 

Irradiated  Dryco  has  always  been  advertised  and  marketed  under  a strictly 
ethical  policy.  We  have  not  considered  it  either  necessary  or  becoming  to  stress 
this  fact  in  medical  journal  advertising,  since  it  has  always  been  maintained  and 
could  be  attested  to  at  any  time  or  place. 

We  have  solicited  your  consideration  of  Dryco  as  an  outstanding  food  for 
babies,  not  because  we  do  not  advertise  to  the  laity  but  because  Dryco  is  a valuable 
help  in  feeding  infants  who  have  for  one  reason  or  another  been  deprived  of  breast 
milk — the  oldest  and  best  of  all  baby  foods. 

We  ask  your  consideration  of  Dryco  because  of  its  years  of  successful  clinic 
history  and  its  constant  scientific  progress — not  merely  because  we  confine  our 
advertising  exclusively  to  the  medical  profession.  We  believe  physicians  place  a 
higher  value  upon  the  usefulness  and  dependability  of  a product  than  upon  any 
advertising  policy. 

Therefore,  we  base  and  have  always  based  our  medical  journal  advertising  on 
scientific  facts  and  clinical  findings  on  Irradiated  Dryco  as  a food  for  infants. 


THE  DRY  MILK  COMPANY,  Inc. 

205  East  42nd  Street,  Dept.  C,  New  York,  N.  Y. 
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Colorado  Medicine 


QcnukulX 

1064  South  Gaylord 
Phone  PEarl  0622 
SH  & 

What  to  Give  for  Christmas? 

FLOWERS  are  the  solution  to 
your  problem. 


WHAITE  CARPET 
CLEANING  COMPANY 

F.  H.  REYER,  Manager 

COMPRESSED  AIR  CARPET 
CLEANERS 

We  Make  a Specialty  of  Cleaning,  Washing 
and  Repairing  Fine  Oriental  Rugs 

2519  W.  11th  Ave.  TAbor  3279 

Denver,  Colo. 


DOCTOR: 

You  must  keep  your  office 
furniture  in  good  condition 

Phone  TAbor  4087  for  Immediate  Service 

Henry  Meyer  Upholstering 
Company 

Furniture  Repairing  and  Upholstering 

538  E.  17th  Ave.  TAbor  4087 

Denver,  Colo. 


THE  DICKINSON  SCHOOL 

FOR  SUB-NORMAL  CHILDREN  WHO 
CAN  HE  TAUGHT  AND  HELPED 

Not  an  institution.  Just  a limited  number 
of  selected  children  whose  association  is 
helpful  in  home  atmosphere.  A few  girls 
boarded  five  years  up — no  boys  boarded 
over  ten  years  in  age. 

Correspondence  and  Visitors  Invited. 
MRS.  EDITH  DICKINSON,  Directress 
2210  E.  13th  AYE.,  DENVER 
FRanklin  6308-.I 


whereas  some  of  these  patients  would  have 
to  be  accepted  as  charity.  Second,  the  pa- 
tient is  required  to  pay  for  certain  extras, 
which  cuts  off  requests  for  unnecessary 
treatments.  Third,  the  limit  of  twenty-one 
days  protects  the  hospital  against  large  ex- 
pense for  chronic  cases.  Fourth,  the  addi- 
tional cost  of  giving  board  and  room  service 
to  a patient  in  a hospital  which  is  ready  to 
serve  at  capacity  is  not  very  great.  Fifth, 
the  privilege  of  refunding  money  in  case  of 
epidemics  avoids  the  possibility  of  the  plan 
being  a financial  drain  on  the  hospital. 

In  addition  to  the  above  plan  there  are 
several  variations.  The  plan  just  described 
is  used  in  individual  hospitals.  In  San  An- 
tonio and  Houston  a group  of  hospitals  com- 
bine to  furnish  this  type  of  service.  Their 
plan  varies  from  the  individual  hospital  plan 
in  only  a few  features.  At  Houston  five  hos- 
pitals set  up  a central  organization  which 
sells  contracts,  collects  payments  and  retains 
the  collection  in  a central  fund.  Each  hos- 
pital in  the  group  sends  monthly  bills  to  this 
central  organization  for  services  rendered  to 
members,  and  these  bills  are  paid  in  full.  In 
case  of  discounts,  such  as  maternity  mem- 
bers, who  get  50  per  cent  discount,  the  cen- 
tral organization  pays  to  the  hospital  the 
amount  of  discount  so  the  hospital  collects 
100  per  cent.  Under  the  individual  plan  the 
member  can  go  to  only  the  hospital  operat- 
ing the  plan.  Where  several  hospitals  op- 
erate in  a central  plan  the  patient  may  choose 
any  one  of  the  member  hospitals. 

Hospital  insurance  is  a plan  by  which  self- 
supporting  people  continue  to  be  self-sup- 
porting It  is  not  a means  of  dispensing 
charity.  It  is  a means  of  avoiding  it. 
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PCCTEC 

Sanitarium  & Hospitals 

2525  South  Downing  Street 
Denver,  Colo. 

Members  of  the  Colorado  and  Wyoming 
State  Medical  Societies  welcomed 
to  our  staff. 


This  latest  addition  to  Denver’s  splendid  group  of  health  institutions  presents  a distinct 
type  of  service  as  typified  in  its  sisterhood  of  one  hundred  health  units  the  country  over. 
Our  world-wide  organization  is  backed  by  50  years’  experience  in  sanitarium  management. 


THE  CHILDREN’S  HOSPITAL  ASSOCIATION 

of  DENVER 

NON-SECTARIAN NON-PROFIT 

Providing  medicinal  and  surgical  aid  to  sick  and  crippled  children  of  the  Rocky 
Mountain  Region  from  Birth  to  Maturity 

Every  modern  scientific  aid  available  to  the  physicians  and  surgeons  of  Colo- 
rado and  Wyoming 

Rated  Class  A Full  Three-Year 

By  A.  C.  S.  and  A.  M.  A.  Nurses’  Training  Course 
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ffhe  9rcsbiiterian  Jlojpital 


DENVER,  COLORADO 


Wishes  to  express  its  appreciation  for  the  whole-hearted  and 
unstinted  cooperation  extended  us  by  the  medical  profession 
during  the  past  year.  We  are  glad  to  have  this  opportunity  to 
extend  our  sincere  wishes  for  a Merry  Christmas  and  a pros- 
perous New  Year. 

WALTER  G.  CHRISTIE,  Supt. 


AIR  VIEW  of  the  COLORADO  SPRINGS  PSYCHOPATHIC  HOSPITAL 
A Private  Hospital  for  Nervous  and  Mental  Diseases 
Situated  in  a beautiful  valley  two  miles  south  of  Colorado  Springs,  which  is  nationally  known 
as  a health  center.  New  building  for  mild  cases  of  Functional  Neurosis,  affording  complete 
classification  of  patients.  Home-like  surroundings,  scientific  medical  treatment  and  nursing 
care.  Booklet  and  rates  on  application.  E.  J.  Brady,  M.  D.,  Superintendent,  Colorado  Springs. 
Colorado. 
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